ALBERT  A.  GRONBLAD,  inc. 

MASON  CONTRACTOR 

TELEPHONES  283-4241—283  4301 


CARROLL  K.  STEELE 


INSURANCE  AGENCY,  Inc. 

IF  IT  S  INSURANCE— SEE  STEELE 

Carroll  K.  Steele  -  Arthur  S.  Murch,  Jr.  -  Edwin  J.  McKay.  Jr.  -  Stephen  F.  Dexter 

32  PLEASANT  ST.,  GLOUCESTER,  MASS.  (01930  -  PHONE  283-5100 
23  MAIN  ST.,  ROCKPORT,  MASS.  —  01966  —  PHONE  546-2186 


'WHERE  THOUSANDS  SAVE  MILLIONS' 


SAVINGS  •  MORTGAGES  •  LOANS  •  LIFE  INSURANCE 


IPSWICH  —  ROWLEY  —  ESSEX 


IPSWICH 

SAVINGS 

BANK 


Ipswich  Main  Office 
Open  Sat.  A.M.  9-12 


FREE  PARKING 


REAR  OF  BANK 


IPSWICH  SAVINGS  BANK 


23  Market  St.,  Ipswich,  Mass.  01938 


356-2971 


lame  d 


0*.  Cjreely  funeral  Service ,  Si 


nc. 


212  WASHINGTON  STREET 


GLOUCESTER,  MASSACHUSETTS  01930 


JAMES  C.  GREELY,  JR. 
JAMES  C.  GREELY.  Ill 
GERALD  D.  GREELY 


TELEPHONE 

283-0698 


GRANITE  SAVINGS  BANK 


tOADWAY 


SINCE  1884 

ROCKPORT 


o 


O 


3D 


> 


CHECKING  ACCOUNTS 

SAVINGS  ACCOUNTS 

INSTANT  CHECK  CREDIT 

PERSONAL  LOANS 

CAR  LOANS 

MORTGAGES 

HOME  IMPROVEMENT 
LOANS 

DRIVE-UP  WINDOWS* 

CHRISTMAS  AND 
ALL-PURPOSE  CLUBS 

FULL  SERVICE 
STATEMENT  BANKING 

TRUST  ACCOUNTS 

SAFE  DEPOSIT  BOXES 

TRAVELERS  CHECKS 

PERSONAL 
MONEY  ORDERS 

GIFT  CHECKS 

NIGHT  DEPOSITORY 

BUSINESS  LOANS 

LEASING  ACCOUNTS 


CAPE  ANN  BANK 

OFFICES 

MAIN  OFFICE 

154  Main  Street 

Gloucester,  Massachusetts  01930 
Telephone:  617  283-3131 
Banking  Hour$: 

9-3  Monday^-  Thursdcy;  9-4:30  Friday 
Sidewalk  Window:  3-4  Monday-Thursday 

BASS  AVENUE 

82-86  Bass  Avenue 
Gloucester,  Massachusetts  01930 
Telephone:  617  281-2222 
Banking  Hours: 

9-5  Monday  -  Wednesday 

9-7  Thursday  and  Friday;  9-1  Saturday 

CIRCLE  OFFICE 

Route  128  at  Grant  Circle 
Gloucester,  Massachusetts  01930 
Telephone:  617  283-0721 
Banking  Hours: 

9-6  Monday-Thursday;  9-7  Friday; 

9-12  Saturday 

MANCHESTER  OFFICE 

17  Union  Street 

Manchester,  Massachusetts  01944 
Telephone:  617  526-4994 
Banking  Hours; 

8:30-2  Monday  -  Friday;  9-12  Saturday 

ROCKPORT  OFFICE  (Open  February  14,  1974) 
Rockport  Shopping  Center 
Railroad  Avenue 
Rockport,  Massachusetts  01966 
Telephone:  61 7  546-741 1 
Banking  Hours: 

9-5  Monday-Thursday;  9-7  Friday; 

9-1  Saturday 

PERSONAL  TRUST  OFFICES 

Colonel  Foster  House 

75  Middle  Street, iCorner  of  Hancock  Street 
Gloucester,  Massachusetts  01930 
Telephone:  617  283-3131 
Banking  Hours: 

9-4  Monday-Friday 


MEMBER  FEDERAL  DEPOSIT  INSURANCE  CORPORATION 


Features  and  Departments 
of  a  City  Directory 


Your  new,  improved  City  Directory  is  the  most  complete 
and  comprehensive  catalog  ever  published  of  the  inhabit¬ 
ants,  business  concerns  and  institutions  of  your  city.  It  is 
much  more  than  just  an  alphabetical  list  of  names  and 
addresses. 


Your  City  Directory  Contains: 


An  Alphabetical  list  of  names  and  addresses 
of  every  resident,  business  concern  and  insti¬ 
tution,  plus  wife's  name  and  if  a  widow  the 
deceased  husband's  initial,  and  the  occupa¬ 
tions  of  all.  Principal  officers  or  owners  and  a 
description  of  businesses  are  included  as  well. 


"S 


A  Householders0  Directory  including  a  Street 
and  Avenue  Guide.  This  section  lists  every 
street  and  where  intersecting  streets  appear. 
It  lists  numerically  every  location  on  each 
street,  naming  the  householder  or  business  at 
each  number  and  whether  the  person  is  a 
homeowner  or  renter  and  if  he  has  a  telephone. 
Similar  information  is  provided  on  office  and 
public  buildings  and  their  occupants. 


A  Classified  Business  Directory  —listing  every 
business,  classified  as  to  type,  and  showing 
names  and  addresses.  It  also  lists  every  pro¬ 
fession,  club,  society  and  association,  hospital 
and  cemetery,  labor  organization,  library, 
park  and  playground  and  school. 


4 

5 


A  *' Yellow  Section 00  or  Buyers0  Guide,  where 
the  advertiser  may  explain  in  greater  detail 
the  services  or  products  he  has  to  offer. 


A  Statistical  and  Historical  Story  of  your  city; 
plus  miscellaneous  other  information. 


Typical  Questions 

Your  City  Directory 
Will  Answer 


ABOUT  AN  INDIVIDUAL 

How  does  he  spell  his  name? 

What  is  his  middle  initial? 

Is  he  married?  What  is  his  wife's 
name? 

Where  does  he  live? 

Does  he  own  his  home  or  rent? 

Has  he  a  telephone? 

Who  are  his  neighbors? 

What  does  he  do  for  a  living? 

Where  does  he  work? 

Is  he  the  "head  of  the  house"  or 
a  resident? 

Does  he  own  a  business?  Is  he 
a  member  or  officer? 

Who  else  is  in  the  same  business 
or  profession? 

Is  the  woman  single,  married  or 
a  widow? 

ABOUT  YOUR  CITY 

What  is  the  city's  history? 

What  are  the  latest  population 
figures? 

What  is  the  latest  statistical  and 
general  civic  information? 

What  are  the  leading  industries 
and  activities  of  the  city? 

What  are  the  names  and  loca¬ 
tions  of  the  schools? 

What  are  the  churches  and  j 
where  located? 

Who  are  the  pastors  of  the 
churches?  j 

What  are  the  locations  of  the  j 
hospitals,  homes  and  asy¬ 
lums?  I 


ABOUT  A  LOCALITY 

How  is  the  quickest  way  to  get 
there? 

Who  lives  at  a  given  address? 

Is  there  a  telephone  at  the  ad¬ 
dress  or  nearby? 

j  What  is  the  character  of  the 
neighborhood? 

Is  it  a  "home-owners"  section? 

What  is  the  nearest  street  corner? 

What  is  the  nearest  store,  church, 
school,  garage,  shopping  cen¬ 
ter,  parking  lot,  etc.? 

Where  are  the  public  and  office 
buildings? 

If  it  is  a  business  location,  what 
business? 

If  an  office  building,  what  firms 
or  professional  people  are  in 
what  rooms? 

ABOUT  A  BUSINESS 
CONCERN 

What  is  the  nature  of  the  busi¬ 
ness? 

What  is  the  correct  name  and 
address? 

Is  it  a  Proprietorship,  Partnership 
or  Corporation? 

Who  are  the  partners,  owners, 
or  officers? 

Who  else  in  same  or  similar 
lines? 


Your  New  City  Directory 
contains  /|^ 
major  directories 
in  one  volume 


1975 

GLOUCESTER 

(ESSEX  COUNTY,  MASS.) 

CITY  DIRECTORY 

Including;  Rockport 


Buyers'  Guide 
and  Classified 
Business 
Directory 

Alphabetical 

Directory 


Street  Directory 
of  Householders 
and  Businesses 


Numerical 

Telephone 

Directory 


Area  code  617 


SAWYER  FREE  LIBRARY 


PRICE  $65.00 


GLOUCESTER,  MASS.  01930 


A  Library  Of 
Out  Of  Town 
City  Directories 


R  L  POLK  CO. 

PUB  LI  8  HERS 

600  Washington  Street  •  Boston,  Mass.  02111 
Tel.  (617)  426  6309 


Available  At 
Chamber  of  Commerce 


PUBLISHERS  NOTE 


The  information  in  this  Directory  is  gathered  by  an  actual  door  to  door  can 
vass  and  is  compiled  in  a  way  to  insure  maximum  accuracy. 


The  publishers  cannot  and  do  not  guarantee  the  correctnessof  all  information 
furnished  them  nor  the  complete  absence  of  errors  or  omissions,  hence  no  re¬ 
sponsibility  for  same  can  be  or  is  assumed. 


The  publishers  earnestly  request  the  bringing  to  their  attention  of  any  mac 
curacy  so  that  it  may  be  corrected  in  the  next  edition  of  the  Directory. 


INTRODUCTION 

AND 

GENERAL  INDEX 


R.  L.  POLK  &  CO.,  publishers  of  more  than  1,400  City,  County, 

State  and  National  Directories,  present  to  subscribers  and  the  general 
public,  this,  the  latest  edition  of  the  Gloucester  Directory,  including 
Rockport. 

Confidence  in  the  growth  of  Gloucester’s  and  Rockport’s  industry 
and  wealth,  and  in  the  advancement  of  their  civic  and  social  activities, 
will  be  maintained  as  sections  of  this  Directory  are  consulted,  for  the 
Directory  is  a  mirror  truly  reflecting  Gloucester  and  Rockport  to  the 
world. 

The  enviable  position  occupied  by  R.  L.  POLK  &  CO.'S  Directories 
in  the  estimation  of  the  public  throughout  the  country,  has  been  estab¬ 
lished  by  rendering  the  best  in  Directory  service.  With  an  unrivaled  or¬ 
ganization,  and  having  had  the  courteous  and  hearty  cooperation  of  the 
business  and  professional  men  and  residents,  the  publishers  feel  that 
the  result  of  their  labors  will  meet  with  the  approval  of  every  user,  and 
that  the  Gloucester  and  Rockport  Directory  will  fulfill  its  mission  as  a 
source  of  authentic  information  pertaining  to  the  cities. 

Four  Major  Departments 

The  four  major  departments  are  arranged  in  the  following  order:  — 

I.  THE  BUYERS’  GUIDE  constitutes  the  first  major  department  of 
the  Directory,  printed  on  yellow  paper.  In  the  first  section  of  this  de¬ 
partment,  grouped  under  appropriate  headings,  are  included  the  adver¬ 
tisements  and  business  cards  of  firms  and  individuals  desiring  to  make 
a  complete  presentation  of  their  products  or  services.  Following  this  is 
the  Classified  Business  Section,  which  embraces  a  list  of  the  names  and 
addresses  of  all  business  and  professional  concerns  of  the  cities,  ar¬ 
ranged  in  alphabetical  order  under  appropriate  headings— a  catalog  of 
all  the  activities  of  the  city.  The  Buyehs*  Guide  represents  reference 
advertising  at  its  best,  and  merits  the  attention  of  all  buyers  and  sellers 
seeking  sources  of  supply  or  markets  for  goods.  In  a  busy  and  diversi¬ 
fied  community  like  Gloucester  and  Rockport,  the  necessity  of  having 
this  kind  of  information  up-to-date  and  always  immediately  available,  is 
obvious.  The  Directory  is  the  common  intermediary  between  buyer  and 
seller,  and  plays  an  important  role  in  the  daily  activities  of  the  com¬ 
mercial,  industrial  and  professional  world. 

II.  THE  ALPHABETICAL  LIST  OF  NAMES  of  residents,  business 
and  professional  concerns  is  the  second  major  department,  printed  on 
white  paper.  This  is  the  only  record  in  existence  that  aims  to  show  the 
name,  marital  status,  occupation  and  address  of  each  adult  resident  of 
Gloucester,  including  Rockport,  and  the  name,  official  personnel,  nature 
and  address  of  each  firm  and  corporation  in  the  city. 


INTRODUCTION  AND  GENERAL  INDEX 


m.  THE  directory  of  householders,  including  street 

AND  AVENUE  GUIDE  is  the  third  major  department,  printed  on  green 
paper.  In  this  sectiorr,  the  names  of  the  streets  are  arranged  in  alpha¬ 
betical  order;  the  numbers  of  the  residences  and  business  concerns  are 
arranged  in  numerical  order  under  the  name  of  each  street,  and  the 
names  of  the  householders  and  concerns  are  placed  opposite  the  num¬ 
bers.  The  names  of  the  intersecting  streets  appear  at  their  respective 
crossing  points  on  each  street.  Special  features  of  this  section  are  the 
designation  of  owner-occupied  homes,  the  listing  of  telephone  numbers, 
new  householder  symbols  and  Zip  Codes. 

IV.  THE  NUMERICAL  TELEPHONE  DIRECTORY  the  fourth  major 
department,  is  printed  on  blue  paper. 


Community  Publicity 


The  Directory  reflects  the  achievements  and  ambitions  of  the  com¬ 
munity  depicting  in  unbiased  terms  what  it  has  to  offer  as  a  place  of 
residence,  as  a  business  location,  as  a  manufacturing  site  and  as  an 
educational  center.  To  broadcast  this  information,  the  publishers  have 
placed  copies  of  this  issue  of  the  Directory  in  Directory  Libraries, 
where  they  are  readily  available  for  free  public  reference,  and  serve  as 
perpetual  and  reliable  advertisements  of  Gloucester  and  Rockport. 


The  Gloucester  Directory  library 


Through  the  courtesy  of  the  publishers  of  the  Gloucester  Directory, 
a  Directory  Library  is  maintained  in  the  offices  of  the  ^I1°uc?®*er 
Chamber  Of  Commerce,  for  free  reference  by  the  general  public,  ihis 
is  one  of  more  than  800  Directory  Libraries  installed  in  cities  and  towns 
throughout  the  United  States,  Canada,  and  Puerto  Rico  through  the  cour¬ 


tesy  of  your  publisher. 


The  publishers  appreciatively  acknowledge  the  recognition  by  those 
progressive  business  and  professional  men  who  have  demonstrated  their 
confidence  in  the  City  Directory  as  an  advertising  medium,  with  assur¬ 
ance  that  it  will  bring  a  commensurate  return. 


R.  L.  POLK  &  CO., 
Publishers 


INDEX  TO  ADVERTISERS 

PAGE  NUMBERS  BELOW  REFER  TO  THE  BUYERS’  GUIDE  SECTION 


Page 


Addison  Gilbert  Hospital . right  side  lines 

Annisquam  Marine  &  Auto  Shop . left  side  lines  and 

Art  Jewelry  Co  Inc . right  side  lines  and 

Beaton  Real  Estate . left  side  lines  and 

Blanchard  William  E  Jewelers  . . left  side  lines  and 

Building  Center  Inc  of  Gloucester  The . right  side  lines  and 

Cape  Ann  Area  Chamber  of  Commerce . right  top  lines  and 

Cape  Ann  Bank.  . . A  and 

Cape  Ann  Fire  Appliance  and  Recharging  Service . . 

. ••••• . right  side  lines  and 

Cape  Ann  Glass . •••••••••••  .left  top  lines  and 

Cape  Ann  Savings  Bank . backbone,  right  side  lines  and 

Cape  Ann  Security  Agency . back  cover  and 

Cape  Ann  Young  Men’s  Christian  Association  of  Gloucester . 

. •••••••••••  right  side  lines  and 

Captain  Courageous  Restaurant  Inc . back  cover  and 

Ciolino’s  Pharmacy . left  side  lines  and 

Color  &  Pattern  Inc  ••••••••••••.••  right  side  lines  and 

Corliss  Bros  Inc.  •••••••••.•••••••  left  side  lines  and 

Cunningham  &  Kerr . front  cover  and 

Curtis  News . •••••••  right  side  lines  and 

Davis  D  K  Realty  Inc  •••••••••••••••  .left  top  lines  and 

Deering  Electric  Co  Inc.  •  •  •  •  •  .back  cover,  right  side  lines  and 

Destino’s  Submarine  Sandwiches . 

. back  cover,  left  top  lines  and 

Faulk  Bros  Inc.  ..••••••••••••••••••  right  top  lines 

First  National  Bank  of  Ipswich  The . left  side  lines  and 

Foley  Clifford  F.......  ...••••••••  left  side  lines  and 

Gloucester  Building  Supply  Co  Inc . right  side  lines  and 

Gloucester  Daily  Times . 

Gloucester  Paints  Inc . right  top  lines  and 

Gloucester  Supply  Company . right  top  lines  and 

Glover’s  Floor  Coverings  Inc . right  top  lines  and 

Cranite  Savings  Bank  •••.••••  front  cover,  right  top  lines  and 

Greely  James  C  Funeral  Service  Inc  ..•••••• . 

. .  front  cover,  right  top  lines  and 

Gronblad  Albert  A  Inc.  ••••••••••••••.  front  cover  and 

Harvey  S  R  Co  The  ••••••••••.....•  .left  top  lines  and 

Hiltz  Robert  C  Inc . front  stencil,  right  side  lines  and 

Ipswich  Savings  Bank  .......  front  cover,  right  side  lines  and 

Johnson  TV  Sales  &  Service.  •••••••••••  left  side  lines  and 

Lopes  Real  Estate.  •  right  side  lines  and 

Mahony  G  Everett  Inc .  29 

Mike’s  Pastry  &  Coffee  Shop . right  side  lines  and  37 

Mitchell’s  Driving  School . right  side  lines  and 

North  Shore  Furniture  Co . right  side  lines  and 

O’Leary  Bros  Paving  &  Sewerage  Co . 

. front  cover,  right  side  lines  and  15 

Painton  Melvin  S.  right  side  lines  and  39 

Peg  Leg  Restaurant  &  Inn . back  cover  and  43 

Peterson  Lawrence  N  Inc . back  cover,  right  side  lines  and  16 
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Pike  Funeral  Service  •••••••••  back  cover,  left  top  lines 

Poole’s  General  Contracting . right  side  lines 

Rich  C  H  Liquors  Inc . front  cover 

Rockport  National  Bank  ••••••••••••••  *left  top  lines 

Rose’s  Oil  Service  Inc  and  Transportation  Inc . 

. right  top  lines 

Sawyer’s  Lobster  Pool  #•••••••••••••  left  side  lines 

Seacoast  Petroleum  Inc  ........  back  cover,  right  top  lines 

Smith  J  Raymond  Inc  •••••••••••••••  left  side  lines 

Steele  Carroll  K  Insurance  Agency  Inc . front  cover 

Stevens  Motor  Sales  Inc . . . left  side  lines 

Strong  R  B  Co . . 

Sudbay  Pontiac -Cadillac -Buick  Inc . right  side  lines 

Tally’s  Auto  Sales  Inc.  ••••••••••••••  left  side  lines 

Thurston  George  W  Inc  •••••••••••••••••••••« 

Todd  George  H  Corp . -left  top  lines 

Tognazzi  Brothers  Inc.  . . .  right  side  lines 

Tompkins  C  F  Co . . . . 

Wetmore  Rentsit  Inc.  •••••••••••.••••  .top  stencil 

Woodruff  Realty . right  side  lines 

Works  Chevrolet -Olds  Inc.  ••••••....•  .bottom  stencil 

Yankee  Cab  Service  Inc  left  side  lines 
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Buyers' 

Guide 

Contains 

The 

Advertisements 
Of  The 
More 

Progressive 

Business 

Men 

And 

Firms 

Followed  By 
A  Complete 
Classified 
Business 
Directory 


R’L-POLK  &c  CO. 


THE  CITY  DIRECTORY  PUTS  YOUR  COMPANY  NAME, 

YOUR  PRODUCTS  OR  SERVICE  IN 
YOUR  PROSPECTS’  OFFICE... 
EVERY  WORK  DAY! 


YOUR  NAME,  YOUR  FIRM' NAME 

“POPS  OUT” 

INSTANTLY  IN  BOLD  FACE  TYPE 
Executive  Type  Listings 

establishes  prestige 

informs  prospective  buyers 

makes  your  name  stand  out 

identifies  your  business — 
tells  who  you  are,  where 
you  are— what  you  do  and 
how  you  can  be  reached 


FLORISTS— RETAIL 

} AYERS  DAN  FLOWERS.  Rear  702 

Aehevklle  Dr  PO  Bo*  142«  (293011.  Tel 
4M-2261  (Soe  Index  To  Advertiser*^ 

funeral  designs 

‘"""EStOTSZ  w 

«  ,S~  T. 

•FLOWERS-ARTIFICIAL 

ayehs  dan  ao*«  T.I 

6M-2291  (See  Index  10  _ ^ 


can  oe  reacnea  ^ 

MAKE  SURE  YOUR  FIRM  NAME  IS  LISTED  WITH  COMPLETE  AND 

ACCURATE  BUSINESS  INFORMATION 


Works 


Chevrolet 


Oldsmobile 


CHEVROLET 


QUALITY  SALES  AND  SERVICE 

Complete  Body  and  Paint  Shop  Service 

On 

All  Makes  Of  Cars 


USED 


Used  Cars 


Trucks 


CARS. 


BankAmericard 


MASTER  CHARGE 


Tel.  283-4600 


50  Maplewood  Ave. 


Gloucester,  Mass.  01930 
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AUTOMOBILE  DEALERS 


STEVENS  S. 

Sales  And  Service 


FORD 

MAVERICK 

THUNDERBIRD 

MUSTANG 

PINTO 

TRUCKS 


A-1 

USED  CARS 
AND  TRUCKS. 


Leasing  and  Renting  New  Cars 


283-8500 


43  Gloucester  Ave. 


Gloucester,  Mass.  01930 


Phones  283-0001  -  283-2400 

DODGE-DART 


SALES  and  SERVICE 

130  WASHINGTON  ST. 
GLOUCESTER,  MASS.  01930 


AUTOMOBILE  DEALEPS 


^9Htiac 

(^euU££ac 

‘5te£e6 

feet 


SALES  —  SERVICE  —  REPAIRS 

Couseway  Street,  Gloucester,  Mass.  01930 


Tel.  283-4730 


Mercury-Comet  Dealer 
WRECKER  SERVICE 

Tels.  283-0549,  283-0550  and  283-9434 


2  WASHINGTON  STREET 
74-76  ESSEX  AV.  RT.  133 

GLOUCESTER,  MASS.  01930 


KNOW  YOUR  DIRECTORY 


OCCUPATION 


Fin  a  Dorothy  M  r7657  Ternes 
"  Martha  D  (Tvirt  Jfirton?  h'Zfi'iT  Ternes 
"  Mi  chi  (Eva  D^auto  mech^Plymouth  h 

- W0  9-Ten 

Finch  Douglas  B  (Evelyn)  coml  artist 
Natl  Det  Publishers  h24915  Chicago 
"  Elsie  E  h2836  Geneva 
Findley  Auhroy  J  (Beatrice  C)  cable 
spliceiCpet  EdisonjiTo 
Finedell  Amir  fo  raw 
apt  15 

Fineman  Sami  (Leona)  h22192  Michigan 


T501  Yinger 

'hffoi?  rteda 


NAME  OF 
EMPLOYER 


HOW  TO  LEARN  OCCUPATION 
AND  NAME  OF  EMPLOYER 

Credit,  Sales  and  Advertising  Departments  can  quickly  check 
this  vital  information  regarding  customers  and  prospects. 
Responsibility,  probable  approximate  income  and  similar 
questions  can  be  answered  instantly  by  referring  to  your 
Directory.  Complete  information  is  provided  on  every  em¬ 
ployed  person. 


CHECKING  ACCOUNTS 

SAVINGS  ACCOUNTS 

INSTANT  CHECK  CREDIT 

PERSONAL  LOANS 

CAR  LOANS 

MORTGAGES 

HOME  IMPROVEMENT 
LOANS 

DRIVE-UP  WINDOWS* 

CHRISTMAS  AND 
ALL-PURPOSE  CLUBS 

FULL  SERVICE 
STATEMENT  BANKING 

TRUST  ACCOUNTS 

SAFE  DEPOSIT  BOXES 

TRAVELERS  CHECKS 

PERSONAL 
MONEY  ORDERS 

GIFT  CHECKS 

NIGHT  DEPOSITORY 

BUSINESS  LOANS 

LEASING  ACCOUNTS 


CAPE  ANN  BANK 

OFFICES 


MAIN  OFFICE 

154  Main  Street 

Gloucester,  Massachusetts  01930 

Telephone:  617  283-3131 

Banking  Hours;  _  _  .  . 

9-3  Monday  -  Thursday;  9-4:30  Friday 
Sidewalk  Window:  3-4  Monday-Thursday 

BASS  AVENUE  V 

82-86  Bass  Avenue 
Gloucester,  Massachusetts  01930 
Telephone:  617  281-2222 
Banking  Hours: 

9-5  Monday  -  Wednesday 

9-7  Thursday  and  Friday;  9-1  Saturday 

CIRCLE  OFFICE 

Route  128  at  Grant  Circle 
Gloucester,  Massachusetts  01930 
Telephone:  617  283-0721 
Banking  Hours: 

9-6  Monday-Thursday;  9-7  Friday; 

9-12  Saturday 

MANCHESTER  OFFICE 

17  Union  Street 

Manchester,  Massachusetts  01944 
Telephone:  617  526-4994 
Banking  Hours; 

8:30-2  Monday  -  Friday;  9-12  Saturday 


ROCKPORT  OFFICE  (Open  February  14,  1974) 
Rockport  Shopping  Center 
Railroad  Avenue 
Rockport,  Massachusetts  01966 
Telephone;  617  546-7411 
Banking  Hours:  . 

9-5  Monday-Thursday;  9-7  Friday; 

9-1  Saturday 


PERSONAL  TRUST  OFFICES 

Colonel  Foster  House 

75  Middle  Street,  Corner  of  Hancock  Street 
Gloucester,  Massachusetts  01930 
Telephone:  617  283-3131 
Banking  Hours: 

9-4  Monday-Friday 


MEMBER  FEDERAL  DEPOSIT  INSURANCE  CORPORATION 


BANKS 


Incorporated  in  1846 


CAPE  ANN 
SAVINGS  BANK 

GLOUCESTER,  MASS.  01930 

DEPOSITS  OVER  $56,000,000 
ASSETS  OVER  $62,000,000 

A  Massachusetts  Mutual  Savings  Bank 
Conducted  Solely  for  the  Benefit 
of  its  Depositors 

President  . CHARLES  W.  LOWRIE 

Vice  President . LAWRENCE  N.  PETERSON 

Treasurer  . . HENRY  A.  JONES 

Assistant  Vice  President  &  Assistant  Treasurer . JOHN  G.  OLSEN,  JR. 

Assistant  Vice  President  &  Assistant  Treasurer .  RAYNOR  G.  ADAMS 

Assistant  Treasurer .  JOHN  M.  BISHOP 

Operations  Administrator . NANCY  E.  ADAMS 

Administrative  Assistant  . PHYLLIS  H.  DAGLEY 

Loan  Officer . DONALD  A.  DAMON 

TRUSTEES 

James  H.  Bagshaw  Henry  A.  Jones 

Harold  Bell  Robert  Kramer 

William  R.  Bishop  Charles  W.  Lowrie 

John  D.  Cunningham  Henry  J.  Moore 

Harold  C.  Dexter  Edward  Morley 

N.  Alston  Faulk  Lawrence  N.  Peterson 

Robert  J.  Harris  Daniel  F.  Slade 

David  E.  Harrison  Donald  E.  Sudbay 

Charles  T.  Heberle  Thomas  G.  Wonson 

Telephone  283-0246 

109  Main  St.  Gloucester,  Mass.  01930 

Beach  St.  Manchester,  Mass.  01944 

DEPOSITS  INSURED  IN  FULL  UNDER  MASSACHUSETTS  LAWS 


BANKS 


■>«*«!»*  m 


The  Bank  That  Makes 
Good  Things  Happen’ 


TELEPHONE  546 


Rockport  01966 


26  Broadway 


BANKS 
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INCORPORATED  1869 

“WHERE  THOUSANDS  SAVE  MILLIONS” 


IPSWICH  •  ROWLEY  •  ESSEX 


Savings  •  Mortgages 


Loans  *  Life  Insurance 


OFFICERS 

HENRY  A.  BECKINGHAM,  President 
BEN  K.  COLLINS,  Vice  President 
JAMES  C.  LAHAR,  Vice  President  &  Treasurer 
GEORGE  R.  HOVEY,  JR.,  Vice  President  &  Loan  Officer 

BRANCH  MANAGERS 

WILLARD  JEWETT,  Rowley  Branch  Manager 
LAWRENCE  R.  GARDNER,  Essex  Branch  Manager 


SAFE  DEPOSIT  BOXES  AVAILABLE 


356-2971 


23  Market  Street 


Ipswich,  Mass.  01938 
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BANKS 


■kt.-'v;: 


>i)t»u.7 


'»ltr 


•IT. 


t-Wi 


Rockport  National  Bank 

Rockport.Mas  SACHUSETTS 


WALTER  E.  JOHNSON . . . . President 

CHARLES  L.  DeMEULE . Executive  Vice  President 

GEORGE  E.  CAMERON,  JR . Vice  President 

ELIZABETH  S.  BACKRY . Assistant  Cashier 

KENNETH  E.  BANNOy . Assistant  Cashier  &  Branch  Manager 

JEAN  M.  CROWELL . Assistant  Cashier 

PETER  H.  SC HMINK  .  .  .  . . Assistant  Cashier 

DIRECTORS 

FRANCIS  A.  BRUNI  GEORGE  P.  MARR 

GEORGE  E.  CAMERON,  JR.  ARTHUR  S.  MURCH,  JR. 

CHARLES  L.  DeMEULE  ROBERT  A.  NELSON 

PIERCE  N.  HODGKINS  FREDERICK  H.  TARR 

WALTER  E.  JOHNSON  ARTHUR  N.  THURSTON 

E*ch  depositor  insured  to  $40,000 

PQ|g  16  MAIN  STREET 

HDCIAl  MTOiJT  IKSUSANCf  COCPOCAMOM  ^ 

ROCKPORT,  MASS.  01966 
TELS.  546-3411  -  546-3412 
BRANCH  OFFICE 

37  KING  STREET  ROCKPORT  01966 

546-7405 


BANKS 


THE  FIRST  NATION ALBANK 


OF  IPSWICH 
Member  F.D.I.C. 

WITH  OFFICES  IN  ROWLEY  948-7745,  IPSWICH  356-4361,  ESSEX  768-7372,  MAGNOLIA  525-3533 


BUILDING  MATERIALS 


THE  BUILDING  CENTER .  Inc. 

buildina  i<r^| 

OF  GLOUCESTER 

center 

1 T— — 

"YOUR  ONE  STORE  FOR  ALL  BUILDING 

DC 

PAINT  AND  GARDEN  SUPPLIES" 

GLOUCESTER  ROCKRORT 

TEL.  283-3060 

1  Harbor  Loop 

Gloucester,  Mass.  01930 

MR.  CITIZEN! 

CORRECT  INFORMATION 

IS  VALUABLE  TO  YOU! 

. HA . 

Cooperate  with  the  City  Directory  enumerators  to  see  that  your 
name  and  those  of  your  family  are  correctly  listed  in  each  edition. 
Your  name ,  listed  correctly  in  the  City  Directory ,  is  a  great  asset. 
This  has  been  proved  thousands  of  times,  especially  in  cases  of 
employment  application,  proof  of  residence,  questions  relating  to 
citizenship,  applications  for  welfare  assistance,  distribution  of 
mail,  etc.  Be  better  established  ...  be  on  record  as  a  local  citizen 
by  seeing  that  your  name  is  not  missed  or  incorrectly  listed  in 
the  Directory. 
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CHAMBER  OF  COMMERCE 


Cape  Ann  Area 
Chamber  of  Commerce 


SERVING  GLOUCESTER ,  ROCKPORT,  MANCHESTER  AND  ESSEX 


a  Voluntary  Association  of  Business,  Professional 
and  Civic  Leaders,  Organized  to  Promote  Good 
Business,  Good  Government  and  Good  Citizenship 
. .  .  Managed  by  the  Community  Leaders  Listed  Below. 


OFFICERS 


Chairman  of  the  Board 
President 

First  Vice-President 
Second  Vice-President 
and  Treasurer 


Andrew  A.  Dominick,  Jr. 
E.  Ray  Kelley 
Fitz  O.  Lufkin,  Jr. 

Edward  E.  McCollum,  Jr. 


BOARD  OF  DIRECTORS 


Ross  W.  Clouston 
Jack  S.  Crawford 
Albert  H.  Enos 
Michael  L.  Feldman 
Sidney  Goldman 
John  Heaps 
Gene  C.  Lesch 
David  L.  Marsh 


Geoffrey  Muller 
Janet  Pamp 
Clifton  L.  Parady 
Frank  Rose  III 
Marc  N.  Sandler 
Paul  R.  Schwaegerle 
Edward  P.  Scott 
Charles  Works 


STAFF 

NEIL  E.  DAVIS,  Executive  Director 
Alice  M.  Hathaway,  Secretary 

For  Information 
and  Service 

Call  283-1601,  283-1602 

Library  of 
City  Directories 
maintained  in 
Chamber  of  Commerce 
Office  through  the  courtesy 

R.  L.  POLK  &  COMPANY 

publishers  of  this  directory. 


CLUBS  AND  ORGANIZATIONS 
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CAPE  ANN 

YOUNG  MEN’S  CHRISTIAN  ASSOCIATION 

Y.M.CA.  CAMP  SPINDRIFT  &  FAMILY  (INTER 

13  ATLANTIC  ST.  TEL.  283-2132 

DR.  RICHARD  E.  BROWN  D.MD.  PRESIDENT 
ARTHUR  D.  WARNER,  Exec.  Dir. 


71  Middle  St.,  Gloucester,  Mass.  01930 


Tel.  283-0470 


VITAL  INFORMATION 
AT  YOUR  FINGER-TIPS! 

★ 

♦  Tens  of  thousands  of  people  who  wmm 
formerly  strangers  to  the  City  Directory  are 
consulting  It  on  questions  of  citizenship, 
employment,  sources  of  supply,  communica¬ 
tion,  etc.  Also,  Directory  usage  is  up  among 
regular  subscribers. 

★ 

More  People  Are 

SEEING  CITY  DIRECTORY  ADS 
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CONTRACTORS 


ALBERT  A.  GRONBLAD,  Inc. 

CONTRACTOR 


Free  Estimates 


Gloucester  283-4241 


Over  40  Years  of 
Continuous  Service 


EXCAVATING 
STONE  WORK 

CEMENT  WORK  —  SEWER  WORK 
WATER  SYSTEMS  —  BLASTING 
CONCRETE  WORK  —  HOT  TOP  DRIVES 
SHOVEL  WORK  —  BRICK  WORK  —  LOAM 


Rear  14  Pine  St. 
Gloucester,  Mass.  01930 


Home  Phone  283-4301 
1099  Washington  St. 


CONTRACTORS 


Serving  Cape  Ann  For  Over  25  Years 


O’Leary  Bros. 
Paving  &  Sewerage  Co 


HOT  TOP 
SPECIALISTS 


Sidewalks  •  Parking  Lots 
Driveways  •  Seal  Coating 

COMMERCIAL  •  RESIDENTIAL 


SEWER  SYSTEMS 

•  Installed 

•  Pumped 

•  Repaired 


24  HOUR  EMERGENCY  SERVICE 


e*ee  283-6871  or  283-5200 


62  Grove  Street 


Gloucester,  Mass.  01930 


LAWRENCE  N. 
PETERSON  Inc. 

CONTRACTING 

ENGINEERS 

Master  Plumber  License  No.  51 13-7526 

PLUMBING,  HEATING  AND 
SHEET  METAL  CONTRACTORS 

RESIDENTIAL 

INDUSTRIAL 

CORNER  MAPLEWOOD  AND  PROSPECT 

283-0560 

1  MAPLEWOOD  AVE. 


GLOUCESTER,  MASSACHUSETTS  C1C3C 


CONTRACTORS 
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Call  the  PROFESSIONALS 


EMERGENCY  SERVICE 

LARGE  1600  GAL. 

RADIO  DISPATCHED  TRUCKS 

Septic  Systems 
Commercial  and  Residential 
Installed  •  Repaired  •  Cleaned 

R.  B.  STRONG 

EXCAVATING  & 
SEWERAGE  CONTRACTOR,  Inc. 


283-0080 


MITCHELL’S 
DRIVING  SCHOOL 

(EDWARD  H.  MITCHELL) 

79  Washington  St.  Gloucester,  Mass.  01930 

TEL:  283-0060 


DRUGGISTS 


CIOLINO’S 

PHARMACY 


INVALIDS'  SUPPLIES 
OXYGEN  —  TRUSSES 
CANES  and  CRUTCHES 


PRESCRIPTION 
SERVICE 

•  Wheel  Chairs 
•  Hospital  Beds  &  Supplies 

SOLD  &  RENTED 
FREE  DELIVERY 


CALL  283-1010 


390  MAIN  ST.,  GLOUCESTER,  MASS.  01930 


Who’s  Who,  and  Where? 


Such  questions  can  only  be  answered  by  the 
DIRECTORY,  and  that  is  the  place 
where  people  look  when  they 
want  to  buy. 


Are  you  properly  displayed  O 
therein  to  get  the  Business  • 


DEEREVG^, 


- - yt 

Est.  1902 


COMPANY 


INDUSTRIAL 

COMMERCIAL 

AND 

RESIDENTIAL 


1  PEERING-  ELECTJUC  CO. 


WiniHff 

LIGHTING 
FIXTURES 

ELECTRIC  HEATING 

Surveys,  Installation  &  Service 

ELECTROMODE,  CHROMOLOX,  BERKIO 

&  ALL  OTHER  MAKES 


ALL  WORK  PERFORMED  BY 
EXPERT  LICENSED  ELECTRICIANS 
FAIR  PRICES  —  FAST  SERVICE 
QUALITY  WORK 


SYLVESTER  D.  DEERING,  Jr. 

Master  Electrician 

A  SATISFIED  CUSTOMER 
IS  OUR  FIRST  CONSIDERATION 


283-1262 


1  5  WASHINGTON  ST. 


GLOUCESTER 


FIRE  APPLIANCES 


CAPE  ANN  FIRE  APPLIANCE 
and  RECHARGING  SERVICE 


15-21  Pearl  St. 


(CHARLES  O.  ANDERSON) 

Gloucester,  Mass.  01930 
Tel.  283-3601 


ho  Sells  It?... 


Consult  The 
Classified  Business  Lists 
of  This  Directory  for  Your 
Quickest,  Surest  Answer! 


FLOOR  COVERINGS 


GLOVER’S 

FLOOR  COVERINGS,  Inc 

Linoleum  -  Carpets  -  Vinyl 

Armstrong 

floor  fashion  o 


COUNTER  TOPS 

CERAMIC  WALL  TILE 

WALL  TO  WALL  CARPETING 

By 

LEES  &  ARMSTRONG 

Telephone  283*3940 

Res.  Tel.  922-6217 


18  Whittemore  Street 


Gloucester,  Mass.  01930 


FUEL  OIL 


ROLEUM  INC 

SERVING 
CAPE  ANN  WITH 
WARMTH 
WITHOUT  WORRY 


FUEL  OIL 
24  HOUR 
BURNER  SERVICE 


1 5  Broadway, 
Rockport,  Mass. 
01966 


FUEL  OIL 


THE  S.  R.  HARVEY  CO 


_ 

1880  T?o»  -  - ;v32  ' 

COAL,  OIL,  UTILITY  GAS  &  APPLIANCES  -OIL  HEATING 

ONE  OF  GLOUCESTER’S  OLDEST  PUBLIC  SERVICES 

TEL.  283-1076 


GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 


OFFICE:  17  Railroad  Avenue 
Rockport,  Mass. 

TEL:  546-6652 

NIGHTS:  546-2009  —  283-3046  -  546-3249 


PAINTER 


CONTRACTOR 


CONSULT  the  YELLOW  PAGES  in  THIS  DIRECTORY 


FUNERAL  DIRECTORS 


JAMES  C.  GREELY 

nerct  (  .Service*  Sue. 


Directors 

JAMES  C.  GREELY,  JR. 

JAMES  C.  GREELY,  III  -  GERALD  D.  GREELY 


FOUR  GENERATIONS 
OF  DISTINCTIVE 
SERVICE,  QUALITY 
AND  DEPENDABILITY 
SINCE  1884 


Serving  All  Religions  •  Completely  Air  Conditioned 


BURGESS  &  MACKEY 
FUNERAL  HOME 


EST.  1894 


Directors 

JAMES  C.  GREELY,  III 

JAMES  C.  GREELY,  JR.  -  GERALD  D.  GREELY 


FOUR  GENERATIONS 
OF  DISTINCTIVE 
SERVICE,  QUALITY 
AND  DEPENDABILITY 
SINCE  1884 


Serving  All  Religions 

Dependable  Service  Anywhere  At  All  Times 


FUNERAL  DIRECTORS 


HAROLD  N.  PIKE,  Director 


Complete  Dignified 
FUNERAL  SERVICE 


Serving  All  Faiths 


Ample  Parking 

OVER  SEVENTY  YEARS  OF  DEDICATED  SERVICE 
TO  THE  FAMILIES  OF  GLOUCESTER 
ROCKPORT,  ESSEX  and  MANCHESTER 


61  Middle  St.,  Gloucester,  Mass.  01930 


SAWYER  FREE  LIBRARY. 

GLOUCESTER,  MASS.  8193Q 
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FURNITURE 


C.  F. 

TOMPKINS 

CO. 


Quality  Furniture 
For  Over  70  Years 


Rugs,  Mattresses 

Bedrooms,  Living  Rooms 
Dining  Rooms 


I :  • 


Telephone  283-0880 


67  Middle  Street 


Gloucester,  Mass.  01930 


FURNITURE 
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North  Shore  Furniture  Co. 

Complete  Home  Furnishers 

ELECTRICAL  APPLIANCES  —  UPHOLSTERING 
CUSTOM  SLIP  COVERS  —  DRAPES 
FLOOR  and  WALL  TILES  —  LINOLEUM  —  CARPETS  INSTALLED 

Tel.  283-0094 

161  MAIN  ST.  GLOUCESTER,  MASS.  01930 


GLASS 


CAPE  ANN  GLASS 

AUTO  GLASS 
INSTALLED  WHILE-U-WAIT 

GLASS  FOR  EVERY  PURPOSE  AUTHORIZED  INSURANCE  REPLACEMENTS 

MIRRORS— FURNITURE  TOPS— GLASS  SHELVES— SHOWER  DOORS 


Aluminum  Screens  and  Windows  Repaired 
TOURAINE  PAINTS 

FOR  EMERGENCY  CALL  283-4732 
GERALD  E.  DAVIS 

216  MAIN  ST.  GLOUCESTER 


HARDWARE 

Gloucester  Supply  Company 

DUPONT  PAINTS  —  HARDWARE  —  BLACK  &  DECKER  TOOLS 
ELECTRICAL  SUPPLIES  —  ELECTRIC  HEAT 
PLUMBING  and  HEATING  SUPPLIES 

Telephones  283-7800  and  7801 

PARKER  STREET  GLOUCESTER,  MASS.  01930 


EVERY  STORE 

should  appear  in  the  Directory  and  the  Directory  should  be  in 
Every  Store. 

Besides  its  use  to  the  storekeeper,  it  is  a  convenience  the  cus¬ 
tomer  looks  for. 

The  store  that  offers  an  old  Directory,  or  no  Directory  at  all, 
fails  to  show  its  patrons  a  courtesy  they  will  find  elsewhere. 


MERVYNF.  PIPER 


WILLIAM  R.  BISHOP 


Cunningham  &  Kerr 


Service 

Beyond  The  Policy 


NSURANCE 
CIALISTS 


Telephones  283-3280  and  283-3281 


111  Main  Street 


Gloucester,  Mass.  01930 


1848 

OVER  A  CENTURY  OF  SERVICE 


INSURANCE 
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6.  EVERETT  MAHONY 


Inc. 


YOUR^^pmdHrf 
InUlfQfKt  gg  /AGENT 

MNVCS  row  FIRST 

9 


LEO  S.  CHANE,  PRES. 


NELLIE  MACCHI,  TREAS. 


INSURANCE 

*4  Sv&Uf  0pVK*t 

LOCAL  CLAIM  SERVICE 


HOME  OFFICE  UNDERWRITING  EXPERIENCE 


Telephone  283-5131 


30  Harbor  Loop 


Gloucester,  Mass.  01930 


INSURANCE 


'UAatvf 


m 


CARROLL  K.  STEELE 
INSURANCE  AGENCY,  Inc 


32  PLEASANT  STREET 

GLOUCESTER  MASSACHUSETTS  01930 

Telephone  283-5100 


23  MAIN  STREET 

ROCKPORT  MASSACHUSETTS,  01966 

TELEPHONE  546-2186 


WE’VE  BUILT  A  REPUTATION  ON 
STRAIGHTFORWARD,  RIGHT-TO- 
THE-POINT  INSURANCE  SERVICE 
THAT  APPEALS  TO  THE  MANY 
PEOPLE  WHO  DO  BUSINESS  WITH 
US. 

CARROLL  K.  STEELE  —  ARTHUR  S.  MURCH,  JR. 

EDWIN  J.  McKAY,  JR.,  STEPHEN  F.  DEXTER 

IF  IT'S  INSURANCE— SEE  STEELE! 


! 


JEWELERS 


ART  JEWELRY  CO.,  Inc. 

ROBERT  B.  AUDANO,  President 


JEWELERS  RETAIL 


1 17  Main  St. 


Tel.  283-0092 


Gloucester,  01930 


REGISTERED  JEWELER  —  AMERICAN  GEM  SOCIETY 

WILLIAM  E.  BLANCHARD  JEWELER 

•  DIAMONDS  •  WATCHES  •  SILVERWARE 

•  LEATHER  GOODS 

JEWELRY  and  WATCH  REPAIRING 
125  Main  St.,  Gloucester,  Mass.  01930  Tel,  283-1 185 


Your  Advertisement  Here 
Would  be  constantly  before  the 
public  —  the  buyers  —  twenty-four 
hours  a  day  —  three  hundred  and 
sixty-five  days  a  year  —  every  year. 

-THINK  IT  OVER 
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LIQUORS 


.  H.  RICH 
LIQUORS 


Since  1871 


LOBSTERS 


LOBSTER  POOL 

LOBSTER  •  SHRIMP  •  FRESH  FISH 

WHOLESALE  •  RETAIL 

NATIONWIDE  SHIPPERS  OF 
LIVE  LOBSTERS  ANYWHERE 


Suppliers  To 

RESTAURANTS  •  CATERERS 
HOTELS  •  INSTITUTIONS 

OPEN  7  DAYS 


"LOBSTER  IN  THE  ROUGH 

Featuring  A 
NEW  FAST  SERVICE 


// 


Serving 

LOBSTERS  •  CLAMS  • 

283-0069 

Harbor  Loop  (RR  Fitz  Hugh  Lane  House) 


SHRIMP 


Gloucester 
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LUMBER 


trito  BUILDING  SUPPLY 
■  CO.,  Inc. 


ADL  ELECTRIC 
Complete  Electrical  Supplies 

The  New  Gloucester  Lumber  &  Home  Center 

Lumber  •  Cabinets  •  Insulation  •  Paints  •  Hardware 
Shingles  •  Ceilings  •  Flooring  •  Plywood  •  Doors 
Windows  •  Masonite  •  Sheetrock  •  Roofing 

FREE  DELIVERY  DAILY  AND  SATURDAY 

12  Cleveland  Place,  Gloucester  01930  Call  283-4900 


UMBER,  «, 

17  RAILROAD  AV. 

TEL.  546-22 

inc. 

ality  Building 

Materials  j] 

ROCKPORT,  MASS  01966 
76  —  546-2229 

MONUMENTS 

TOGNAZZI  E 

Til  MONUMENTS  — M 

/L  Tel.  5 

WORKS  & 

At  Rote 

40-42  Poplar  St. 

IROTHERS,  Inc. 

ARKERS  —  CEMETERY  LETTERING 

183-1661 

c  DISPLAY  AT 
iry  Rte.  128 

Gloucester,  Mass.  01930 

HOUR  StUM 

UNITED  STATE! 

Buy  them  where 

S  M  AMERICA 

SAVINGS  BONDS 

» 

you  work  or  bank 

MOVERS 
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FURNITURE  &  PIANO  MOVING 


Packing  -  Crating  -  Storage 

A  domestic  and  international  household  goods  transportation 
system  offering  domestic  VanMove,  InterNational  and  domestic 
ContainerMove,  and  SpecialProduct  Services  for  moving  high- 
value  products. 


HILTZ 


Moving  &  Storage 

Call  Your  Smoother  Mover 
For  Free  Estimates  and  Information 


283-2520 

KONDELIN  ROAD  CAPE  ANN  INDUSTRIAL  PARK 
GLOUCESTER,  MASS.  01930 


36  NEWS  DEALERS 


CURTIS  NEWS 

OFFICE  SUPPLIES 

SOCIAL  &  COMMERCIAL  STATIONERY 
POSTCARDS  &  SOUVENIR  ITEMS 


71  Main  St. 

Rockport,  Mass.  01966 


Ttl: 

546-2216 


NEWSPAPERS 


LASSIFIED 

24  HOUR  SERVICE 


Cape  A  nn's  Own  Daily  Newspaper 

Gloucester  Daily  Times 

Whittemore  Street  Gloucester,  Mass.  01930 

Established  1856  Alexander  N.  Stoddard,  Publisher 


NURSERY  AND  GARDEN  CENTER 


Essex  Rd.  Rte.  133,  Ipswich,  Mass.  01938  Dial  356-5422 

From  Cape  Ann  ■  Toll  Free  -  Dial  283-0512 


ANNISQUAM  MARINE  AND  AUTO  SHOP 


STEURY 

BOATS 


EVINRUDE 

OUTBOARDS 

Sales  &  Service 

COMPLETE  LINE  OF  MARINE  ACCESSORIES 
AUTO  BODY  AND  MECHANICS  SPECIALIST 

20  Leonard  Street,  Gloucester,  Mass.  01930 


Tel.  203-1533 


PAINT  MANUFACTURERS 
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GLOUCESTER  PAINTS,  Inc. 


GLOUCESTER  MARINE  PAINTS 
GLOUCESTER  HOUSE  PAINTS 

Phone  283-1416 


2  Harbor  Loop  St. 


Gloucester,  Mass.  01930 


LARGEST  STOCK  OF  PAINTS  and  PAINTING  ACCESSORIES  ON  CAPE  ANN 


PAINTERS  AND  DECORATORS  SUPPLIES 

COLOR  &  PATTERN,  Inc. 

DECORATING  CENTER 
SALES  AND/OR  CONTRACT  APPLICATIONS 

CUSTOM  MADE 

DRAPERIES— WOVEN  WOODS— WINDOW  SHADES 
Decorator  Venetian  Blinds 
Burlington  House  Carpets 
Wallpaper  &  Wall  Coverings 
Pratt  &  Lambert  Paints 

Call  283-4020 

267  Main  Street,  Gloucester,  Mass.  01930 


37  Main  St. 


PASTRY 


MIKE’S  PASTRY  &  COFFEE  SHOP 

37  MAIN  ST. 

SPECIALIZING  IN  ITALIAN  PASTRY 
TAKE  OUT  SERVICE 
WEDDING  CAKES  TO  ORDER 
ALSO  AMERICAN  &  ITALIAN  CAKES  TO  ORDER 

Gloucester,  Mass.  01930  Tel.  283-5333 


REAL  ESTATE 


m  tl 

ff  office 


WOODRUFF 

REALTY 

Harold  F.  Woodruff 
Realtor 

Margaret  E.  Woodruff 
Associate 
Janet  E.  Parody 
Associate 


SPECIALIZING  IN  CAPE  ANN 
RESIDENTIAL  PROPERTY 
GLOUCESTER— ROCKPORT 
A  NNIS  Q  UA  M—MA  GN  OLIA 


REALTOR 


* 


MOUSIKUL 


COMMERCIAL 


Tel:  617-283-1061 

22  Thatcher  Rd.  Gloucester,  Mass.  01930 


REALTOR" 


BEATON  REAL  ESTATE 

SERVING  CAPE  ANN 

RESIDENTIAL— INVESTMENT— COMMERCIAL 
A  Complete  Real  Estate  Service 
Sales — Rentals — Appraisals 

HAROLD  F.  BEATON 


101  Main  Street,  Rockport,  Mass.  01966 


Tel.  546-6474 


^\S  REA LT^ 

DKD 


REALTOR 


EB 

REALTOR® 


DANIEL  K. 
DAVIS,  JR. 

Tel.  283-3369 


30  HARBOR  LOOP 


GLOUCESTER 


MASS.  01930 


t 


REA^STATE 

Clifford  F.  Foley 

Robert  C.  Foley, 

REAL  ESTATE 

SALES  APPRAISALS 

Tels.  283-0621  or  526-7723 


37  Beacon  Street 


Gloucester,  Mass.  01930 


SALES— LISTINGS— RENTALS 

EDWARD  B.  LOPES— NOTARY  PUBLIC 

Call  283-7290 

29  A  LANGSFORD  STREET  GLOUCESTER,  MASS.  01930 


MELVIN  S.  PAINTON 


ROCKPORT  REAL  ESTATE 

BROKER 

CONSULTANT 

APPRAISER 

Call  546-6104 


IS 

REALTOR® 


25  Dock  Square,  Rockport,  Mass.  01966 


RICHARD  H.  POOLE 

NEW  HOMES— RENTALS  &  SALES 
LAND  &  HOUSE  LOTS  BOUGHT  &  SOLD 
REAL  ESTATE 

Thatcher  Road  Rockport  01966 


Tel.  546-6952 


RENTALS 


WETMORE 

RENTSIT 

Inc. 

EQUIPMENT  RENTALS 

NOW  YOU  GAN  RENT  IT 


AIR  COMPRESSORS 
SANDBLASTING  EQUIPMENT 
SCAFFOLDING 
WELDERS 
PUMPS 

SANDING  MACHINES 
POWER  TOOLS 
CARPENTER  TOOLS 
CEMENT  TOOLS 
MECHANICS’  TOOLS 
LOADING  TOOLS 
PAINTERS’  EQUIPMENT 
WALLPAPERING  EQUIPMENT 
PLUMBERS’  TOOLS 


Tel.  283-3434 
26  EMERSON  AVENUE 
GLOUCESTER,  MASS.  01930 


RESTAURANTS 
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OVERLOOKING 
GLOUCESTER  HARBOR 
NEXT  TO  FISHERMAN'S 
WHARF 


•  \a  •  •  •  •  *  - 

RESTAURANT 


OPEN  YEAR  ROUND 
DANCING  SATURDAY  EVENING 
CAPTAIN'S  COCKTAIL  LOUNGE 
WITH  PIANO  BAR 

CATHERINE  A.  RODOLOSI,  President 
LAURENT  A.  RODOLOSI,  Treasurer 

283-0007 

AMPLE  PARKING 

25  ROGERS  ST.  ON  THE  WATERFRONT 
GLOUCESTER,  MASSACHUSETTS 


'  * 


RESTAURANTS 


Our  15th  Anniversary 

We  Hope  To  Be  With  You  FREE  SALADS 

Fifteen  More  Years  EVERYDAY! 

„  .  ,  ,  WHEN  YOU  DINE  AT 

Everybody  s 
Going  to 

ALEXANDER  #  D  E  ST  IN  OS 

\>u&mafrine  HanttuHche* 

OUR  10th  ANNIVERSARY 


OUR  FEATURE 
OUR  CREATION 
OUR  HERO 

"THE  LISA  JOYCE" 

OVER  2  FEET  LONG, 

NEARER  30  INCHES 

Can  Feed  4 
Choice  of 
Italian,  Meatball 
Crabmeat  &  Shrimp 

"Our  Subs  are  the 
talk  of  the  Town" 

CATERING  FOR  BUFFETS  &  PARTIES 

OPEN  7:30  TO  1 1:30  7  DAYS  A  WEEK 


WE  SERVE  REGULAR  SUBMARINES 
OF  EVERY  DESCRIPTION— ALSO 

VEAL  CUTLET  &  EGG  PLANT 
PEPPER  STEAKS — ITALIAN  SAUSAGES 

COMPETITION  CANNOT 
IMITATE  OUR  QUALITY  OR  QUANTITY 
CHOICE  ITALIAN  &  AMERICAN  COLD  CUTS 

"JOIN  THE  UNSMOKABLES" 


Call 

283-3100 


129  Prospect  St.  Gloucester,  Mass.  01930 

(  Across  from  Lady  of  Good  Voyage) 


RESTAURANT  OPEN  APRIL 
THROUGH  OCTOBER 


INN  OPEN  YEAR  'ROUND 


TELEPHONE  546-2352 


SECURITY  GUARDS 


CAPE  ANN 
SECURITY  AGENCY 


0$lA)riir 


Security  Guards  •  Alarm  Systems 
Watchmen  •  Mobile  Patrols 


Commercial,  Residential  &  Industrial 
Burglar  &  Fire  Alarms 
Installed  &  Serviced 


Licensed  and  Bonded  •  Free  Estimates 


TEL.  283-0228 


185  Main  St. 


Gloucester,  01930 


TAXICABS 
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AIRPORT  SERVICE 


S&iA/fce  9ftc, 


Call  283-4477 

Ride  In  New  Cars 
20  Hours  Service 

MATTY  AMARAL,  Prop. 

119  WASHINGTON  ST.,  GLOUCESTER  01930 


TELEVISION  SETS— SALES  AND  SERVICE 


JOHNSON  TV  SERVICE 

RCA  Sales  •  Expert  Service 

Color  -  Black  and  White 

MASS.  LIC.  NO.  7914 

Call  546-7046 

1 1  Broadway  Av, Rockport  01 966 


TRUCKING 


Rose’s  Oil  Service  Inc. 

^4® 

and  Transportation,  Inc. 

s 

WHOLESALE  DISTRIBUTORS 

Diesel  Fuel  •  Gasoline  •  Lubricating  Oils  •  Heating  Oil  •  Propane  Gas 

24  HOUR  SERVICE 

Telephones  233-3334,  283-3335 

Machine  Shop:  Telephones  283-9339,  283-1450 

395  Main  Street 

Gloucester,  Mass.  091  30 

■ 


Buy  A  Share  In 
America 


with 

U.S.  SAVINGS  BONDS 


Power  of 
Advertising 


THE  CITY  DIRECTORY  is  the  power  that  generates 
information  for  the  buyer  that  he  may  know  who 
deals  in  the  product  he  wishes  to  purchase.  If  your 
business  is  not  classified  properly,  and  a  display 
advertisement  arranged  to  describe  your  business, 
how  can  you  expect  the  buyer  to  trade  with  you? 

ADVERTISING  is  the  foundation  upon  which 
successful  businesses  are  built.  You  must  apply  this 
to  your  own  particular  business. 

ADVERTISING  is  the  power  of  an  idea 
multiplied. 


Our  Service  Cannot 
Be  Excelled 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930 _ Tel.  283-1416 

CLASSIFIED  BUSINESS  DIRECTORY  |~ 


CO 

2 

n> 

fBB  I 

GO 


EXPLANATION  OF  INFORMATION  IN  THIS  SECTION 


CD 

<D 


business  classification  - 

complete  name  and  street  address  ■ 

professional  style  extended 
information  listing  - 


includes  telephone  numbers 

all  firms  are  listed  without 
cost  under  their - 


BOOKKEEPING  SERVICE 

-Blackstone  Ronald  J  310  College  St  Hm.  101 
^ixon  J  E  &  Co  Suite  600  Dix  Bldg  1  25  S  Maple  St 

_  Tel  282-1675  Res  Tel  285-6972 

Local  Bookkeeping  Service  642  E  Pine  Rd 

BOX  MANUFACTURERS 


principal  classification 

heavy  black  type  (bold  type  listing) 

-  denotes  paid  listing  — - - 


Karton  Box  Co  142  Bishop  Mill  Rd  (RV) 
Union  Box  &  Bag  Inc  301  Ragsdale  St 


additional  reference  to 

customers’  advertisements  • 


suburban  designation  - 


BUILDING  MATERIALS  AND  SUPPLIES 

GOLDSTONE  BUILDERS  SUPPLY  INC,  1645 

Battle  Av,  PO  Box  7549,  Anytown,  USA  (27840)  j 
-Tel  285-1849  (See  Index  To  Advertisers) 

Hedgewood  Home  &  Building  Supply  Co  401 
Jamesville  Rd 

Nelte  Lumber  &  Building  Materials  525  Adams 
- Rd  (TC) 


Names  appearing  under  headings  marked  thus  (*)  are  inserted 
only  when  specially  contracted  for. 

ACCOUNTANTS — CERTIFIED  PUBLIC 

Morgan  Edwin  T  17  Landmark  La  (R) 

ACCOUNTANTS— PUBLIC 

Block  H  &  R  Co  222  Main  St 
Carrico  Arnold  P  34  Hartz  St 
Lane  O  J  Associates  Ocean  Av 
Silveira  Edmund  J  11  Juniper  Rd 

ACOUSTIC  MATERIALS 

Sonolite  Corporation  Fernwood  Lake  Av 

ADHESIVES 

Le  Page’s  Essex  Av 

ADVERTISING  AGENCIES 

Vincent  Kenneth  T  18  Haven  Av  (R) 

ADVERTISING— DIRECT  MAIL 
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POLK  R  L  &  CO 

POLK  BUILDING 
431  HOWARD  STREET 
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ROCKPORT  NATIONAL  BANK 


COMPLETE  BANKING  SERVICES 


16  MAIN  STREET 


ROCKPORT,  MASS.  01966 


TELS.  546-3411  -546-3412 

BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL.  546-7405 


48 


ADVERTISING— DIRECT  MAIL — CONTD 
POLK  R  L  &  CO— CONTD 

DETROIT,  MICHIGAN  48231 

^  ^  ^  AX  AAA 


AIR  COMPRESSORS 

WETMORE  RENTSIT  INC  26  Emerson  Av  (01930),  Tel  283- 
3434  (See  Index  To  Advertisers) 

ALTERATION  SHOPS 

Arsenault  Philomena  11%  Cleveland  St 

AMUSEMENT  PLACES 

Newell  Stadium  32  Centennial  Av 
O  Maley  Ralph  Skating  Rink  353  Washington  St 

ANIMAL  HOSPITALS  v_ 

D  V  M  Inc  602  Western  Av 

North  Shore  Veterinary  Hospital  343  Washington  St 


STEVENS 

MOTOR 

SALES 

Inc. 


FORD 

SALES 

and 

SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL 

283-8500 


ANTIQUES — DEALERS  AND  RESTORERS 

Burke’s  Bazaar  512  Essex  Av 
Carl’s  Antiques  328  Main  St 
Etc  386  Main  St 

Five  Corners  Antiques  6  Railroad  Av  (R) 

Gloucester  Schoaner  Co  338  Main  St 
Grange  The  457  Washington  St 
Gray  Russell  201  Granite  St  (R) 

Mac  Innis  Antiques  61  Prospect  St 
Mac  Innis  Judith  A  Mrs  28  Dale  Av 
Maggies  Antiques  326%  Main  St 
Old  Salt  Box  The  16  South  St  (R) 

Pam’s  Antiques  31  Bass  Av 

Popular  Antique  Shop  1095  Washington  St 

Something  Else  Antiques  235  E  Main  St 

APARTMENTS  AND  TOWN  HOUSES 

Bass  Rocks  Apartments  13  Beach  Rd 

Button  Box  Apt  (Summer  Res)  3a  Cleaves  St  (R) 

Casa  Marina  Apartments  The  204  Hesperus  Av 
Colonial  Apts  The  172  Granite  St  (R) 

Crows  Nest  Apartments  South  Rd  (R) 

Flume  Road  Apts  8  Flume  Rd 
Gabriel  Apartments  72  Lexington  Av 
Habitat  Apartments  10  High  St  (R) 

Harbour  House  Apartments  44  Lexington  Av 
Jensen  Peter  5  Eastern  Point  Rd 
Keningmar  70  Lexington  Av 
Kettle  Cove  26  Lexington  Av 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittcmore  St.  Gloucester,  Mass.  01930 

_ TEL.  283-1771 _ 
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APARTMENTS  AND  TOWN  HOUSES— CONTD 

Kettle  Cove  Apts  10  Ocean  Av 
Land’s  End  Apartments  South  St  (R) 

Lorraine  The  80  Middle  St 

Millbrook  Park  Apartments  1  Ketchopulos  Cir  (R) 

Mount  Pleasant  House  Apts  57  Mt  Pleasant  St  (R) 

New  Pigeon  Cove  Apts  205  Granite  St  (R) 

Niles  Apartments  52  Eastern  Point  Rd 
Ocean  Terrace  Apts  2  Ocean  Av 
Perkins  Apartments  8  Middle  St 
Perry  Apartments  Rear  73  Main  St  (R) 

Rocky  Neck  Apts  1  Eastern  Point  Rd 
Sea  Ledges  The  Gap  Head  Rd  (R) 

Shore  Drive  Manor  10  Oakes  Av 
Stagefort  Apartments  31  Western  Av 
Thorwald  Comdominiums  Atlantic  Rd 
Top  O  The  Harbor  Apts  145  Essex  Av 
Tupper  House  Apartments  1  Jewett  St  (R) 

Waterfront  Apartments  Rear  75  Main  St  (R) 

West  Parish  Apartments  561  Essex  Av 
Yacht  Club  Apts  5  Wiley  St 

ARCHITECTS 


KEEP 

FIT 

AT 

THE 


YMCA 


71 

Middle 

Street 

TEL. 

283-0470 


Monell  Donald  F  11  Pleasant  St  Rm  8 
Murphy  Herbert  A  19  King  St  (R) 

ARMORIES 

State  Armory  99  Prospect  St 

ART  GALLERIES 

Annisquam  Exchange  36  Leonard  St 
Art  Gallery  2  Briarstone  Rd  (R) 

Back  Yard  Gallery  3  Ocean  Av  (R) 

Bollendonk  Gallery  116  Main  St  (R) 

Bowman  Gallery  5  Main  St  (R) 

Burnett  &  Moore  Gallery  17  Dock  Sq  (R) 
Callahan’s  Studio  &  Gallery  35%  South  St  (R) 
Carlson  Art  Gallery  43  Broadway  (R) 

Carroll  Gallery  235  E  Main  St 
Corner  Art  Gallery  40  Rocky  Neck  Av 
Coty  Gallery  Tuna  Wharf  (R) 

Fence  Post  Gallery  61  Main  St  (R) 

Fish  Edw  Gallery  77  Rocky  Neck  Av 
Flynn  Art  Gallery  57  Main  St  (R) 

Gabin  Gallery  121  Main  St  (R) 

Geraci  Studio  &  Galleries  6  South  St  (R) 

Gore  Kenneth  L  186  E  Main  St 
Greene  Wm  Gallery  Tuna  Wharf  (R) 

Gruppe’s  Gallery  11  Wonson  St 

Hibel  Edna  Gallery  21  Mt  Pleasant  St  (R) 

Horizon  Gallery  11  Main  St  (R) 

Indigo  Indian  Boutique  Magnolia  Av 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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ART  GALLERIES— CONTD 

Jewell  R  M  Gallery  Thurston  PI  (R) 
Legendsea  Gallery  38  Granite  St  (R) 

London  Venturers  Co  2  Dock  Sq  (R) 

Morrell  Wayne  Gallery  153  Main  St  (R) 
Nexus  Machine  &  Gallery  62  South  Rd  (R) 
Nicholas  Art  Gallery  8b  Main  St  (R) 

Pinxit  Gallery  7  South  Rd  (R) 

Robbins  Reproductions  235  E  Main  St 
Robbins  Reproductions  Studio  23  Dock  Sq  (R) 
Ruben  A  Gallery  Wharf  Rd  (R) 

Rufino  Studio  75  Rocky  Neck  Av 
Safford  Arth  R  3  Rocky  Neck  Av 
Schlemm  Betty  Lou  South  Rd  (R) 

Seaport  Associates  16b  Rocky  Neck  Av 
Shafer  Studios  Of  Schenectady  Wharf  Rd  (R) 
Shumaker  Gallery  16  Wharf  Rd  (R) 

Stepule  Gallery  66  South  Rd  (R) 

Stevens  Gallery  76  South  Rd  (R) 

Stilson  Gallery  The  5  Dock  Sq  (R) 

Stone  Don  Gallery  39  South  St  (R) 

Strisik  Paul  Gallery  10  Main  St  (R) 

The  Utmost  18  Main  St  (R) 

Topelo  Gallery  20  Main  St  (R)  (Andover) 
Wheeler  Erma  A  Mrs  1  Center  St 
Wisnewski  Irene  Gallery  77  Rocky  Neck  Av 


ART  GOODS 


Cheshire  Cat  The  105  Granite  St  (R) 
Egyptian  Art  2  Lexington  Av 


ARTISTS 


Allenbrook  Charles  T  South  Rd  (R) 

Anderson  Frances  C  23  Woodbury  St 
Benham  Robt  C  4  Harbor  Rd 
Boat  Shop  Studio  South  Rd  (R) 

Browne  Margt  F  31  River  Rd 
Bryan  Mary  L  Mrs  56  Rocky  Neck  Av 
Callahan  Jack  Gallery  11a  Main  St  (R) 
Cavanagh  Ellen  Portraits  Tuna  Wharf  (R) 
Cederstrom  A  G  1245  Washington  St 
Collins  Jarylyn  B  257  Eastern  Av 
Cram  Leighton  R  1  Sandaba  Av  (R) 

Dinckel  Geo  W  Studio  &  Gallery  7  High  St  (R) 
Emmons  Virginia  W  Mrs  470  Essex  Av 
Fisk  Ann  L  Mrs  8  Pasture  Rd  (R) 

Grasso  Doris  E  15  Langsford  St 
Hagstrom  R  C  Studio  248  Western  Av 
Hill  Joanne  T  3  Pigeon  Hill  (R) 

Jaeckel  Marie  E  11  Pigeon  Hill  (R) 

Jewell  Ruth  E  Mrs  2  Wharf  Rd  (R) 

Jones  Mildred  C  79a  High  St  (R) 

Karr  Thelma  A  10  Summer  St  (R) 


: 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway _ Rockport  01966  Tel.  546-6813 
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ARTISTS — CONTD 

Klodnicki  Gallery  20  Main  St  (R) 

Knowlton  James  B  26  Revere  St 
Liszt  Maria  10  Wonson  St 
Marston  Charles  G  4  Atlantic  Av  (R) 

Mordecai  Danl  73  Phillips  Av  (R) 

Nelson  Margt  D  21  Woodbury  St 
Nicholas  Thos  A  7  Wildon  Hts  (R) 

O  Hara  Thos  17  Rocky  Neck  Av 
Pearson  Marguerite  S  47  Marmion  Wy  (R) 

Rimini  Jay  Paintings  324  Main  St 
Rocky  Neck  Gallery  19  Rocky  Neck  Av 
Schlemm  Betty  Lou  Caleb’s  La  (R) 

Silhouette  &  Portraits  Designs  By  Anncraft  Tuna  Wharf 
(R) 


Stark  Mel  South  Rd  (R) 

Stoffa  Michl  Gallery  4  Dock  Sq  (R) 

Studio  G  32  Haven  Av  (R) 

Studio  &  Gallery  The  7  Dock  Sq  (R) 
Swinson  Marjorie  E  Mrs  241  E  Main  St 
Townsend  James  South  Rd  (R) 

Waller  Marvin  243  Granite  St  (R) 

Williams  Margt  W  33  School  St  (R) 
Winninger  Graphics  19  Mt  Pleasant  St  (R) 


ARTISTS’  MATERIALS 

Chris  Lee  Dar  Rand  210  Main  St 
Hatfield  Color  Shop  9  Dock  Sq  (R) 

ARTISTS— COMMERCIAL 

Davidson  Allan  A  8  Dean  Rd  (R) 

Hyde  Geo  S  Rear  63  Magnolia  Av 
Smith  N  Hale  153  Granite  St  (R) 

Wentworth  John  R  Landmark  La  (R) 

ARTS  AND  CRAFTS  WORK 

Coleman  Shop  72  Main  St  (R) 

Glass  Art  77  Rocky  Neck  Av 
Golden  Gull  Art  &  Crafts  The  262  E  Main  St 
Stachiewicz  Kasimir  213  Western  Av 
Sunday  River  Crafts  11  South  Rd  (R) 

Winds  Of  Change  197  E  Main  St 


*  asphalt  paving  contractors 

O’LEARY  BROS  PAVING  AND  SEWERAGE  CO  62  Grove  St 
(01930)  Tels  283-6871  Or  283-5200 
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THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

Lanasvilla,  Sta.,  Gloueastar,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  283-1076 
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AUCTIONEERS 

STEELE  CARROLL  K  INSURANCE  AGENCY  INC  32 

Pleasant  St  (01930),  Tel  283-5100;  Steele-Butman  Office  23 
Main  St  (Rpckport,  01966),  Tel  546-2186  (See  Index  To 
Advertisers) 

AUTHORS  AND  COMPOSERS 

Brown  W  Slater  12  Wharf  Rd  (R) 

Holberg  Ruth  L  11  Hale  St  (R) 

Kieran  John  F  25  Norwood  Av  (R) 

AUTOMOBILE  ACCESSORIES  AND  PARTS— 
RETAIL 


Automotive  Distributors  Inc  (Br)  288  Main  St 
Cape  Ann  Automotive  Supplies  Inc  385  Main  Stv^ 

Giles  Of  Gloucester  232  Main  St 
Spencer  Motor  Supplies  14  Vz  Pearl  St 

♦AUTOMOBILE  AND  TRUCK  OWNER 
INFORMATION 


V  ▼  ▼  ▼  T"*r  T  ▼  ^  ▼  T  V  ▼▼▼▼▼▼  ▼▼▼▼▼ 

POLK  R  L  &  CO 

POLK  BUILDING 

431  HOWARD  STREET 

DETROIT,  MICHIGAN  48231 

AUTOMOBILE  BODY  REPAIRERS 


Lou’s  Auto  Body  70  Maplewood  Av 
Sully’s  Auto  Body  16  Mansfield  St 

AUTOMOBILE  DEALERS 

Boley’s  Of  Gloucester  Inc  67  E  Main  St 

STEVENS  MOTOR  SALES  INC  43  Gloucester  Av  (01930),  Tel 
283-8500  (See  Index  To  Advertisers) 

SUDBAY  PONTIAC  CADILLAC  BUICK  INC  Causeway  St 
(01930),  Tel  283-4730  (See  Index  To  Advertisers) 

Tally’s  Auto  Sales  Inc  74  Essex  Av 
Tally’s  Auto  Sales  Inc  2  Washington  St 

THURSTON  GEORGE  W  INC  130  Washington  St  (01930),  Tels 
283-2400  And  283-0001  (See  Index  To  Advertisers) 


WORKS  CHEVROLET— OLDS  INC  50  Maplewood  Av  (01930), 
Tel  283-4600  (See  Index  To  Advertisers) 


Cape  Ann  Area 


Chamber  of  Commerce 


f 30  MAIN  ST. 


TELS.  283-1601  AND  283-1602 


GLOUCESTER,  MASS.  01930 


AUTOMOBILE  DEALERS— USED  CARS 

STEVENS  MOTOR  SALES  INC  43  Gloucester  Av  (01930)  Tel 
283-8500  (See  Index  To  Advertisers) 

WORKS  CHEVROLET — OLDS  INC  50  Maplewood  Av  (01930) 
Tel  283-4600  (See  Index  To  Advertisers) 


AUTOMOBILE  DRIVING  INSTRUCTION 

Mitchell  s  Driving  School  79  Washington  St 


*  AUTOMOBILE  INSURANCE 


B  ARSON — EL  WELL  &  DAVIS  INC  94  Middle  St  (01930)  Tel 
283-1561 


STEELE  CARROLL  K  INSURANCE  AGENCY 


INC 


32  PLEASANT  STREET 

GLOUCESTER,  MASS  01930 
TELEPHONE  283-5100 


(See  Index  To  Advertisers) 


♦AUTOMOBILE  LOANS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 


(See  Index  To  Advertisers) 


GLOUCESTER  NATIONAL  BANK  OF 


GLOUCESTER 


147  MAIN  STREET 


GLOUCESTER  MASS  01930 
TELEPHONE  283-0610 

IPSWICH  SAVINGS  BANK  23  Market  St  (Ipswich  01938)  Tel 
356-2971 


AUTOMOBILE  PARKING 


Community  Parking  Area  26  Broadway  (R) 
Community  Parking  Area  Jewett  St  (R) 
Municipal  Parking  Area  1  Rogers  St 
Municipal  Parking  Area  49  Rogers  St 
Shopping  Center  Parking  Area  259  Main  St 


^SREALr^ 

DKD 

REALTOR 


m 

REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 
30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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AUTOMOBILE  REPAIRING 

ANNISQUAM  MARINE  AND  AUTO  SHOP  20  Leonard  St, 
(01930)  Tel  283-1533  (See  Index  To  Advertisers) 

Broadway  Garage  21  Broadway  (R) 

Burda  Sven  K  3a  Smith  Street  Ct  (R) 

Central  Garage  6  Jewett  St  (R) 

CHUBBY’S  AUTO  SERVICE  INC  34  Railroad  Av  (01930),  Tel 
283-2300 

George’s  Auto  Body  Shop  18  Mondello  Sq 
Granite  Garage  Inc  66  Granite  St  (R) 

Lane’s  Garage  22  Leonard  St 
Mondello’s  Garage  18  Mondello  Sq 
Pete’s  Auto  Repair  27  Pearl  St 
Ralph’s  Auto  Repair  37  Pearl  St 
Sparky’s  Garage  689  Western  Av 
Stevens  Garage  149  Main  St  (R) 

Wallius  Arvo  H  Squam  Rd  (R) 

WORKS  CHEVROLET— OLDS  INC  50  Maplewood  Av  (01930), 
Tel  283-4600  (See  Index  To  Advertisers) 

AUTOMOBILE  TRAILER  RENTING 

U-Haul  Rental  Trailers  107  Eastern  Av 

AUTOMOBILE  WASHING  AND  POLISHING 

George’s  Car  Wash  18  Railroad  Av 

AUTOMOBILE  WRECKING  AND  SALVAGE 

Shawno  Wm  H  51  Quarry  St 

♦AUTOMOBILES 

THURSTON  GEORGE  W  INC  130  Washington  St  (01930),  Tels 
283-2400  And  283-0001  (See  Index  To  Advertisers) 

♦AUTOMOTIVE  STATISTICS 


POLK  R  L  &  CO 

POLK  BUILDING 

431  HOWARD  STREET 

DETROIT,  MICHIGAN  48231 


AWNINGS  AND  CANOPIES 

Harris  D  F  &  Sons  Inc  105  Maplewood  Av 


ROSE’S  OIL  SERVICE  Inc. 

& 

ROSE’S  TRANSPORTATION 

Inc. 

„  .  ,  WHOLESALE  DISTRIBUTORS 

395  Mam  St. 

283-3334 

Gloucester,  Mass.  01930 

283-3335 

BAIT  DEALERS 

Dud’s  Bait  &  Tackle  135  Washington  St 
Gleason  Geo  W  196  Washington  St 

BAKERS— RETAIL 


Bertolino  Bros  Bakery  15  Commercial  St 
Charlie’s  Coffee  Shop  27  Washington  St 
Critchett’s  Bakery  337  Essex  Av 
Maplewood  Sweet  Shop  83  Maplewood  Av 
MIKE’S  PASTRY  &  COFFEE  SHOP  37  Main 
283-5333  (See  Index  To  Advertisers) 

Ski’s  Bakery  51  Washington  St 


St  (01930),  Tel 


♦BANK  DIRECTORIES 


POLK  R  L  &  CO 


2001  ELM  HILL  PIKE 
PO  BOX  17307 
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NASHVILLE,  TENNESSEE  37217 


♦BANKS 


CAPE  ANN  SAVINGS  BANK 


109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 


(See  Index  To  Advertisers) 


FIRST  NATIONAL  BANK  OF  IPSWICH  THE  Market  St 

(Ipswich  01938),  Tel  356-4361  (See  Index  To  Advertisers) 

GLOUCESTER  NATIONAL  BANK  OF 
GLOUCESTER 


147  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0610 


GRANITE  SAVINGS  BANK 

26  BROADWAY 
(ROCKPORT  01966) 

TELEPHONE  546-6813 
(See  Index  To  Advertisers) 

IPSWICH  SAVINGS  BANK  23  Market  St  (Ipswich  01938)  Tel 
356-2971 


NAUMKEAG  TRUST  COMPANY  OF  SALEM  217  Essex 
Salem  Mass,  (01970)  Tel  744-0080 


Clifford 

F. 

Foley 

Robert 

C. 

Foley 


Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 


37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


Glassy  s 

^o^Jty«?v  PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Aiito  Glass  (Installed  Whila-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST. — GLOUCESTER 
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BANKS — CONTD 

ROCKPORT  NATIONAL  BANK  16  Main  St,  Rockport,  Mass 
(01966),  Tels  546-3411,  546-3412  Branch  Office  37  King  St 
(Rockport  01966)  Tel  546-7405  (See  Index  To  Advertisers) 

BANKS  AND  TRUST  COMPANIES 

Cape  Ann  Bank  &  Trust  Co  154  Main  St 

Cape  Ann  Bank  &  Trust  Co  (Br)  92  Bass  Av 

Cape  Ann  Bank  &  Trust  Co  (Br)  224  Washington  St 

Cape  Ann  Bank  &  Trust  Co  (Br)  75  Middle  St 

Cape  Ann  Savings  Bank  109  Main  St 

First  National  Bank  Of  Ipswich  (Br)  14  Lexington  Av 

Gloucester  Co-Operative  Bank  85  Middle  St 

Gloucester  National  Bank  Of  Gloucester  147  Main  St 

Granite  Savings  Bank  26  Broadway  (R) 

Rockport  National  Bank  16  Main  St  (R) 

Rockport  National  Bank  (Br)  37  King  St  (R) 

BARBER  SHOPS  ^ 

Art’s  Barber  Shop  386a  Main  St 
Burns  Wm  E  20  Hancock  St 
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Ciulla’s  Barber  Shop  218  Main  St 
Cooney’s  Barber  Shop  28  Main  St  (R) 

Freddy’s  Barber  Shop  42  Main  St 
Harry’s  Barber  Shop  65  Pleasant  St 
Jimmie’s  Barber  Shop  31  Main  St 
Joe’s  Barber  Shop  5  Short  St 
Mac  Lean  John  D  146  Main  St 
Morris  Barber  Shop  297  Main  St 
Phil’s  Barber  Shop  184a  Washington  St 
Rockport  Barber  Shop  63  Main  St  (R) 

Wilbur  Roy  F  1076  Washington  St 

BATHING  BEACHES 

Wingaersheek  Beach  Atlantic  St 

BATHS 

Jacobson  Vieno  I  Mrs  21  Andrews  St 

BEAUTY  SHOPS 

Ann’s  Beauty  Salon  29  Addison  St 
Anthony’s  Beauty  Salon  16  Smith  St 
Barbara’s  Of  Magnolia  6  Lexington  Av 
Beauty  Nook  65a  Middle  St 
Bob’s  Beauty  Shop  73  Main  St  (R) 

Elaine  Miss  Hair  Stylist  Rear  17  Railroad  Av  (R) 
Four  Seasons  Beauty  Salon  164  Mt  Pleasant  Av 
Gracie’s  Beauty  Lounge  43  Main  St  (R) 

House  Of  Robel  101  Western  Av 

La  Case  Bell  Hairdressers  30  Washington  St 


Glover's  Floor  Coverings,  Inc 


1 8  Whittemore  St. 


LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 


Gloucester,  Mass.  01930 


57 


BEAUTY  SHOPS — CONTD 

Magnolia  Beauty  Salon  41  Madison  Av 
Margaret’s  Beauty  Shop  30  Main  St  (R) 
Marge’s  Beauty  Salon  1  Sayward  St 
Marion’s  Beauty  Shop  123  Main  St 
Mary  Ann  Beauty  Shop  80  Shore  Rd 
Mister  Charles  Hair  Stylist  142  Main  St 
Niles  Beauty  Shoppe  68  Eastern  Point  Rd 
Page  Peggy  Beauty  Salon  269  Main  St 
Philip’s  Beauty  Salon  274  Essex  Av 
Sam’s  Beauty  Salon  1  Webster  St 
Shirley’s  Beauty  Salon  6  Wildon  Hts  (R) 
Terry’s  Beauty  Shop  28  Webster  St 
Victory  Beauty  Salon  8  Center  St 
Viva’s  Beauty  Salon  84  Washington  St 

BEER  AND  WINE  DEALERS 


RICH  C  H  LIQUORS  A  And  P  Plaza  Gloucester  01930  Tel 
283-0073  (See  Index  To  Advertisers) 
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BICYCLE  SALES  AND  SERVICE 


Magnolia  Bicycle  Shop  11  Lexington  Av 

BILLIARD  ROOMS  AND  CLUBS 

Nick’s  Pool  Parlor  124  Main  St 

BOAT  BUILDERS 

Brooks  John  D  97  Wheeler  St 
Burnham  &  Thomas  Yacht  Yard  Norwood  Ct 
Gloucester  Yacht  Yards  Inc  6  Montgomery  PI 
Montgomery  Boat  Yard  Ferry  St 
Wheeler’s  Point  Boat  Yard  114  Wheeler  St 

BOAT  CHARTERING  AND  RENTING  SERVICE 

Bickford’s  Marina  Inc  31  Rocky  Neck  Av 
Captain  Hodgkins  Chartered  Sportfishing  Boat  T  Wharf 
(R) 

Captain  Otto’s  T  Wharf  (R) 

Captain  Sam’s  T  Wharf  (R) 

Captain  Ted’s  Bev  T  Wharf  (R) 

Captain  Whitaker’s  T  Wharf  (R) 

Rocky  Neck  Sports  Fishing  Dock  Trust  Rear  95  E  Main 
St 

Sibley  Landing  17  Rocky  Neck  Av 
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GEORGE  H.  TODD  C0RP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 _ 
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BOAT  DEALERS 

A  &  N  Fishing  Corp  3  Gloucester  Fish  Pier 

Boat  Shop  65  Commercial  St 

Burnham  &  Thomas  Norwood  Ct 

Enos  Marine  Inc  75  Essex  Av 

Gateway  Marina  Inc  Rust  Island 

Gloucester  Yankee  Marine  Service  Inc  Parker  St 

The  Glass  Sail  Boat  3  Duncan  St 

BOOKS— RETAIL 

Book  Barn  17b  Railroad  Av  (R) 

English  Book  Shop  22  Rocky  Neck  Av 
Sandy  Bay  Bookstore  Tuna  Wharf  (R) 

Toad  Hall  Bookstore  51  Main  St  (R) 

Wayside  Book  Service  605  Western  Av 

BOTTLERS— CARBONATED  BEVERAGES 

Wilson  Thos  &  Co  69  Broadway  (R) 

BOTTLERS— MINERAL,  SPRING  AND 
DISTILLED  WATER 

Raven  wood  Spring  Water  Inc  465  Western  Av 

BOWLING  LANES 

Cape  Ann  Bowling  Center  53  Gloucester  Av 

BOX  MFRS 

S  &  S  Box  Co  Rear  105  Maplewood  Av 

♦BRICK  AND  STONE  MASONS 


▼  t-  ▼  -T-Tr^r  ▼  ▼▼▼▼▼▼▼▼ 

FAULK  BROS  INC 

35  WHITTEMORE  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-1771,  283-1772 
(See  Index  To  Advertisers) 


BROKERS— STOCKS  AND  BONDS 

BARKER  R  M  &  CO  69  Main  St  (Rockport,  01966),  Tel  546- 
3492 


parties  d.  (jreefy  funeral  Service,  3nc. 

"Quality  &  Service  Since  1884 " 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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BUILDING  MATERIALS  AND  SUPPLIES 


BUILDING  CENTER  INC  OF  GLOUCESTER 
THE 


1  HARBOR  LOOP  (01930) 
TELEPHONE  283-3060 


(See  Index  To  Advertisers) 


GLOUCESTER  BUILDING  SUPPLY  CO  INC  12  Cleveland  PI 
(01930),  Tel  283-4900  (See  Index  To  Advertisers) 

SMITH  J  RAYMOND  INC  17  Railroad  Av  (Rockport,  01966), 
Tels  546-2229,  546-2276  (See  Index  To  Advertisers) 


BUILDINGS— OFFICE  AND  PUBLIC 

American  Legion  Building  32  Beach  St  (R) 

Andrews  Building  119  Main  St 
Armstrong  Building  100  Main  St 
Bergengren  Building  128  Main  St 
Brown  Building  11  Pleasant  St 
Busy  Bee  Block  86  Main  St 


Cape  Ann  Savings  Bank  Building  111  Main  St 

Captains  House  The  19  Pleasant  St 

City  Hall  9  Dale  Av 

Coakley  Building  140  Main  St 

Douglas  &  Jordan  Office  Bldg  185  Main  St 

Haskins  Block  37  Main  St  (R) 

Hub  Building  195  Main  St 

Legion  Memorial  Building  8  Washington  St 

Maritime  Building  63  Rogers  St 

Police  Court  Building  193  Main  St 

Proctors  Building  108  Main  St 

Red  Men’s  Building  65  Middle  St 

Riverdale  Professional  Building  302  Washington  St 

Town  Office  Bldg  34  Broadway  (R) 

BURGLAR  AND  FIRE  ALARM  SYSTEMS 

CAPE  ANN  SECURITY  AGENCY  185  Main  St  Room  1 
(01930)  Tel  283-0228  (See  Index  To  Advertisers) 

BUSES— CHARTERED 

Me  Niff  Co  The  150  Eastern  Av 

CABINETMAKERS 

Leavitt  Edwin  3  Curtis  St  (R) 

Simpson  Barbara  M  12  Green  St  (R) 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 


Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

T#l.  283-3100 

1 29  Prospect  St.,  Gloucester,  Mats.  01930 
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CAMERAS— DEALERS  AND  REPAIRING 

Camera  Corner  The  T  Wharf  (R) 

Cape  Ann  Color  Lab  10  Pleasant  St 

CAMPS — RECREATION AL  AND  HEALTH 

Camp  Annisquam  Inc  Stan  wood  Pt 
Camp  Pinehurst  Day  Camp  640  Essex  Av 
Camp  Stella  Maris  41  Wingaersheek  Rd 


CARPET  AND  RUG  CLEANERS 

Mello  Lawrence  B  10  Curtis  St  (R) 


CARPETS,  RUGS  AND  FLOOR  COVERINGS— 
RETAIL 

GLOVER’S  FLOOR  COVERINGS  INC  18  Whittemore  St 
(01930),  Tel  283-3940  (See  Index  To  Advertisers) 


CATERERS 


Clancy  Thelma  M  Mrs  28  Taylor  St 

DESTINO’S  SUBMARINE  SANDWICHES  129  Prospect  St 
(01930)  Tel  283-3100 
Iritano  Robt  279  Western  Av 
Roberts  C  G  &  Son  Inc  11  Atlantic  St 

CEMETERIES 

Bay  View  Cemetery  915  Washington  St 
Beech  Brook  Cemetery  401  Essex  Av 
Beech  Grove  Cemetery  Pleasant  St  (R) 

Calvary  R  C  Cemetery  151  Eastern  Av 
Cherry  Hill  Cemetery  20  Harvey  PI 
Clark’s  Cemetery  Rear  122  Centennial  Av 
High  Street  Cemetery  16  Prospect  St 
Jacob’s  Cemetery  Fernald  St 
Langsford  Street  Cemetery  32  Langsford  St 
Locust  Grove  Cemetery  1210  Washington  St 
Magnolia  Point  Cemetery  Magnolia  Av 
Mount  Adnah  Cemetery  107  Leonard  St 
Mount  Pleasant  Cemetery  25  Mt  Pleasant  Av 
Oak  Grove  Cemetery  9  Grove  St 
Old  Parish  Cemetery  10%  Beach  St  (R) 

Old  Second  Parish  Burial  Ground  Thompson  St 
Saint  Ann’s  Cemetery  45  Poplar  St 
Seaside  Cemetery  88  Langsford  St 
Sumner  St  Cemetery  Sumner  St 
Union  Cemetery  Union  La  (R) 

Washington  Cemetery  Western  Av 
Wesleyan  Cemetery  15  Wesley  St 
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CHURCHES  AND  SYNAGOGUES— CONTD 
SAINT  JOACHIM’S  ROMAN  CATHOLIC  CHURCH  62 
Broadway,  (Rockport  01966)  Rectory:  9  Broadway  Av 
(Rockport  01966)  Tel  546-6756 
SAINT  JOHN’S  EPISCOPAL  CHURCH  46-48  Middle  St 
(01930),  Tels  283-1708,  283-0661 
Saint  Joseph’s  Roman  Catholic  Church  Ocean  Av 
Saint  Mary’s  Episcopal  Church  24  Broadway  (R) 

Saint  Paul’s  Lutheran  Church  1123  Washington  St 
Saint  Peter’s  R  C  Church  23  Sayward  St 
Temple  Ahavath  Achim  86  Middle  St 
Trinity  Congregational  Church  76  Middle  St 
Universalist  Church  10  Church  St 
Wesley  United  Methodist  Church  80  Prospect  St 
West  Gloucester  Trinitarian  Congregational  Church  488 
Essex  Av 

CIGARS  AND  TOBACCO— RETAIL 

Tobacco  Shop  99  Main  St 

*CITY  DIRECTORY  PUBLISHERS 


POLK  R  L  &  CO 

600  WASHINGTON  STREET 
BOSTON,  MASS  02111 


CLEANERS  AND  DYERS 

De  Marco’s  Cleaners  &  Dyers  103  Washington  St 

Greel  E  A  Inc  64  Main  St 

Imperial  Cleaners  (Br)  5  Railroad  Av 

National  Cleaning  7  Holly  St 

Nor’east  Cleaners  6  Thatcher  Rd 

Rockport  Dye  House  320 Ms  Main  St 

CLERGYMEN 

Alves  Eug  L  Rev  11  Taylor  St 
Arnold  Wm  J  Rev  64  Middle  St 
Bamforth  Richd  A  Rev  6a  Summit  Av  (R) 

Beucler  Edw  W  Rev  60  Prospect  St 
Borton  Cameron  R  Rev  14  High  St  (R) 

Cedrone  Laurence  C  Rev  9  Broadway  Av  (R) 

Curtis  Danal  O  Rev  9  Chapel  St 
Downs  Lee  D  Rev  17  Hale  St  (R) 

Fallon  John  J  Rev  5  High  St 

Finegan  Paul  J  Rev  60  Prospect  St 

Geller  Myron  S  Ledge  Rd 

Hannigan  Danl  H  Rev  1  Brightside  Av 

Hugenberger  Gordon  P  Rev  1118  Washington  St 

Keegan  John  A  Rev  57  Atlantic  Rd 

Kellogg- Van  Orden  Donald  Rev  264  Washington  St 

Kineen  John  B  Rev  Nautilus  Rd 

Lodge  Howard  J  Rev  15  Wishart  Rd 

Loomis  David  B  Rev  88  Prospect  St 

Markham  Robt  Rev  III  11  Summer  St  (R) 

Morgan  Wayne  H  Rev  120  Granite  St  (R) 

Morgan  Wm  H  Rev  51  Atlantic  Rd 
Morin  Geo  E  Rev  1  Brightside  Av 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 


O’Grady  Gerald  B  Rev  Penryn  La  (R) 
O’Hare  Francis  C  Rev  40  Beachcroft  Rd 
Ross  Walter  C  Jr  Rev  572  Essex  Av 
Southwick  Philip  Rev  233  Concord  St 
Sullivan  Danl  G  Rev  60  Prospect  St 
Turner  Wm  Rev  46  Middle  St 


Van  Orden-Kellogg  Donald  F  Rev  80  Prospect  St 
Yelland  Leslie  F  Rev  6  Apple  St 


CLINICS 

Cape  Ann  Medical  Center  Inc  Blackburn  Dr 

Cape  Ann  Medical  Services  (Bioran  Labs)  Blackburn  Dr 

CLOTHING  MFRS — MEN'S  AND  BOYS' 


Mighty-Mac  Inc  Emerson  Av  Extn 

CLOTHING  MFRS — WOMEN'S  AND  MISSES' 


Gloucester  Manufacturing  Co  Inc  264  Main  St  Women’s 
Knitwear 


CLOTHING— RETAIL 


Bob’s  Haberdashery  134  Main  St 
Clicky’s  Men’s  Shop  205  Main  St 
EMPIRE  CLOTHING  CO  171  Main  St  (01930) 
Grok  Shop  The  Rear  17  Railroad  Av  (R) 

Henry  The  Hatter  93  Main  St 

Ina  s  Specialty  Shop  Of  Magnolia  45  Lexington  Av 
Jaq’lyn  Designs  6  Dock  Sq  (R) 

Mag  Casual  Shop  9a  Lexington  Av 
Magnolia  Casuals  33  Lexington  Av 
Motif  Dress  Shop  The  9  Mt  Pleasant  St  (R) 
Rockport  Casuals  65  Main  St  (R) 

Sittos  Discount  168  Main  St 
Small  Fry  Shop  The  36  South  Rd  (R) 

Vane  Cocke  The  45  Marmion  Wy  (R) 

Vermont  Tweed  Shop  31  Broadway  (R) 


Tel  283-3212 


CLOTHING— USED 


Oyster  Shell  Inc  The  244  Main  St 


CLUBS 

Anmsquam  Village  Hall  Association  38  Leonard  St 
Anmsquam  Yacht  Club  19  River  Rd 
Bass  Rocks  Beach  Club  Nautilus  Rd 
Bass  Rocks  Golf  Club  27  Beach  Rd 
Cape  Ann  Sportsman  Club  55  Cherry  St 
astern  Point  Yacht  Club  Inc  Eastern  Point  Blvd 
Gloucester  Fraternity  Club  27  Webster  St 


n> 


</> 
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CLUBS— CONTD 

Gloucester  Mothers  Club  8  Angle  St 
Golden  Age  Club  135  Prospect  St 
Mother  Of  Grace  Club  42  Washington  St 
Portugese  American  Club  133  Prospect  St 
Rockport  Garden  Club  58  Broadway  (R) 

Rockport  Golf  Club  Inc  Country  Club  Rd  (R) 

Rockport  Golf  Club  Pro  Shop  60  South  St  (R) 

Rockport  Women’s  Club  58  Broadway  (R) 

Rotary  Club  18  Beach  St  (R) 

Saint  Peters  Club  9  Main  St 
Sandy  Bay  Yacht  Club  T  Wharf  (R) 

COAL  AND  COKE  DEALERS— RETAIL 

Harvey  S  R  Co  The  1052  Washington  St 
John  Alden-Griffin  Co  Inc  20  Whittemore  St 


COCKTAIL  LOUNGES 

Cape  Ann  Marina  Lounge  75  Essex  Av 

Mally’s  Lounge  &  Carousel  Rm  36  Maplewood  Av 

Squire  Will’s  Pub  28  Hancock  St 

COLD  STORAGE  WAREHOUSES 

Fort  Cold  Storage  54  Commercial  St 

Gloucester  Ice  &  Cold  Storage  Co  Inc  Gloucester  Fish 

Pier- 

Harbor  International  Corp  Gloucester  Fish  Pier 
Quincy  Market  Cold  Storage  &  Warehouse  Co  Rogers  St 
Quincy  Market  Cold  Storage  &  Warehouse  Co  (Br)  Rowe 
Sq 

Quincy  Mkt  Cold  Stge  &  Whse  (E  Gloucester  Pint)  159 
E  Main  St 

Union  Cold  Storage  358  Main  St 

COLLECTION  AGENCIES 

NORTH  SHORE  CREDIT  BUREAU  INC  120  Main  St  Rm  4 
(01930)  Tel  283-0889 

♦COMMERCIAL  LOANS 

GLOUCESTER  NATIONAL  BANK  OF 
GLOUCESTER 

147  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0610 

COMMUNITY  CENTERS 

Community  House  8  Angle  St 
Community  House  58  Broadway  (R) 

Friendship  House  211  Western  Av 
Jewish  Community  Center  86  Middle  St 
Lanesville  Community  Center  8  Vulcan  St 
Riverdale  Community  Center  6  Stanwood  St 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771  _ 
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♦CONCRETE  CONTRACTORS 
GLOUCESTER  TRANSIT  MIX  INC 

EMERSON  AVENUE 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-2060 

CONCRETE— READY  MIXED 

Gloucester  Transit  Mix  Co  Inc  Emerson  Av 

CONFECTIONERY— RETAIL 

Bearskin  Neck  Fudge  Pantry  South  Rd  (R) 

Boulevard  Sweet  Shop  99  Western  Av 

Murray’s  Variety  138  Washington  St 

Nichols  Ocean  Home  Candies  Rust  Island 

The  Kids  Joy  Candy  Shoppe  Rear  17  Railroad  Av  (R) 

CONFECTIONERY— WHOL 


Strong  Charles  F  10  Grapevine  Rd 


♦CONRETE  BUILDING  CONSTRUCTION 


FAULK  BROS  INC 


35  WHITTEMORE  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-1771,  283-1772 
(See  Index  To  Advertisers) 


CONSULTANTS 


Alliance  Corp  19  Pleasant  St 

Business  &  Financial  Services  21  Granite  St  (R) 


♦CONTRACTORS 

gronblad  albert  a  INC 

REAR  14  PINE  STREET 
1099  WASHINGTON  STREET 
GLOUCESTER,  MASS  01930 
TELEPHONE  283-4241 
IF  NO  ANSWER 
TELEPHONE  283-4301 
(See  Index  To  Advertisers) 
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CONTRACTORS*  SUPPLIES  AND 
EQUIPMENT— RENTAL 

Wetmore  Rentsit  Inc  26  Emerson  Av 

CONTRACTORS— BUILDING— GENERAL 

Amazeen  Donald  W  59  Woodbury  St 
Andrews  Wm  J  85  Woodward  Av 
Balzarini  Attilio  M  Rear  195  Main  St  (R) 

Cameron  &  Hogan  Gap  Head  Rd  (R) 

Cherry  Hill  Inc  150  Eastern  Av 
Cook  Peter  E  Rear  63  Magnolia  Av 
Corrao  Anthony  C  535  Essex  Av 
Davis  Clarence  O  114  Magnolia  Av 
Davis-Doucette  29  Fort  Sq 
Davis  Gerald  E  Builder  30  Marble  St 
Davis  John  B  100  Dennison  St 
Dexter  Harold  C  82  Wheeler  St 
El  well  Oscar  13  Summit  St 
Emero  Geo  A  Links  Rd 
Emerson  Wendell  D  Drumlin  Rd  (R) 

Feldman  Construction  Co  Inc  7Vfe  Parker  St  (R) 

Francis  Joseph  R  56  Eastern  Av 

Goodick  W  Herbert  14  Corliss  Av 

Hagstrom  Co  Inc  241  Eastern  Av 

Hines  Paul  E  Jr  40  Dalton  Rd 

Howard  Bros  24  Clearview  Av 

Hunt  John  H  &  Son  Inc  34  Mt  Pleasant  Av 

Julian  Bros  Inc  Beauport  Realty  Co  99  Essex  Av 

Kain  Robt  E  446  Washington  St 

Kippen  Fredk  B  318  Washington  St 

Madruga  Bros  36  Madison  Av 

Marshall  Ralph  F  120  Concord  St 

Me  Carthy’s  Contracting  Co  Inc  Kettle  Cove  Industrial 
Pk 

Me  Niff  John  D  Niles  Pond  Rd 

Morse  John  R  9  Rose  La 

Oakes  Geo  A  25  Thatcher  Rd 

Poole’s  General  Contracting  Thatcher  Rd  (R) 

Riverdale  Construction  Co  Thurston’s  Pt 

CONTRACTORS— CARPENTER 

Blodgett  Wm  A  5  Beachmont  Av 
Cook  Calvin  H  624  Washington  St 
Ellis  Fred  L  7  Madison  Av 
Enslow  Russell  Tarr’s  La  (R) 

Erkkila  Sulo  S  High  St 
Goodick  Bruce  M  584  Essex  Av 
Gray  John  W  6  Eastern  Point  Rd 
Hale  Wm  B  6  Country  Club  Rd  (R) 

Knowlton  Geo  O  5  S  Kilby  St 

Landergren  Stanley  E  Rear  161r  Main  St  (R) 

Larosa  Andrew  65  Washington  St 
Lilja  John  S  3  Pigeon  Hill  (R) 

Littlefield  Stanley  E  Jr  57  High  St  (R) 

Mackey  Geo  M  Jr  59  High  St  (R) 

Me  Intosh  Charles  V  419  Essex  Av 
Morris  Wm  E  Jr  Eastern  Point  Blvd 
Oakes  Robt  H  Lawrence  Mountain  Rd 


EACOAST 


^  PETROLEUM,  INC. 


15  Broadway,  Rockport,  Mass.  01966 


Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


CONTRACTORS— CARPENTER— CONTD 

Papows  Walter  A  20b  Grapevine  Rd 
Roberts  Earl  R  503  Essex  Av 
Roberts  Eug  A  600  Essex  Av 
Roberts  R  Munroe  497  Essex  Av 
Russo  Steph  35  Summer  St 
Sawyer  Frank  Co  155  Magnolia  Av 
Sutherland  Thos  A  80  Maplewood  Av 
Vitale  Leonard  18  Conant  Av 
Witham  Geo  B  167  Main  St  (R) 

CONTRACTORS— CONCRETE 

GL<££SER  TRANSIT  MK  INC  Person  Av  (01930).  Tel 

CONTRACTORS-ELECTRICAL 

Cooney  T  &  Sons  Inc  22  Railroad  Av 
Deering  Electric  Co  Inc  15  Washington  St 
Frontierro  Joseph  J  57  Holly  St 
King  Anthony  J  Jr  11  South  St  (R) 

Noble  Jerome  Jr  471  Western  Av 

Parks  Bros  57  Washington  St 

Poole  Joseph  B  &  Son  10  Green  St  (R) 

Roche  Wm  F  2  Summer  Street  Ct  (R) 

C*grading>R^ — excavating  and 

Bernard  R  Crane  Service  66  Granite  St  (R) 

Kain  David  M  206  Concord  St 
Strong  R  B  Co  122  Western  Av 

♦CONTRACTORS — GENERAL 

JULIAN  BROS  INC  BEAUFORT  REALTY  CO  99  Essex  Av 
(01930),  Tel  283-0038  A 

CONTRACTORS— HEATING 


CONTRACTORS — HOME  IMPROVEMENT 

Cape  Ann  Modernizing  Corp  26  Main  St 


CONTRACTORS— MASON 


Abdo  Robt  A  6  Magnolia  Av 


FAULK  BROS  INC 

36  WHITTEMORE  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-1771,  283-1772 
(See  Index  To  Advertisers) 


GRONBLAD  ALBERT  A  INC 

REAR  14  PINE  STREET 
1099  WASHINGTON  STREET 
GLOUCESTER,  MASS  01930 
TELEPHONE  283-4241 
IF  NO  ANSWER 
TELEPHONE  283-4301 
(See  Index  To  Advertisers) 

Johnson  Alf  A  59  Riverdale  Pk 
Pratt  Charles  R  47  Beacon  St 
Purdy  Fred  Inc  43  Dennison  St 
Reardon  Thos  J  38  Riverdale  Pk 


CONTRACTORS— PAINTING  AND 
DECORATING 

Beaton  John  H  Squam  Rd  (R) 

Contrino  Augustine  8  Highland  St  (R) 

Hendy  Fredk  C  14  Lookout  St 
Houde  Roland  J  58  Riverdale  Pk 
Lane  Everett  T  Co  457  Washington  St 
Me  Cann  A  J  Co  9  Essex  Av 
Mitchell  Thos  R  112r  Thatcher  Rd 
Samson  Harold  H  18  Revere  St 
Sanborn  Donald  E  12  Riverview  Rd 
Wiberg  Bros  94  Granite  St  (R) 

CONTRACTORS— PAVIN  G 

O’LEARY  BROS  PAVING  AND  SEWERAGE  CO  62  Grove  St 
(01930)  Tels  283-6871  Or  283-5200 

CONTRACTORS— PILE  DRIVING 

Hall  Brothers  Marine  Corp  92  Rocky  Neck  Av 

CONTRACTORS— PLUMBIN  G 


Andrews  L  E  &  Co  Inc  42  Rogers  St 
Bowen  Alf  M  5  Old  Ford  Rd 
Gamage  Sydney  S  Rear  109  Main  St  (R) 

Hurst  Richd  C  26  Elm  St 
Kramer  Steven  T  57  Langsford  St 
Laste  Earle  R  247  Main  St  (R) 

Lowe  Charles  H  Jr  Edgewood  Rd 

Me  Grath  Louis  S  5  Addison  St 

Me  Grath  Walter  R  20  Concord  St 

Morrow  H  C  Plumbing  &  Heating  Co  200  Concord  St 

Niemi  Ernest  A  1  Summer  Street  Ct  (R) 

Peterson  Lawrence  N  Inc  1  Maplewood  Av 


69 


CONTRACTORS — PLUMBIN  G — CONTD 
Swett  Plmb  &  Heating  Co  16  Eastern  Point  Rd 
Wheeler  Roy  R  Plumbing  &  Heating  4  Norwood  Av  (R) 

CONTRACTORS — ROOFING 

Crossett  H  Fredk  27  Curtis  St  (R) 

CONTRACTORS-SEWER  AND  DRAIN 


FAULK  BROS  INC 

35  WHITTEMORE  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-1771,  283-1772 

(Saa  T*1/1av  Trv  A  J _ a  • 


CONTRACTORS— SHEET  METAL 

Modem  Heat  Inc  12  Burnham  St 

CONTRACTORS— TILE 

Bruni  Harold  P  16  Washington  Sq 


CONTRACTORS— WATERPROOFING 


FAULK  BROS  INC 

35  WHITTEMORE  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  281-1771  283-1772 
(See  Index  To  Advertisers) 

CONVALESCENT  HOMES 

Cardinal  Cushing  Villa  190  Western  Av 

CONVENTS 


Our  Lady  Of  Good  Voyage  Convent 
Saint  Ann’s  Convent  70  Pleasant  St 
Saint  Mel  Convent  12  Edgemoor  Rd 
oisters  Of  Notre  Dame  Kent  Rd 


40  Mt  Vernon  St 


“ZSS  TW1NE^MrRS 


Rockport  Twine  &  Rope  13  Railroad  Av  (R) 

COSMETICS 


Brooks  Discount  Store  Washington  St 
Lanteen  Discount  138  Main  St 
Norman  Merle  Cosmetics  35  Broadway  (R) 
Shemwald  Ann  Fashion  Boutique  35  Broadway  (R) 
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♦CREDIT  CARDS 

ROCKPORT  NATIONAL  BANK  16  Main  St,  Rock  port.  Mass 
(01966),  Tels  546-3411,  546-3412  Branch  Office  37  King  St 
(Rockport  01966)  Tel  546-7405  (See  Index  To  Advertisers) 

CREDIT  REPORTING  AGENCIES 

CREDIT  BUREAU  SERVICES  209  Essex  St  (Salem  01970),  Tel 
745-2660 

North  Shore  Credit  Bureau  Inc  120  Main  St  Rm  4 

CREDIT  UNIONS 

Gloucester  Credit  Union  196  Main  St 

CURTAINS  AND  DRAPERIES 

Curtain  Shop  The  136  Main  St 

DAIRY  BARS 

Dairy  Dip  29  South  Rd  (R) 

DAIRY  PRODUCTS— RETAIL 

Cumberland  Farms  Dairy  (Br)  64  Washington  St 
Richdale  Dairy  Store  47  Main  St  (R) 

Richdale  Dairy  Store  33  Western  Av 
Rockport  Cheese  Shop  46  Main  St  (R) 

DANCING  SCHOOLS  AND  TEACHERS 

Perry  Gardner  J  School  Of  Dancing  10  Chestnut  St 
Suzanne’s  Studio  128  Main  St  Rm  9 
Tina’s  Studio  Of  Dance  101  Pleasant  St 

DELICATESSEN 

Gloucester  Delicatessen  151  Main  St 

DENTAL  LABORATORIES 

Gloucester  Dental  Laboratory  7  Center  St 
Modern  Dental  Laboratory  11  Pleasant  St  Rm  7 
Rockport  Dental  Lab  Rear  21  Railroad  Av  (R) 

DENTISTS 

Ahern  Charles  F  Jr  321  Washington  St 
Andrews  Earle  R  48  Pleasant  St 
Baker  J  Wain  23  Main  St  (R) 

Blatchford  Robt  E  48  Pleasant  St 
Brown  Richd  E  94  Prospect  St 
Cohen  Bernard  S  1  Center  St 
Glovsky  C  Joel  339  Washington  St 
Hickey  John  94  Prospect  St 
Hooper  N  Abbott  48  Pleasant  St 
Kace  Alan  321  Washington  St 
Kenyon  Paul  B  Jr  321  Washington  St 
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DENTISTS — CONTD  - - 

Levin  Morton  A  321  Washington  St 
Mercurio  John  P  33  Pleasant  St 
Merrill  Copeland  14  Dean  Rd  (R) 

Miceli  Frances  A  100  Main  St 
Powers  Walter  J  26  Dale  Av 
Powers  Walter  J  Jr  26  Dale  Av 
Preston  Robt  C  96  Middle  St 
Squires  Thos  E  8  Summit  Av  (R) 

Taylor  Geo  H  96  Middle  St 
Williams  Marney  321  Washington  St 
Wonson  Carroll  W  128  Main  St  Rm  5 

department  stores 

Goldman’s  Inc  199  Main  St 

Grant  W  T  Co  181  Main  St 

Mai’s  Of  Gloucester  Inc  6  Thatcher  Rd 

Sears  Roebuck  &  Co  83  Main  St 

DESIGNERS 

AfRimteberg  Sten  H  1087  Washington  St 
Bolger  Philip  C  250  Washington  St 
Kairalla’s  Trousseau  Shop  17  Lexington  Av 
lhe  Grasshopper  Shop  21  Dock  Sq  (R) 

♦DINING  ROOMS 

PEG  LEG  RESTAURANT  AND  INN  18  Beach  St  (Rod,  „ 
01966)  Tel  54*3038  (See  Index  To  AdtrtUe^,  ^ 


♦DIRECT  MAIL  ADVERTISING 


POLK  R  L  &  CO 

POLK  BUILDING 
431  HOWARD  STREET 
DETROIT,  MICHIGAN  48231 


♦DIRECTORY  PUBLISHERS 


POLK  R  L  &  CO 

600  WASHINGTON  STREET 
BOSTON,  MASS  02111 


♦dispensaries 

ADDISON  GILBERT  HOSPITAT  90s  nr  .  .  , 

Tel  283-4000  ic  t  ^  298  Washington  St  (01930), 

iei  283-4000  (See  Index  To  Advertisers) 

dog  grooming  service 

Jean  s  Dog  Grooming  30  Grove  St 
Kristina’s  Klip  Corner  37  Main  St  (R) 

La  Petite  Poodle  Parlour  137a  Prospect  St 
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DRAFTSMEN 

Hefte  Eric  84  Marmion  Wy  (R) 

♦DRAINAGE  AND  SEWER  WORK 

O’LEARY  BROS  PAVING  AND  SEWERAGE  CO  62  Grove  St 
(01930)  Tels  283-6871  Or  283-5200 

♦DRIVING  INSTRUCTION 

MITCHELL’S  DRIVING  SCHOOL  79  Washington  st  (01930), 

Tel  283-0060  (See  Index  To  Advertisers) 

DRUGGISTS— RETAIL 

Cape  Ann  Apothecary  173  E  Main  St 

CIOLINO’S  PHARMACY  390  Main  St  (01930),  Tel  283-1010 
(See  Index  To  Advertisers) 

CONNORS  PHARMACY  INC  76  Prospect  St  (01930)  Tels  283- 
2765  283-0078 

Poole’s  Drug  Store  79  Main  St  (R) 

Sandy  Bay  Apothecary  17b  Railroad  Av  (R) 

Sterling  Drug  Store  Of  Gloucester  Inc  178  Main  St 
Tuck’s  Pharmacy  Inc  15  Main  St  (R) 

Vieira’s  Pharmacy  35  Fuller  St 

DRY  GOODS— RETAIL 

Schred  B  Fabric  Store  108%  Main  St 

♦electric  light  and  power  companies 

MASSACHUSETTS  ELECTRIC  COMPANY  96  Main  St, 
Gloucester,  Mass  (01930),  Tel  283-1250 

ELECTRIC  MOTORS  AND  GENERATORS — 
DLRS  AND  REPAIRING 


Cape  Ann  Electric  Co  373  Main  St 

ELECTRICAL  APPLIANCES — SALES  AND 
SERVICE 

Bailey’s  Appliance  &  TV  24  Washington  St 
Lane’s  Appliance  Service  6  Smith  St 
Randazza  Repair  Service  10  Curtis  Sq 

ELECTRICAL  EQUIPMENT  AND  SUPPLIES — 
DEALERS 


Custom  Magnetics  Inc  Sadler  St 
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ELECTRICAL  EQUIPMENT  AND  SUPPLIES— 
MFRS 

Electron  Dynamics  Inc  Sadler  St 

♦ELECTRICIANS 

PEERING  ELECTRIC  CO  INC  15  Washington  St  (01930),  Tel 
283-1262  (See  Index  To  Advertisers) 

ELECTRONIC  EQUIPMENT  AND  SUPPLIES 


Crawford  Marine  Electronics  Inc  9  Harbor  Loop 
J  K  Systems  133  Main  St 
Omni-Wave  Electronics  Corp  Blackburn  Dr 
Seatronics  Co  4  Eastern  Av 

ENAMELERS 

Choate  Studio  49  Broadway  (R) 

♦EQUIPMENT  RENTAL 

WETMORE  RENTSIT  INC  26  Emerson  Av  (01930),  Tel  283- 
3434  (See  Index  To  Advertisers) 


♦EXCAVATING  CONTRACTORS 

STRONG  R  B  CO  122  Western  Av  (01930)  Tel  283-0080  (See 
Index  To  Advertisers) 

EXPRESS  COMPANIES 

Union  Transportation  85  Wheeler  St 

FILTER  MFRS 

Thermet  Inc  158  Magnolia  Av 

FINANCE  COMPANIES 

Public  Finance  Co  (Br)  82  Main  St 

FIRE  EXTINGUISHERS 


Cape  Ann  Fire  Appliance  And  Recharging  Service  19 
Pearl  St 

FIRE  FIGHTING  APPARATUS  AND  SUPPLIES 

CAPE  ANN  FIRE  APPLIANCE  AND  RECHARGING 

SERVICE  15-21  Pearl  St  (01930),  Tel  283-3601  (See  Index 
To  Advertisers) 
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♦FIRE  INSURANCE 


CUNNINGHAM  &  KERR 

111  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-3280,  283-3281 
(See  Index  To  Advertisers) 


MAHONY  G  EVERETT  INC  30  Harbor  Loop,  Gloucester 

Mass  01930,  Tel  283-5131  (See  Index  To  Advertisers) _ 

YYY-yyYyTTTTTTTTTTTTTTTVTTVTTTTT 

STEELE  CARROLL  K  INSURANCE  AGENCY 
INC 

32  PLEASANT  STREET 

GLOUCESTER,  MASS  01930 
TELEPHONE  283-5100 
(See  Index  To  Advertisers) 


FISH  AND  SEA  FOOD  DEALERS— RETAIL 

Annisquam  Marina  33  River  Rd 
Deep  Sea  Fish  Mkt  195  E  Main  St 
Donovan’s  Eddie  Lobster  Pool  South  Rd  (R) 

Ease  Gloucester  Shellfish  184  Washington  St 
Empire  Fish  Company  Inc  11-13  Harbor  Loop 
Lindberg’s  Lobster  Pool  Folly  Cove  (R) 

Marks  Anthony  S  30  Friend  St 
Misuraca  Natale  C  28  Washington  Sq 
Moore  Roy  Lobster  Co  31  South  Rd  (R) 

Sam’s  Fish  Market  37  Taylor  St 

Tom’s  Fresh  Fish  38  Allen  St 

White  Sta*  Fish  Market  139  Prospect  St 

FISH  AND  SEA  FOOD  DEALERS— 
WHOLESALE 

A  D  E  Food  Co  Rear  417  Main  St 
Atlantic  Seafoods  Inc  5  Gloucester  Fish  Pier 
Ronaventure  Inc  7  Gaffney  St 
Cape  Ann  Seafoods  Inc  Fort  Wharf 
Captain  Joe  &  Sons  Inc  95  E  Main  St 
Caribou  Fisheries  Ltd  Rear  159  E  Main  St 
Empire  Fish  Co  Inc  Rear  99  Duncan  St 
Gloucester  Lobster  Co  95  E  Main  St 
Gorton  Corp  The  Inc  327  Main  St 
Kennebec  Fish  Corp  6  Gloucester  Fish  Pier 
Lambros  International  185  Main  St 
Mantia  Fidheries  Co-Op  2  Gloucester  Fish  Pier 
Mass  Coastal  Seafoods  Inc  158  Magnolia  Av 
Melanson’s  Mill  Cole  Av 
Morse  &  Sibley  229  E  Main  St 
Natl  Marine  Fisheries  191  Main  St 
Neptune’s  Seven  Sea’s  Inc  88  Commercial  St 
New  England  Coast  Seafood  23  Parker  St 
New  England  Fish  Co  Rogers  St 
North  Atlantic  Fish  Co  Inc  88  Commercial  St 
Ocean  Crest  Seafoods  Inc  88  Commercial  St 
O’Donnell-Usen  Fisheries  51  Commercial  St 
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5*"  AN?.  SEA  FOOD  DEALERS-  wholesale-contd 

Utt  onore  Fisheries  Inc  Rogers  St 
Producers  Fish  Co  Fort  Wharf 
Quick  Freeze  Corp  Fort  Wharf 

SAV^^R’f  L^fiSTER  POOL  Harbor  Loop  (01930)  Tel  283- 
0069  (See  Index  To  Advertisers) 

Sea  Pak  (Div  W  R  Grace  Co)  Rogers  St 
Seafood  Kitchens  Inc  159  E  Main  St 
Shoares  Fisheries  13  Highland  St 
Star  Fisheries  Inc  29  Harbor  Loop 


FISHERMEN’S  SUPPLIES 

Nelson’s  248  Main  St 

Parisi  Plastic  Fishing  Gear  Inc  27  Commercial  St 

FISHERMEN— COMMERCIAL 

Burda  Louis  3  Smith  Street  Ct  (R) 

♦FLOOR  COVERINGS 


GLOVER’S  FLOOR  COVERINGS  INC  18  Whittemore  St 
(01930),  Tel  283-3940  (See  Index  To  Advertisers) 
TOMPKINS  C  F  CO  (The  Pattillo  Store),  67  Middle  St 
(01930),  Tel  283-0880  (See  Index  To  Advertisers) 


FLORISTS— RETAIL 


Arnold  &  Daughters  Florist  169  E  Main  St 
Audrey’s  Flower  Shop  38  Railroad  Av 

BENNY  THE  FLORIST  18  Eastern  Av  (01930),  Tel  283-2456 
Grass  Roots  20  Main  St  (R) 

Littlefield  Phyllis  E  Mrs  104  Mt  Pleasant  Av 

ROLAND’S  FOR  FLOWERS  2  Railroad  Av  (Rockport  0196C 
Tel  546-3101 

Silva  Brothers  5  Granite  St  (R) 

WONSON’S  GREENHOUSE  INC  77  Langsford  St  (01930)  Te 
283-6825 


FORGING — IRON  AND  STEEL 

Cape  Ann  Forge  Div  Of  Standex  Int  Corp  47 
Whittemore  St 

Cape  Ann  Tool  Co  146  Granite  St  (R) 

FRUIT  DEALERS— RETAIL 

Tony’s  Fruitland  10  Railroad  Av 

FRUIT  DEALERS — WHOL  AND  BROKERS 

Bickford  E  H  Inc  20  Maplewood  Av 

FUEL  OIL 

Davis  Fuel  Co  118  Washington  St 
Dench’s  Oil  Service  639  Washington  St 
Eben’s  Oil  Service  9  Phillips  Av  (R) 

Felicia  Oil  Co  Inc  78  Commercial  St 
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FUEL  OIL— CONTD 

HARVEY  S  R  CO  THE  1052  Washington  St  (01930),  Tel  283- 
1076  (See  Index  To  Advertisers) 

JOHN  ALDEN— GRIFFIN  CO  INC  20  Whittemore  St  (01930), 
Tel  283-0282 

Movalli  Oil  Co  237  Western  Av 
Perry  Oil  Co  Inc  11  Bass  Av 
Progressive  Oil  Co  Inc  88  Commercial  St 
Progressive  Oil  Co  Inc  92  Grove  St 

Rose’s  Oil  Service  Inc  &  Transportation  Inc  395  Main  St 
Seacoast  Petroleum  160  Granite  St  (R) 

SEACOAST  PETROLEUM  INC  15  Broadway  Rockport 
(01966),  Tel  283-0210 

TODD  GEORGE  H  CORP  17  Railroad  Av  (Rockport  01966), 
Tels  546-6652  Eves;  546-2009  &  283-3046  &  546-3249  (See 
Index  To  Advertisers) 

♦FUNERAL  CHAPELS 

PIKE  FUNERAL  SERVICE  61  Middle  St  (01930),  Tel  283-0884 
(See  Index  To  Advertisers) 

FUNERAL  DIRECTORS 
BURGESS  &  MACKEY  INC 

177  MAIN  STREET 
ROCKPORT  01966 
TELEPHONE 
546-6773 

GREELY  JAMES  C  FUNERAL  SERVICE  INC 

212  WASHINGTON  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-0698 

(See  Index  To  Advertisers) 


PIKE  FUNERAL  SERVICE  61  Middle  St  (01930),  Tel  283-0884 
(See  Index  To  Advertisers) 


Spinney  Funeral  Home  Inc  38  Pleasant  St 


♦FUNERAL  HOMES 

GREELY  JAMES  C  FUNERAL  SERVICE  INC 

212  WASHINGTON  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-0698 

(See  Index  To  Advertisers) 

PIKE  FUNERAL  SERVICE  61  Middle  St  (01930),  Tel  283-0884 
(See  Index  To  Advertisers) 

FURNISHED  ROOMS 

Beach-Knoll  Inn  30  Beach  St  (R) 

Between  The  Beaches  26  Beach  St  (R) 

Burns  Wm  E  18  Hancock  St 

Charbury  House  The  41  Mt  Pleasant  St  (R) 

Choate  Addison  House  The  49  Broadway  (R) 

Fraser  James  A  11  Chestnut  St 
Lamplighter  Lodge  46  School  St  (R) 
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FURNITURE— RETAIL 

NORTH  SHORE  FURNITURE  CO  161  Main  St  (01930)  Tel 
283-0094  (See  Index  To  Advertisers). 

TOMPKINS  C  F  CO  (The  Pattillo  Store),  67  Middle  St 
(01930),  Tel  283-0880  (See  Index  To  Advertisers) 

Wicker  Shop  The  Rear  17  Railroad  Av  (R) 

FURNITURE— USED 

Gloucester  Used  Furniture  &  Antiques  53  Main  St 

Used  Furniture  Center  354  Main  St 

West  End  Furniture  Exchange  Inc  45  Main  St 

GARBAGE  COLLECTION  SERVICE 

Newman  Merrill  2  Walker  Ct 

GARDEN  AND  LAWN  IMPLEMENT  DEALERS 

WETMORE  RENTSIT  INC  26  Emerson  Av  (01930),  Tel  283- 
3434  (See  Index  To  Advertisers) 

♦GARDEN  CENTERS 

CORLISS  BROS  INC  Essex  Rd  Ipswich  (01938)  Tel  356-5422 
Cape  Ann  Toll  Free  Tel  283-0512  (See  Index  To 
Advertisers) 
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GAS  COMPANIES 

North  Shore  Gas  Co  96  Main  St 

GAS— BOTTLED 

Matheson  Gas  Products  (Will-ross  Inc)  61  Grove  St 

GASOLINE  STATIONS 

Bass  Avenue  Service  Station  79  Bass  Av 
Brown’s  Service  Station  1  Flanagan  Sq 
Bruce’s  Arco  Service  17a  Railroad  Av  (R) 

Budrow  Brothers  1  Railroad  Av 

Budrow  Wm  H  Inc  11  Rogers  St 

Dixon  Wm  B  &  Son  Service  Station  225  Main  St  (R) 

East  Gloucester  Service  Station  120  E  Main  St 

Foster  From  Gloucester  Inc  107  Eastern  Av 

Gove’s  Gulf  Station  132  Washington  St 

Hodge  s  Battery  Station  27  Maplewood  Av 

Magnolia  Service  Station  4  Magnolia  Av 

Malen’s  Service  Station  123  Washington  St 

Mickey’s  Exxon  Gas  Station  85  Washington  St 

Mondello  Bros  Texaco  44  Bass  Av 

Nick’s  Arco  Service  6  Railroad  Av 

Park  s  Service  Station  Inc  159  Maplewood  Av 

Polisson  Citgo  18  Railroad  Av 

Bose’s  Atlantic  Station  365  Main  St 

Ryan  Service  Center  7  Main  St 

Sears  Roebuck  &  Co  Service  Station  Porter  St 

Sutherland’s  Exxon  (ESSO)  Serv  33  Railroad  Av 
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GASOLINE  STATIONS— CONTD 

Tally’s  Truck  Center  Inc  1  Angle  St 

Welch’s  Eastern  Avenue  Jenny  Service  137  Eastern  Av 

Wickey’s  Esso  Station  103  Langsford  St 

GENERAL  MERCHANDISE— RETAIL 

Country  Store  Of  Bearskin  Neck  Inc  South  Rd  (R) 
Gloucester  Discount  Sales  226  Main  St 
Rockport  General  Store  Inc  37  Main  St  (R) 

Tarr’s  John  Store  53  Main  St  (R) 

Yankee  General  Store  279  E  Main  St 

GENERAL  MERCHANDISE— USED 

Karem’s  Army-Navy  Store  196  Main  St 

GIFT  SHOPS 

Adams  Apple  South  Rd  (R) 

Amethyst  Shop  South  Rd  (R) 

Ancient  Mariner  Of  Gloucester  48  Rogers  St 
Aunt  Annie’s  Gifts  32  Washington  St 
Blue  Lantern  Gift  Shop  South  Rd  (R) 

Boat  Shop  Studio  Gift  Shop  17  South  Rd  (R) 

Brock  House  17  Mt  Pleasant  St  (R) 

Candle  Shop  11  Mt  Pleasant  St  (R) 

Cape  Ann  Shop  The  220  Main  St 

Cape  Ann  Thrift  And  Gift  Shop  70  Middle  St 

Chandlery  The  5  Main  St  (R) 

Christmas  Dove  Gift  Shop  14  Beach  St  (R) 

Conley’s  Gift  Boutique  14  Wharf  Rd  (R) 

Corner  House  The  2  Beach  St  (R) 

Corner  House  The  81  Main  St  (R) 

Dandy  Lion  13  Lexington  Av 
Dascto  (Gifts)  28  South  Rd  (R) 

Dave’s  Gift  Shop  152  E  Main  St 
ESP  Gifts  35  Main  St  (R) 

Fair  Winds  Wharf  Rd  (R) 

Fish  House  South  Rd  (R) 

Harbor  Loop  Gifts  1  Harbor  Loop 
Holland  House  South  Rd  (R) 

House  Of  Glass  Tuna  Wharf  (R) 

Krames  2  South  Rd  (R) 

Lantana  Gift  Shop  22  Broadway  (R) 

Magnolia  Card  &  Gift  Shop  35  Lexington  Av 
Patio  Shop  4  South  Rd  (R) 

Pearl  Black  The  South  Rd  (R) 

Quigg  Miss  South  Rd  (R) 

Roberts  Doris  A  Mrs  Tuna  Wharf  (R) 

Ross  Candle  House  15  South  Rd  (R) 

Sacred  Cod  The  178  E  Main  St 
Sea  Fencibles  Shop  1  South  Rd  (R) 

Seaweed  Manor  Gift  Shop  9  South  Rd  (R) 

Serendipity  Shoppe  Tuna  Wharf  (R) 

Serrin  Gifts  17a  South  Rd  (R) 

Sofia’s  14  Dock  Sq  (R) 

Sooren’s  3  Mt  Pleasant  St  (R) 

Story’s  Curiosity  Shop  7  Center  St 

The  Poppi  Bu  Gifts  &  Antiques  237  E  Main  St 

Three  Lanterns  108  E  Main  St 

Treasure  Chest  Wharf  Rd  (R) 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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GIFT  SHOPS — CONTD 

Tree  House  Gift  Shop  Rear  17  Railroad  Av  (R) 

Tyler  Wesley  Shop  10  South  Rd  (R) 

Waterfront  Gifts  &  Arts  123  E  Main  St 
Weather  Vane  South  Rd  (R) 

Yankee  Gift  Shop  South  Rd  (R) 

Ye  Olde  Barn  Rear  554  Essex  Av 
Yggdrasil  Gifts  &  Imports  45  Broadway  (R) 

GLASS  DEALERS— WINDOW  AND  PLATE 

American  Glass  Co  14  Parker  St 

CAPE  ANN  GLASS  216  Main  St  (01930),  Tel  283-4732  (See 
Index  To  Advertisers) 

GRANITE  AND  MARBLE  WORKERS 

Rockport  Quarries  Co  Inc  Pigeon  Hill  (R) 

GREETING  CARDS 

Card  Parlor  The  19  Mt  Pleasant  St  (R) 

GROCERIES  AND  MEATS — RETAIL 

Annisquam  Market  33  River  Rd 
Bertolino  Bros  Grocery  15  Commercial  St 
Boulevard  Grocery  49  Western  Av 
Butcher  Shop  The  153  Main  St 
Cape  Ann  Market  7  Railroad  Av 
Domingos  Market  9  Warner  St 
Ernie’s  Market  67  Broadway  (R) 

First  National  Stores  Inc  (Br)  137  Eastern  Av 
Frank’s  Variety  106  Centennial  Av 
Friend  Street  Market  21  Friend  St 
George’s  Store  178  Washington  St 
Great  Atlantic  &  Pacific  Tea  Co  201  Main  St 
IGA  Store  17b  Railroad  Av  (R) 

John’s  Market  Inc  154  Granite  St  (R) 

Joseph’s  Market  61  Maplewood  Av 

Lane  Cove  Village  Mkt  1084  Washington  St 

Little  River  Grocery  300  Essex  Av 

Mac’s  Italian  Specialties  75  Washington  St 

Marty’s  Clover  Farm  Store  96  Washington  St 

National  Butchers  Inc  121  Main  St 

Nickas  Market  156  Prospect  St 

Oliver’s  Market  158  E  Main  St 

Pat’s  Center  Grocery  Inc  49  Washington  St 

Perry  Eug  S  27  Perkins  St 

Railroad  Avenue  Market  273  E  Main  St 

Ralph’s  Superette  86  Concord  St 

Ranta’s  Market  62  Langsford  St 

Reliable  Meat  Market  50  School  St 

Richdale  Superette  427  Washington  St 

Riverdale  Market  537  Washington  St 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL.  546-7405 
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GROCERIES  AND  MEATS — RETAIL — CONTD 

Roland’s  Market  52  Friend  St 

Rubin’s  Grocery  23  Maplewood  Av 

Salah’s  Market  6  Sargent  St 

Stop  &  Shop  Inc  (Br)  6  Thatcher  Rd 

Tony’s  Grocery  Store  185  Washington  St 

Trupiano’s  Superette  63  Washington  St 

Vicari’s  Grocery  Store  963  Washington  St 

Virgilio’s  Italian  Grocery  &  Bakery  29  Main  St 

West  End  Grocery  40  Main  St 

West  End  Grocery  40  Main  St 

Witham’s  Country  Store  57  Eastern  Av 

GUARD  AND  PATROL  SERVICE 

CAPE  ANN  SECURITY  AGENCY  185  Main  St  Room  1 
(01930)  Tel  283-0228  (See  Index  To  Advertisers) 

GUNS  AND  GUNSMITHS 


Burgess  Sami  W  25  Squam  Rd  (R) 


STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL 

283-8500 


HALLS 

American  Legion  Hall  8  Washington  St 
Annisquam  Village  Hall  38  Leonard  St 
Grand  Army  Republic  Hall  47  Washington  St 
Independent  Order  Of  Odd  Fellows  111  Main  St 
Masonic  Hall  18  Broadway  (R) 

Masonic  Temple  27  Eastern  Av 
Pythian  Hall  203  Granite  St  (R) 

Sacred  Heart  Hall  7  High  St 
Savings  Bank  Hall  111  Main  St 
Spiran  Hall  23  School  St  (R) 

HAMMOCK  MFRS 

Rockport  Hammock  43  Marmion  Wy  (R) 

HARDWARE— RETAIL 
GLOUCESTER  SUPPLY  COMPANY 

4  PARKER  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-7800 

(See  Index  To  Advertisers) 

Smith  L  E  Inc  Rear  17  Railroad  Av  (R) 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemorc  S».  Gloucester,  Mass.  01930 

 TEL.  283-1771 
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KEEP 

FIT 

AT 

THE 


HEARING  AIDS 


Mann  Marilyn  F  Mrs  19  Pleasant  St 


♦HEATING  SUPPLIES 

SEACOAST  PETROLEUM  INC  15  Broadway  Rockport 
(01966),  Tel  283-0210 

♦HOME  FURNISHING 

TOMPKINS  C  F  CO  (The  Pattillo  Store),  67  Middle  St 
(01930),  Tel  283-0880  (See  Index  To  Advertisers) 

♦HOME  LOANS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 


T 

YMCA 

71 

Middle 

Street 

TEL. 

283-0470 


HOMES  AND  SANITARIUMS 

Elks  Home  42  Pleasant  St 
Gilbert  Home  1  Western  Av 

HOSPITALS 

ADDISON  GILBERT  HOSPITAL  298  Washington  St  (01930), 
Tel  283-4000  (See  Index  To  Advertisers) 

Me  Calla  Dale  Shore  Rd 

HOTELS 

Captain’s  Bounty  1  Beach  St  (R) 

Eden  Pines  Eden  Rd  (R) 

Emerson  Ralph  Waldo  Inn  3  Cathedral  Av  (R) 

Fairview  Inn  52a  Eastern  Point  Rd 
Faraday  Inn  South  St  (R) 

Good  Harbor  Beach  Inn  Salt  Island  Rd 
Hiawatha  Hotel  17  Lincoln  St 
Lantana  House  The  22  Broadway  (R) 

Moorland  Hotel  Corp  85  Atlantic  Rd 
New  Hawthorne  Inn  12  Hawthorne  La 
Peg  Leg  Inn  3  King  St  (R) 

PEG  LEG  RESTAURANT  AND  INN  18  Beach  St  (Rockport 
01966)  Tel  546-2352  (See  Index  To  Advertisers) 

Rockaway  Hotel  Corp  7  Rackliffe  St 
Rockport  Lodge  Inc  61  South  St  (R) 

Sandpiper  Inn  South  St  (R) 


PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  _ Tel.  283-0884 
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HOTELS— CONTD 

Seacrest  Manor  131  Marmion  Wy  (R) 

Seacroft  Hotel  64  Eastern  Point  Rd 
Seaward  Inn  62  Marmion  Wy  (R) 

Seven  South  Street  Inn  7  South  St  (R) 

Yankee  Clipper  Inn  127  Granite  St  (R) 

HOUSE  FURNISHINGS— RETAIL 

Elliott’s  6  Thatcher  Rd 

HOUSEHOLD  APPLIANCES — DEALERS 

Modern  Home  Appliance  Co  6  Thatcher  Rd 

ICE  CREAM  AND  FROZEN  DESSERTS— 
RETAIL 

Brigham’s  139  Main  St 

Cher- Ami  Stores  Inc  53  Washington  St 

Dairy  Dip  49  Main  St  (R) 

Friendly  Ice  Cream  Shop  Washington  St 
Much-A-Do  21a  Dock  Sq  (R) 

Old  Mill  The  410  Washington  St 
Sandy  Bay  Shoppe  49  Main  St  (R) 

Surf  Side  Softee  Thatcher  Rd 

ICE— MFRS  AND  WHOL 

Cape  Pond  Ice  Co  Fort  Wharf 

IMPORTERS 

Kim’s  Import  Trade  Store  Rear  17  Railroad  Av  (R) 

*INNS 

PEG  LEG  RESTAURANT  AND  INN  18  Beach  St  (Rackport 
01966)  Tel  546-2352  (See  Index  To  Advertisers) 

INSURANCE 

Alexander’s  Insurance  Agency  593  Essex  Av 

Babson-Elwell  &  Davis  Inc  94  Middle  St 

Boston  Mutual  Life  Insurance  CO(BR)  185  Main  St 

VTyyvyTyyyT  ▼  "T-v  t  y  ▼  ▼  ▼▼▼ 

CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 

Cunningham  &  Kerr  111  Main  St  Rm  3 
Favazza  Salvatore  J  119  Main  St 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway _ Rockport  01966 _ Tel.  546-68 1 3 
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INSURANCE— CONTD 
Gilson  Ronald  H  63  Rogers  St 

Hancock  John  Mutual  Life  Insurance  Co  (Br)  63  Rogers 
St 

Johnson  Frank  W  Insurance  Agency  3  Jewett  St  (R) 

Johnson  John  A  Inc  1  Duncan  St 

Mahony  G  Everett  Inc  30  Harbor  Loop 

Me  Phee  Doris  E  283  E  Main  St 

Prince  W  S  Insurance  Agency  11  Washington  St 

Stathopoulos  Harry  A  Insurance  Agency  123  Main  St 

Steele  Carroll  K  Ins  Agency  Inc  32  Pleasant  St 

Steele  Carroll  K  Insurance  Agency  Inc  23  Main  St  (R) 

♦INSURANCE  AGENTS 

BABSON— ELWELL  &  DAVIS  INC  94  Middle  St  (01930)  Tel 
283-1561 

CUNNINGHAM  &  KERR  111  Main  Street,  Gloucester,  Mass 
(01930),  Tels  283-3280,  283-3281  (See  Index  To  Advertisers) 
JOHNSON  JOHN  A  INC  1  Duncan  St  Cor  Main  (01930),  Tel 
283-0016 

MAHONY  G  EVERETT  INC  30  Harbor  Loop,  Gloucester 
Mass  01930,  Tel  283-5131  (See  Index  To  Advertisers) 

STEELE  CARROLL  K  INSURANCE  AGENCY 
INC 

32  PLEASANT  STREET 

GLOUCESTER,  MASS  01930 
TELEPHONE  283-5100 
(See  Index  To  Advertisers) 


♦INSURANCE  COMPANIES 

HANCOCK  JOHN  MUTUAL  LIFE  INSURANCE  COMPANY 
63  Rogers  St  (01930)  Tel  283-1806 

♦INSURANCE  CONSULTANTS 

CUNNINGHAM  &  KERR  111  Main  Street,  Gloucester,  Mass 
(01930),  Tels  283-3280,  283-3281  (See  Index  To  Advertisers) 

♦INSURANCE— AUTOMOBILE 


•V  TTTTT  Y  VT'VTTVT  VTTVT'T  y'T  T"T-T-' 

CUNNINGHAM  &  KERR  111  Main  St  (01930),  Tel  283-3280 
(See  Index  To  Advertisers) 


♦INSURANCE— GENERAL 


«o 


<1  K 


THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 


Laatsvillt,  Sta.,  Gloucester,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  283-1076 
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INSURANCE— GENERAL— CONTD 

CUNNINGHAM  &  KERR  111  Main  Street,  Gloucester,  Mass 
(01930),  Tels  283-3280,  283-3281  (See  Index  To  Advertisers) 
STATHOPOULOS  HARRY  INSURANCE  AGENCY  123  Main 
St  (01930),  Tel  283-6000 


STEELE  CARROLL  K  INSURANCE  AGENCY 
INC 

32  PLEASANT  STREET 

GLOUCESTER,  MASS  01930 
TELEPHONE  283-6100 
(See  Index  To  Advertisers) 


♦INSURANCE— HOMEOWNERS 

CUNNINGHAM  &  KERR  111  Main  Street,  Gloucester,  Mass 
(01930),  Tels  283-3280,  283-3281  (See  Index  To  Advertisers) 

♦INSURANCE— LIABILITY 

STEELE  CARROLL  K  INSURANCE  AGENCY 
INC 

32  PLEASANT  STREET 

GLOUCESTER  MASS  01930 
TELEPHONE  283-5100 
(See  Index  To  Advertisers) 

♦INSURANCE— LIFE 

CUNNINGHAM  &  KERR 
111  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-3280  AND  283-3281 
(See  Index  To  Advertisers) 

♦INSURANCE— MARINE 

STEELE  CARROLL  K  INSURANCE  AGENCY 
INC 

32  PLEASANT  STREET 

GLOUCESTER  MASS  01930 
TELEPHONE  283-5100 
(See  Index  To  Advertisers) 

♦INSURED  SAVINGS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 


Cape  Ann  Area 

Chamber  of  Commerce 


INSURED  SAVINGS — CONTD 
CAPE  ANN  SAVINGS  BANK— CONTD 
(See  Index  To  Advertisers) 


INVESTMENT  COMPANIES 

Juniors  Inc  211  Main  St 

JANITORS’  SUPPLIES 

Cape  Ann  Chemical  24  Lexington  Av 

JEWELERS 


BLANCHARD  WILLIAM  E  JEWELER 

125  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-1185 


Burton’s  Silver  Shop  20  Main  St  (R) 

Dekan  (Sterling  Originals)  47  South  Rd  (R) 
Dorel  Jewels  South  Rd  (R) 

Mawhinney  Harry  F  110  Main  St 
Rings’  N  Things  25  South  Rd  (R) 

Sandy’s  Silver  Shop  Tuna  Wharf  (R) 

Square  Cir  The  11  Dock  Sq  (R) 


JUNK  DEALERS 

Clancy  Harold  C  28  Taylor  St 
Linsky  Brothers  40  Sargent  St 
Rose  Clarence  Parker  St 


KINDERGARTENS 

Our  Lady’s  Kindergarten  13  Mt  Vernon  St 


♦LABOR  UNIONS 


GU?VS^rER  SEA  FOOD  WORKERS  UNION  DISTRICT 
JCOCAL15  144*4  Main  St  (01930),  Tel  283-4100 


laboratories 


Biomarine  Laboratory  Inc  8  Gloucester  Fish  Pier 
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REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 
30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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LABORATORY  APPARATUS  AND  SUPPLIES 

American  Instrument  Exchange  Inc  120  Main  St  Rm  1 

LANDSCAPE  GARDENERS 

Canning  Steph  W  56  Cherry  St 
Digby  Edw  J  38  Haskell  St 
Giacalone  Nicholas  10  Lookout  St 
Hodgkins  Charles  A  36  Pleasant  St  (R) 

Lane  R  F  Co  22  Leonard  St 
Morris  Clayton  W  93  Mt  Pleasant  Av 
West  Landscape  41  Englewood  Rd 

LAUNDRIES  AND  DRY  CLEANERS 

Union  Hill  Laundry  335  Main  St 

LAUNDRIES— SELF  SERVE 

Cape  Ann  Highlander  Center  6  Thatcher  Rd 
Highlander  Center  Laundromat  Rear  17  Railroad  Av  (R) 

Lee-Arns  Laundromat  193  E  Main  St 
Maytag  Coinomatic  77  Main  St  (R) 

LAWN  MOWER  DEALERS  AND  REPAIRERS 

Lawn  Mower  Service  307  Essex  Av 
Mower  Mart  22a  Leonard  St 

LAWYERS 

Ayers  Carroll  E  120  Main  St 
Ayers  Charles  L  144  Main  St 
Babson  David  E  111  Main  St  Rm  2 
Bagshaw  James  H  111  Main  St  Rm  3 

Berkal  Simon  &  Stelman  70  Washington  St  (Salem  01970)  Tel  745- 
4010 

Bernstein  Cahill  &  Cahill 
33  Pleasant  Street 
Gloucester  Mass  (01930) 

Telephones  283-0890 
And  283-0891 

Clark  C  Richd  11  Pleasant  St  Rm  10 

Clark  Wm  G  Jr  11  Pleasant  St,  Rm  10  (01930),  Tel  283-1314 
Cunningham  &  Wilson  19  Pleasant  St 
Fischer  Max  C  123  Main  St 
Harris  Danl  F  18  Dale  Av 

Harrison  David  E  111  Main  St  Rm  7  (01930),  Tel  283-7432 
Horvitz  Ronald  46  Rogers  St 

Hull  Richard  L  146  Main  St  (01930),  Tel  283-4440 

Kaplan  David  B  120  Main  St  Rm  6 

Katz  Morris  D  46  Rogers  St 

Kline  &  Gardner  11  Pleasant  St  Rm  18 


ROSE’S  OIL  SERVICE  Inc. 

& 

ROSE’S  TRANSPORTATION 

Inc. 

WHOLESALE  DISTRIBUTORS 

395  Main  St. 

283-3334 

Gloucester,  Mass.  01930 

283-3335 
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LAWYERS — CONTD 

Larampee  Robt  P  101  Main  St  (R) 

Laventis  Geo  P  261  Main  St 
Mac  Innis  Robt  M  28  Dale  Av 
Mahoney  Atwood  &  Goldings  18  Dale  Av 
Merchant  Earle  T  120  Main  St  Rm  3 
Pettit  Martin  T  11  Pleasant  St  Rm  10 
Ross  Donald  J  128  Main  St  Rm  6 

Sandler  Sandler  &  Laramee  Maritime  Bldg  63  Rogers  St  (01930)  Tel 
283-3234 

Schlichte  Miles  J  14  Pleasant  St 
Tarr  Frederick  H 
18  Dale  Avenue 

Gloucester,  Mass  01930 
Telephones 

283-0046,  283-4383 
Tartas  Philip  146  Main  St 
Visnick  Howard  L  140  Main  St  Rm  3 
Walcott  H  Sage  14  Pleasant  St 

Wonson  Carlton  W  81  Prospect  St  (01930)  Tel  283-0521 

LEATHER  DEALERS 

Strong  R  A  Leather  Co  105  Maplewood  Av 
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LEATHER  GOODS— MFRS 

Goodspeed’s  Leather  3  Mt  Pleasant  St  (R) 

LEATHER  GOODS— RETAIL 

Dyer  Walter  Leather  Shop  Tuna  Wharf  (R) 

LIBRARIES 

Annisquam  Village  Hall  Library  38  Leonard  St 
Babson  Memorial  Library  69  Main  St 
Carnegie  Library  2a  Jewett  St  (R) 

Gloucester  Lyceum  And  Sawyer  Free  Library  88  Middle 
St 

Magnolia  Library  Inc  1  Lexington  Av 
Rockport  Public  Library  2a  Jewett  St  (R) 

Sawyer  Free  Library  88  Middle  St 
Story  Library  The  138  Granite  St  (R) 
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*LIFE  INSURANCE 


STEELE  CARROLL  K  INSURANCE  AGENCY 
INC 

32  PLEASANT  STREET 

GLOUCESTER,  MASS  01930 
TELEPHONE  283-5100 
(See  Index  To  Advertisers) 
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Hobert 
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Foley 


Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 


37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 
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Glass  -sy 

iyirRROR^> 

PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Glass  ( Installed  WhiU-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST. — GLOUCESTER 
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LIGHT,  HEAT  AND  POWER  COMPANIES 

Massachusetts  Electric  Co  98  Main  St 

LIQUOR  AND  WINES — RETAIL 

A  N  Liquor  Store  Inc  7  Vi  Railroad  Av 

Bay  Side  Beverage  1077  Washington  St 

Cape  Ann  Liquor  Chest  6  Thatcher  Rd 

Cape  Ann  Package  Store  Inc  30  Railroad  Av 

Depot  Cafe  Inc  129  Washington  St 

Gloucester  Central  Package  Store  Inc  263  Main  St 

Harbor  Cafe  Inc  The  40  Railroad  Av 

Liquor  Locker  The  263  Main  St 

Me  Carthy’s  Package  Store  Inc  91  Washington  St 

Mooter’s  Package  Store  Inc  23  E  Main  St 

Pat’s  Package  Store  36  Washington  St 

RICH  C  H  LIQUORS  A  And  P  Plaza  Gloucester  01930  Tel 
283-0073  (See  Index  To  Advertisers) 

Sherm’s  Cape  Ann  Vets  Inc  10  Parker  St 
Vicari’s  Package  Store  961  Vi  Washington  St 

♦LOAN  COMPANIES 

PUBLIC  FINANCE  COMPANY  82  Main  St  (01930)  Tel  283- 
8300 

LOANS— AUTOMOBILE 


— y - y - y - y - y - y - ly - y - y - y - y - y - y - y - yr  y  y  y  y  y  y  y  y  y  y  y  y  y  y  ~~y  q 

CAPE  ANN  BANK  &  TRUST  COMPANY 

154  MAIN  STREET 

GLOUCESTER,  MASS  01930 

TELEPHONE  283-3131 

82-86  BASS  AVENUE  01930 

TELEPHONE  281-2222 

ROUTE  128  AT  GRANT  CIRCLE  01930 

TELEPHONE  283-0721 

17  UNION  STREET 

MANCHESTER,  MASS  (01944) 

TELEPHONE  526-4994 
ROCKPORT  SHOPPING  CENTER 
ROCKPORT  01966 
TELEPHONE  546-7411 
(See  Index  To  Advertisers) 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 

18  Whittemore  St.  Gloucester,  Moss.  01930 
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LOANS— AUTOMOBILE— CONTD 
GLOUCESTER  NATIONAL  BANK  OF 
GLOUCESTER 

147  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0610 

GRANITE  SAVINGS  BANK  26  Broadway  (Rockport  01966) 
Tel  546-6813 

IPSWICH  SAVINGS  BANK  23  Market  St  (Ipswich  01938)  Tel 
356-2971 

♦LOANS— BUSINESS 


CAPE  ANN  BANK  &  TRUST  COMPANY 

154  MAIN  STREET 

GLOUCESTER,  MASS  01930 

TELEPHONE  283-3131 

82-86  BASS  AVENUE  01930 

TELEPHONE  281-2222 

ROUTE  128  AT  GRANT  CIRCLE  01930 

TELEPHONE  283-0721 
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17  UNION  STREET 
MANCHESTER,  MASS  (01944) 
TELEPHONE  526-4994 
ROCKPORT  SHOPPING  CENTER 
ROCKPORT  01966 
TELEPHONE  546-7411 
(See  Index  To  Advertisers) 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 


GLOUCESTER  NATIONAL  BANK  OF 
GLOUCESTER 

147  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0610 

♦LOANS— HOME  IMPROVEMENT 

CAPE  ANN  BANK  &  TRUST  COMPANY  154  Main  St  (01930) 
Tel  283-3131 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telophono:  546-665  <! 

NIGHTS;  546-2009  -  283-3046  -  546-3249 
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LOANS— HOME  IMPROVEMENT— CONTD 
GRANITE  SAVINGS  BANK  26  Broadway  (Rockport  01966) 
Tel  546-6813 


LOANS— MORTGAGE 


CAPE  ANN  BANK  &  TRUST  COMPANY 


154  MAIN  STREET 

GLOUCESTER,  MASS  01930 

TELEPHONE  283-3131 

82-86  BASS  AVENUE  01930 

TELEPHONE  281-2222 

ROUTE  128  AT  GRANT  CIRCLE  01930 


TELEPHONE  283-0721 
17  UNION  STREET 
MANCHESTER,  MASS  (01944) 
TELEPHONE  526-4994 
ROCKPORT  SHOPPING  CENTER 
ROCKPORT  01966 
TELEPHONE  546-7411 


(See  Index  To  Advertisers) 


CAPE  ANN  SAVINGS  BANK 


109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 

A.  A.  A.  A  A  A  AAAAAAAAAAA  AAA  A. 

GRANITE  SAVINGS  BANK  26  Broadway  (Rockport  01966) 
Tel  546-6813 

IPSWICH  SAVINGS  BANK  23  Market  St  (Ipswich  01938)  Tel 
356-2971 

ROCKPORT  NATIONAL  BANK  16  Main  St,  Rockport,  Mass 
(01966),  Tels  546-3411,  546-3412  Branch  Office  37  King  St 
(Rockport  01966)  Tel  546-7405  (See  Index  To  Advertisers) 

♦LOANS — PERSONAL 


CAPE  ANN  BANK  &  TRUST  COMPANY 

154  MAIN  STREET 

GLOUCESTER,  MASS  01930 

TELEPHONE  283-3131 

82-86  BASS  AVENUE  01930 

TELEPHONE  281-2222 

ROUTE  128  AT  GRANT  CIRCLE  01930 

TELEPHONE  283-0721 

17  UNION  STREET 

MANCHESTER,  MASS  (01944) 

TELEPHONE  526-4994 
ROCKPORT  SHOPPING  CENTER 
ROCKPORT  01966 


Ranted  C.  Cjreely  funeral  Service,  -3nc. 

"Quality  &  Service  Since  1884" 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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LOANS-— PERSONAL — CONTD 

CAPE  ANN  BANK  &  TRUST  COMPANY— CONTD 
TELEPHONE  546-7411  CONTD 

(See  Index  To  Advertisers) 


♦LOBSTER  DEALERS 

SAVQ0^RfS  L<?B®TEJ*  POOL  Harbor  Loop  (01930)  Tel  283- 
0069  (See  Index  To  Advertisers) 

LOBSTER  TRAPS 

Harvey  Clinton  F  19  Lincoln  St 

LOCKSMITHS 

Doucette  Edw  S  260  Main  St 
Shannon  Bernard  F  28  Quarry  St 
Whitmarsh  Store  The  48  Main  St 

LUGGAGE — DEALERS  AND  REPAIRERS 

Seabags  11  South  Rd  (R) 

LUMBER— RETAIL 

Building  Center  Inc  Of  Rockport  The  18  Railroad  Av  (R) 
omith  J  Raymond  Inc  17  Railroad  Av  (R) 

LUNCHES — PREPARED  AND  SUPPLIED 

Tony’s  Italian  Subs  406  Washington  St 

♦MACHINE  SHOPS 

ROSE’S  OIL  SERVICE  INC  AND  TRANSPORTATION  INC 
Tels  283-9339  And  283-1450 

MACHINERY  MFRS 

Gloucester  Engineering  Co  Inc  Blackburn  Dr 
Gloucester  Engineering  Co  Inc  Plant  No  2  18  Sargent  St 
ointerbond  Corp  Blackburn  Dr 
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JEWELER 

REG.  JEWELER 
AM..  GEM  SOC 


•  Diamonds 

•  Watches 

•  Silverware? 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 


Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
'The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.f  Gloucester,  Mass.  01930 
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MACHINISTS 

Beacon  Marine  Basin  Inc  211  E  Main  St 

By  Bon  Co  298  Essex  Av 

Williams  &  Co  Rear  21  Railroad  Av  (R) 


♦MAILING  LISTS 


POLK  R  L  &  CO 

POLK  BUILDING 
431  HOWARD  STREET 
DETROIT,  MICHIGAN  48231 


MANUFACTURERS  REPRESENTATIVES 


Callahan  Robt  A  Riverview  Rd 

MARINAS 


Pirate’s  Lane  Marine  197  E  Main  St 
Reed’s  Wharf  Inc  Rear  197  E  Main  St 


♦MARINE  INSURANCE 

MAHONY  G  EVERETT  INC  30  Harbor  Loop,  Gloucester 
Mass  01930,  Tel  283-6131  (See  Index  To  Advertisers) 

MARINE  SUPPLIES  AND  EQUIPMENT 


Graham  Marine  Electronics  10  Rogers  St 
Lipman  Marine  Products  Inc  Gloucester  Fish  Pier 
Rockport  Marine  Center  Tuna  Wharf  (R) 

Ship’s  Store  The  211  E  Main  St 


♦MASON  CONTRACTORS 


FAULK  BROS  INC 

36  WHITTEMORE  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-1771,  283-1772 
(See  Index  To  Advertisers) 


MASSAGE 

Norris  Lucy  E  Mrs  148  Magnolia  Av 
Reino’s  Sauna  52  Stockholm  Av  (R) 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street  Gloucester,  Mass.  01930 
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MEATS— WHOLESALE 

Hay  Beef  Co  24  Railroad  Av 

♦MEDICAL  CENTERS 


CAPE  ANN  MEDICAL  CENTER  INC  Blackburn  Dr  (01930)  Tel  281- 
1500 

MEDICINES 

Canan  Sales  Co  38  Marmion  Wy  (R) 

MERCANTILE  AGENCIES 

DUN  &  BRADSTREET  INC 

6  ST  JAMES  AVENUE 
BOSTON,  MASS  02116 
TELEPHONE 
542-0704 


METAL  GOODS  MFRS 

P  M  S  Manufacturing  Products  Sadler  St 

MILK  DEALERS 

Rowe  Kenneth  L  Summer  St  Extn  (R) 

Sea  View  Farm  38  South  St  (R) 

MOBILE  HOME  PARKS 

Matz  Trailer  Park  36  Atlantic  St 


MODEL  MAKERS 

Piel’s  Poop  Deck  South  Rd  (R) 


♦MONEY  ORDER  SERVICE 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 


TELEPHONE  283-0246 


(See  Index  To  Advertisers) 
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MONUMENTS,MARKERS  AND  STATUARY 

TOGNAZZI  BROTHERS  INC  40-42  Poplar  St  (01930),  Tel  283- 
1661  (See  Index  To  Advertisers) 

♦MORTGAGE  LOANS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 


MOTELS 

Anchorage  Motor  Lodge  The  5  Hawthorne  La 

Atlantis  Motor  Inn  Atlantic  Rd 

Bass  Rocks  Motor  Inn  Atlantic  Rd 

Bearskin  Neck  Motel  &  Gift  Shop  68  South  Rd  (R) 

Blue  Spruce  Motel  24  Cleaves  St  (R) 

Cameron  Cottages  Pioneer  Cir  (R) 

Cape  Ann  Motor  Inn  33  Rockport  Rd 
Cape  Hedge  Guest  House  South  St  (R) 

Eagle  House  The  8  Cleaves  St  (R) 

Gloucester  Traveler  Motor  Inn  612  Essex  Av 
Lindberg’s  Motor  Court  Folly  Cove  (R) 

Mapleledge  Motor  Court  555  Essex  Av 
Moorland  Motor  Inn  (Moorland  Hotel  Corp)  85  Atlantic 
Rd 

Peg  Leg  Motel  10  Beach  St  (R) 

Sea  Lion  Motel  138  Eastern  Av 
Twinlight  Manor  Motor  Inn  Atlantic  Rd 
Vista  Motel  22  Thatcher  Rd 
Wingaersheek  Motel  46  Concord  St 

MOVERS— HOUSEHOLD  GOODS 

Hiltz  Robt  C  Inc  158  Magnolia  Av 
Noyes  The  Mover  108  Pleasant  St 

♦MOVERS— PIANO 

HILTZ  ROBERT  C  INC  Kondelin  Rd,  '  ape  Ann  Industrial 
Park  (01930)  Tel  283-2520  (See  Index  To  Advertisers) 

•MOVING — LOCAL  AND  LONG  DISTANCE 

HILTZ  ROBERT  C  INC  Kondelin  Rd,  Cape  Ann  Industrial 
Park  (01930)  Tel  283-2520  (See  Index  To  Advertisers) 

MUSEUMS 

Babson  Museum  Main  St  (R) 

Beauport  Antique  Museum  Eastern  Point  Blvd 
Davis  Elias  Capt  House  &  Museum  27  Pleasant  St 
Hammond  Museum  80  Hesperus  Av 
Old  Castle  The  3  Castle  La  (R) 

Paper  House  The  50a  Pigeon  Hill  (R) 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Moss.  01930 _ Tel.  283- 1416 
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MUSEUMS— CONTD 

Sandy  Bay  Historical  Society  &  Museum  Inc  40  King  St 

(R) 

Sargent-Murray-Gilman  Hough  House  70  Main  St 
Sargent-Murray  Gilman-Hough  House  49  Middle  St 
White-Ellery  House  247  Washington  St 

MUSIC  AND  MUSICAL  INSTRUMENT 
DEALERS 

Music  Box  13a  South  Rd  (R) 

MUSIC  TEACHERS 

Cahoon  Gloria  D  Mrs  57  Mt  Peasant  Av 
Collins  Harold  R  7  Wall  St 
Cornier  Arth  F  24  Norman  Av 
Cunningham  M  Clayton  19  Madison  Sq 

NEWS  DEALERS 

Curtis  News  71  Main  St  (R) 

Gloucester  News  38  Taylor  St 

Ocean  view  News  Agency  42  Lexington  Av 

NEWSPAPERS 

Cape  Ann  Summer  Sun  44  Whittemore  St 
Gloucester  Daily  Times  44  Whittemore  St 
Grapevine  The  15  Lexington  Av 

NURSERYMEN 

CORLISS  BROS  INC 
ESSEX  ROAD 
IPSWICH  MASS  01938 
TELEPHONE  356-5422 
CAPE  ANN  TOLL  FREE 
TELEPHONE  283-0512 
(See  Index  To  Advertisers) 

NURSING  HOMES 

Cape  Ann  Nursing  Home  272  Washington  St 
Den-Mar  Nursing  Home  44  South  St  (R) 

Gloucester  Manor  Rest  Home  46  Summer  St 
Harris  Grace  E  Mrs  9  Parker  St  (R) 

Hill  Top  Manor  32  Haskell  St 
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OBSERVATORIES 

Old  Salt  Weather  Observatory  32  V2  South  St  (R) 

OFFICE  SUPPLIES  AND  EQUIPMENT 

Norman  Office  Supply  Inc  25  Duncan  St 

OIL  BURNERS— SALES  AND  SERVICE 

Movalli’s  Burner  Service  20  Riverside  Av 

SEACOAST  PETROLEUM  INC  15  Broadway  Rockport 
(01966),  Tel  283-0210 

♦OIL  DEALERS 

SEACOAST  PETROLEUM  INC  15  Broadway  Rockport 
(01966),  Tel  283-0210 

OIL  REFINERS 

Seacoast  Petroleum  Inc  15  Broadway  (R) 

OILS  AND  LUBRICANTS— DEALERS 

Frontiero  Bros  60  Commercial  St 

OPTICIANS 

Davis  Opticians  Inc  35  Middle  St 

OPTOMETRISTS 

Clapp  Ronald  B  90  Main  St  (R) 

Cohen  Geo  M  Blackburn  Dr 
Mann  Ralph  M  19  Pleasant  St 

Peloquin  Marc  A  OD  Corner  Of  Rogers  And  Hancock  Sts  (01930)  Tel 
283-5599 

Tassinari  Francis  L  65a  Middle  St 

ORGAN  BUILDING  AND  REPAIRING 

Carlson  Roy  E  H  Co  Old  Coach  Rd 
Fisk  C  B  Inc  Rear  105  Maplewood  Av 

ORGANIZATIONS— BENEVOLENT  AND 
FRATERNAL 

i 

Acacia  Lodge  (IOOF)  27  Eastern  Av 

Asher  Lodge  Masonic  Societies  (AF&M)  18  Broadway  (R) 

Bay  View  Brotherhood  891  Washington  St 
Bethelhem  Commandery  43  (Masonic)  27  Eastern  Av 
Cape  Ann  Chapter  No  896  (Women  Of  The  Moose)  26 
Pleasant  St 

Cape  Ann  Lodge  No  1471  (LOOM)  26  Pleasant  St 
CAPE  ANN  YOUNG  MEN’S  CHRISTIAN  ASSOCIATION  OF 
GLOUCESTER  71  Middle  St  (01930),  Tel  283-0470  YMCA 
Camp  Spindrift  &  Family  Center,  13  Atlantic  St  (01930), 

Tel  283-2132  (See  Index  To  Advertisers) 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemorc  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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ORGANIZATIONS — BENEVOLENT  AND  FRATERNAL — CONTD 
Companions  Of  Forest  Of  America  No  1028  47 
Washington  St 

Council  No  215  (K  Of  C)  46  Pleasant  St 
Ferson  Wm  Chapter  (R  A  M)  27  Eastern  Av 
Gloucester  Lodge  No  892  (BPOE)  42  Pleasant  St 
Hermion  Temple  No  9  (K  Of  P)  203  Granite  St  (R) 

Ocean  Lodge  91  (IOOF)  111  Main  St 

Ocean  View  Lodge  No  84  (K  Of  P)  203  Granite  St  (R) 

Sandy  Bay  Chapter  (O  E  S)  18  Broadway  (R) 

Sisters  Svea  Cir  No  864  Companions  The  Forest  Am  58 
Broadway  (R) 

Utica  Council  Daughters  Of  Pocahontas  65  Middle  St 
Washington  Martha  Chapter  (Masonic)  27  Eastern  Av 
Wingaersheek  Tribe  No  12  (I  O  R  M)  65  Middle  St 

ORGANIZATIONS— BUSINESS,  CIVIC  AND 
PROFESSIONAL 

Addison  Gilbert  Hosp  Womens  Aux  298  Washington  St 
Annisquam  Historical  Society  38  Leonard  St 
Business  &  Professional  Women’s  Club  8  Angle  St 
Cape  Ann  Area  Chamber  Of  Commerce  130  Main  St 
Cape  Ann  Community  League  Inc  8  Angle  St 
Cape  Ann  Historical  Assn  27  Pleasant  St 
Cape  Ann  Historical  Society  247  Washington  St 
Family  Day  Care  24  Elm  St 
Gloucester  Community  Fish  Pier  Association  2 
Gloucester  Fish  Pier 

Gloucester  Whiting  Association  Rear  37  Rogers  St 
Long  Beach  Improvement  Assn  Long  Beach  St  (R) 

Neighborhood  Youth  Corps  Of  Gloucester  24  Elm  St 
North  Shore  Arts  Assn  Rear  197  E  Main  St 
OVERALL  ECONOMIC  DEVELOPMENT  COMMITTEE  OF 
CAPE  ANN  185  Main  St  (01930)  Tel  281-1744 
Rockport  Art  Association  12  Main  St  (R) 

Wingaersheek  Improvement  Assn  Inc  Wingaersheek  Rd 

ORGANIZATIONS— LABOR 

American  Postal  Workers  Union  15  Dale  Av 
Atlantic  Fisherman’s  Union  120  Main  St  Rm  2 

GLOUCESTER  SEA  FOOD  WORKERS  UNION  DISTRICT 
LOCAL  15  144  V*  Main  St  (01930),  Tel  283-4100 


Laborers  Local  Union  No  1263  11  Center  St 
Mason’s  Local  Union  No  21  11  Center  St 
National  Assn  Of  Letter  Carriers  Branch  No  1415  39 
Broadway  (R) 

National  Federation  Of  Postal  Clerks  Br  39  Broadway 
(R) 

Painters  Local  Union  No  176  11  Center  St 
United  Natl  Assn  Post  Office  Supvrs  Branch  307  15 
Dale  Av 
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ORGANIZATIONS— MISCELLANEOUS 

Action  Inc  24  Elm  St 

Allied  Medical  Corp  221  Washington  St 

Boy  Scouts  Of  America  Troop  20  47  Mt  Pleasant  St  (R) 

Cape  Ann  Animal  Aid  Associated  Inc  375  Main  St 
Cape  Ann  Project  For  Elders  &  Handicapped  Inc  2 
Broadway  (R) 

CAPE  ANN  YOUNG  MEN’S  CHRISTIAN  ASSOCIATION  OF 
GLOUCESTER  71  Middle  St  (01930),  Tel  283-0470  YMCA 
Camp  Spindrift  &  Family  Center,  13  Atlantic  St  (01930), 
Tel  283-2132  (See  Index  To  Advertisers) 

Child  Development  Program  24  Elm  St 
Church  Of  Gift  Of  God  Inc  10  Hesperus  Cir 
Gloucester  Fraternity  Drum  Corps  27  Webster  St 
Home  Maker  &  Home  Health  24  Elm  St 
Human  Services  24  Elm  St 
Mother  Of  Grace  Club  48  Washington  St 
Open-Church  Foundation  58  Middle  St 
Our  Lady’s  Youth  Center  Rear  140  Prospect  St 
Overall  Economic  Development  Committee  Of  Cape  Ann 
185  Main  St 

Rockport  Explorers  Headquarters  Boy  Scouts  Of  Amer  7 
Beach  St  (R) 

S  E  S  Salvages  Ship  No  53  Boy  Scouts  Of  America  7 
Beach  St  (R) 

West  Gloucester  Concl  Boy  Scouts  Of  Am  Troop  60  35 
Concord  St 

ORGANIZATIONS— PATRIOTIC  AND 
VETERANS 

Auxiliary  Post  No  74  (DAV)  47  Washington  St 
Colonel  Allen  Relief  Corps  No  77  47  Washington  St 
Gloucester  Post  No  32  (Am vets)  14  Prospect  St 
Lent  Jennie  War  Daughters  Of  Union  Vets  47 
Washington  St 

Peterson  Edward  Post  No  98  (Am  Legion)  32  Beach  St 

(R) 

Rockport  Veterans  Of  Foreign  Wars  Of  USa  Post  8609  3 
Dock  Sq  (R) 

Sons  Of  Union  Vets  Of  Civil  War  Camp  No  24  47 
Washington  St 

Wass  Lester  S  Post  No  3  (Am  Legion)  8  Washington  St 
Wass  Lester  S  Post  No  3  Ladies  Aux  (Am  Legion)  8 
Washington  St 

ORGANIZATIONS— WELFARE  AND  RELIEF 

Action  Inc  Home  Start  Program  3  Center  St 
American  Natl  Red  Cross  (Gloucester  Chapt)  8  Angle  St 
Children’s  Friend  &  Family  Service  Inc  (Br)  8  Angle  St 
Gloucester  District  Nursing  Association  8  Angle  St 
Gloucester  Fire  Department  Relief  Association  8  School 
St 

Gloucester  Fisherman’s  Fund  120  Main  St  Rm  9 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 

15  Broadway,  Rockport,  Mass.  01966  Call  283-0210 
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OUTBOARD  MOTOR  SALES  AND  SERVICE 

ANNISQUAM  MARINE  AND  AUTO  SHOP  on  t  ,  0 
(01930)  Tel  ,c  m  &HUP  20  Leonard  St, 

luircu;  lei  2©3-1533  (See  Index  To  Advertisers) 

Day  s  Outboard  Service  Rear  465  Washington  St 

•PACKERS  AND  SHIPPERS 

Park  (019m  ^el^s-^tsee  fnde^To  IdveHisersf^ 

PAINT  MFRS 

GLOH»C^TfR  PAINTS  INC  Henderson  &  Johnson  Inc)  2 

Advertisers)P  '  ^  ™  28*1416  (See  Ind~  T° 

Tarr  &  Wonson  Ltd  (FCTY)  Horton  St 

PAINT— RETAIL 

BEI2M^41XPAPER  &  PAINT  C°  115  Maln  St  <0193°)  Tel 
Color  &  Pattern  Inc  267  Main  St 

OLOUCEOTEIl  PAINTS  INC  (Henderson  &  Johnson  Inc)  2 

Advertiaers)P  ‘  ^  TeI  283-1416  <See  Index  T° 
Sherwin-Williams  Co  The  (Br)  159  Main  St 

PAINT— WHOLESALE 

™TS  INC  (Henderson  &  Johnson  Inc),  2 
Harbor  Loop  (01930),  Tel  283-1416  (See  Index  To 
Advertisers) 

PAINTERS’  AND  DECORATORS’  SUPPLIES 
glouce!ter™NtsTnc26(hMT  St  T3,0>  Tel  28^020 

Harbor  Ix>op  (01930),  Tel  283.ni4?nSee  Index*?"  ^  * 
Advertisers) 


PAPER  PRODUCTS  MFRS 

Champion  Packages  Co  Div  Of  U  S  Plywood  25  Dock  So 
(K)  Apt  3b  H 

PARKS  AND  PLAYGROUNDS 


Back  Beach  Beach  St  (R) 

Bay  View  Playground  901  Washington  St 
Burke  John  J  Park  Western  Av 
Burnham  Playground  1  Burnham  St 
Burnham  Playground  22  Allen  St 
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PARKS  AND  PLAYGROUNDS— CONTD 
Burnham  Playground  77  Pleasant  St 
Cape  Ann  Industrial  Park  158  Magnolia  Av 
Halibut  Point  Reservation  Park  Granite  St  (R) 

Lakeside  Industrial  Park  Fern  wood  Lake  Av 
Parsons  Maxwell  Playground  Davis  St 
Ravenswood  Park  Western  Av 
Sawyer  Playground  45  Friend  St 
Smith  Benjamin  A  Playground  75  E  Main  St 
Spring  Louise  S  Memorial  Park  Atlantic  St 
Stage  Fort  Park  Hough  Av 

♦PATROL  SERVICE 

CAPE  ANN  SECURITY  AGENCY  185  Main  St  Room  1 
(01930)  Tel  283-022 8  (See  Index  To  Advertisers) 

♦PERSONAL  LOANS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 


PET  SHOPS  AND  SUPPLIES 

Jim’s  Pet  Shop  352  Main  St 
Paradise  Aquarium  5  Main  St  (R) 

Uncle  Bob’s  Petland  40  Washington  St 

PEWTER  WARE  MFRS 

Pewter  Shop  The  14  South  Rd  (R) 

PHARMACIES 

Douglass  Pharmacy  209  Main  St 
Kettle  Cove  Pharmacy  1  Lexington  Av 

PHOTOGRAPHERS 

Graffix  Studio  964  Washington  St 
Whiting  Clayton  E  22  Magnolia  Av 

PHOTOGRAPHERS— COMMERCIAL 

Gloucester  Camera  &  Photo  10  Pleasant  St 

PHOTOGRAPHIC  DEVELOPING  AND 
PRINTING 

Alert  Enterprises  Sadler  St 

GLOUCESTER  CAMERA  &  PHOTO  10  Pleasant  St  (01930), 
Tel  283-5959 
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PHYSICIANS  AND  SURGEONS _ M.D. 

Aparo  Sebastian  J  302  Washington  St 
Babson  Wm  W  302  Washington  St 
Benoit  Richd  T  302  Washington  St 
Berkowitz  Mordecai  E  339  Washington  St 
Bloombergh  John  H  66  Main  St  (R) 

Brown  C  Bruce  92  Main  St  (R) 

Cohen  David  J  35  Middle  St 
David  Lloyd  G  55  Marmion  Wy  (R) 

Dorrie  Reza  M  Blackburn  Dr 
Doyle  Geo  M  33  Middle  St 
Egan  John  J  Jr  23  Dale  Av 
Freedburg  Alan  P  43  Pleasant  St 
Gale  John  S  302  Washington  St 
Gunn  Alex  N  302  Washington  St 
Hallett  Ronald  P  63  Middle  St 
Jedrey  Robt  L  Blackburn  Dr 
Kelley  Thos  A  9  Beach  St  (R) 

Lacey  Hamer  302  Washington  St 
Lundberg  Robt  N  302  Washington  St 
Mann  Neil  M  Blackburn  Dr 
New  Peter  S  Blackburn  Dr 
O’Donnell  Walter  E  Blackburn  Dr 
Parker  Sydney  S  96  Middle  St 
Pohas  Geo  J  41  Pleasant  St 
Poland  Warren  M  47  Pleasant  St 
Rosenberg  Bruce  302  Washington  St 
Ross  Lawrence  302  Washington  St 
Sauer  David  W  35  Middle  St 
Stelluto  Michl  R  302  Washington  St 
Vieira  Oliver  F  35  Fuller  St 
Wolfe  John  Blackburn  Dr 

PHYSICIANS  AND  SURGEONS— 
OSTEOPATHIC 

Burr  ill  Kenneth  C  48  South  St  (R) 

PHYSIOTHERAPISTS 

Cronin  Gertrude  E  Mrs  58  Harrison  Av 
Perry  Gardner  J  10  Chestnut  St 
Tracy  John  J  7  Marchant  St 

PIANO  TUNERS  AND  REPAIRERS 

Grover  Hannah  R  1  Broadway  Av  (R) 

Wheeler  Clifford  J  215  Granite  St  (R) 

PICTURE  FRAMES  AND  PICTURES— 
DEALERS 
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Ferrini  Vincent  126  E  Main  St 
Frame  Shop  235  E  Main  St 
Hilliard  Frame  Shop  2c  Jewett  St  (R) 


PIERS,  DOCKS  AND  WHARVES 

Arnold’s  Wharf  169  E  Main  St 

Birds  Eye  Wharfs  64  Commercial  St 

Bryan  Wharf  73  Rocky  Neck  Av 

Commercial  Wharf  78  Commercial  St 

Cumberland  Wharf  54  Commercial  St 

Cunningham  &  Thompson  Wharf  88  Commercial  St 

Dodd’s  Wharf  11  Harbor  Loop 

Empire  Wharf  Rear  99  Duncan  St 

Fort  Wharf  130  Commercial  St 

Gloucester  Fish  Pier  26  Parker  St 

Imperial  Wharf  Rear  417  Main  St 

Jordan’s  Wharf  377  Main  St 

La  Fonds  Wharf  Rear  13  Rogers  St 

North  Shore  Arts  Assn  Wharf  Rear  197  E  Main  St 

Pew’s  Wharf  331  Main  St 

Proctor’s  J  O  Wharf  120  Commercial  St 

Seven  Seas  Wharf  63  Rogers  St 

Shell  Wharf  Rear  11  Rogers  St 

Shoares  Garrett  Wharf  Rear  233  E  Main  St 

Story’s  Wharf  Rear  227  E  Main  St 

Town  Landing  1  Rogers  St 

PLASTIC  PRODUCTS— MFRS 

Coastal  Craft  Co  Fernwood  Lake  Av 
Contrex  Co  Fernwood  Lake  Av 
Goodrich  B  F  Chemical  Co  Causeway  St 
Piolite  Plastics  Fernwood  Lake  Av 

PLATERS 

Grover  F  R  Co  12  Summer  Street  Ct  (R) 

♦PLUMBERS 

PETERSON  LAWRENCE  N  INC  1  Maplewood  Av  (01930),  Tel 
2834)560  (See  Index  To  Advertisers) 

PLUMBING  FIXTURES  AND  SUPPLIES— 
DEALERS 

GLOUCESTER  SUPPLY  COMPANY 

4  PARKER  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-7800 

(See  Index  To  Advertisers) 

PODIATRISTS 

Edgerton  Wm  C  45  Middle  St 

Powers  Francis  B  19  Dale  Av  (01930),  Tel  2834)319 
Smith  Silvester  R  1  School  St 
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POST  CARDS— WHOL 

CURTIS  NEWS  71  Main  St  (Rockport;  01966),  Tel  546-2216 
(See  Index  To  Advertisers) 

POTTERIES 

Twas  Silversmith  Pottery  10b  South  Rd  (R) 

PRINTERS— BOOK  AND  COMMERCIAL 

Cape  Ann  Ticket  &  Label  Co  222  Eastern  Av 
Chisholm  &  Hunt  Printers  Inc  18  Whittemore  St 
Curhan  Co  The  31  Commercial  St 
Pressroom  The  186  Main  St 

PRODUCE  DEALERS— RETAIL 

Kline  Jacob  B  Rear  126  Eastern  Av 

PUBLISHERS 

Essex  County  Newspaper  Inc  44  Whittemore  St 
Smith  Peter  9  Lexington  Av 

RADIO  BROADCASTING  STATIONS 

W  V  C  A  185  Main  St 

RADIO  EQUIPMENT— SALES  AND  SERVICE 

Radio  Shack  122  Main  St 

RADIO  SALES  AND  SERVICE 

LafTord  Gilbert  R  15  Riverside  Av 

READING  ROOMS 

B  &  B  Reading  Center  132  Main  St 
Christian  Science  Reading  Room  4  Main  St  (R) 

Christian  Science  Reading  Room  16  Pleasant  St 

REAL  ESTATE 

Abbott  E  Raymond  3  Harrison  Av 

Allen-Navco  Realty  150  E  Main  St 

Andrewes  Robt  W  4  Decatur  St 

Annisquam  Village  Realty  34  Leonard  St 

Ask  Mister  Chick  Real  Estate  Rear  197  E  Main  St 

Beach  Realty  &  Trust  912  Washington  St 

BEATON  REAL  ESTATE  101  Main  St  (Rockport  01966)  Tel 
546-6474 

Cape  Shore  Realty  Thatcher  Rd  (R) 

Caufield  Gerald  E  285  E  Main  St 

Cleaves  Charles  H  Agency  The  117  Granite  St  (R) 

Coastline  Realty  2  E  Main  St 
Cox  Frank  L  853  Washington  St 
Coyle  Phillip  E  Jr  200  Dennison  St 
Curtis  Real  Estate  12c  Dock  Sq  (R) 
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REAL  ESTATE— CONTD 

DAVIS  D  K  REALTY  INC  30  Harbor  Loop  (01930),  Tel  283- 
3369  (See  Index  To  Advertisers) 

De  Coste  Mary  J  12  Norman  Av 

FOLEY  CLIFFORD  F  37  Beacon  St  (01930),  Tels  283-0621,  283- 
2416,  And  526-7723  (See  Index  To  Advertisers) 

FREDRICK  AGENCY  1074  Washington  St  (01930),  Tel  283-1174 
Fredrick  Walter  W  Associates  Inc  1074  Washington  St 
FRONTIERA  LEO  M  PO  Box  711  (Gloucester  01930)  Tel  281- 
1111 

Frontiers  Realty  53  Bass  Av 
Gradwhol  Bruce  A  Bsmt  21  Shore  Rd 
Grimes  Elliot  W  67  Main  St  (R) 

Hunneman  &  Co  Inc  19  Pleasant  St 
Jordan  W  E  Son  Inc  3  Duncan  St 
Joseph  &  Anderson  8  Thatcher  Rd 
Littlefield  Real  Estate  1  Meadow  Rd  (R) 

LOPES  REAL  ESTATE  29 A  Langsford  St  (01930)  Tel  283-7290 
Lufkin  &  Brown  Inc  222  Washington  St 
Maplewood  Realty  Corp  Of  Gloucester  126  Wheeler  St 
Maplewood  Realty  Corporation  Of  Gloucester  105 
Maplewood  Av 

Mattson  Wm  R  341  Essex  Av 
Naves  Virginia  G  Real  Estate  98  E  Main  St 
Oceanside  Real  Estate  31  Norman  Av 
O’Dell  Ann  E  Mrs  27  Starknaught  Hts 

PAINTON  MELVIN  S  25  Dock  Square  (Rockport  01966)  Tel 
546-6104 

POOLE’S  GENERAL  CONTRACTING  Thatcher  Rd  (Rockport; 

01966),  Tel  546-6952  (See  Index  To  Advertisers) 

Robey  A  Alex  Jr  Rear  922  Washington  St 
Ross  Realty  128  Main  St  Rm  6 
Salah  John  J  13  Hammond  St 
Saunders  Edgar  A  21  Marina  Dr 
Sea  Lion  Realty  Trust  Inc  138  Eastern  Av 
Strong  G  Kendrick  15  Norwood  Av  (R) 

Tarr  &  Marr  8a  Main  St  (R) 

Trask  Florence  C  204  Hesperus  Av  Apt  4 
Wheeler  David  L  29  Marmion  Wy  (R) 

WOODRUFF  REALTY  22  Thatcher  Rd  (01930),  Tel  283-1061 
(See  Index  To  Advertisers) 

♦REAL  ESTATE  LOANS 


T'T  y  T  T  T  T  T  V  ▼  ▼  'T1  T TT'T  T  T  1 

CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 


♦REALTORS 

DAVIS  D  K  REALTY  INC  30  Harbor  Loop  (01930),  Tel  283- 
3369  (See  Index  To  Advertisers) 

LOPES  REAL  ESTATE  29A  Langsford  St  (01930)  Tel  283-7290 


RAMDGSEimCES  AN°  FREEZERS-SALES 

Gorman  James  D  16  Butman  Av 

RENTAL  AGENTS 

Gloucester  Housing  Authority  55  Maplewood  Pk 
Kockport  Housing  Authority  4  Ketchopulos  Cir  <R) 

Summer  Rentals  59  Granite  St  (R) 


RENTALS — EQUIPMENT 


WETMORE  RENTSIT  INC 

26  EMERSON  AVENUE 

GLOUCESTER  MASS  (01930) 
TELEPHONE 
283-3434 

(See  Index  To  Advertisers) 


research 

Dennen  Animal  Industries  405  Essex  Av 
Gravity  Research  Foundation  58  Middle  St 
Marine  Research  16a  Rocky  Neck  Av 
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RESIDENCE  HALLS 

Gonzaga  Retreat  House  Lake  Av 

REST  HOMES 

East  Gloucester  Rest  Home  142  E  Main  St 
Shore  Cliff  Retirement  Home  7  Cliff  Rd 


RESTAURANTS 


Anker  Inn  227  Main  St  (R) 

Archie’s  Restaurant  2  Magnolia  Av 

Avila  Coffee  Shop  63  Pleasant  St 

Beef  &  Bun  90  Main  St 

Blacksmith  Shop  The  23  Mt  Pleasant  St  (R) 

Bob’s  Clam  Shack  95  E  Main  St 

Busy  Bee  Inc  84  Main  St 

C  &  A  House  Of  Pizza  275  Main  St 

Cameron’s  Restaurant  206  Main  St 

Captain  Bill  4  Main  St 


CAPTAIN  COURAGEOUS  RESTAURANT  INC  25  Rogers 
(01930)  Tel  283-0007  (See  Index  To  Advertised) 
Causeway  The  78  Essex  Av 


Chieataubut  Inn  18  Long  Beach  St  (R) 
China  Port  Restaurant  Washington  St 
Chowder  House  The  154  E  Main  St 
Coffee  And  Company  43  Main  St 
Coffee  Galley  14  Pleasant  St 


Complete  Mistress  The  Rear  197  E  Main  St 
Crow’s  Nest  334  Main  St 
Cupboard  Corp  Hough  Av 


1C6 


REST  A  URANTS — CO  NTD 
^  A  hey  -Lz  M.s.1  s  S* 

T*r  ZrtZS  Stc-sk  HC'-Sr  25  ’S  A> 

I^CCC  Cccree  5x:c  1Tb  Railroad  Av  lR) 

DESTTNCTS  SUBMARINE  SANDWICHES  129  Prospect  St 
OISSC  Tel  »U1N 

Dory  Maze  Coffee  Szcc  2C  Railroad  Av  R 
Dcift-In  1  ~s  aason  Sc 

-V  -  c  -  : - *  Inc  211  Main  St 

V  c  ~  —  T  ~  ~*  -  TV  -■  ~ ~  ~T.  -  Z— 

R_=^5  Cczee  Shoe  Izu  15  Mt  Pleaeaz:  S:  R 
~~  — —  5  Is.  Che  Z.— Z  T  -~  '•  ~t  Ci 
’Erases  Care  Ata  Ctzez  lz;  Main  Sc 

Fz=z  =  P-zcz  lac  513  Viz  Sc 
TrrTv4i  Dcyie  Gave  Re  R 
GaLey  Besuiursz:  S  South  ?-c  R 


(Sea 


House  Restaurant  lz:  63  Rogers  St 
j  —  -fc:  -----  Tuna  »vj zar:  R 

-  -  — .  ;  Coffee  Hsc  c  6c  z  M*iz  z: 

-  -  — .  -  Fzcx  Tea  rzeez  Sc-utz  Rd 
Ht-use  Of  Muczz  IS  Pzters  Sc 

-  TJ.»  -'AT  *  _  Z  I'.Ls — Z  Zv 

RaiaaaB  ViHa  Inc  56  Main  Sc 

Tc-zz  s  Hue  Toe  Pizza  Lzu  15*4  Graze  te  zt  R 

Ttseoz  s  C-ccfae  Shut  65  Mazeswi  Av 

u~  — ,T7  Fzesz  Chizkez  90  Bass  Av  ^ 

_a»~  5  rza  i4u  Pr^te.  *  z_ 

~  c-.  5  3; :  Muz  St 

-=-t  S3  Boss  Av 
=  v  Sc 

La  The  Ruff  Sooth  Rd  S 
Pc-uaca  Lunefcec  zetue  i:  S_ue  5-4  Main  St 
Tr  5  Bn*— ran*  11 S  Maiz  Sc 
Vazta  s  Pzza  ~  ~e  55  Pear.  St 
Oceaanaie  Baser  23  Fuller  St 
r  fa  By  The  See  2T  Viz  St  ?. 

Pupa  P-zue  Thatcher  Ed 

Purr-  Boat  Pcuz-re  US  z  Main  Sc 

Psaxci  Nest  The  zezat  5  Main  Sc  S 

PEG  LEG  RESTAURANT  AND  INN  IS  Beach  St  Rockport 
01>»  Tel  5-46-3033  See  Index  To  Advertisers 


Pe  The  Fo*Py  Cc^e  R  _ 

P,y  f -.  Heck  zcgtcT  i  zteaz  zt  :■—=*=  ttM  rea_ 

A  »  rv  Neci  Av 

Boeder  Hue  ”3  Bucxj  Necx  Av 
Schooner  Bate  The  >42  Main  Sc 
Sea  Sze_  zcstizif.  z  x  r. 

Bq-ze  i*T_  5  ?z  6  Board  23  Haztocx  St 
Sr->t  ~  The  51  Btcrj  Necx  At 
Buz  Bee  Stand  Izu  16=  Beazz  St  E 
Tavarz  Pze  Izit  30  ***  eszerz  Av 
The  Bzzaze  Baser  41  Railroad  Av 
The  Freccz  Chef  63  Waat.ur^  5c 

v  >r.  T  ■■  i  ii  ia  ftr  21  Dccx  Sc  B 
V_zze  Bz-are  Lanchecoette  2  Highland  Sc 
"buzzer  T a Shop  S'  Ma.z  Sc 
~u~*  ?az»  Izz  65  Ma.z  z-t 
Ye_o»  Scbokarine  Scop  73  Pleaaant  St 


vr, 


RIDING  ACAD 


Moun:  Pleasan:  Rida ig  Benzol  Rear  S5  Mi  Pfeaa 
(R> 


•ROOFERS 

TILO  CO  ESC  5  Broadway  Saagu*  019O6T  Tel  2l>3~*;228 

•SAFE  DEPOSIT  BOX  RENTALS 

CAPE  ANN  BANK  A  TRUST  COMPANY  154  Ma  -  St  Ol&Q 
Tel  283-3131 

SAFE  DEPOSIT  VAULTS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
See  Index  To  Advertisers 


S  ALLM  A  K  ER> 


Erne  Rob:  R  16  Hiverview  Rd 


SAND  AND  GRAVEL  DEALERS 
GRONBLAD  ALBERT  A  INC 

REAR  14  PINE  STREET 
1099  WASHINGTON  STREET 
GLOUCESTER,  MASS  01930 
TELEPHONE  286-4241 
IF  NO  ANSWER 
TELEPHONE  286-4301 
See  Index  To  Advertisers 


•SAVINGS  BANKS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MNSS  01930 
TELEPHONE  286-0246 
(See  Index  To  Advertisers 


SCHOOLS  AND  COLLEGES 


Cbetcvti  Gallery  4  Art  Scbaol  South  Bd  F. 

First  School  H-xiae  The  *6  Curos  Si  R. 

La  Petite  Soule  Sch  10  M:  P.ea&sn:  Sc  ?. 
Mx'iman  Children's  Hi'use  Of  Ire  196 

Concord  St 

OMaley  Ralph  MoLe  Scncu.  6S3  Waski^tae  Sc 
Seaport  SaiLn*  Sch  16b  Ricky  Neck  At 
Snuggery  Studio  4  Ga^ery  Sooth  Rd  R 
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SCHOOLS— PAROCHIAL 

Saint  Ann’s  Parochial  School  64  Prospect  St 
Saint  Mel  Day  School  12  Edgemoor  Rd 

SCHOOLS— PUBLIC 

Babson  School  90  Pleasant  St 

Beeman  Memorial  School  Cherry  St 

Blynman  School  44  Magnolia  Av 

East  Gloucester  Elementary  School  Davis  St 

Eastern  Avenue  School  85  Eastern  Av 

Forbes  School  41  Washington  St 

Gloucester  High  School  Leslie  O  Johnson  Rd 

Gloucester  Vocational  Sch  Leslie  O  Johnson  Rd 

Hovey  School  8  Summer  St 

Maplewood  School  120  Maplewood  Av 

Middle  School  Jerdens  La  (R) 

Milton  L  Fuller  Sch  Blackburn  Cir 
Pigeon  Cove  School  15  Story  St  (R) 

Plum  Cove  Elementary  School  Hickory  St 

Rockport  Junior  &  Senior  High  School  Jerdens  La  (R) 

Stage  Fort  School  Stage  Fort  Av 
Tarr  Geo  J  School  21  School  St  (R) 

Ward  Two  Veterans  Memorial  Sch  Webster  St 
West  Parish  School  10  Concord  St 

SCULPTORS 

Aarons  Geo  Eagle  Rd 

Burns  M  Virginia  Mrs  10  Wallace  Rd  (R) 

Denghausen  Franz  H  31  Phillips  Av  (R) 

Hancock  Walker  K  High  St 
Recchia  Richd  H  6  Summer  St  (R) 

SECRETARIAL  SERVICE 

Cape  Ann  Secretarial  Service  176  Washington  St 
Sandy  Bay  Services  53  Mt  Pleasant  St  (R) 

SEPTIC  TANK  CLEANERS 

Clean-Rite  Cess  Pool  &  Septic  Tank  Service  594 
Washington  St 

Moses  Sewage  Disposal  699  Washington  St 

♦SEPTIC  TANKS 

STRONG  R  B  CO  122  Western  Av  (01930)  Tel  283-0080  (See 
Index  To  Advertisers) 

♦SEWER  CONTRACTORS 

GRONBLAD  ALBERT  A  INC  Rear  14  Pine  St,  1099 

Washington  St  (01930),  Tel  283-4241,  If  No  Answer  Tel 
283-4301  (See  Index  To  Advertisers) 
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♦SHEET  METAL  WORKERS 

PETERSON  LAWRENCE  N  INC  1  Maplewood  Av  (01930),  Tel 
283-0560  (See  Index  To  Advertisers) - 

SHIP  BUILDERS 

Gloucester  Marine  Railways  Corp  9  Harbor  Loop 

SHIP  CHANDLERS 

Fisherman’s  Wharf  Of  Gloucester  Inc  37  Rogers  St 
Gloucester  Grocery  &  Boat  Supply  Inc  17  Rogers  St 
Rule  Industries  Inc  Magnolia  Av 

SHOE  DEALERS— RETAIL 

Boot  Sandle  Shop  6  Dock  Sq  (R) 

Brown’s  Shoe  Dept  7  Pleasant  St 
Dick’s  Shoe  Store  207  Main  St 
Larsen’s  Shoe  Store  131  Main  St 
Self-Service  Shoe  Outlet  76  Main  St 
Wine  Philip  Shoes  Inc  103  Main  St 

SHOE  REPAIRERS 

Gloucester  Shoe  Repairing  33  Main  St 
Marr  Alex  K  2  Main  St  (R) 

Mondello  Shoe  Service  67  Pleasant  St 

SHOPPING  CENTERS 

Dock  Sq  Mall  21  Dock  Sq  (R) 

Whistle  Stop  Mall  Rear  17  Railroad  Av  (R) 

SIGN  AND  CARD  WRITERS 

Tadco  Mfg  Inc  Poole’s  La  (R) 

SILVERSMITHS 

Florentine  Gem  Shop  13  Broadway  (R) 

Martin  Reino  J  53  Revere  St 
Orb  Silversmith  36  South  Rd  (R) 

Pat’s  Gold  &  Silver  Shop  Rear  17  Railroad  Av  (R) 

Paul’s  Silver  Shop  South  Rd  (R) 

Silversmith’s  145  Granite  St  (R) 

Silversmithed  Doyle  Cove  Rd  (R) 

SOCIAL  SERVICE  AGENCIES 

Senior  Home  Care  Service  94  Main  St 

SPORTING  GOODS— RETAIL 
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Simon’s  Sport  Center  311%  Main  St 


STATIONERS— RETAIL 


Benjamin’s  129  Main  St 

Mac  Dowell’s  Stationery  Inc  141  Main  St 

Wright  M  B  Stationery  Store  108  Main  St 

STEVEDORE  COMPANIES 

Elliott  Stevedoring  Inc  Rowe  Sq 
Gloucester  Stevedoring  Co  Rogers  St 

♦STONE  CONTRACTORS 

GRONBLAD  ALBERT  A  INC  Rear  14  Pine  St,  1099 

Washington  St  (01930),  Tel  283-4241,  If  No  Answer  Tel 
283-4301  (See  Index  To  Advertisers) 

♦STORAGE— HOUSEHOLD  GOODS 

HILTZ  ROBERT  C  INC  Kondelin  Rd,  Cape  Ann  Industrial 
Park  (01930)  Tel  283-2520  (See  Index  To  Advertisers) 

STORM  DOORS  AND  WINDOWS 

Balias  J  J  Window  Co  321  Western  Av 
Wilson  Aluminum  Products  60  Sumner  St 

TAILORS 

Ida’s  2  Highland  St 

TAVERNS 

Green  Tavern  Inc  264  Main  St 
Joe’s  Dugout  2  Porter  St 
Kelleher’s  Inc  6  Porter  St 
Old  Timer’s  Tavern  14  Rogers  St 
Patio  Lounge  Bar  4  Lexington  Av 

*TAX  CONSULTANTS 

BUSINESS  AND  FINANCIAL  SERVICES  21  Granite  St 
(Rockport  01966)  Tel  546-7361 

TAXICABS 

GLOUCESTER  WEST  END  TAXI  SERVICE  INC  46  Main  St 
(01930),  Tel  283-3200 

YANKEE  CAB  SERVICE  INC  119  Washington  St  (01930)  Tel 
283-4477 

TELEPHONE  ANSWERING  SERVICE 

Telephone  Answering  Service  Of  Gloucester  52  Harrison 
Av 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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TELEPHONE  COMPANIES 
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TELEVISION  SETS — SALES  AND  SERVICE 

Feener  Stanley  M  80  Concord  St 

Gloucester  Television  &  Radio  Co  11  Cleveland  PI 

JOHNSON  TV  SALES  AND  SERVICE  11  Broadway  Av 

(Rockport  01966)  Tel  546-7046  (See  Index  To  Advertisers) 
MODERN  HOME  APPLIANCE  SALES  East  Gloucesttf 
Shopping  Center  (01930)  Tel  283-0783 
Parkhurst  Television  &  Appliance  Co  Inc  238  Main  St 
Pratt  Russell  S  1  Stuart  Sq 
Prompt  T  V  Service  89  Maplewood  Av 
Sea-Port  T  V  20a  Pleasant  St 

THEATRES 

Gloucester  Drive  In  Theater  55  Concord  St 
North  Shore  Theatre  281  Main  St 

TIRE  DEALERS  AND  REPAIRING 

Cape  Ann  Tire  Distr  Rear  18  Whittemore  St 
Coastal  Tire  &  Appliance  Inc  186  Main  St 
Tony’s  House  Of  Tires  73  Essex  Av 

TOILET  ARTICLES  AND  SUPPLIES 

Carroll  Cut  Rate  Perfumer  137  Main  St 

TOOL  MFRS  AND  DISTRIBUTORS 

Cape  Ann  Tool  Co  (Factory  Bldg)  185  Granite  St  (R) 

Moldtool  Corp  Kettle  Cove  Industrial  Pk 
Murmac  Manufacturing  Co  Inc  80  Grove  St 

TOURISTS’  HOMES 

Blue  Shutters  1  Nautilus  Rd 

Boulder  Top  Cottages  Old  Quarry  Rd  (R) 

Caffrey  Dorothy  2  Ocean  Av  (R) 

Capt  Sam’s  Lodge  Wildon  Hts  (R) 

Captains  House  Lodging  109  Marmion  Wy  (R) 

Conti  Paul  F  63  Western  Av 
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STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

• 

OAILY  RENTALS 

43 

Gloucester 

Ave. 

(01930) 

TEL. 

283-8900 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL.  546-740S 
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TOURISTS’  HOMES— CONTD 
Day  House  The  61  Western  Av 
Deveau  Ernest  P  Nautilus  Rd 
Erickson  Guest  House  23  King  St  (R) 

Folly  Cove  Tourist  Cottages  Folly  Cove  (R) 

Gray  Manor  14  Atlantic  Rd 
Harbor  Bell  Rear  20  Eastern  Point  Rd 
High  Cliffe  Lodge  Atlantic  Rd 
Hill  House  The  2  Jewett  St  (R) 

Landoni  Roberto  E  281  Granite  St  (R) 

Linden  Tree  Guest  House  26  King  St  (R) 

Milbrook  View  Guest  House  &  Cottages  25  King  St  (R) 
Old  Farm  Inn  291  Granite  St  (R) 

Peg  Leg  Inn  2  King  St  (R) 

Pendleton  House  55  Broadway  (R) 

Pigeon  Cove  Apts  182  Granite  St  (R) 

Quarterdeck  The  123  Granite  St  (R) 

Ramsden  Guest  House  6  King  St  (R) 

Ramsdens  The  20  Beach  St  (R) 

Rocky  Shores  Cottages  Eden  Rd  (R) 

Rogers  Guest  House  The  21  Nautilus  Rd 
Rudder  The  2  Wharf  Rd  (R) 

Sea  Gull  House  The  14  Mt  Pleasant  St  (R) 

Sea  Meadows  86  Marmion  Wy  (R) 

Seaward  Inn  Guest  House  75  Marmion  Wy  (R) 

Spruce  Manor  141  Essex  Av 

Thomas  Robards  House  1740  Accomodations  6  Dock  Sq 

(R) 

Tresnon  House  The  37  Mt  Pleasant  St  (R) 

Tuck  In  Lodge  17  High  St  (R) 

Weathervane  13  Grapevine  Rd 
White  House  The  18  Norman  Av 
Wild  Acre  Cottage  Thatcher  Rd  (R) 

Yankee  Clipper  Inn  Guest  Hse  96  Granite  St  (R) 

TOYS  AND  GAMES — MFRS 

Tucker  Toys  11  School  St  (R) 

TOYS  AND  GAMES— RETAIL 

Happy  Whale  South  Rd  (R) 

The  Dancing  Bear  8%  South  Rd  (R) 

TRANSPORTATION  LINES 

Gloucester  Transportation  Co  Inc  16  Parker  St 

TRAVEL  AGENCIES 

Dewing  Travel  Service  107  Main  St 
Smith  Bob  Travel  Agency  57  Middle  St 


m 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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♦TRAVELERS’  CHECKS 


CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 


(See  Index  To  Advertisers) 


GLOUCESTER  NATIONAL  BANK  OF 
GLOUCESTER 


147  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0610 


TREE  SERVICE 

Gloucester  Tree  Surgeons  Fernald  St 


KEEP 

FIT 

AT 

THE 


YMCA 


71 

Middle 

Street 

TEL. 

283-0470 


TRUCK  DEALERS 

TALLY’S  TRUCK  CENTER  Cor  Angle  &  Washington  Sts  And 
74-76  Essex  Av  Tel  283-9434  (See  Index  To  Advertisers) 
WORKS  CHEVROLET — OLDS  INC  50  Maplewood  Av  (01930), 
Tel  283-4600  (See  Index  To  Advertisers) 

TRUCKING 

Balzarini  Mario  E  31  Curtis  St  (R) 

Boston  &  Gloucester  Express  Inc  12  Plum  St 
Elliott  A  J  Motor  Transportation  Inc  (Br)  Rowe  Sq 
Gleason  Refrig  Serv  Inc  284  Main  St 
Gloucester  Dispatch  Inc  274  Main  St 
Hale  Distributing  Co  Inc  3  Duncan  St 
J  &  P  Trucking  Rear  37  Rogers  St 
Linsky  Wm  S  10  Carlisle  St 
Pascucci  Everett  29  Summer  St 

ROSE’S  TRANSPORTATION  INC  395  Main  St  (01930),  Tel 
283-3334  Or  283-3335  (See  Index  To  Advertisers) 

Scott  John  R  Petroleum  Transport  6  Cleveland  PI 
Sea  Cold  Service  Inc  320  Main  St 
Warren  Bentley  Trucking  Fernald  St 
Wayrynen  Walter  Woodland  Rd  (R) 

TRUCKS— REPAIRING 

Auto  Truck  Service  17  Mansfield  St 
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PIKE  FUNERAL  SERVICE 


HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 


Tel.  283-0884 
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TRUST  COMPANIES 


CAPE  ANN  BANK  &  TRUST  COMPANY 

154  MAIN  STREET 

GLOUCESTER,  MASS  01930 

TELEPHONE  283-3131 

82-86  BASS  AVENUE  01930 

TELEPHONE  281-2222 

ROUTE  128  AT  GRANT  CIRCLE  01930 

TELEPHONE  283-0721 

17  UNION  STREET 

MANCHESTER,  MASS  (01944) 

TELEPHONE  526-4994 
ROCKPORT  SHOPPING  CENTER 
ROCKPORT  01966 
TELEPHONE  546-7411 

(See  Index  To  Advertisers)  v. 


♦UNDERTAKERS 


GREELY  JAMES  C  FUNERAL  SERVICE  INC 

212  WASHINGTON  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-0698 

(See  Index  To  Advertisers) 

PIKE  FUNERAL  SERVICE  61  Middle  St  (01930),  Tel  283-0884 
(See  Index  To  Advertisers) 

UPHOLSTERERS 

Huke  Richd  H  Trynall  Cove 

VALVE  MFRS  AND  DISTRIBUTORS 

Waters  Valve  Co  473  Washington  St 

VARIETY  STORES 

Fire  G  274  Washington  St 
Lawson  Variety  43  Bass  Av 
O’Connell’s  Variety  Store  89  Washington  St 
Richdale  Stores  140  Granite  St  (R) 

Saari’s  Variety  Store  1064  Washington  St 
Uncle  Moe’s  Inc  69  Maplewood  Av 
Vicari’s  Variety  900  Washington  St 
Wickey’s  Variety  Store  103  Langsford  St 
WILLOW  REST  1  Holly  St  (01930)  Tel  283-9698 
Wingaersheek  Beach  Concession  Atlantic  St 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 


26  Broadway 


SAVINGS  BANK  LIFE  INSURANCE 

Rockport  01966 


Tel.  546-6813 
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♦VAULTS — SAFE  DEPOSIT 

CAPE  ANN  SAVINGS  BANK 

109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-0246 
(See  Index  To  Advertisers) 

VITAMIN  PRODUCTS 

Consumer  Value  Store  (Gloucester  Ret  Corp)  6  Thatcher 
Rd 


WALLPAPER— RETAIL 

Ben’s  Wallpaper  &  Paint  Co  115  Main  St 


♦WAREHOUSES— COLD  STORAGE 


QUINCY  MARKET  COLD  STORAGE  &  WAREHOUSE  CO 
ROGERS  STREET 

(GLOUCESTER  MASS  01930) 

TELEPHONES  283-6100  283-9868 

WATCH, CLOCK  AND  JEWELRY  REPAIRING 

BLANCHARD  WILLIAM  E  JEWELER  125  Main  St  (01930), 

Tel  283-1185  (See  Index  To  Advertisers) 

WATCHMAN  SERVICE 

CAPE  ANN  SECURITY  AGENCY  185  Main  St  Room  1 
(01930)  Tel  283-0228  (See  Index  To  Advertisers) 

WELDERS  AND  BRAZERS 

Bennett  Welding  Co  136  Main  St  (R) 

Speedway  Welding  15  Mansfield  St 

WINDOW  CLEANERS 

Patil  Michl  S  37  Reynard  St 

WIRE  AND  IRON  WORK 

Sandy  Bay  Forge  Ornamental  Iron  Works  14  South  St 

(R) 


THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


«e« 

/fO* 

/fm 

ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

LanesYille,  Sta.,  Gloucester,  Mass.  _ 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tel.  283-1076 
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YARNS— RETAIL 

Aune’s  Yarn  Shop  112  Main  St 
Wee  Shop  8  Dock  Sq  (R) 


CITY  DIRECTORY 
ADVERTISING 

is  national  advertising 

★  Each  edition  of  your  City  Directory  is 
widely  distributed  to  free  -  reference  City 
Directory  Libraries  located  at  the  Chambers 
of  Commerce  of  Hundreds  of  other  cities. 

* 

Therefore  yew  ad  In  the  CHy  Dfrecfory 
is  seen  by  buyers  from  coast-te-coast 


Don’t  Use  An  Old  Directory! 


One  address  taken  from  an  old 
Directory  may  send  yon  miles  out 
of  the  way  and  waste  a  whole  day9# 
time.  You  take  pride  in  keeping  a 
fresh  stock  of  merchandise  on 
your  shelves— 


*: 


Why  not  avail  yourself  of  fresh 
information  for  yoor  daily  use? 


Pay  no  money  in  advance 
to  itinerant  Directory  Can¬ 
vassers.  We  are  led  to  men¬ 
tion  this  from  the  fact  that 
certain  parties  have  been 
fraudulently  using  our  pub¬ 
lications  as  specimens,  and 
by  that  means  collecting 
money  in  advance.  Before 
signing  an  order,  see  that  it 
has  the  name  of  R.  L.  Polk 
&  Co.  printed  thereon.  We 
ask  no  payment  until  the 
work  is  deliveied,  and  our 
solicitors  have  strict  orders 
not  to  take  payment  for 
either  advertising  or  sub¬ 
scriptions. 

R.  L.  Polk  &  Co 


GENERAL  ABBREVIATIONS 


acct  . . . . 

.  accountant 

a«U  .... 

admn  . . 

. . .  administrator 

or  administration 

adv  .... 

agey  . . . 

agrl  - 

agt  - 

.  agent 

al  . 

Am  . . . . 

appr  ... 

.  apprentice 

apts  . . . 

archt  . . 

. architect 

asmblr  . 

.  assembler 

assoc  . . 

.  associate 

asst  . . . 

atndt  .. 

.  attendant 

atty  ... 

aud  . . . 

.  auditor 

Af  . 

.  avenue 

bcemn  . 

bkbndr 

.  bookbinder 

bkpr  . . 

.  bookkeeper 

bldr  ... 

. .  builder 

blk  .... 

blksmith 

_  blacksmith 

blrmkr  . 

.  boilermaker 

blvd  ... 

.  boulevard 

bmo  . . . . 

business  machine 

operator 

ter  . 

brklyr  . 

.  brteklaye- 

brkmn  . 

.  brakeman 

bur 

.  burear 

C8P  ... 

.  Christian 

Science  Practitioner 

cabtmkr  . . .  cabinetmaker 

carp  . carpenter 

each  .  cashier 

ehauf  .  chauffeur 

cbem  .  chemist  or 

chemical 

chf  .  chief 

ehkr  .  checker 

cir  .  circle 

el*  .  civil 

elk  .  clerk 

cln  ...  cleaning  or  cleaner 

do  .  clothing 

eollr  .  collector 

com!  .  commercial 

eomn  .  commission 

comnr  .  commissioner 

comp  .  compositor 

condr  .  conductor 

eonfr  .  confectioner 

constn . construction 

contr  .  contractor 

cor  .  corner 

eorres  _  correspondent 

ct  . .  court 

etr  .  cutter 

custdn  .  custodian 

del  .  delivery 

dep  . v . .  •  deputy 

dietn  _ dietitian 

dir  .  director 

dispr  .  dispatcher 

dlst  .  district 

distt  .  distributor 

6iv  .  division 

dir  . dealer 

dmnstr  ....  demonstrator 
go  .  ditto  or  same 


dr  .  drive 

drftsmn  .  draftsman 

drsmkr  .  dressmaker 

e  or  E  .  East 

educ  .  education 

elec  . .  electrical  or  electric 

electn  .  electrician 

electro  .  electrotypcr 

elev  .  elevator 

emp  .  emp.oyee 

eng  .  engineer 

engr  .  engraver 

equip  .  equipment 

es  .  east  side 

exam  .  examiner 

exch  .  exchange 

exp  .  express 

fety  .  factory 

fdry  .  foundry 

Fed  .  Federal 

fl  .  floor 

fnshr  .  finisher 

formn  .  foreman 

forwn  .  * .  forewoman 

frt  . . .  freight 

ft .  foot 

ftr  .  fitter 

furn  . •. . . .  furniture 

furngs  ......  furnishings 

gdnr  .  gardener 

gds  .  goods 

genl  .  general 

geo!  .  geologist 

govt  .  government 

gro  .  grocer 

.  householder 

hatrdrsr  .  hairdresser 

hdw  .  hardware 

hlpr  .  helper 

hndlr  .  handler 

hosp  .  hospital 

hq  .  headquarters 

hsekpr  .  housekeeper 

htg  .  heating 

Hts  .  Heights 

tmplts  .  implements 

ins  . insurance 

lnsp  .  inspector  or 

Inspection 

instr  .  instructor 

int  dec .  .  interior  decorator 
int  rev  . .  internal  revenue 

inv  .'. .  investment 

jan  .  Janitor 

Jwlr  . Jeweler 

kpr  . .*? . keeper 

la  .  lone 

lab  .  laborer 

laby  . laboratory 

Ibr  . .  •  lumber 

librn  .  librarian 

lino  .  linotype 

litho  .  lithographer 

lndrs  .  laundress 

lndry  .  laundry 

ltd  .  limited 

lwyr  .  lawyer 

mach  .  machinist  or 

machine 

mdse  .  merchandise 

mech  .  mechanic 

or  mechanical 

med  .  medical 

Met  .  Metropolitan 


meter  rdr  . .  meter  reader 

mfg  .  manufacturing 

mfr  .  manufacturer 

mgr  .  manager 

mkr  .  maker 

mkt  .  market 

mldr  .  molder 

mlnr  .  milliner 

mn  .  man 

mono  .  monotype 

msngr  .  messenger 

mstr  .  master 

mtee  .  maintenance 

mtge  .  mortgage 

mtr  .  .  motorman  or  motor 

mus  .  music 

mut  .  mutual 

or  N  .  Worth 

Natl  .  National 

ne  .  northeast 

ns  .  north  side 

^  northwest 

of c  .  office 

opp  .  .  opposite 

opr  .  operator 

ortn  .  optician 

optom, .  optometrist 

osteo  .  osteopath 

PS  .  Public  School 

PTS  .  Postal 

Transportation  Service 

pass  .  passenger 

pharm  .  pharmacist 

photog  ....  photographer 

phys  .  physician 

pit  .  park 

pkr  .  packer 

pkwy  .  parkway 

pi  .  Place 

plmb  plumber  or  plumbing 

plshr  .  polisher 

plstr  .  plasterer 

pntr  .  painter 

pres  .  president 

prfrdr  .  proofreader 

prln  .  principal 

prlv  .  private 

prntr  . printer 

prod  .  produce 

prof  .  professor 

prsfdr  .  press  feeder 

prsmn  .  pressman 

prsr  . presser 

ptrnmkr  .  . .  patternmaker 

pub  .  public 

publ  .  publisher  or 

publishing 

purch  . purchasing 

r  .  resides  or  rooms 

R  or  Rm  .  room 

RC  .  Roman  Catholic 

RD  or  Rt  .  Rural 

Delivery 

rd  . . .; .  road 

rdr  .A .  reader 

real  eSt  .  real  estate 

rec  .  receiving 

reept  .  receptionist 

reftr  _  refrigeration  or 

refrigerator 

rep  .  representative 

repr  .  repairman  or  repair 
restr  .  restaurant 


South 
sanitary 
Savings 
school 
southeast 
secretary 
, .  '.service 
shipping 

sht  mtl . sheet  metal 

sis  .  sales 

smstrs  .  seamstress 

soc  .  society 

solr  .  solicitor 

spl  . , .  special 

sq  .  square 

srtr  .  sorter 

ss .  south  side 

st  .  street 

sta  .  station 

sta  eng  .  stationary. 

engineer 

stat  .  statistician  or 

statistical 

sten  .  stenographer 

stereo  .  stereotyper 

stge  .  storage 

stmftr  .  steamfitter 

str  .  setter 

studt  .  student 

stvdr  .  stevedore 

sup  .  supply 

supt  .  superintendent 

supvr  .  supervisor 

sw  .  southwest 

swtchmn  ....  switchman 

sys  . system 

tehr  .  teacher 

tech  .  technician 

tel  . telephone 

teleg  .  telegraph 

telev  .  television 

ter  .  terrace 

tmkpr  .  timekeeper 

tndr  . tender 

tob  .  tobacco 

trans  ....  transportation 

trav  .  traveling 

treas  .  treasure^ 

trmr  .  trimmer 

trnmn  .  trainman 

tstr  .  tester 

twp  .  township 

typ  .  typist 

USA  . U  8  Army 

USAF  .  US  Air  Force 

USCG  . .  U  8  Coast  Guard 
USMC..U  S  Marine  Corps 

USN  .  U  8  Navy 

undwrtr  ....  underwriter 

Umv  .  University 

uphol  .  upholsterer 

vet  .  veterinary 

vulc  .  vulcanixer 

w  or  W  .  W«st 

whol  .  wholesale 

whsemn  . .  warehouseman 

wid  .  widow 

wkr  .  worker 

wks  .  works 

wldr  .  welder 

wi  .  west  side 

wtchmn  .  watchman 


ret  .  retail  ydmn  .  yardman 

Rev  .  Reverendj  ydmstr  .  yardmaster 


ABBREVIATIONS  OF  GIVEN  NAMES 


Abr  . 

.  Abraham 

Chas 

Alex  . 

.  Alexander 

Danl 

Alf  . . 

.  Alfred 

Edw 

Arth  .... 

.  Arthur 

Elix 

Aug  . 

.  August 

Bug 

Beni  . 

.  Benjamin 

Predk 

Cath  - 

.  Catherine 

Geo  . 

.  James 

Jos  .  Joseph 

Edward  Kath  .  Katherine 

Margt  . .  Margaret 

Michl  .  Michael 

Nathl  .  Nathaniel 

OeorgelPatk  .  Patrick 


Rlchd  .  Riehgrd 

Robt  .  Robert 

Sami  . Samue^ 

Sol  .  Solomon 

Steph  .  Stephen 

Theo  .  Theodore 

Thos  .  Thomap 

Wm  .  William 
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The  Information  In 
This  Directory  Is 
Secured  By  An 
Actual  Door  to  Door 
Canvass,  Listing  The 
Names  and  Addresses 
Of  All  Business  Firms 
And  Individuals, 

18  Years  and  Older 
Residing  or  Employed 
Within  Our  Canvass 
Areas. 

This  Directory 
Includes  These 
Important  Facts 
About  Individuals: 

Name 

Wife's  Name 
Address 
Occupation 
Employer 

Head  of  Household 
Resident  or  Roomer 
Employed  Women 
Retirees 
Widows 
Students 
Members  of 
Armed  Services 

Helpful  Facts  About 
Business  Firms: 

Firm  Name  and  Address 
Names  and  Titles  of 
Officers,  Owners, 
Partners  or  Managers 
Products  or  Services 


R'L'POLK  &  CO 

PUB  LI  8  HERS 

■  - 


ALPHABETICAL  DIRECTORY 


WHITE  PAGES 

©  HEAD  OF  HOUSE 


(?)  RESIDENT  (ROOMER) 


blue  collar 

WORKERS 


EMPLOYED  WOMEN 


PROFESSIONALS 


EXECUTIVES 


SALESMEN 


correct  full  name  - - 

occupation  and  employer  - 


complete  street  address 

including  apartment  number 

student  18  years  of  age  or  older 

cross  reference  of  surnames 

out-of-town  resident  employed 
in  area 

armed  force  member  and 
branch  of  service. 


wife’s  name  and  initial 


corporation  showing  officers  and 
nature  of  business 


suburban  designation 
retiree - 


business  partnership  showing 
partners  in  parenthesis 

husband  and  wife  employed 


a 


resident  (roomer) 


“h"  head  of  household  ■ 

owner  of  business  showing  name 
of  business  in  parenthesis 

bold  type  denotes  paid  listing - 

business  firm  showing  name  of^- 
owner  in  parenthesis  \b^ 

widow  indicating  deceased 
husband’s  name 


unmarried  and  unemployed 
resioent - - 

\ 

more  than  one  adult  in  household 
church  showing  name  of  pastor 


Tendon  EdwG  (Charlotte  D)  servmn  B  F  Goodrich 
Landon  Vred  M^Mary  E)  suovr  Reliance  Ele^h609 

LardTKe^th  A  (Carol  L)  elk  First  Natl  Bk 

_ hi  400  E  Main  St  Apt  14  0.  .  .  i  A 

— t - Vr  a  t r  studt  rl400  E  Main  St  Apt  14 

Landon  Kennetn  a  J  r  biuHi  1  w  dth  St 

Landon  Virginia  E  (Wid  Walter  J)  rl641  W  4th  St 

Lane  Allen  M° (Joan  M)  (Allen's  Bakery)  hi  234 

LaMAvemie Restaurant  (Ernest  G  Long)  2106  L 

Lanfjames  M  (Betty  B)  brkmn  Penn  Central 
r  Rt  1  Jefferson  _0  __  . 

Lane  Marvin  L  USA  rl 234  Grand  Blvd 
Lane  Robt  B  (Margt  E)  retd  hi 40 2  N  High  St 
Lane  Walter  M  rl234  Grand  Blvd 

Layne  See  Also  Lane  9o2S 

Layne  Agnes  E  Mrs  v-pres  Layne  Co  r2325 

Layn^  Albert  M  (Minnie  B)  slsmn  Hoover  Co  hl919 

LayneCo  Inc^Thos  E  Layne  Pres  Mrs  Agnes  E 
Layne  V-Pres  Edw  T  Layne  Sec-TrgM  bldg 

contrs  100  N  High  St  „  _ U1  ^7 

Laj^TEdw  T  (Diane  E)  sec-treas  Layne  Co  hi 407 

Layn^Ralph1?  (Gladys  M)  formn  Layne  Co  hl687 

La^Th^E  (Agnes  E)  pres  Layne  Co  h2325 
Eureka  Rd 

Leach  See  Also  Leech  •  . 

Leach  Wm  E  USMC  rl209  Ravenscroft  Rd  (EF) 

Lee  AH  M.  (Celia  J)  retd  r21°6  0akw0°^r 
Lee  Bros  (Louis  J  And  Harry  M  Lee)  plmbs  1513 

Abbott  St  .  (L  Bros)  h2023  Stone  Rd 

TS  ZEZJUU.E  B)  (Lee  BroS,  hl.l.  Fu«o„  S, 
Lee  Martha  B  Mrs  ofc  sec  Lee  Bros  rl616  Fulto 

St 

TFe  Minnie  M  Mrs  h87  Eastview  Dr 
Lee  Muriel  E  (Wid  Fred  M)  r8l0  LaForge  St 
Lee  Sterling  T  (Nadine  S)  mtcemn  Eastview  Apts 

h2920  Wilson  St  Apt  1  ,  _  Rt  2 

Lee  Thos  W  (Effie  M)  (Tom's  Men  s  Wear)  r  Rt  2 

Tee’S  PHARMACY  (Lee A  Shaw)  Prescriptions 
Carefully  Compounded,  Complete  Line  Of 
Toiletries  And  Cosmetics,  Fountain  Service, 
Greeting  Cards,  1705  N  High  St  (21505)  Tel 
245-3312 

5Tch  D^riAs1SE°(4S^naldL)  tchr  North  High  Sch 

Lee^h  Joseph  BL(tucyV)  slsmn  Metropolitan  Dept 
Store  h824  Wilson  St 

Leech  Joseph  B  Jr  studt  r824.^8™  *1323  W 
Leech  Marcia  M  elk  Community  Hosp  rl323  W 

^Lewis^nne^  Mrs  elk  County  Hwy  Dept  r914 
Wilson  Av 

T  ewis  Ernest  W  studt  r914  Wilson  Av 
Lewis  Harold  G  (Anne  M)  mgr  coope?  Paint  Store 

Lewis  Rrtt  B  £TTC ounty  Hwy  Dept  rl4l0  Union 

Lewistown  Methodist  Church  Rev  John  R  Allen 
Pastor  515  Maple  Valley  Rd 


HOUSEWIVES 


USE  YOUR  ALPHABETICAL 
DIRECTORY  FOR  . 


-  Efficiency...  IN  EVERYDAY  BUSINESS  TRANSACTIONS 


Accurate  names  and  titles  for 
correspondence 
Complete  mailing  addresses 
including  apartment  numbers 
Identifies  signer  of  letters,  statements 
or  checks 


Changes  in  employment,  address,  etc. 
for  up-dating  files 
Accurate  corporation  and  company 
names  and  principal  officers 
Identifies  payments  on  accounts  with 
same  or  similar  names 


(Credit  investigations. . . 


SAVES  TIME  AND  CUTS  COSTS 


Identifies  credit  applicant 
Verifies  employment 
Shows  wife’s  name  and  employment 
Locates  references  and  relatives 


Identifies  people  without  telephones 
Shows  information  about  people 
with  unlisted  or  unpublished  phones 
Indicates  “double-income”  families 


Cashing  Chechs...  PROTECTS  AGAINST  BAD  CHECKS. 

Identifies  the  stranger  Reveals  possible  false  statements 

Verifies  address,  occupation.  Provides  information  for 

employment  “test”  questions 


Collections . . . 


RECOVERS  $$$  FROM  UNPAID  ACCOUNTS 


Traces  “skips,”  shows  where  now 
living 

Reveals  job  “skip”  now  has  and 
where  employed 


Locates  relatives  of  “skip,”  shows 
their  address  and  employment 
Reveals  former  business  associates, 
friends  and  others  who  knew  “skip 


Jry  Ohis...  (OLD  N.G.'s,  DELINQUENTS  AND  "RETURNED  AS  UNCOLLECTABLE") 

Look  up  the  names  in  your  newly  delivered  city  directory.  Changes  of  address  may  be  found 
Check  for  employment.  New  employer  may  provide  a  contact.  This  should  be  a  standard 
procedure  as  soon  as  you  receive  your  copy  of  the  new  city  directory. 


Safes...  A  POWERFUL  SALES  TOOL 

Where  Employed? 

Indicates  earning  potential,  buying  ability 
Opportunities 

Reveals  clues  to  business  interests 
Indicates  buying  power  of  neighborhood 

Business  Owner?  Officer- 

Who’s  who  in  your  community? 

Reveals  business  associates,  additional 
prospects,  leads 

Business  Firm?  Corporation? 

Principal  officers,  owner,  partners, 
manager,  director 
Shows  location  of  branch  offices 
Type  of  business  or  services 


Head  Of  Household- 

Indicates  heads  of  families, 
roomers,  other  adults  in  family 
Shows  students  18  yrs.,  or  over, 
members  of  armed  forces,  retirees 

Married?  Single?  Widowed? 

Shows  wife’s  name,  middle  initial 
Reveals  single  adults, 

Lists  widows,  deceased  husband’s  name 

Is  Wife  Employed? 

Reveals  double-income  families 
Shows  when  evening  call  is  required 
Permits  detailed  qualification  and 
selection  of  prospects 


Special  Abbreviations  Used  In  This  City  Directory 


B . Boston 

BEV . Beverly 

D . Danvers 

P  .  Peabody 

R . Rockport 

S . Salem 

FIRM  ABBREVIATIONS 

A&P . Great  Atlantic  &  Pacific  Tea  Co 

BOMAC . Bomac  Laboratories  (Bev) 

B&M . Boston  &  Main  Railroad 

CAM  . Cape  Ann  Market 

GEN  ELECT . General  Electric  (Lynn) 

GORTON, S . Gorton,s  of  Gloucester  Inc 

MASS  ELEC . Massachusetts  Electric  Co 

NET&T . New  England  Tel  &  Tel  Co 

D:J '  . O'Donnell-Usen  Fisheries 

UNiltD  SHOE . United  Shoe  Machy  Corp  (Bev) 


For  List  Of  General  Abbreviations 
See  Last  Page  Of  The  Classified  Business  Directory 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 

A  D  E  Food  Co  Hans  Blomstrom  V-Pres  &  Mgr  shrimp  processing 
Rear  417  Main  St  6 

A  &  N  Fishing  Corp  Bernard  M  Amero  Mgr  boat  mtce  3  Gloucester 
Fish  Pier 

A  N  Liquor  Store  Inc  Nicholas  C  Psalidas  Mgr  7Vfe  Railroad  Av 
Aarons  Geo  (Gertrude)  sculptor  Eagle  Rd  hEagle  Rd 
Abbot  Thomas  (Marie)  emp  A  T  &  T  hll  Washington  Sq 
Abbott  Carolyn  studt  r3  Barberry  La 

Abbott  Charles  B  (Priscilla  M)  driver  E  H  Bickford  h3  Barberry  La 

Abbott  E  Raymond  (Alice  M)  real  estate  3  Harrison  Av  h3  Harrison 
Av 

Abbott  Eleanor  E  (Wid  Floyd)  pkr  Le  Page’s  h42  Mt  Pleasant  Av 
Abbott  Ellsworth  (Florence  W)  sum  res  hStanwood  Pt 
Abbott  Floyd  S  retd  hRear  88  Eastern  Av 
Abbott  Frank  W  pres  Gateway  Marina  Inc  rDanvers  Mass 
Abbott  James  C  (Sonia)  summer  res  70  Wauketa  Rd  rAnnapolis  Md 
Abbott  James  N  Jr  (R  Emily)  pres-treas  Gloucester  Paints  Inc  hl2 
Souther  Rd 

Abbott  Janice  studt  r3  Barberry  La 

Abbott  Jean  tchr  Milton  L  Fuller  Sch  hl212  Washington  St 
Abbott  Jean  S  artist  h87  Main  St  (R) 

Abbott  L  P  hi  Ketchopulos  Cir  (R)  Apt  5 

Abbott  R  Emily  Mrs  pres  &  treas  John  A  Johnson  Inc  rl2  Souther 
Rd 

Abbott  Rubelle  E  hSouth  Rd  (R) 

Abbott  Timothy  J  (Donna)  leadmn  Le  Page’s  hl8  Forest  St  (R) 

Abdo  Candace  studt  r6  Magnolia  Av 

Abdo  Robt  A  (Marilyn)  mason  contr  6  Magnolia  Apt  h6  Magnolia  Av 
Abdou  Doris  E  Mrs  dental  hygienist  Earle  R  Andrews  rl  Wallace  Rd 
(R) 

Abdou  Michl  S  (Doris  E)  int  dec  420  Boylston  (B)  hi  Wallace  Rd  (R) 
Abele  Sanford  T  (Alice  W)  lwyr  hAdams  Hill  Rd 

Abell  Edw  J  (Kath  A)  acct  Hampsen  &  Son  (B)  h8  High  Street  Ct  (R) 
Abell  Edw  J  Jr  (Margery)  lab  O  U  F  h32  Bass  Av 
Abell  Lyle  studt  r8  High  Street  Ct  (R) 

Abell  Steph  (Mary)  heavy  equip  opr  Town  Rockport  r8  High  Street 
Ct  (R) 

Abello  Lyle  elk  Krames  r8  High  St  Ct 

Abrahamson  Frank  L  (Ruth  A)  emp  Industrial  Cab  (Essex)  h4  Haskell 
Ct 

Abrahamson  J  Thos  (E  Maude)  leadmn  Le  Page’s  hl4  Addison  St 

Abrahamson  Olaf  rl42  E  Main  St 

Abrahamson  Rider  (Eliz)  retd  h2a  Haskell  Ct 

Abrams  Julius  (Eva)  sum  res  Bungalow  Rd  rBrookline  Mass 

Abramson  Esther  hi 2a  Dock  Sq  (R) 

Acacia  Lodge  (IOOF)  Robt  Nelson  Sec  27  Eastern  Av 
Ace  Robt  (Rumiko)  studt  hl45  Essex  Av  Apt  3 
Ackerman  Jerry  L  (Carol)  editor  Boston  Globe  h353  Western  Av 
Ackerman  Philip  H  (Joanne  W)  (New  Pigeon  Cove  Apts)  h205 
Granite  St  (R) 

Ackert  James  D  (Helen)  exec  sec  New  Eng  Fisheries  Assn  h577 
Washington  St 

Acquiva  Domenic  h33  Chapel  St 

Action  Inc  Wm  C  Rochford  Exec  Dir  24  Elm  St 

Action  Inc  Home  Start  Program  Eliz  Stressenger  Dir  3  Center  St 

Adamian  Richd  h4  Norwood  Ct  (R)  Apt  3 

Adams  Apple  (Kenneth  Hays  &  Ronna  Hayes)  South  Rd  (R) 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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A’Hearn  Martin  R  (Mary  M)  adv  artist  (B)  hl02  Marmion  Wy  (R) 
A’Hearn  Mary  winter  recpt  Rockport  Art  Assn  rl02  Marmion  Wy  (R) 
Ahearn  Wm  mach  h6  Prospect  St 

Ahern  Charles  F  Jr  (Gail  E)  dentist  321  Washington  St  hi 78  Granite 
St  (R) 

Ahern  Diana  waitress  Capt  Courageous  r24  Atlantic  Rd 
Ahern  Richd  F  (Virginia)  (The  Mooring  Restr)  h24  Atlantic  Rd 
Ahlin  Hazel  N  (Wid  Phillip  D)  retd  h3  Phillips  Av  (R) 

Aho  Eric  (May  H)  retd  h94  Main  St  (R) 

Ahola  Sylvester  (Saima  S)  retd  h7  Leverett  St 

Ahoncn  Verner  retd  h57  Woodbury  St 

Ahonen  Carol  A  waitress  Luigi’s  rlll4  Washington  St 

Ahonen  Ellen  rll06  Washington  St 

Ahonen  Helen  (Wid  Elliot)  hlll4  Washington  St 

Ahonen  John  T  emp  Cape  Ann  Bowling  Center  ill  14  Washington  St 
Ahonen  John  T  (Elizabeth)  wldr  Gloucester  Eng  h8  Viking  St 
Ahonen  John  T  Jr  r8  Viking  St 
Ahonen  Mary  A  (Wid  Jalmar)  hi  Duley  St 

Ahonen  Robert  M  (Phyllis  D)  purch  agt  Badger  Co  (Cambridge)  h45 
South  St  (R) 

Ahonen  Waino  V  lobsterman  rll06  Washington  St 

Aiello  Annette  M  studt  r65'/2  Washington  St 

Aiello  Anthony  P  (Adriana)  fishermn  hl4  Liberty  St 

Aiello  Anthony  P  (Felicia  T)  fishermn  hl3  Commonwealth  Av 

Aiello  Antoinette  hsekpr  Addison  Gilbert  Hosp  rll5  Riverdale  Pk 

Aiello  Eug  (Josephine)  fishermn  hll  Proctor  St 

Aiello  Frank  studt  rl4  Liberty  St 

Aiello  Frank  J  (Eliz)  ctr  M  F  Foley  (B)  h9  Hovey  St 

Aiello  Garland  (Patricia)  h3  Webster  St 

Aiello  Grace  Mrs  cafeteria  hlpr  Beeman  Mem  Sch  r5  Acacia  St 
Aiello  Grace  M  (Wid  Sam)  hsekpr  Addison  Gilbert  Hosp  hl4  Beach 
Ct 

Aiello  Joanne  tchr  Milton  L  Fuller  Sch  r44  Middle  St 
Aiello  John  hlpr  Ryan  Serv  Center  r4  Leighton  Ct 
Aiello  John  USAF  rl4  Beach  Ct 

Aiello  John  (Ann)  treas  Gloucester  Fire  Dept  Relief'  Assn  rShore  Hill 
Rd 

Aiello  John  (Grace)  fishermn  hi  Pascucci  Ct 
Aiello  John  B  (Lena)  fishermn  h65V2  Washington  St 
Aiello  John  B  Jr  (Patricia  R)  firefighter  City  Fire  Dept  hl5  Shore 
Hill  Rd 

Aiello  Joseph  retd  r44  South  St  (R) 

Aiello  Joseph  retd  r86  Washington  St 
Aiello  Joseph  (Donna)  driver  Foley  Co  (B)  r9  llovey  St 
Aiello  Joseph  P  (Helen)  photo  tech  Tadco  Mfg  h56  Grove  St 
Aiello  Lillian  (Wid  John)  retd  h44  Middle  St 

Aiello  Louis  A  (Rose  R)  firefighter  City  Fire  Dept  h7  Cherry  Hill  Rd 
Aiello  Martha  elk  Uncle  Bob’s  Petland  r4  Leighton  Ct 
Aiello  Michl  C  (Grace  F)  designer  Priscilla  Gowns  (B)  h5  Acacia  St 
Aiello  Paul  J  (Antoinette)  retd  hi  15  Riverdale  Pk 
Aiello  Salvatore  (Florence)  fishermn  h35  Main  St 
Aiello  Salvatore  P  (Barbara  J)  sht  mtl  wkr  hl9  Ledgemont  Av 
Aiello  Sami  P  (Martha  R)  fishermn  h4  Leighton  Ct 
Aiello  Thos  S  (Emily)  elk  Fisherman’s  Wharf  Of  Gloucester  Inc  h3 
Beach  Ct 

Aiello  Vito  (Maria)  retd  h!6  Washington  St 


YMCA 


71 

Middle 

Street 

TEL. 

283-0470 


m 
> 
i — 

o 


m 


o 

CL 

r- 

o 

O 

c 

n 

►O 

Q. 

in 

m 

00 

CD 

o 

(*> 

f — 

-H 

o 

TO  "  2 

m 

i 

T> 

<n  |  £• 

T) 

s 

K> 

z 

Q_  C".  ^ 

(/t  «. 

> 

t n 

y> 

o 

o 

o 

o 

Q 

D  — 

<n 

O 

•O 

-o 

c 

cr 

u> 

S' 

O 

< 

Ift 


*© 


0) 


o 

o 

0> 


z 

o 


z 

6 

l  o 

z 

6 

a)  .'C 

< 

UJ 

o 

U 

I 

to  o 

a)  a 

Q- 

| 

o  9- 

< 

r- 

■5  < 

V. 

UJ  j 

_ 1 

E 

o  — 

< 

i/i 

0) 

a>  o 

o 

z 

>• 

_c 

7 

c 

0)  0) 

O 

&■ 

> 

Q£ 

0 

Q-  1 
c 

C  m 

O 

UJ 

CO 

c 

0) 

&  o 
w  to 

M 

M 

ft 

70 

< 

% 

0) 

CK 


s 


o 

a 

jt 

w 

O 


(ft 


o 


OO 


*/> 

a> 

</>  'Z 

a  o 

«/> 

CC  to 
**  U 

O  u 
oo  < 


CO 

CO 

tn 

■ 

CO 

00 

<N 


<D 

E- 


fl)  I — 

c  1C 


OO 


o 

«  £ 


Z  4> 

—  c 


a> 

.  •*— 
_a> 

a 

E 

Cft  o 
•-  U 


“  4) 

u 

«  E 

_  4) 

2  4/5 
*-  “D 
V»  C 

o 

«/> 

4) 


O 

CO 

a> 


(A 

tn 

<0 


o 

to 


< 
o 

Uj 
CL 

oo 

u 

2 
<t 

1 
U 
tu 

5 

Q 

2  * 

< 

>- 

Q  IP 
O  o 

CQ  z 

§6 

<  — ' 
4) 
4) 

Li 

CO 
T5 

L* 

to 

c 
o 

4) 
— I 

O 
CM 


PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 _  Tel.  283-0884 


Aiello  Vito  (Uncle  Bob’s  Petland)  rTop  O’Harbor 

Aiello  Vito  T  security  guard  Addison  Gilbert  Hosp  rl2  Centennial  Av 
Aikens  Bruce  fork  lift  opr  Le  Page’s  r7  Scott  St 
Aikens  Charlotte  (Wid  Clement  J)  retd  h7  Scott  St 
Aikens  J  Howard  (Priscilla)  asst  insp  bldg  &  plumbing  City  Of 
Gloucester  hl4  Blynman  Av 

Aikens  James  C  (Eileen  J)  agt  Prudential  Life  Ins  h5  Scott  St 
Aimone  Victor  J  (Mary  J)  retd  hi  Eden  Rd  (R) 

Ainsliee  Janet  H  retd  r217  Main  St  (R) 

Aitken  Darlene  studt  r47  Perkins  St 
Aitken  Robt  S  (Louise  A)  surveyor  h47  Perkins  St 
Ajemian  Rose  A  (Wid  Shahin)  retd  h59  Atlantic  Rd 
Akerley  Bonnie  E  r4  Walker  St 

Akerley  Esther  M  Mrs  animal  grooming  Java  Head  Kennels  h4 
Walker  St 

Akerley  Fred  with  Harbor  Cafe  rll  Cleveland  PI 

Akerley  Fred  R  (The  Bennacle)  h46  Railroad  Av 

Akerley  Philip  O  (The  Bennacle)  rl5  Shore  Hill  Rd  Rear 

Akerley  Philip  O  (Judith  E)  (The  Bennacle)  hRear  15  Shore  Hill  Rd 

Akers  Judith  studt  r65  Sumner  St  x 

Akers  Wm  C  (Natalie)  retd  h65  Sumner  St 

Ala  Allan  J  (Anna)  mach  h21  Calder  St 

Ala  Steven  (Sharon)  emp  Borneo  Inc  h31  Hartz  St 

Alba  Accursio  (Frances  C  A)  fishermn  h585  Washington  St 

Alba  Joseph  (Jenny)  fishermn  hl9  Shepherd  St 

Alba  Josephine  studt  rl9  Shepherd  St 

Albano  Savatore  (Maria)  emp  Gorton  s  h21  Middle  St 

Albert  Anthony  M  (Eliz)  pres  Mooter’s  Package  Store  Inc  hl6  Davis 

St 

Albert  Esther  M  Mrs  elk  W  C  Browns  r70  Friend  St 

Albert  Frank  (Rose)  genl  hlpr  Empire  Fish  hl6  Sadler  St 

Albert  Louis  (Beatrice  H)  lwyr  123  Main  St  hRear  57  Washington  St 

Albertson  Alberta  O  (Wid  Oliver  E)  retd  hl25  Maplewood  Av 

Albertson  Esther  H  (Wid  Wm  L)  retd  hl89  Washington  St 

Albertson  James  mach  opr  rl25  Maplewood  Av 

Albertson  Neil  (Linda)  emp  Gorton’s  h22  Liberty  St 

Albicker  A  Fritz  asst  mgr  Ritz  Carlton  Hotel  (B)  h371  Western  Av 

Albrecht  Geo  T  (Kathryn  A)  slsmn  h44  Marmion  Wy  (R) 

Alcock  Louise  (Wid  Geo  L)  summer  res  hCanonicus  Rd 
Alden  Susan  I  retd  r7  Cliff  Rd 

Alderman  Leon  D  (Barbara)  retd  hl86  Hesperus  Av 

Aldrich  Arth  (Deborah  A)  boiler  wkr  h82  Woodward  Av 

Aldrich  Margt  M  (Wid  Arth  G)  retd  hlO  Marble  Rd 

Aldrich  Thos  D  (Priscilla  A)  underwrtr  North  American  Ins  (B)  hl5 

Abbott  Rd 

Aldridge  Harriett  F  Mrs  fish  pkr  Gorton’s  h31  Friend  St 
Aldvino  Joseph  P  (Concetta)  tech  dir  Tarr  &  Wonson  Ltd  rSalem 

Mass 

Alert  Enterprises  R  Edgar  Barker  Pres  film  process  mach  mfg  Sadler 
St 

Alexander  Alan  Jr  studt  r593  Essex  Av 

Alexander  Alan  A  (Merriam  P)  (Alexander’s  Insurance  Agency)  h593 

Essex  Av  ^  . 

Alexander  Edw  A  asst  mgr  Beacon  Marine  Basin  rl76  E  Main  St 

Alexander  Ivan  (Heather)  slsmn  h9  Overlook  Av 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Alexander  John  C  (Anne  G)  pres  &  treas  Beacon  Marine  Basin  hRear 
211  E  Main  St 

Alexander  John  C  Jr  genl  hlpr  Beacon  Marine  Basin  rRear  211  E 
Main  St 

Alexander  Mary  L  Mrs  h25  Maplewood  Pk 

Alexander  Merriam  P  Mrs  (Alexander’s  Insurance  Agency)  r593  Essex 
Av 

Alexander  Patricia  Mrs  h25  Webster  St 
Alexander  Scott  studt  r593  Essex  Av 

Alexander’s  Insurance  Agency  (Alan  A  And  Mrs  Merriam  P 
Alexander)  593  Essex  Av 
Aliberte  Frances  hl6  Pine  St 
Allen  Alf  L  (Louise  R)  carp  hi  19  Pleasant  St 
Allen  Amy  retd  rl90  Western  Av 
Allen  Arth  (Laura  K)  retd  hl8  Parker  St  (R) 

Allen  Audrey  D  studt  r551  Essex  Av 
Allen  Barbara  L  Mrs  h4  Briarstone  Rd  (R) 

Allen  Charles  C  (Mary  Jane)  sum  res  Norwood  Ills  rSt  Louis  Mo 
Allen  Charles  W  (Lucy  H)  emp  United  Shoe  (BEV)  hl87  Concord  St 
Allen  Clement  J  (Gladys)  hRust  Island 
Allen  Cynthia  A  studt  r33  Reynard  St 

Allen  Deborah  kitchen  wkr  Addison  Gilbert  Hosp  r33  Reynard  St 
Allen  Dianne  Mrs  r6  Marina  Dr 

Allen  Donald  K  (Patricia  A)  eng  Raytheon  (Bedford)  hPenzance  Rd 
(R) 

Allen  Eliz  nurses  aide  Cape  Ann  Nursing  Home  rEnglewood  Rd  (M) 
Allen  Elmer  C  (Anna  C)  kitchen  hlpr  Addison  Gilbert  Hosp  h2 
Harvey  PI 

Allen  Elva  rl28  Western  Av 
Allen  Ernest  studt  r33  Reynard  St 
Allen  Ernest  L  retd  r44  South  St  (R) 

Allen  Frances  elk  Grants  rl45  Essex  Av  Apt  18 

Allen  Garth  (Anna  C)  hsemn  Addison  Gilbert  Hosp  r551  Essex  Av 

Allen  George  (Linda)  carp  h28  Green  St 

Allen  Geo  D  (Muriel  R)  mach  Sylvania  'S)  h598  Washington  St 
Allen  Geo  E  (Evelyn  B)  heavy  equip  opr  City  Hwy  Dept  h5  Colonial 
St 

Allen  Geraldine  B  retd  r44  South  St  (R) 

Allen  Gladys  pkr  Le  Page’s  rl55  Maplewood  Av 
Allen  Harold  retd  hl3  Spring  St 
Allen  I  Eliz  (Wid  Chas  H)  h527  Washington  St 
Allen  James  S  retd  hRear  32  Marmion  Wy  (R) 

Allen  John  (Eliz)  mech  Magnolia  Serv  Sta  h26  Englewood  Rd 
Allen  Kenneth  E  (Frances  O)  slsmn  Eastern  Toy  (L)  h551  Essex  Av 
Allen  Kimberly  hsekpr  Addison  Gilbert  Hosp  r551  Essex  Av 
Allen  Laura  K  teller  Rockport  Natl  Bank  rl8  Parker  St  (R) 

Allen  Lyman  F  (Lillian  T)  retd  h6  Reynard  St 
Allen  Lyman  S  (Margt  J)  mgr  Monsanto  Chem  (Everett)  h483 
Washington  St 

Allen  Mark  F  USAF  r551  Essex  Av 

Allen  Michl  (Bernadette  R)  chem  wkr  (Bev)  h32 \'-±  Millett  St 

Allen-Navco  Realty  (Simon  G  Allen)  150  E  Main  St 

Allen  Robt  (Marianne)  h32  Fort  Sq 

Allen  Simon  G  (Allen  Navco  Realty)  hlO  Avon  Ct 

Allen  Thos  N  (Kathleen  N)  carp  hl51  Maplewood  Av 

Allen  Victoria  M  retd  hl70  Washington  St 
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THE  S.  R.  HARVEY  CO. 


COAL 
OIL 

ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

Lantsvillc.  Sta..  Gloucester.  Mass.  _ 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tel.  283-1076 
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Allen  Warren  W  Barbara1  treas  E  H  Bickford  Inc  h33  Reynard  St 
Allen  Wm  C  Alice  M  retd  h2  Ketchopulos  Cir  R  Apt  9d 
Allen  Wm  T  Ruth  S-  h60a  Middle  St  Apt  16 

Allenbrook  Charles  T  Margt  E  artist  South  Rd  R  hSouth  Rd  <R' 
Allenbrook  Michl  J  Barbara  I  mgr  Gillette  Andover  hDriftwood  Rd 

(R* 

Alliance  Corp  Barry  L  Harris  &  Peter  Cahill  Treas  consultants  19 
Pleasant  St 

Allied  Medical  Corn  R^ehd  A  Rousseau  \  -Pres  221  W  ashington  St 
Ailing  Fi-7  L  pres  Cape  Ann  Community  League  h245  Washington  St 
Allport  Ada  Wid  Gordon  W  sum  res  8  Landmark  La  R  rCambridge 
Mass 

Ailyn  Wm  B  summer  res  niO  Oaks  La  R 

Almeida  Anthony  A  seafood  wkr  North  Atlantic  Gro  h204u2  Magnolia 
Av 

Almeida  David  studt  rl«  Marina  Dr 

Almeida  Edwin  W  retd  hl9  Snepherd  St 

Almeida  Helen  \  h328  Main  St 

Almeida  Joseph  Hortense  R  retd  h-30  Perkins  St 

Almeida  Manuel  M  Anna  R  emp  Rule  Industries  hl<  Marina  Dr 

Almeida  Philip  R  Jr  custdn  Ralph  B  O'Maiey  Mdl  Sch  r328  Main  St 

Aloi  Frank  Rtsaria  tlshermn  h25  Washington  St 

Alper  Leo  I  Gussie  Union  HiL  Laundry  hl8  Thatcher  Rd 

Alper  Robt  Kettle  Cove  Pharmacy  rl  Lexington 

Alper  Thelma  G  Wid  A’br  T  summer  res  h Penzance  Rd  R 

Alpert  Louis  Josephine  sum  res  hAtlantic  Rd 

Alto  All  A  utility  mn  North  Atlantic  h74  Centennial  Av 

Alto  Arte  Louise  fish  wkr  Gortons  h4  Adams  PI 

Alto  Douglas  driver  E  H  Bickford  Inc  r21  Wheeler 

Alto  Harvey  r21  WTieeler  St 

Alto  John  H  Doris  L  formn  City  Pub  Prop  Div  h21  Wheeler  St 

Alton  Helen  sec  rl76  Washington  it 

Altree  Winifred  M  retd  hi  la  Broadw  ay  R 

Alues  Lester  asmblr  Glouc  Eng  r22  Chestnut  c>t 

Alves  Antonio  Rosaria  mtce  h  19  Exchange  it 

Alves  Arth  Arlene  h53  Taylor  St 

Alves  Art’n  P  Jr  Arlene  A  insp  Borneo  Inc  hl7  Hodgkins  St  R 

Alves  Baibma  F  retd  rl5  L Liams  Ct 

Alves  Blanche  L  sr  elk  City  Treas  rll  Taylor  St 

Alves  Cilino  F  Maria  I  h24  Taylor  St 

Alves  Clifford  A  Pamela  J  formn  Gloucester  Eng  h22  Chestnut  St 
Alves  Diane  C  waitress  h7  Moorland  Phi  Apt  26 
Alves  Ethel  R  Wid  Russell-  retd  h58  Mt  Vernon  St 
Alves  Eug  Blanche  M  retd  hll  Taylor  St 

Alves  Eug  L  Rev  pastor  Our  Lady  Of  Good  Voyage  Ch  rll  Taylor  St 
Alves  Florence  Mrs  retd  h30  Friend  St 
Alves  Frank  S  retd  r  1 5  Williams  Ct 
Alves  Isabelle  F  retd  rl5  W  illiams  Ct 

Alves  Joseph  sr  local  testmn  N  E  T  &  T  r  Saugu>  Massi 

Alves  Lawrence  hlpr  Cape  Ann  Mfg  hlO  Luzitana  Av 

Alves  Lester  J  Mary1  elk  Connor  s  Pharmacy  ho8  P  riend  St 

Alves  Lorena  D  Wid  Arth  P  genl  hlpr  Gortons  h53  Taylor  St 

Alves  Manuel  F  retd  hl5  W  illiams  Ct 

Alves  Mary  M  Wid  John  S'  hlO  Harrison  Av 

Alves  Mary  M  Wid  Joseph  retd  h55  Perkins  St 

Alves  Nettie  Wid  Joseph  S  retd  hl4  Madison  Av 


Cape  Ann  Area 
Chamber  of  Commerce 

TELS.  283-1601  AND  283-1602 
130  MAIN  ST,  GLOUCESTER.  MASS.  01930 


7 


Alves  Olive  M  Mrs  retd  rlT  Woodward  Av 
Alves  Robt  C  emp  Amerest  Co  h55  Perkins  St 
Alves  Robt  J  studt  r55  Perkins  St 

Amalia  Karl  F  <  Doris  Rl  <  Amalia  Tree  Surgeons  Manchester  n65 
Lexington  Av 

Amalia  Karl  F  Jr  slsmn  Amalia  Tree  Surgeons  r65  Lexington  Av 
Amalia  Steven  C  slsmn  Organic  Foods  r65  Lexington  Av 
Amar  Ellen  (Coffee  &  Cot  rl092  Washington  St 
Amar  Ellen  Mrs  h23  Trask  St 

Amaral  Albena  M  hsekpr  Cape  Ann  Nursing  Home  rll^  Washington 
St 

Amaral  Anna  C  Mrs  registrar  Motor  Vehicles  BEV  hll  Riverdaie 
Pk 

Amaral  Cindy  daycare  mother  Action  Inc  r64  Perkins  St 
Amaral  Leonard  F  (Cynthia  E  drftsmn  Norwood  h64  Perkins  St 
Amaral  Leonard  R  (Margt  A  retd  hl34  Maplewood  Av 
Amaral  Mary  Mrs  hl3  Millett  St 

Amaral  Matthew  P  Jr  dispr  Yankee  Cab  hi  19  Washington  St 
Amaral  Melvin  (Dolores'  emp  Gorton's  h89  Friend  St 
Amaral  Michl  i  Sandra  pile  driver  Lake  Constn  h29  Friend  St 
Amaral  Richd  (Ann*  truck  driver  hl70  E  Main  St 
Amaral  Steph  t  Cathy  '  policemn  Gloucester  Police  Dept  hRear  1 
Sayward  St 

Amaral  Steven  W  (Josephine  A  fcty  lab  hll  Prospect  St  R 
Amato  Frank  (Rose)  summer  res  hNew  Way  La 

Amazeen  Charles  D  ( Michelle  J  emp  Amazeen  Bros  Contr  rGott  Av 
(R) 

Amazeen  Donald  W  (Bette  A  contr  59  Woodbury  St  h59  Woodbury 
St 

Amazeen  Florence  Mrs  h96  Western  Av 
Amazeen  Frank  constn  wkr  Vitale  rGott  Av  R 
Amazeen  Judith  W  pkr  Gorton's  r59  Woodbury  St 
Amazeen  Leonie  M  Mrs  retd  hGott  Av  R 
Amazeen  Steph  J  freezer  mn  Gorton's  r59  Woodbury  St 
Ambler  Margt  B  Wid  Edw  retd  hl6  Highland  St 
Ambrose  James  W  (Amy  R'  aud  State  hlT  Prospect  St  R 
Ameral  Steven  (Josephine1  emp  OUF  hRear  1;*  Alien  St 
American  Glass  Co  (John  P  Madruga  Jr  14  Parker  St 
American  Instrument  Exchange  Inc  Robt  W  Turbox  Pre^  ;ab  research 
120  Main  St  Rm  1 

American  Legion  Building  32  Beach  St  R 
American  Legion  Hall  8  Washington  St 

AMERICAN  NATIONAL  RED  CROSS  Mrs  Mary  Thurston 

Elxecutive  Secretary,  Gloucester  Office  8  Angle  St  01930'.  Tel 
283-1660 

American  Postal  Workers  Union  Gerold  Buotte  Pres  15  Dale  Av 
Amero  Agnes  E  (Wid  Parkhurst)  retd  rl  Taylor  St 
Amero  Anna  (Wid  W  Everett'  retd  h29  Poplar  Pk 

Amero  Barbara  J  counselor  Neighborhood  Youth  Corp  h24  Dalton  Av 
Amero  Bernard  M  (Alice  M  mgr  A&N  Fishing  Corp  h3  Harbor  Rd 
Amero  Bernard  M  Jr  (Lucille  M  bkpr  A&M  Machs  hi  10  Cherry  St 
Amero  Bruce  r36  Holly  St 

Amero  Charles  R  (Celia  C*  retd  hi 22  Centennial  A\ 

Amero  Clara  M  (Wid  Herbert  fish  pkr  O  U  E'  hl6  Hammond  St 

Amero  Clifford  A  carp  h24  Dalton  Av 

Amero  David  cook  Capt  Courageous  Restr  rib  Apple  St 


0t*J'S  REALr^/( 

DKD 

REALTOR 


□ 

REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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Amero  David  R  (Maryanne)  slsmn  Messinger  Ins  Agcy  (Everett)  hl2 
Chapel  St 

Amero  Debbie  studt  rll8  Riverdale  Pk 

Amero  Donald  (Dorothy)  mach  opr  Le  Page’s  h36  Holly  St 

Amero  Donald  A  (Mary  P)  mtcemn  City  Water  Div  h5  Riverdale  Pk 

Amero  Dorothy  payroll  elk  Lepage’s  r36  Holly  St 

Amero  Dorothy  A  Mrs  sec  Gloucester  Co  Op  Bank  rll  Corliss  Av 

Amero  Eug  Jr  slsmn  Tom  Me  An  (P)  hl45  Essex  Av  Apt  9 

Amero  Eug  C  (Ruth  M>  slsmn  North  Shore  Gas  h51  Ledge  Rd 

Amero  Eug  C  Jr  slsmn  North  Shore  Volkswagon  (BEV)  r51  Ledge  Rd 

Amero  Francis  E  (Amelia  F)  hi  Morton  PI 

Amero  Geo  A  electn  Gen  Elect  hRear  32  Bass  Av 

Amero  Herbert  H  (Elizabeth  E)  carp  hlO  Amero  Ct 

Amero  Hilda  Mrs  h2  Hawthorne  La 

Amero  Hughes  S  studt  rll  Corliss  Av 

Amero  Hughes  S  (Dorothy  A)  fisherman  hll  Corliss  Av 

Amero  Irene  L  Mrs  hl6  Apple  St 

Amero  Joan  studt  h2  Hawthorne  La 

Amero  John  E  (Joanne)  mach  Murmac  Mfg  h33  Grove  St 
Amero  John  J  i Eleanor)  policemn  City  Police  Dept  h35  Gee  Av 
Amero  John  S  mach  h83  Prospect  St 
Amero  Jos  Jr  elec  eng  r44  Warner  St 

Amero  Joseph  F  ( Margt  E)  policemn  City  Police  Dept  h44  Warner  St 
Amero  Julia  S  emp  Gorton's  hl7  Sadler  St 
Amero  Kath  (Wid  John  S)  h330  Main  St 

Amero  Leo  E  'Barbara  M)  tchr  G  Vocational  Sch  h8  Winchester  Ct 
Amero  Leo  E  Jr  lbr  yd  Building  Cntr  r8  Winchester  Ct 
Amero  Linda  ofc  sec  Rockport  Twine  &  Rope  r3  Mt  Pleasant  PI  (Ri 
Amero  Margt  (Wid  Earle  D)  h2  Lewis  Ct 
Amero  Natalie  A  Mrs  h91  Riverdale  Pk 

Amero  Philip  E  Jr  cook  Capt  Courageous  Restr  rl6  Apple  St 
Amero  Ralph  H  (Alice)  retd  h239  Main  St  (R) 

Amero  Ralph  H  Jr  (Priscilla)  civ  eng  Mass  Dept  Pub  Works  (B)  h4 
Fuller  La 

Amero  Ralph  W  'Theresa)  hllB  Riverdale  Pk 
Amero  Richd  J  USA  r46  Mt  Vernon  St 
Amero  Roy  fishermn  rl31^  Cleveland  St 

Amero  Russell  J  (Vivian)  slsmn  Rockport  Bldg  Center  h46  Mt  Vernon 
St 

Amero  Ruth  pkr  rl2  Myrtle  Sq 

Amero  Sally  C  (Wid  Danl  C)  retd  hl9  Lexington  Av 

Amero  Sanford  D  (Lucia  A)  taxi  drvr  Yankee  Cab  h4  Lewis  Ct 

Amero  Sharon  Mrs  h20  Elwell  St 

Amero  Wilfred  J  Jr  (Susan  E)  caulker  Gloucester  Marine  Railway 
h8Vfe  Burnham  St 

Ames  Adelbert  sum  res  912  Washington  St  rConcord  Mass 
Amethyst  Shop  (Emily  H  Shannon)  gifts  South  Rd  (R) 

Amirault  Cath  summer  res  hl2  Briarstone  Rd  (R) 

Amoroso  Patrick  (Vicki)  USCG  h6  Magnolia  Av 

Ampola  Vincent  G  res  tech  Natl  Oceanic  Atmospheric  Admn  rSouth 
Lynnfield  Mass 

Anastas  Catherine  Mrs  ofc  sec  Wm  Wr  Babson  r52  Eastern  Point  Rd 
Anastas  Peter  (Catherine)  retd  h52  Eastern  Point  Rd 
Anastas  Peter  N  Jr  (Jeane)  tchr  North  Shore  Community  College  hl5 
Vine  St 

Anastos  Wm  genl  mgr  Rule  Industries  rBelmont  Mass 


ROSE’S  OIL  SERVICE  Inc. 

& 

ROSE’S  TRANSPORTATION 

Inc. 

WHOLESALE  DISTRIBUTORS 

395  Main  St. 

283-3334 

Gloucester,  Mass.  01930 

283-3335 
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Anchorage  Motor  Lodge  The  (John  A  Filfalt)  guest  home  5 
Hawthorne  La 

Ancient  Mariner  Of  Gloucester  (Tim  Guest)  48  Rogers  St 

Andersen  See  Also  Anderson 

Andersen  Carol  ofc  elk  (b)  r9  Stanwood  Av 

Andersen  Geo  G  (Doris  D)  pres  Cape  Ann  Animal  Aid  Associated  Inc 
hl4  Marshall  St  (R) 

Andersen  Norman  C  (Beatrice  A)  tchr  Central  Grammar  Sch  h9 
Stanwood  Av 

Andersen  Robt  mech  Stevens  Mtrs  r9  Stanwood  Av 
Andersen  Robt  N  (Jean)  retd  h52  Eastern  Point  Rd 
Andersen  Robt  W  (Maryanne)  fishermn  hWildon  Hts  (R) 

Andersen  Wm  E  retd  h5  Laurel  St 

Anderson  Albert  E  (Frances  H)  sum  res  Waterman  Rd  rll  Waterman 

Rd 

Anderson  Alice  retd  h6  King  Street  Ct  (R) 

Anderson  Alice  retd  h28  Railroad  Av  (R) 

Anderson  Alice  L  nurse  Rockport  Pub  Health  Nursing  Serv  rl4 
Smith  Rd  (R) 

Anderson  Anna  H  (Wid  Henry)  retd  hl9  Stanwood  Av 
Anderson  Arth  T  (Geneva  B)  paint  mixer  Tarr  &  Wonson  h89 
Western  Av 

Anderson  Arth  T  Jr  studt  r89  Western  Av 

Anderson  Barbara  nurse  Cape  Ann  Nursing  Home  hl45  Essex  Av 
Apt  23 

Anderson  Barbara  Mrs  day  care  mother  Action  Inc  h28  School  St 
Anderson  Barbara  Mrs  home  aide  Action  Inc  h42  Riverdale  Pk 
Anderson  Beatrice  D  retd  h5  Ketchopulos  Cir  (R)  Apt  12b 
Anderson  Beatrice  M  retd  r81  Main  St  (R) 

Anderson  Bruce  (Carol)  h25  Clearview  Av 
Anderson  Carl  (Louise)  ins  agt  hl36  Wheeler  St 

Anderson  Carl  F  (Ruth  E)  sis  exec  Bldg  Center  h225  Granite  St  (R) 
Anderson  Carol  jr  elk  Dist  Ct  Of  Eastern  Essex  r24  Norman  Av 
Anderson  Carol  hair  drsr  hl8  Mason  St 

Anderson  Carol  Y  nurses  aide  Addison  Gilbert  Hosp  rBeverly  Farms 
Mass 

Anderson  Carroll  A  (Genevieve)  mach  Gloucester  Engineering  h3  Bray 
St 

Anderson  Charles  E  USMC  r225  Granite  St  (R) 

Anderson  Charles  G  (Gladys  W)  agt  L  C  Burdick  (B)  h420 
Washington  St 

Anderson  Charles  O  (Ruth  L)  (Cape  Ann  Fire  Appliance  &  Recharging 
Serv)  hi  12  Centennial  Av 

Anderson  Clara  M  (Wid  Walter  E  Jr)  retd  h204  Magnolia  Av 
Anderson  Dawn  elk  Mai’s  r67a  Curtis  St  (R) 

Anderson  Diana  computer  programmer  hl45  Essex  Av  Apt  18 
Anderson  Donald  B  elk  Mai’s  r67  Curtis  St  (R> 

Anderson  Donna  F  teller  Gloucester  Co-Op  Bank  r28  School  St 
Anderson  Dorothy  E  hThatcher  Rd  (R) 

Anderson  Duane  (Patricia)  hlO  Field  Rd 

Anderson  Edith  A  Mrs  lndry  wkr  Huntress  Pub  Med  Inst  r6  Tolman 
St 

Anderson  Edw  E  (Mary  E)  retd  hl7  Marshfield  St 
Anderson  Edwin  J  (Margt  O)  (Maggies  Antiques)  h7  Loma  Dr 
Anderson  Eliz  retd  hl7  Ketchopulos  Cir  (R)  Apt  A 
Anderson  Ella  V  Mrs  h!4  Centennial  Av 
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Glass 

Sc  MIRRORS — - 

j^L,  PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Glass  (Installed  Whilt-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST.— GLOUCESTER 
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Anderson  Emma  L  retd  r39  Beacon  bt 

Anderson  Eug  Geraldine  garment  wkr  hRear  729  Washington  St 
Anderson  Everett  A  genl  hlpr  Le  Pages  hi  2.  W  estern  A\ 

Anderson  Everett  S  (Florence  M>  formn  Gloucester  Ice  &  Cold  Stge 
hl83  Cherry  St 

Anderson  Florence  O  retd  h81  Main  St  (R) 

Anderson  Frances  C  (Wid  Fredk>  artist  23  Woodbury  St  h23 
Woodbury  St 

Anderson  Frances  L  ward  sec  Addison  Gilbert  Hosp  r3  Ronna  Rd 
Anderson  Frank  W  (Edith  L>  mach  Murmac  Mfg  hll  Lincoln  Av 
Anderson  Frank  \\  Jr  LSAF  rll  Lincoln  Av 
Anderson  Gary  A  mech  Boley’s  r53  High  St  (R» 

Anderson  Geo  project  mgr  United  Shoe  (BEY)  h44  Lexington  Av  Apt 
46 

Anderson  Glenn  W  (Vencie  E)  asst  dir  pub  relations  Greater  Boston 
Chap  Am  Natl  Red  Cross  tB>  hl5  Highland  St  tRi 
Anderson  Gordon  W  (Dorothy  A)  driver  Elliott  Stevedore  hi 42 
Riverdale  Pk 

Anderson  Harrv  Barbara 1  tish  dir  Ipswich 1  h5  Marchant  St 
Anderson  Harry  H  ( Ivy'  G  *  retd  h  1 0  High  St  1 R 1 
Anderson  Helen  A  (Wid  John  A)  retd  h7  Henderson  Ct  <R> 

Anderson  Helen  M  h39  Beacon  St 

Anderson  Howard  W  (Eleanor  F>  formn  Market  Forge  (Everett)  h37‘/2 
Derby  St 

Anderson  Irene  B  Mrs  *^Iilbrook  \  iew  Guest  House  &  Cottages'  r2o 
King  St  (R) 

Anderson  Irving  music  dir  Gloucester  High  bch  r9  Holly  bt 
Anderson  Isabelle  rCape  Ann  Nursing  Home 
Anderson  Ivar  M  retd  hlO  Bellevue  Av 
Anderson  J  Thelton  (Marion  M)  retd  h89  Western  Av 
Anderson  James  (Beryl)  mach  Mold  Tool  Inc  (P1  hiO  Lexington  Av 
Apt  12 

Anderson  Jane  social  wkr  Social  Services  rHamilton  Mass 
Anderson  Jean  M  elk  Gloucester  Natl  Bank  r25  Forest  bt  'R' 
Anderson  John  retd  hl8  Ketchopulos  Cir  (R)  Apt  D 
Anderson  John  A  (June  P)  retd  hlO  Brierwood  St 
Anderson  John  F  (Lena  M>  mason  Faulk  Bros  hl6  Mystic  Av 
Anderson  John  H  (Mary  b»  retd  h6ia  Curtis  bt  'R' 

Anderson  John  L  (Edith  R(  retd  h80  Friend  St 
Anderson  John  M  (Joseph  &  Anderson)  h39  Friend  St 
Anderson  Josephine  (Wid  John  L)  h5  Hudson  Rd 
Anderson  Karen  studt  r6a  Langsford  St 

Anderson  Karen  A  dental  asst  N  Abbott  Hooper  rl36  Wheeler  St 
Anderson  Keith  r5  Marchant  St 

Anderson  Kenneth  R  Martha  Li  h6a  Langsford  St 
Anderson  Kim  V  nurse  Addison  Gilbert  Hosp  r3  Ronna  Rd 
Anderson  Kirsten  J  studt  rll  Poplar  bt 
Anderson  Linda  pkr  Gortons  h234  Main  St 

Anderson  Lloyd  B  (Priscilla  Ml  slsmn  North  Shore  Gas  hOld  Salem 
Rd 

Anderson  Louis  F  (Alice  L)  acting  chf  Rockport  Police  Dept  hl4 
Smith  Rd  <  Ri 

Anderson  M  John  (Bertha  M)  real  estate  broker  h85  Gloucester  Av 
Anderson  Margt  retd  hl5  Ketchopulos  Cir  <R)  Apt  H 
Anderson  Margt  (Maggies  Antiques)  r7  Loma  Dr 
Anderson  Margt  J  Mrs  (Margarets  Beauty  Shop)  r6a  Hale  St  <Ri 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 

1  8  Whittemore  St. _ Gloucester,  Mass.  01930 
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Anderson  Mark  studt  r6a  Langsford  St 

Anderson  Mathilde  (Wid  Robt  R)  retd  h86  Granite  St  (R> 

Anderson  Miehl  studt  r25  King  St  (R) 

Anderson  Miehl  A  (Katherine)  retd  h9  Columbia  St 
Anderson  Milton  R  (Natalie  A)  fish  &  wildlife  biologist  US  Dept  Of 
Interior  hll  Poplar  St 

Anderson  Mirian  L  (Wid  Edw  M)  retd  hl5  Briarstone  Rd  (Ri 
Anderson  Oland  C  (Margaret  M)  retd  hl9  Perkins  St 
Anderson  Paul  (Ann  D)  asst  prod  mgr  Stop  &  Shop  h66  Centennial 
Av 

Anderson  Paul  artist  h40  Granite  St  (R) 

Anderson  Peter  W  (Pete’s  Auto  Repair)  r80  Friend  St 
Anderson  Philip  A  (Eileen  J)  burner  control  mn  Cape  Ann  Anchor  & 
Forge  h388  Essex  Av 
Anderson  Phillip  A  studt  r3  Bray  St 

Anderson  Phyllis  Mrs  tchr  Beeman  Mem  Sch  rDanvers  Mass 
Anderson  Priscilla  M  acct  elk  City  Treas  rl4  Centennial  Av 
Anderson  Ralph  W  (Lempi  K)  retd  h5  Albion  Ct 
Anderson  Ralph  W  Jr  (Ruth  B)  carrier  P  O  h4  Poole’s  La  (R) 
Anderson  Richd  coordinator  Gloucester  High  Sch  rlpswieh  Mass 
Anderson  Richd  rl36  Wheeler  St 
Anderson  Richd  A  studt  r3  Bray  St 

Andersen  Robt  G  (Faye  M)  tool  mkr  Cape  Ann  Tool  h4  Broadway  Av 
(R) 

Anderson  Robt  G  (Irene  B)  pipe  layer  Town  Water  Dept  h25  King  St 
(R) 

Anderson  Robt  J  (Margt  E)  carp  hRear  176  Granite  St  iR) 

Anderson  Robt  R  acct  Essex  Cnty  Bk  Bldgs  rl4  Smith  Rd  <R) 
Anderson  Rudolph  E  (Mary  B)  retd  h235  Granite  St  (R) 

Anderson  Russell  C  (Karen  A)  acct  Gorton’s  h80  High  St  iR) 

Anderson  Scott  N  (Frances)  instr  Hanscom  Air  Base  (Bedford)  h3 
Ronna  Rd 

Anderson  Shari  nurse  Addison  Gilbert  Hosp  r298  Washington  St 
Anderson  Sonia  teller  Gloucester  Natl  Bk  rl42  Riverdale  Pk 
Anderson  Thos  E  mach  Gloucester  Eng  r235  Granite  St  (R) 

Anderson  Vencie  M  hd  bkpr  Rockport  Natl  Bank  rHighland  St  (R) 

Anderson  Vincent  J  (Edith  A)  h6  Tolman  St 

Anderson  Virginia  M  prof  Gordon  College  r86  Granite  St  (R) 

Anderson  Waldon  J  (Dorothy)  exec  v-pres  &  tr  ofer  Cape  Ann  Bank 
&  Trust  Co  hSumac  La 
Anderson  Walter  retd  r44  South  St  (R) 

Anderson  Wm  G  (Yvette  H)  prod  mgr  Salada  Foods  (Woburn)  h6 
Ships  Bell  Rd 

Anderson  Wm  R  utility  mn  Gorton’s  hl7  Warner  St 

Anderton  Aune  cook  Shore  Cliff  Retirement  Home  r6  Prospect  St 

Anderton  Bernard  A  retd  h476  Washington  St 

Anderton  John  K  retd  r476  Washington  St 

Anderton  Mary  studt  r6  Prospect  St 

Anderton  Richd  (Linda)  ibm  opr  L  S  (Cambridge)  h643  Washington  St 
Anderton  Robt  V  utility  wkr  Gorton’s  r476  Washington  St 
Anderton  Sherman  R  Jr  (Sandra  J)  serv  rep  Mass  Elec  hl56  Main  St 
(R) 

Anderton  Wayne  W  asst  cook  Shore  Cliff  Retirement  Home  r6 
Prospect  St 

Anderton  Wm  W  (Aune  J)  chef  Oleana  Restr  (R)  h6  Prospect  St 
Andrade  Alvarino  (Dorothy  E)  emp  Gloucester  Eng  h33a  Elm  St 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

_  NIGHTS:  546-2009  -  283-3046  -  546-3249 _ 
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Andrade  Alvin  (Phyllis)  pres-treas  Color  &  Pattern  Inc  hl4  Proctor 
St 

Andrade  Phyllis  corp  elk  Color  &  Pattern  Inc  rl4  Proctor  St 
Andrew  Eben  S  (Jane  O)  treas  Thermet  Inc  hRockholm  Rd 
Andrew  Eloise  S  Mrs  pres  Annisquam  Historical  Society  rl  Adams 
Av 

Andrew  Sumner  B  (Eloise  S)  sum  res  2  Adams  Av  hi  Adams  Av 
Andrew  Thos  S  (Nancy  M)  invoice  elk  Thermet  h5  Ferry  St 
Andrewes  John  H  USCG  r4  Decatur  St 

Andrewes  Robt  W  (Mary  B)  real  est  4  Decatur  St  h4  Decatur  St 
Andrews  Anne  L  retd  h223  Granite  St  (R) 

Andrews  Annie  rCape  Ann  Nursing  Home 

Andrews  Arline  M  chi  admn  elk  State  College  (S)  rl90  Essex  Av 
Andrews  Bayness  S  sum  res  hStraitsmouth  Wy  (R) 

Andrews  Building  119  Main  St 

Andrews  Charles  D  (Nancy  E)  linemn  Mass  Elect  (BEV)  h38  High  St 
(R) 

Andrews  Clara  D  (Wid  Delbert  E)  retd  hl90  Essex  Av 
Andrews  Dana  P  (Louise)  retd  h9  Beauport  Av 
Andrews  Earle  R  (Ida  P)  dentist  48  Pleasant  St  h31  Leonard  St 
Andrews  Elmer  (Ann  W)  summer  res  h271  Concbrd  St 
Andrews  Florence  (Wid  Henry  E)  emp  Sea  Food  Kitchen  h79 
Woodward  Av 

Andrews  Florence  M  retd  h8  Middle  St 

Andrews  Ida  P  Mrs  pres  Annisquam  Village  Hall  Library  r.31 
Leonard  St 

Andrews  L  E  &  Co  Inc  Richd  L  Andrews  Pres  &  Treas  plmb  & 
heating  42  Rogers  St 

Andrews  Mary  field  supvr  Action  Inc  r7  Decatur  St 
Andrews  Nancy  M  studt  r85  Woodward  Av 
Andrews  Ralph  studt  rl4  Leonard  St 

Andrews  Richd  L  (Norma)  pres-treas  L  E  Andrews  &  Co  hl4 
Leonard  St 

Andrews  Thos  tchr  Milton  L  Fuller  Sch  rNewburyport  Mass 
Andrews  Wm  J  (Phyllis)  bldr  85  Woodward  Av  h85  Woodward  Av 
Andrus  Vera  retd  h6  Pleasant  St  (R) 

Angelson  Sarah  E  (Wid  John  L)  cafeteria  wkr  Essex  Elementary  Sch 
h652  Essex  Av 

Angmu  Ruth  reept  Cape  Ann  Med  Serv  r38  South  St  (R) 

Anido  Victor  M  (Gloria  L)  mgr  Ralph  O  Maley  Skating  Rink  h576 
Western  Av 

Anido  Victoria  ofc  sec  Gorton’s  r576  Western  Av 
Anker  Inn  (Edw  Visnick)  227  Main  St  (R) 

Ann’s  Beauty  Salon  (Ann  S  Rich)  29  Addison  St 
Annas  Voula  tchr  Rockport  Jr  Sr  Hi  Sch  r6  Rowe  Av  (R) 

Annisquam  Exchange  Mrs  Bertha  Heberle  Mrs  Dorothy  Wiggin  Co- 
Chairmn  art  gallery  36  Leonard  St 
Annisquam  Historical  Society  Mrs  Eloise  Andrew  Pres  38  Leonard  St 
Annisquam  Marina  (Charles  Loring  Richd  Burkhardt)  33  River  Rd 
ANNISQUAM  MARINE  AND  AUTO  SHOP  Donald  H  Cook 

Harold  Goodrich-  Steury  Boats  Evinrude  Outboards-  Sales  And 
Service-  Complete  Line  Of  Marine  Accessories  20  Leonard  St 
(01930)  Tel  283-1533  (See  Index  To  Advertisers) 

Annisquam  Market  (Charles  Loring  Dick  Burkhardt)  33  River  Rd 
Annisquam  Village  Church  Rev  John  Windsor  Pastor  838  Washington 
St 


J/ antes  (?.  (freely  funeral  .Service,  3nc. 

"Quality  &  Service  Since  1884 " 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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Annisquam  Village  Hall  38  Leonard  St 

Annisquam  Village  Hall  Association  Chas  F  Pearce  Jr  Pres  38 
Leonard  St 

Annisquam  Village  Hall  Library  Mrs  Ida  P  Andrews  Pres  38  Leonard 
St 

Annisquam  Village  Realty  (Frances  Tremblay)  34  Leonard  St 
Annisquam  Yacht  Club  Eric  E  Berkander  Mgr  19  River  Rd 
Anstess  Claire  E  emp  Gorton’s  rl3  Haskell  St 

Anstess  Herbert  A  (Janet  M)  installer  repr  NET&T  hl3  Haskell  St 
Anstess  Louise  (Wid  Alf)  retd  h9  Lincoln  Pk 
Anstess  Ronald  H  emp  NET&T  rl3  Haskell  St 
Anthony  Lois  H  retd  h9  Smith  Street  Ct  (R) 

Anthony’s  Beauty  Salon  (Anthony  P  Colarusso)  16  Smith  St 
Antonello  Max  G  retd  h4  Centennial  Av 

Aparo  Sebastian  J  (Barbara)  phys  302  Washington  St  hWay  Rd 
Apostolopoulos  Kath  (Wid  Paul  J)  cook  East  Coast  Restr  (Peabody)  h2 
Middle  St 

Appel  Richd  G  sum  res  Rowley  Shore  rCambridge  Mass 
Appeltoft  Cindy  r54  Grove  St 

Appeltoft  Susan  waitress  Ship  Ahoy  Restr  h54  Grove  St 
Appleton  Donald  retd  h59  Rockholm  Rd 

Aprans  Karlis  (V  Irmgarde)  civil  eng  Stone  &  Webster  (B)  h2  Fuller 
St 

Aprans  Richard  fishermn  r2  Fuller  St 
Aptt  Alice  H  (Wid  Ernest  W)  retd  hi  14  Eastern  Av 
Aptt  Alice  M  (Wid  Noel  B)  retd  r56  Centennial  Av 
Aptt  Dana  W  (Lola  P)  carpet  installer  Geo  Mollison  (Manchester) 
hl34  Prospect  St 

Aptt  Harry  W  (Thelma)  eng  Cape  Pond  Ice  h71  Friend  St 
Aptt  Harry  W  Jr  (Marcia)  eng  h23  Holly  St 
Aptt  Herman  C  (Frances)  working  formn  City  Water  Div  h685 
Western  Av 

Aptt  Kenneth  J  (Willa  J)  carp  A1  Mencucci  hl8  Harold  Av 

Aptt  Kenny  grinder  rl8  Harold  Av 

Aptt  Louise  (Wid  Howard)  retd  h20  Poplar  Pk 

Aptt  Marcia  file  clerk  rlpswich  Mass 

Aptt  Robert  A  (Linda)  mech  h7  Exchange  St 

Aptt  Robt  E  (Stella  E)  policemn  City  Police  Dept  h34  Hodgkins  St 

Aptt  Theresa  K  recpt  rl8  Harold  Av 

Arabian  Claire  M  waitress  Destino’s  r296  Main  St 

Arabian  James  F  (Jeanette  R)  wldr  Gloucester  Marine  Railway  h296 
Main  St 

Arabian  James  F  Jr  meter  rdr  North  Shore  Gas  rBeacon  St 

Arabian  Jan  driver  Yankie  Cab  r294  Main  St 

Arabian  Kathy  ofc  sec  Lambros  Inti  rl3  Hampden  St 

Arabian  Ronald  G  wldr  Gloucester  Marine  Railway  hl3  Hampden  St 

Araujo  Edw  (Sea-Port  T  V)  rl7  Exchange  St 

Araujo  Emil  E  (Priscilla  M)  retd  h56  Mt  Vernon  St 

Araujo  Priscilla  flat  wkr  Union  Hill  Lndry  r56  Mt  Vernon  St 

Arbuckle  Donna  L  studt  rl20  Centennial  Av 

Archer  Clement  C  (Helen)  sum  res  44  Wingaersheek  Rd  rBeverly 
Mass 

Archer  Hetty  dir  of  remedial  reading  City  Sch  Dept  rS  Hamilton 
Mass 

Archibald  Ralph  S  sum  res  h33-a  Marmion  Wy  (R) 

Archie’s  Restaurant  (Archibald  W  Dort)  2  Magnolia  Av 


WILLIAM 

E. 


JEWELER 


REG.  JEWELER 
AM  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation  —  Our  Herd 
"The  Lisa  Joyce”  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Arcieri  John  O  (Helen  E)  formn  Goldway  Shoe  (BEV)  h40  Beach  St 

(R) 

Arena  Barbara  studt  rl24  Wheeler  St 

Arena  Guy  G  (Rose)  retd  hl24  Wheeler  St 

Arey  Charles  F  (Melanie  C)  retd  hlO  Broadway  Av  ( R ) 

Arment  Helen  G  retd  h8  Middle  Rd  (R) 

Armitage  Ralph  T  (Cath  A)  sum  res  h72  Atlantic  St 
Armstrong  Building  100  Main  St 
Armstrong  Clinton  C  hl9  Grapevine  Rd 
Armstrong  David  hRear  123  E  Main  St 

Armstrong  Earl  G  (Dorothy  E)  mtcemn  Cape  Ann  Nursing  Home  h28 
Ferry  St 

Armstrong  Harold  L  (Mary  G)  ct  elk  Dist  Ct  Of  Eastern  Essex  h7 
Marchant  St 

Armstrong  Harriet  E  hl61  Main  St  (R) 

Armstrong  Mary  emp  Gorton’s  hl97  E  Main  St 

Armstrong  Mary  G  Mrs  sr  elk  Dist  Ct  Of  Eastern  Essex  r7  Marchant 
St 

Army  &  Navy  (Ralph  W  Pratt)  4  Elm  St 

Arnason  Barry  G  (Joan)  neuroligist  Cape  Ann  Med  Serv  h24  Shore 
Rd 

Arnold  Alvin  G  (Joan  P)  fishermn  h21  Plum  St 

Arnold  &  Daughters  Florist  (Joseph  M  Arnold)  169  E  Main  St 

Arnold  E  Agnes  (Wid  Albert)  (Arnold’s  Wharf)  hlO  Marble  St 

Arnold  Eliz  C  bkpr  Tadco  Mfg  rTragabigzanda  St 

Arnold  Janet  studt  r20  Marble  St 

Arnold  John  K  Jr  (Evelyn  S)  emp  N  E  T  &  T  h4  Summit  Av  (R) 
Arnold  Joseph  M  (S  Eliz)  (Arnold  &  Daughters  Florist) 
hTragabigzanda  St 

Arnold  Kathryn  A  studt  r4  Summit  Av  (R) 

Arnold  Lois  tchr  St  Mel  Day  Sch  r20  Marble  St 

Arnold  Margt  W  (Wid  John  K)  tchr  Beeman  Mem  Sch  hi  South  St 

(R) 

Arnold  Nancy  h25  Chapel  St 
Arnold  Richd  studt  r21  Plum  St 

Arnold  Richd  E  (Lois)  commanding  ofer  USCG  h20  Marble  St 
Arnold  Robt  E  (Lois)  fishermn  h21  Calder  St 
Arnold  Ruth  r2  Concord  St 

Arnold  Wm  J  Rev  pastor  Trinity  Congregational  Ch  h64  Middle  St 
Arnold’s  Wharf  (Mrs  E  Agnes  Arnold)  169  E  Main  St 
Aro  Earl  M  (Lillian  G)  emp  Gortons  h7  Rocky  Pasture  Rd 
Aro  Steven  P  pilot  Eastern  Airlines  r7  Rocky  Pasture  Rd 
Aronson  Sidney  C  (Dora  R)  v-pres  &  treas  H  C  Brown  Inc  h30 
Atlantic  Rd 

Arruda  Charles  E  (Mary  F)  steward  Loyal  Order  Of  Moose  1471  h29 
Chestnut  St 

Arruda  Everett  E  (Mary  J)  (Ski’s  Bakery)  h40  Gee  Av 
Arruda  Laura  (Wid  Domingos)  retd  h9  Elwell  St 
Arsenault  Danl  A  studt  r54  Poplar  St 
Arsenault  Danl  E  (Helen  F)  longshoremn  h54  Poplar  St 
Arsenault  David  studt  r54  Poplar  St 

Arsenault  Philomena  (Wid  James)  alterations  13  Cleveland  St  hllVfc 
Cleveland  St 

Arsenault  Ronald  C  agt  Boston  Mut  Ins  rll'/a  Cleveland  St 
Arsenault  Walter  (Helen)  emp  U  S  M  C  Corp  (BEV)  h3  Worcester  PI 
(R) 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street _  Gloucester,  Mass.  01930 
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Arsenian  John  (Jean  M)  psychologist  State  Hosp  (Mattapan)  h95 
Granite  St  (R) 

Arsenian  John  T  studt  r95  Granite  St  (R) 

Arsenian  Josephine  A  (Wid  Aaron)  hl01M>  Granite  St  (R) 

Arsenian  Michl  studt  r95  Granite  St  (R) 

Arslan  Edw  M  (Edith  B)  summer  res  hWoodward  Av 
Arslanian  Linda  E  tchr  Rockport  Jr  Sr  Hi  Sch  rEssex  Mass 
Art  Gallery  (Helen  Van  Wyk)  2  Briarstone  Rd  (R) 

ART  JEWELRY  CO  INC  Robert  B  Audano  President,  Jewelers 
Retail,  117  Main  St  (01930),  Tel  283-0092  (See  Index  To 
Advertisers) 

Art’s  Barber  Shop  (Arth  E  Pimental)  386a  Main  St 
Arthur  Bradford  H  (Jeannette)  v  pres  Sintered  Metals  (B)  h6  Plum 
Ct 

Arthur  Jeffrey  W  studt  r6  Plum  Ct 
Arueso  Mrs  hAtlantic  Rd  Apt  6 
Arvanites  Constantine  retd  h6  Allen  Av  (R) 

Arvilla  Clifford  E  (M  Judith)  eng  Mitre  (Lexington)  hl2  Ledgemont 
Av 

Arvilla  Evelyn  M  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl4 
Whittemore  St 

Arvilla  Francis  M  (Sandra  B)  emp  Honeywell  h52  Taylor  St 
Arvilla  Joseph  F  Jr  (Evelyn  M)  overseer  Borneo  Inc  hl4  Whittemore 
St 

Arvilla  Joseph  S  (Marjorie)  emp  Gorton’s  h62  Friend  St 

Arvilla  M  Judith  Mrs  tchr  Milton  L  Fuller  Sch  rl2  Ledgemont  Av 

Arvilla  Marie  C  (Wid  Joseph)  h52  Taylor  St 

Arvilla  Mary  (Wid  Joseph  S)  retd  r60  Friend  St 

Asaham  Andreid  h2b  Rocky  Neck  Av 

Asara  Angela  Mrs  pkr  Gorton’s  h33  Commonwealth  Av 

Asaro  Danl  S  (Cynthia  L)  whol  distr  Pepsi  Cola  hll  Marshfield  St 

Asaro  Domenica  Mrs  h2  Fort  Sq 

Asaro  John  B  mtcemn  r5  Madison  Ct  Extn 

Asaro  Kathryn  L  nurses  aide  Addison  Gilbert  Hosp  rlpswich  Mass 

Asaro  Louisa  elk  Imperial  Cleaners  r26  Prospect  St 

Asaro  Mark  studt  rl7  Gloucester  Av 

Asaro  Peter  (Jean  A)  fishermn  h6  Loma  Dr 

Asaro  Peter  Jr  USN  r6  Loma  Dr 

Asaro  Rosalie  homemkr  Action  Inc  r2  Fort  Sq 

Asaro  Rosario  (Virginia  G)  capt  City  Fire  Dept  h5  Madison  Ct  Extn 
Asaro  Rosemarie  A  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  rl7 
Gloucester  Av 

Asaro  Sami  (Louisa)  fishermn  h26  Prospect  St 
Asaro  Vincent  (Phyllis  J)  claims  adj  hNew  Way  La 
Asaro  Vito  J  (Rosemarie  A)  wldr  Industrial  Cab  (Essex)  hl7 
Gloucester  Av 

Asher  Jerry  sum  res  hl6  Sleepy  Hollow  Rd 

Asher  Lodge  Masonic  Societies  (AF&M)  18  Broadway  (R) 

Ashline  Jane  nurse  hl45  Essex  Av  Apt  11 
Ashline  Robt  P  (Margt)  cost  analyst  Gen  Elect  (LYNN)  h262 
Washington  St 

Asier  Edith  Mrs  h30  Rocky  Neck  Av 

Ask  Alice  (Wid  Christopher)  retd  hl8  Wells  St 

Ask  Mister  Chick  Real  Estate  (Fay  Chick  Somers)  Rear  197  E  Main 
St 

Aspesi  Ann  E  mtge  elk  Cape  Ann  Bk  &  Tr  h5  Wildon  Hts  (R) 
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Aspesi  Charles  A  (Virginia  M)  mgr  Lipman  Marine  Prod  hHodgkins 
St  (R) 

Aspesi  Gaetano  (Josephine)  retd  h21  Curtis  St  (R) 

Aspesi  Gino  (Doris  E)  asst  mgr  First  Natl  Stores  (BEV)  h20  Curtis  St 
(R) 

Aspesi  Hugo  (Carolyn)  wldr  h49  Main  St  (R) 

Aspesi  James  P  (Janice  S)  emp  Cape  Ann  Tool  hlO  Martha’s  La  (R) 
Aspesi  Janice  S  teller  Granite  Sav  Bk  rlO  Martha’s  La  (R) 

Aspesi  Mark  mach  Rockport  Twine  &  Rope  r49  Main  St  (R) 

Aspesi  Peter  F  (Marie  T)  formn  Cape  Ann  Tool  hSummer  St  Extn  (R) 
Aspesi  Richd  emp  Firet  Natl  Stores  r58  Curtis  St  (R) 

Aspesi  Robt  J  (Marilyn  A)  buyer  Natl  Biscuit  (Laurence)  h22  Curtis 
St  (R) 

Aspesi  Robt  P  (Dorothy  D)  supvr  F  N  (Somerville)  h58  Curtis  St  (R) 
Aspesi  Venance  (Katherine)  retd  h42  Langsf'ord  St 
Athanas  Salvatore  (Concetta)  sum  res  7  Long  Beach  St  (R)  rMelrose 
Mass 

Atkins  James  M  (Mary  I)  retd  hRear  8  Acacia  St 

Atkins  Milton  W  (Gladys  M)  electn  Deering  Elec  h55  Bond  St 

Atkinson  Donald  (Virginia  L)  dir  D  P  W  hlO  Story  St  (R) 

Atkinson  Richd  studt  rlO  Story  St  (R) 

Atlantic  Diving  Co  (Wm  Jebb  &  Alan  Chagan)  74  Parker  St 
Atlantic  Fisherman’s  Union  Leo  J  Sabato  Port  Agt  120  Main  St  Rm 
2 

Atlantic  Seafoods  Inc  Robt  J  Ryan  Pres-Genl  Mgr  5  Gloucester  Fish 
Pier 

ATLANTIS  MOTOR  INN  (Robert  Malloy  &  James  Bodenaro) 
Modern  Units  On  The  Water,  Coffee  Shop,  Snack  Bar,  Pool, 
Function  Room,  Overlooking  The  Ocean  At  Bass  Rocks  1 
Mile  From  End  Of  Rt  28  At  Exit  9  Scenic  Ocean  View 


Atlantic  Road  (01930)  Tel  283-0014 

Attaya  Herbert  (Marie  A)  elk  PO  (B)  h32  Haskell  St 

Attaya  Jean  M  tchr  r32  Haskell  St 

Attaya  Marie  A  Mrs  (Hill  Top  Manor)  r32  Haskell  St 

Attaya  Regina  studt  r32  Haskell  St 

Attiletto  Nicholas  (Marie)  sum  res  hStanwood  Pt 

Atwater  Edith  L  retd  h2  Dennison  St 

Atwood  Gerard  W  (Doris  H)  retd  h3  Hawthorne  La 

Atwood  Helen  Mrs  tchr  h33  Riverview  Rd 

Atwood  Helret  M  Mrs  h92  Riverdale  Pk 

Atwood  Irene  ofc  sec  h21  Beach  St  (R) 

Atwood  Jacob  (Mahoney  Atwood  &  Goldings)  rE  Sandwich  Mass 
Atwood  John  Jr  organ  bldr  C  B  Fisk  Inc  r8  Pasture  Rd  (R) 

Atwood  Milford  W  Jr  studt  r33  Riverview  Rd 
Atwood  Raymond  L  (Pauline  S)  retd  h50  Shore  Rd 
Atwood  Robt  (Music  Box)  rDanvers  Mass 
Aubrey  Denise  emp  Le  Pages  r77  Concord  St 

Aubrey  Wm  J  Jr  (Mildred  V)  partmn  Sudbay  Pontiac  Cadillac  Buick 
h77  Concord  St 

Audano  Robt  B  (Bette)  pres  Art  Jewelry  Co  Inc  rManchester  Mass 

Audin  Paul  shp  elk  h869  Washington  St 

Auditore  John  B  (Priscilla)  marine  biologist  h6  Gilbert  Rd 

Auditore  Joseph  (Jennie)  retd  hlO  Gould  Ct 

Auditore  Peter  Jr  studt  rl2  Ashland  PI 

Auditore  Peter  J  (Joanna  E)  emp  Commonwealth  Of  Mass  hl2 
Ashland  PI 

Auditore  Rita  J  studt  rlO  Gould  Ct 
Auditore  Vincent  P  mgr  Dekan  rlO  Gould  Ct 
Audrey’s  Flower  Shop  (Audrey  Russell)  38  Railroad  Av 
Auger  Dorothea  P  mgr  Dekan  rlO  Middle  Rd  (R) 

Auger  Harold  M  (Dorothea)  retd  hlO  Middle  Rd  (R) 

Auld  Benj  (Annie)  mach  h5  St  Joseph  La 
Auld  Karen  studt  r5  St  Joseph  La 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Auld  Kathleen  A  studt  r5  St  Joseph  La 

Auld  Kenneth  J  mach  Gloucester  Eng  r5  St  Joseph  La 

Aune’s  Yarn  Shop  (Aune  Munroe)  112  Main  St 

Aunt  Annie’s  Gifts  (John  &  Andrea  Curcuru)  32  Washington  St 

Austin  Eliz  K  (Wid  F  Boynton)  retd  h54  Main  St  (R) 

Austin  Frank  C  (Henrietta  G)  (Minature  Drill  &  Machine  Co)  (R)  h9 
Meadow  Rd  (R) 

Austin  Richd  (Laura)  artist  hl82  Granite  St  (R) 

Authier  Evelyn  G  Mrs  bkpr  Norman  Office  Supply  Inc  rl50  Essex  Av 
Authier  Lianne  M  med  sec  rl50  Essex  Av 

Authier  Norman  J  (Evelyn  G)  treas  Norman  Office  Supply  Inc  hl50 
Essex  Av 

Auto  Truck  Service  (Charles  Cognato)  17  Mansfield  St 
Automotive  Distributors  Inc  (Br)  Merton  Webb  Mgr  288  Main  St 
Auttu  Fred  (Pauline)  r3  South  Rd  (R) 

Auxiliary  Post  No  74  (DAV)  47  Washington  St 
Avelis  Rosalie  M  (Wid  Christie)  retd  h31  Centennial  Av 
Avelis  Sheila  M  studt  r31  Centennial  Av 
Avila  Coffee  Shop  (Joseph  S  Avila)  63  Pleasant  St 
Avila  Joseph  S  (Maria)  (Avila  Coffee  Shop)  hl9  Mt  Vernon  St 
Avila  Manuel  S  (Elsie  R)  retd  hRear  86  Eastern  Av 
Avila  Maria  waitress  Avila  Coffee  Shop  rl9  Mt  Vernon  St 
Avila  Mary  J  dept  hd  Gloucester  High  Sch  rRear  86  Eastern  Av 
Axelrod  Fredk  (Empire  Clothing  Co)  rSwampscott  Mass 
Axelrod  Harry  (Evelyn)  summer  res  33  Sleepy  Hollow  Rd  rAndover 
Mass 

Axelrod  Steph  buyer  Empire  Clo  rCambridge  Mass 
Ayer  Stan  wood  (Frances)  summer  res  h60  Woodward  Av 
Ayers  Camilla  A  sec  M  A  Alson  (Wakefield)  hlO  South  St  (R) 

Ayers  Carroll  E  lwyr  120  Main  St 

Ayers  Charles  L  (Renee  D)  lwyr  144 Vfe  Main  St  h4  Norman  Stone  Dr 
(R) 

Aylward  Margt  (Wid  Simon)  retd  h4  Myrtle  Sq 
Azarian  Lucy  slswn  Small  Fry  Shop  rRidgewood  Rd  (R) 

Azevedo  Everett  F  (Mary  E)  (Azevedo’s  Radio  Service)  h4  Cherry  St 
Azevedo  Frank  A  (Louise  E)  (Frank’s  Variety)  h208a  Washington  St 
Azevedo  Joseph  F  retd  h50  Taylor  St 

Azevedo  Louise  E  Mrs  teller  Cape  Ann  Bank  &  Trust  r208a 
Washington  St 

Azevedo  Sally  L  perforator  Gloucester  Daily  Times  r4  Cherry  St 
B  &  B  Reading  Center  Mildred  Faherty  Mgr  132  Main  St 
Babcock  Donald  M  (Patricia  M)  driver  B&M  Trans  h2  Smith  St  (R) 
Babigan  Edw  sum  res  6  Long  Beach  St  (R)  rLowell  Mass 
Babigan  Edw  tchr  hGlenmere  Rd  (R) 

Babilis  Esther  M  (Wid  Henry  J)  retd  h7  Agawam  La  (R) 

Babine  Charles  pizzz  cook  Capt  Courageous  Restr  rColumbia  St 
Babine  Donald  E  (Dorothy  R)  lab  Merchant  Box  h98  Maplewood  Pk 
Babson  Alice  E  librn  Christian  Science  Reading  Room  rl21  Mt 
Pleasant  Av 

Babson  Clara  retd  r44  South  St  (R) 

Babson  David  studt  rCambridge  Av 

Babson  David  E  (Val)  lwyr  111  Main  St  Rm  2  hRear  133  Wheeler  St 
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B  ARSON— EL  WELL  &  DAVIS  INC 

CHANDLER  N  DAVIS 

PRESIDENT-TREASURER 
MARIE  K  DAVIS 

VICE-PRESIDENT 
JOHN  D  CUNNINGHAM 
VICE-PRESIDENT 
GENERAL  INSURANCE 
94  MIDDLE  STREET 

GLOUCESTER  MASS  01930 
TELEPHONE  283-1561 

Babson  Geraldine  hAtlantic  Rd  Apt  23g 

Babson  Memorial  Library  Mrs  Kathleen  Bruni  &  Mrs  Marilyn  J 
Beard  Librns  69  Main  St 
Babson  Museum  historical  Main  St  (R) 

Babson  Richd  S  (Carol  N)  plant  mgr  Le  Page’s  h4  Williams  Wy 

Babson  School  Reed  G  Hamilton  Prin  90  Pleasant  St 

Babson  Thos  slsmn  rCambridge  Av 

Babson  Thos  E  (Cath  C)  summer  res  h  Wood  ward  Av 

Babson  Wm  W  (Anne  W)  phys  302  Washington  St  hCambridge  Av 

Bachelder  Robt  E  (Jeri)  sum  res  1  Point  Rd  rMedf'ord  Mass 

Bachmann  Emil  (Margt  A)  retd  hl8  Poplar  Pk 

Back  Beach  Beach  St  (R) 

Back  Yard  Gallery  (Frances  S  Butler)  art  gallery  3  Ocean  Av  (R) 

Backiel  Helen  nurse  Cardinal  Cushing  Villa 

Backlund  Alf  A  hlpr  D  V  M  Inc  r602  Western  Av  (M)  ^ 

Backlund  David  genl  aide  D  V  M  Inc  r602  Western  Av 
Backlund  Dorothy  M  bkpr  D  V  M  Inc  r602  Western  Av 
Backry  Eliz  S  Mrs  asst  cash  Rockport  Natl  Bank  rManchester  Mass 
Backstrom  Bernard  J  emp  Cape  Ann  Tool  rl4  Pigeon  Hill  (R) 
Backstrom  S  Allan  (Bessie  M)  blacksmith  Cape  Ann  Tool  hl4  Pigeon 
Hill  (R) 

Backus  Jay  J  (Rosalie  A)  bartndr  Valles  (Saugus)  hl5  Riverview  Rd 
Baden  Linda  hl45  Essex  Av  Apt  13 

Bader  David  N  (Barbara  A)  agt  Boston  Mut  Ins  hl9  Centennial  Av 

Badger  Anne  M  retd  r7  Cliff  Rd 

Baer  Doris  B  retd  rl8  Corliss  Av 

Baesler  Carl  H  (Lilian)  lawyer  h8  Marmion  Wy  (R) 

Bagaco  Carlos  studt  r21  Mt  Vernon  St 
Bagaco  Manuel  (Mary)  h21  Mt  Vernon  St 

Bagenstose  Barbara  sum  res  52  Waterman  Rd  rMelrose  Mass 
Bagenstose  Clinton  H  (Claire)  sum  res  52  Waterman  Rd  rMelrose 
Mass 

Bagley  Dorothy  M  (Wid  Charles  E)  h233  Essex  Av 
Bagley  Geo f fry  USA  rl6  Reynard  St 

Bagley  Marie  C  sum  res  105  Long  Beach  St  (R)  rNewtonville  Mass 
Bagley  Paul  E  (Nancy  C)  mach  Gloucester  Eng  h3  Hudson  Rd 
Bagley  Roland  M  (Dorothy  I)  asmblr  Gloucester  Eng  hl6  Reynard  St 
Baglini  Michl  installer  Prompt  TV  Serv  r32  Granite  St 
Bagshaw  Bradley  studt  r2  Clarendon  St 

Bagshaw  James  H  (Hope  B)  lwyr  111  Main  St  Rm  3  h2  Clarendon  St 
Bagshaw  Thos  H  (Asta  L)  emp  Travelers  Ins  (D)  hl3  Wonson  St 
Bailey  Arline  S  (Wid  Edw  N)  retd  hl22  Granite  St  (R) 

Bailey  Edw  A  (Ellen  M)  purch  agt  Borneo  Inc  h35  Mt  Pleasant  Av 

Bailey  Gertrude  L  (Wid  Walter)  summer  res  h30  Woodward  Av 

Bailey  Montgomery  (Susie  P)  retd  h24  Hammond  St 

Bailey  Richd  F  (Mary  F)  (Bailey’s  Appliance  &  Tv)  h8  Shehan  Ter  (R) 

Bailey’s  Appliance  &  TV  (Richd  F  Bailey)  24  Washington  St 

Bain  Ann  Mrs  summer  res  17  Wingaersheek  Rd  rLynnfield  Mass 

Baird  Dana  F  (Grace  O)  retd  h78  Granite  St  (R) 

Baird  Gordon  P  musician  rRamparts  The 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemorc  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Baird  Jonathan  R  musician  hRamparts  The 
Baker  Arnold  B  (Mary  C)  mach  h7  Wise  PI 

Baker  Charles  R  (Margaret)  mech  Central  Garage  hi  Shore  Hill  Rd 
Baker  Danl  W  II  (Helen)  mech  eng  tech  Natl  Oceanic  Atmospheric 
Admn  hl45  Essex  Av  Apt  4 
Baker  Delores  h335  Main  St 

Baker  Edgar  E  (Marion  A)  prof  Boston  Univ  (B)  hlrvana  Rd  (R) 

Baker  Ellen  emp  Net  &  T  (S)  rl54  Essex  Av 

Baker  Florence  A  dietary  wkr  Addison  Gilbert  Hosp  rl  Echo  Av 
Baker  Gordon  P  (Florence  A)  genl  hlpr  John  B  Wright  Fish  hi  Echo 
Av 

Baker  Harold  N  retd  h2  Phillips  Av  (R) 

Baker  J  Wain  (Phyllis  H)  dentist  23  Main  St  (R)  hl05  Marmion  Wy 
(R) 

Baker  James  sum  res  hDolliver’s  Neck 
Baker  John  sum  res  h3  Doane  Rd 

Baker  Jordan  S  (Frances  S)  summer  res  78  Dune  La  rBeverly  Mass 
Baker  Kenneth  C  (Claire  S)  actor  h62  Curtis  St  (R) 

Baker  Lee  R  tchr  Ralph  B  O’Maley  Mdl  Sch  rBeverly  Mass 
Baker  Lillian  (Wid  Howard  L)  retd  h8  Decatur  St 

Baker  Lillian  M  (Wid  Chester  A)  cafeteria  wkr  West  Parish  Sch  h!54 
Essex  Av 

Baker  Phyllis  recpt  J  Wain  Baker  rl05  Marmion  Way  (R) 

Baker  Richd  G  athletic  dir  Rockport  Jr  Sr  Hi  Sch  rl86  Granite  St 
(R) 

Baker  Robt  social  serv  wkr  Action  Inc  rBeverly  N  Y 

Baker  Rose  (Wid  Gorham)  retd  hll  Poplar  Pk 

Baker  Sally  R  teletype  opr  United  Shoe  (B)  h3  Shore  Hill  Rd 

Baker  Torence  sum  res  hAtlantic  Rd 

Baker  Wm  (Susan)  h23  Hammond  St 

Baker  Wm  W  (Florence  A)  retd  h32  Mt  Vernon  St 

Balbo  Claudia  pkr  r29  Commonwealth  Av 

Balbo  Gus  (Shirley)  fishermn  hl9  Addison  St 

Balbo  Joseph  fishermn  hl9  Addison  St 

Balbo  Kathleen  rCape  Ann  Nursing  Home 

Balbo  Maria  retd  h2  Shepherd  St 

Balbo  Sami  (Kathleen)  h29  Commonwealth  Av 

Balboni  Charles  L  (Anna  E)  hi  Starknaught  Hts 

Balboni  Richd  tchr  hl45  Essex  Av  Apt  5 

Balch  Benj  S  elec  tech  Extrion  Corp  (Peabody)  r22  Phillips  Av  (R) 
Balch  Nathl  S  studt  r22  Phillips  Av  (R) 

Balch  Wm  E  (Muriel  R)  h22  Phillips  Av  (R) 

Balcombe  Mary  Jo  nurse  Addison  Gilbert  Hosp  rThatcher  Rd  (R) 
Baldassano  Accurcio  fish  ctr  Gorton’s  rl20  Prospect  St 
Baldassano  Anthony  emp  Gorton’s  rl20  Prospect  St 
Baldassano  Calogera  (Wid  Giuseppe)  hi 20  Prospect  St 
Baldassano  Innazia  pkr  Gorton’s  rl20  Prospect  St 
Baldwin  David  E  hRear  69  Eastern  Point  Rd 
Baldwin  E  S  Mrs  sum  res  hEastern  Point  Blvd 
Baldwin  Rosamond  (Wid  Summerfield)  sum  res  hSquam  Rock  Rd 
Baldwin  Wayne  E  tchr  Gloucester  High  Sch  rDanvers  Mass 
Baldwin  Wm  rSquam  Rock  Rd 

Balestraai  Charles  capt  Rockport  Fire  Dept  rl5  Warren  Ct  (R) 
Balestraci  Agnes  L  Mrs  hl6  Curtis  St  (R) 

Balestraci  Arth  (Alice)  elk  Cape  Ann  Mkt  hl4  Exchange  St 
Balestraci  Arthur  J  (Agnes)  retd  h35  Elm  St 
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Balestraci  Charles  J  (Antoinette  Ji  mech  Central  Garage  h5  Warren 
Ct  (R) 

Balestraci  Charles  N  (Sheila  T)  (Central  Garage*  h7  Green  St  (R) 
Balestraci  James  (Judith)  tanner  (Peabody)  hl45  Essex  Av  Apt  4 
Balestraci  Judy  h27  Maplewood  Pk 
Balestraci  Kenneth  r76  Riverdale  Pk 
Balestraci  Kevin  h3  Eastern  Point  Rd 
Balestraci  Louis  (Helen)  fish  pkr  O  U  F  hl6  Decatur  St 
Balestraci  Robt  F  (Barbara  M)  (Colonial  Guest  House)  h28  Eastern 
Point  Rd 

Balf  Michl  studt  r8  Cove  Hill  La  (R) 

Balf  Oliver  Z  (Nancy  D)  tchr  Montserrat  Sch  (BEV)  h8  Cove  Hill  La 
(R) 

Ball  Brian  h9  Derby  St 

Ball  Dorothy  Mrs  h44V2  Main  St 

Ball  Frank  T  (Hilia  S)  retd  h4  Mt  Pleasant  PI  (R) 

Ball  James  E  (Mildred)  mach  Cape  Ann  Mfg  h23  Addison  St 
Ball  Mary  K  tchr  Gloucester  High  Sch  hl3  Pleasant  St  (R> 

Ball  Mildred  legal  sec  Katz  &  Horvitz  r23  Addison  St 
Ball  Robt  E  lab  Town  Cemetery  Dept  r4  Mt  Pleasant  PI  (R> 

Ballarin  Antonio  (Ines  A)  fishermn  h26  Gloucester  Av 
Ballarin  Margt  M  Mrs  cafeteria  wkr  Gloucester  High  Sch  r20 
Hampden  St 

Ballarin  Thos  (Margt)  h20  Hampden  St 

Balias  Helen  K  Mrs  (Kairalla’s  Trousseau  Shop)  r321  Western  Av 
Balias  J  J  Window  Co  (Joseph  J  Balias)  aluminum  doors  &  windows 
321  Western  Av 

Balias  Joseph  J  (Helen  K)  (J  J  Balias  Window  Co)  h321  Western  Av 
Ballinger  Harry  R  (Kath)  artist  h4  Wharf  Rd  (R) 

Balzarini  Amelia  (Wid  Attilio  E)  retd  h255  Granite  St  (R) 

Balzarini  Attilio  M  (Mary  M)  bldg  contr  Rear  195  Main  St  <R)  hRear 
195  Main  St  (R) 

Balzarini  Carolyn  J  elk  Marty’s  Clover  Farm  Store  h47  Curtis  St  (R) 
Balzarini  Charles  trucker  hl70  Granite  St  (R) 

Balzarini  Ellen  dir  Ellen’s  Coffee  Shop  Inc  r26  Curtis  St  <R) 

Balzarini  Emilio  retd  h5  Ketchopulos  Cir  (R)  Apt  12g 
Balzarini  Gary  studt  r85  Wheeler  St 

Balzarini  Gino  (Bertha  R)  meat  ctr  Marty’s  Clover  Farm  Store  h7a  S 
Kilby  St 

Balzarini  Gino  Jr  (Katherine)  parts  mgr  Tally’s  Truck  Center  h952 
Washington  St 

Balzarini  Gino  C  cook  h23a  Elm  St 
Balzarini  Greville  r7a  S  Kilby  St 

Balzarini  James  W  (Jean  M)  pres-treas  Ellen’s  Coffee  Shop  Inc  h26 
Curtis  St  (R) 

Balzarini  John  (Lane  Cove  Village  Mkt)  r7a  S  Kilby  St 
Balzarini  John  C  (Mabel  A)  (Old  Farm  Inn)  h291  Granite  St  (R) 
Balzarini  John  J  (Edith  E)  formn  Cape  Ann  Tool  h43a  Curtis  St  (R) 
Balzarini  Louis  (Mary  J)  constn  wkr  Attilio  Balzarini  h77  Pigeon  Hill 
(R) 

Balzarini  Mabel  A  Mrs  (Old  Farm  Inn)  r291  Granite  St  (R) 

Balzarini  Mario  E  (Phyllis  E)  trucking  31  Curtis  St  (R)  h31  Curtis  St 
(R) 

Balzarini  Martin  L  (Ernestine)  (Marty’s  Clover  Farm  Store)  h45 
Curtis  St  (R) 

Balzarini  Mary  S  bkpr  Carroll  K  Steele  Ins  Agcy  r255  Granite  St  (R) 
Balzarini  Phillip  (Judy)  driver  h3  Green  St  (R) 

Balzarini  Phyllis  library  asst  Carnegie  Library  r31  Curtis  St 
Balzarini  Richd  mech  Tally’s  Truck  Ctr  r7a  S  Kilby  St 
Balzarini  Robt  A  (Natalie  A)  foreman  NET&T  hl95  Main  St  (R) 
Balzarini  Rose  G  elk  Marty’s  Clover  Farm  Store  r47  Curtis  St  (R) 
Balzarini  Sophie  Mrs  fish  pkr  h85  Wheeler  St 
Balzarini  Wm  (Susan)  driver  h293  Granite  St  (R) 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 

15  Broadway,  Rockport,  Mass.  01966  Call  283-0210 
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Bambace  Alice  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl22  Prospect 
St 

Bambace  Frank  J  (Louise  A)  fishermn  hl22  Prospect  St 
Bamforth  Richd  A  Rev  (Patricia  P)  rector  St  Mary's  Episcopal  Ch 
h6a  Summit  Av  (R) 

Bammarito  Anthony  emp  Parker  Bros  Games  r45  Mansfield  St 
Bammarito  Debora  F  sec  Services  Inti  rMagnolia 
Bammarito  Harry  P  (Ida)  fishermn  h45  Mansfield  St 
Bammarito  Joseph  (Deborah)  constn  wkr  h24  Dalton  Av 
Bammarito  Michl  S  tchr  r45  Mansfield  St 
Bammarito  Thos  studt  r45  Mansfield  St 

Banacore  Joseph  emp  N  Shore  Pallet  Inc  (P)  rl09  Western  Av 
Banay  Isabel  (Wid  Ralph)  retd  hi  Caleb’s  La  (R) 

Bancarotta  Pasquale  (Rosalia)  emp  Gloucester  Eng  h7  Liberty  St 

Bancarotta  Virgilio  fishermn  r7  Liberty  St 

Bankoff  Esther  S  Mrs  (The  Studio  &  Gallery)  r7  Dock  Sq  (R) 

Bankoff  Louis  (Esther  S)  (The  Studio  &  Gallery)  h7  Dock  Sq  <R> 
Banks  Carl  sum  res  8  Norseman  Av  rMelrose  Mass 
Banks  Deaken  N  studt  r6  Arlington  St 
Banks  Franklin  hl50  Hesperus  Av 

Banks  James  J  Jr  (Rosemary)  tchr  High  Sch  (D)  hCliff  Rd 
Banks  Neill  K  (Sara  N)  retd  hRear  732  Washington  St 
Banks  Neill  K  Jr  (Ann  W)  pres  Borneo  Inc  h6  Arlington  St 
Banks  Pamela  studt  r6  Arlington  St 

Bannon  Kenneth  E  (Jessie  K)  br  mgr  Rockport  Natl  Bank  h32 
Pigeon  Hill  (R) 

Baptista  Antone  S  (Maria)  emp  Gorton’s  h42  Taylor  St 
Baptista  Richd  (Cath  A)  ins  adj  hLa  Rose  Av 

Baptiste  Antoinette  (Wid  Joaquin)  practical  nurse  Gloucester  Mnr 
Nursing  Hm  h2Vk  Riggs  St 
Baptiste  Frank  J  (Isabel  L)  retd  h58  Warner  St 
Baptiste  Mary  h40  Middle  St 
Baptiste  Winslow  (Kathleen)  retd  h9  Foster  St 
Baptiste  Winston  F  (Doreen  S)  fork  lift  opr  h67  Riverdale  Pk 
Barakos  Geo  snack  bar  mgr  Mai’s  rWoburn  Mass 

Barbagallo  Gracelyn  hsekpg  aide  Addison  Gilbert  Hosp  rlO  Western 
Av 

Barbagallo  Joseph  T  (Mary  M)  mtcemn  City  Water  Div  hlO  Western 
Av 

Barbara  Anthony  studt  r7  Sunset  Hill  Rd 
Barbara  Anthony  (Carmella)  fisherman  h7  Sunset  Hill  Rd 
Barbara  Carlo  A  (Tony’s  Italian  Subs)  h7  Sibley  St 
Barbara  Rosaria  (Wid  Salvatore)  r7  Sibley  St 
Barbara’s  Of  Magnolia  (Mrs  Barbara  Nicastro)  beauty  salon  6 
Lexington  Av 

Barbour  Ellen  H  social  wkr  Boston  Boys  Club  hl6  Grapevine  Rd 
Barbour  Walworth  emp  US  Govt  Emp  (Tel  Aviv  Israel)  hl4 
Grapevine  Rd 

Bareford  David  K  (Lauren  K)  artist  h3  Norman  Av 
Bareford  Paul  E  constn  wkr  Me  Carthy’s  (Manch)  r3  Norman  Av 
Barghorn  Reinhold  G  (Mildred  E)  fishermn  hl48  Prospect  St 
Barigelli  Roberta  Mrs  tchr  Rockport  Jr  Sr  Hi  Sch  rB  3  A1  Sandy 
Bay  Est  (R) 

Barker  Constance  h31  Western  Av  Apt  19 
Barker  David  W  USAF  rFrank  St  (R) 

Barker  Don  quality  controller  Gorton’s  h!45  Essex  Av  Apt  18 
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Barker  John  H  (Marilyn  A)  elec  eng  M  1  T  (Cambridge)  h239  E  Main 
St 

Barker  Louise  emp  Custom  Magnetics  rFrank  St  (R) 

Barker  R  Edgar  (Louise  M)  treas  Custom  Magnetics  Inc  hErank  St 
(R) 

BARKER  R  M  &  CO  Ralph  M  Barker  Division  Manager, 

Investment  Securities,  69  Main  St  (Rockport,  01966),  Tel  546- 
3492 

Barker  Ralph  M  Rev  (Ruth  S)  div  mgr  R  M  Barker  &  Co  h321/a 
South  St  (R) 

Barker  Ruth  S  sec  Barker  &  Co  r32‘/2  South  St  (R) 

Barkhouse  Clifford  E  (Cora)  retd  h49‘/2  Holly  St 
Barkhouse  Norral  (Cynthia)  mach  Gloucester  Eng  h77  Perkins  St 
Barkhouse  Norval  K  (Ruth)  mach  B  O  M  A  C  h51  Holly  St 
Barkhouse  Philip  B  (Lillian  A)  plmb  R  W  Irvine  Co  h20  Corliss  Av 
Barkhurst  Eliz  C  Mrs  sr  clk-typ  Commonwealth  Of  Mass  rl8 
Burnham  St 

Barkley  Madeline  Mrs  fish  wkr  Gorton’s  hl6  Silva  Ct 
Bari  Frank  retd  h328  Main  St 

Barletta  Henry  (Madeline)  retd  h8  Railroad  Av  (R) 

Barletta  Mary  tchr  Hovey  Sch  rRockport  Mass 

Barletta  Nicola  A  (Mary  T)  eng  RCA  (Mailbourough)  hi  Smith  Rd 
(R) 

Barletta  Pasquale  (Muriel  M)  firemn  Le  Page’s  h35  Trask  St 
Barletta  Richd  A  studt  r35  Trask  St 

Barlow  Sami  L  M  (Ernesta)  composer  hEastern  Point  Blvd 
Barnard  Alethea  retd  r44  South  St  (R) 

Barnard  Bryant  phys  Cape  Ann  Med  Center  rBeverly  Mass 
Barnard  Geo  K  (Lillian  H)  retd  h38  Beacon  St 
Barnard  Lillian  sec  Open  Church  Foundation  r38  Beacon  St 
Barnard  Marion  H  (Wid  Geo  T)  retd  h29  Blynman  Av 
Barnard  Ralph  W  compositor  hRear  23  King  St  (R) 

Barnd  Clara  A  (Wid  Wilfred  J)  h7  Shepherd  St 
Barner  Charles  T  (Madeline  A)  elk  First  Natl  Stores  h4  Eastern 
Point  Rd 

Barner  J  Robt  (Priscilla)  mgr  Salem  Motor  Parts  (S)  hl8  Old  Ford 
Rd 

Barner  James  R  (Margt)  mach  hl2  Brierwood  St 
Barner  James  R  Jr  scheduler  Le  Page’s  rl9  Langsford  St 
Barner  Joan  hlO  Quarry  St 

Barner  Joan  Mrs  tchr  Beeman  Mem  Sch  rl23  Main  St  (R) 

Barner  Robt  F  mech  Texaco  Gas  Sta  r4  Eastern  Point  Rd 
Barner  Thos  tchr  W  Newton  r4  Eastern  Point  Rd 
Barnes  Dale  (Karen)  studt  h88  Eastern  Av 
Barnes  Earl  H  (Eleanor  T)  retd  hl7  Centennial  Av 
Barnes  Earl  L  (Dorothy)  mech  N  E  Airlines  Logan  Airport  h43 
Woodward  Av 

Barnes  Frank  E  sum  res  Cambridge  Av  rCambridge  Mass 

Barnes  Frank  T  Jr  (Janet)  sum  res  15  Eden  Rd  (R)  rWinchester  Mass 

Barnes  Louise  H  (Wid  Lemuel  H)  retd  h88  Maplewood  Pk 

Barnes  Robt  C  sum  res  Cambridge  Av  rCambridge  Mass 

Barnes  Robt  E  studt  r43  Woodward  Av 

Barnes  Yvette  hl2  Cross  St 

Barnett  Donald  (Sydney  G)  mach  hl9  Langsf’ord  St 
Barnett  John  D  h83  Prospect  St 

Barnett  Mary  nurse  Shore  Cliff  Retirement  Home  r442  Washington 
St 

Barnett  Richd  H  (Mary  L)  mech  Day’s  Outboard  Serv  h442 
Washington  St 

Baron  Barbara  L  studt  r5  Ridgewood  Rd  (R) 

Baron  Robt  B  sum  res  hPenzance  Rd  (R) 

Baron  Rosemary  Mrs  h5  Ridgewood  Rd  (R) 

Barr  E  Marguerite  Mrs  fish  pkr  Gorton’s  h33  Chestnut  St 
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Barr  Gail  (Seaside  Ceramics)  r61  Western  Av 

Barr  Norman  E  (Gail)  ceramic  wkr  Seaside  Ceramics  h61  Western  Av 

Barratt  See  Also  Barrett 

Barratt  Allan  C  Jr  h3  Homan’s  Ct 

Barratt  Charlotte  h32  Alper  Rd 

Barratt  Dana  city  lab  r3  Homan’s  Ct 

Barratt  Doris  M  (Wid  John  H)  retd  h4  Collins  Av 

Barratt  Gene  r3  Homan’s  Ct 

Barratt  John  H  Jr  (Sylvia  K)  elk  P  O  h8  Collins  Av 
Barratt  Margt  (Wid  Allan  C)  retd  hlO  Lincoln  Pk 
Barratt  Susan  elk  h22  Orchard  St 
Barrett  Annie  M  (Wid  Joseph  P)  retd  h4  Mason  Ct 
Barrett  Celeste  A  (Wid  John  R)  dental  asst  Dr  Geo  Taylor  hl67  E 
Main  St 

Barrett  Corrine  sr  elk  Salem  State  College  rl5  Eastern  Av 
Barrett  Donald  B  (Lee)  sum  res  36  Rockholm  Rd  rDover  Mass 
Barrett  Dorothy  G  (Wid  James  J)  insp  Mighty-Mac  h27  E  Main  St 
Barrett  Frank  W  (Mary)  sum  res  Nashua  Av  rRoxbury  Mass 
Barrett  Fredk  P  (Virginia)  sum  res  Nashua  Av  rliolyoke  Mass 
Barrett  Hugh  A  mech  Works  Chev-Olds  h32  Cherry  St 
Barrett  Irene  hi 37  Eastern  Av 

Barrett  James  E  (Faye)  fishermn  hl062  Washington  St 
Barrett  James  F  (Eleanor)  eng  Stone  &  Webster  (B)  h6  Cove  Ledge 
La 

Barrett  James  J  Jr  mach  R  &  K  Precision  (Middleton)  r27  E  Main 
St 

Barrett  John  sum  res  Nashua  Rd  rHolyoke  Mass 
Barrett  Judy  elk  Sacred  Cod  rlO  Freemont 
Barrett  Kath  F  (Wid  David  H)  h24  Addison  St 

Barrett  Lavern  H  (Marion  C)  dir  of  eng  Gorton  Corp  hl3  Bennett  St 
Barrett  Lillian  retd  hl55  E  Main  St 

Barrett  Nancy  L  lpn  Addison  Gilbert  Hosp  r27  E  Main  St 

Barrett  Philip  (Margery)  slsmn  hl6  Leonard  St 

Barrett  Robt  E  Jr  sum  res  Nashua  Av  rHolyoke  Mass 

Barrigan  Dorothy  M  hairdrsr  r9  Cole  Av 

Barrigan  Irene  M  (Wid  John)  retd  h450lAt  Washington  St 

Barrigan  John  (Josephine)  elec  eng  Raytheon  (N  Andover)  h9  Cole  Av 

Barrigan  Natalie  C  tech  Cape  Ann  Med  Serv  r335  Essex  Av 

Barrigan  Wm  J  (Eliz  B)  retd  h335  Essex  Av 

Barrigelli  Michl  tchr  Milton  L  Fuller  Sch  rSandy  Bay  Ter  (R) 

Barron  Alice  (Wid  Geo  C)  retd  hi  Page  St 
Barron  Bill  coordinator  Action  Inc  rHillside  Rd 
Barron  Grace  Mrs  retd  hi 4a  Atlantic  Av  (R) 

Barry  Alice  rl3'V&  Cleveland  St 

Barry  Bonnie  M  elk  Addison  Gilbert  Hosp  r86  Maplewood  Av 
Barry  Cath  A  Mrs  kitchen  wkr  Addison  Gilbert  Hosp  r86  Maplewood 
Av 

Barry  David  F  r31  Derby  St 

Barry  Diane  studt  rl31  Prospect  St 

Barry  Fredk  E  (Charlotte  E)  retd  h53  Atlantic  Rd 

Barry  James  E  (Eleanor  M)  custdn  Gloucester  Natl  Bk  hl31  Prospect 
St 

Barry  John  U  (Mary  V)  custdn  Gloucester  High  Sch  h31  Derby  St 
Barry  John  W  (Cath  A)  emp  USEN  Canning  (Woburn)  h86 

Maplewood  Av 

Barry  Michl  G  (Marie  F)  emp  B  F  Goodrich  h30  Prospect  St 
Barry  Myrtle  h38  Maplewood  Pk 
Barry  Patricia  studt  r31  Derby  St 

Barry  Patk  Jr  (Alice  L)  emp  Alleghaney  Airlines  hl3‘/2  Cleveland  St 
Barss  Martin  A  (Mary  A)  summer  res  Longview  Rd  rBelmont  Mass 
Barstow  Mary  E  waitress  Hearthside  Inn  (Essex)  h9  Stage  Fort  Park 

Av 

Bartel  A  Mrs  h6  Mondello  Sq 
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Bartholomew  Robt  L  (Lucille  N>  summer  res  Waterman  Rd 
rLexington  Mass 

Bartlett  Eliz  C  (Wid  Ralph)  (Yankee  Gilt  Shop)  h7  Pigeon  Hill  (R) 

Bartlett  Helen  retd  r7  Cliff  Rd 

Bartlett  Juliet  M  summer  res  h253  E  Main  St 

Bartlett  Kim  L  (Gert  S)  reporter  h255  Concord  St 

Barton  Chris  h26  Pine  St 

Barton  Paul  S  (Joyce  M)  eng  h26  Granite  St  ( R ) 

Barton  Paula  C  studt  r26  Granite  St  (R) 

Barusso  Louis  J  (Edna)  retd  h9  Andrews  St 
Barusso  Steph  L  (Sally  A)  firefighter  City  Fire  Dept  hi 50  Mt 
Pleasant  Av 

Barwise  Gladys  M  retd  hFrank  St  (R> 

Baseman  Morris  (Self-Service  Shoe  Outlet)  rBoston  Mass 
Bass  Avenue  Service  Station  (Richd  Marsh  Jr)  79  Bass  Av 
Bass  Rocks  Apartments  (Christopher  And  Janice  R  Vrachos)  13  Beach 
Rd 

Bass  Rocks  Beach  Club  Nautilus  Rd 

Bass  Rocks  Golf  Club  Roland  Brooks  Pres  Robt  Muniz  Treas  27 
Beach  Rd 

Bass  Rocks  Motor  Inn  (Gerald  E  Muller)  Atlantic  Rd 
Bassett  Lester  H  retd  hl078  Washington  St 
Bassett  Margt  B  wrtr  h3  Rowe  Av  tR> 

Bassett  Marie  E  Mrs  retd  hi  Andrew's  St 
Bassi  Joseph  (Jean)  asst  mgr  ( B )  hll  Maple  St 
Basso  Louise  retd  hl4  Lake  Rd 

Bastion  Charlotte  F  (Wid  Richard)  retd  hl25  Washington  St 
Bate  Virginia  Mrs  retd  h2  Ketchopulos  Cir  (R)  Apt  9c 
Bateman  Leroy  (Mildred)  sum  res  Nashua  Av  rMelrose  Mass 
Bates  Isabel  F  h4a  High  Street  Ct  iR) 

Bates  Miles  sum  res  h61  Valley  Rd 

Bates  Ralph  E  (Una)  elk  Addison  Gilbert  Hosp  h9  Holly  St 
Bates  William  (Florence  H)  sum  res  11  Longview  Rd  rlpswich  Mass 
Batista  Carlos  L  (Mary  E)  lab  Gorton’s  hl45  Prospect  St 
Batson  Geo  E  lieut  City  Police  Dept  r42  Harriett  Rd 
Batson  Ronald  E  (Judith  L)  asst  photo  tech  Tadco  Mfg  h7  Summit  St 
Batten  Ann  Marie  studt  rl3  Corliss  Av 
Batten  Carolyn  Mrs  sis  elk  hl3  Corliss  Av 
Batten  Josianne  elk  Grants  r23  Granite  St 
Batten  Mary  C  elk  Wm  E  Blanchard  Jeweler  rl3  Corliss  Av 
Battles  Lloyd  E  with  Wood  Carver  &  Artist  h4  Concord  St 
Baughn  Peter  G  (Ivy)  pharm  Kettle  Love  Pharm  h50  Magnolia  Av 
Bauke  Walter  E  (Barbara)  sum  res  Dune  La  rNewton  Mass 
Baumann  Harold  (Solange)  pres  Acufine  Inc  (Chicago  Ill)  hl45 
Atlantic  Rd 

Baxter  Ruth  elk  Peter  Smith  Publisher  rManchester  Mass 
Baxter  Viola  B  (Wid  Wm)  hBemo  Av 

Bay  Side  Beverage  Mrs  Ellen  D  Wilson  Pres  Terry  Collins  Corp  Clk 
Donald  A  Wilson  Treas  1077  Washington  St 
Bay  View  Brotherhood  Leonard  R  Putonen  Pres  Roswell  Lane  Jr  V- 
Pres  891  Washington  St 
Bay  View  Cemetery  915  Washington  St 
Bay  View  Playground  901  Washington  St 
Bayard  Leon  (Miriam)  sum  res  h21  Beach  Rd 
Bayle  Andrew  C  (Shirley  D)  summer  res  20  Wingaersheek  Rd 
rLexington  Mass 

Bayliss  Doris  hsekpr  hl80  Main  St  (R) 

Bayliss  Jonathan  wrtr  hlO  Bickford  Wy 

Bazeley  Peter  V  (Eleanor  M)  eng  h2  Sadler  St 

Beach-Knoll  Inn  (Mrs  Lina  J  Wilkie)  rooms  30  Beach  St  (R) 

Beach  Mary  B  retd  h29  Parker  St  (R) 

Beach  Realty  &  Trust  (Geo  Stevens)  912  Washington  St 
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Beacon  Marine  Basin  Inc  John  C  Alexander  Pres  &  Treas  marine 
eng  repairs  211  E  Main  St 
Beal  Eldon  W  (Arline  E)  retd  hl70V6  Granite  St  <R' 

Beal  Lynn  elk  Rockport  Bd  Of  Assessors  r20-  Forest  St  (R) 

Beal  Paul  A  studt  r9  Summer  St  (R) 

Beal  Richd  L  (Eleanor)  fishermn  h9a  Summer  St  (R) 

Beal  Wm  R  (Telka  A)  artist  hl9  Atlantic  Av  iR) 

Beal  Wm  R  III  (Lynn)  gallory  asst  Rockport  Art  Assn  h20  Forest  St 
(R) 

Beale  Marylin  Mrs  h9  Summer  St  (R) 

Beale  Walter  D  (Anna  I)  marine  eng  Boston  Tow  Boat  <B>  h40 
Sumner  St 

Bealoff  Robt  (Audrey)  coml  fishermn  hl4  Railroad  Av  (Ri 
Beaman  Richd  C  (Donna  M)  emp  Topsfield  hlO  Fair  St  2831904 
Bean  Eileen  emp  Gorton’s  hlOO  Prospect  St 

Beane  Arthur  (Katheen)  tchr  Brookwood  Sch  'Manchester)  h24 
Englewood  Rd 

Beard  Ella  nurse  hl2  Middle  St 

Beard  Joseph  H  (Velma  L)  retd  hl08  Bass  Av 

Beard  Marilyn  J  Mrs  elk  Wright  Stationery  rl04  Bass  Av 

Beard  Robt  W  (Marilyn  J)  storekpr  School  Dept  hl04  Bass  Av 

Beardslee  John  W  Jr  Rev  summer  res  hRiverview  Rd 

Beardslee  Wm  A  summer  res  hRiverview  Rd 

Beardsley  Gath  bkpr  h8  Prospect  St  <R> 

Bearse  Arth  J  retd  h227  Essex  Av 

Bearskin  Neck  Fudge  Pantry  (Robt  Parsons*  conf'r  South  Rd  <R> 
Bearskin  Neck  Motel  &  Gift  Shop  (Wm  Schlaich)  68  South  Rd  ( R ) 
Beaton  Harold  F  (April)  (Beaton  Real  Estate)  hlOl  Main  St  'R 
Beaton  Helen  retd  h47  Shore  Rd 

Beaton  John  H  (Inelda  A)  pntr  Squam  Rd  (R)  hSquam  Rd  (R) 

BEATON  REAL  ESTATE  (Harold  F  Beaton)  Serving  All  Cape 
Ann  A  Complete  Real  Estate  Service  101  Main  St  (Rockport 
01966)  Tel  546-6474 

Beatty  Joseph  M  (Dorothy  Si  retd  h7  Clark  Av  .Ri 
Beaudain  David  J  artist  h33  Leverett  St 

Beaudain  Florence  L  x-ray  elk  Addison  Gilbert  Hosp  r2  Ocean  Av 
Apt  2g  (M) 

Beaudette  John  atndt  Ryan’s  Gas  Sta  r20  Highland  St 
Beaudette  John  sum  res  h20  Eastern  Point  Rd 
Beaudette  John  (Mary  Jane)  mech  Ryan's  hl92  Eastern  Av 
Beaudette  Keri  ofc  sec  Sea  Pak  (Div  W  R  Grace  Co)  r Magnolia 
Beaudette  Omer  (Josephine)  Alan’s  Pharmacy  (MASS)  h20  Highland 
St 

Beaudette  Robt  J  (Bridget)  studt  h8  Flume  Rd  Apt  11 
Beaudette  Terry  admn  sec  Action  Inc  r8  Flume  Rd  (M> 

Beaudry  Betty  pvt  sec  (P)  hl45  Essex  Av  Apt  1 

Beaulieu  Bruce  (Patricia)  sis  eng  R  &  K  (Middleton*  hi.  8  Hesperus 
Av 

Beaulieu  Francis  L  (Sherrill  A)  firefighter  City  Fire  Dept  h924 
Washington  St 

Beaulieu  Raymond  carp  Gloucester  Marine  Railway  r5  Haskell  Ct 

Beaulieu  Roger  J  re*d  hl45  Essex  Av  Apt  4 

Beauparlant  Barbara  hl9  Maplewood  Pk 

Beauparlant  Henry  P  constn  r7  Harold  Ct 

Beauparlant  James  M  (Henrietta  A)  h47  Maplewood  Pk 

Beauparlant  Joseph  P  elk  r7  Harold  Ct 

Beauparlant  May  retd  h7  Harold  Ct 

Beauparlant  Michl  W  USAF  rlO  Arthur  St 

Beauparlant  Robt  W  (Beverly  A)  policemn  City  Police  Dept  hl4 
Fenley  Rd 

Beauparlant  Theo  W  (Elizi  fish  wkr  Gortons  hll  Maplewood  Pk 
Beauparlant  Wilfred  H  (Barbara  M)  policemn  City  Police  Dept  hit) 
Arthur  St 
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Beauport  Antique  Museum  Wm  B  Blanford  Curator  Eastern  Point 
Blvd 

Beauregard  Harry  A  (Diane  R)  dir  Allegheny  Airlines  (Bearskin  Neck) 
h73  High  St  (R) 

Beauty  Nook  (Mrs  Rachel  Cavanaugh)  65a  Middle  St 
Beaver  Ida  N  ofc  sec  Richd  Hull  rl50  E  Main  St  Cl 
Beaver  Patk  (Ida)  driver  Atlantic  Richfield  (Rovero)  hl30  E  Main  St 
Bechill  Susan  nurse  Addison  Gilbert  Hosp  rl45  Essex  Av  Bldg  3-Apt 
7 

Beck  Alan  J  (Geraldine  H)  linemn  Mass  Elec  h60  Harrison  Av 
Beck  Bruce  E  (Bettie  Anne)  formn  Quincy  Cold  Storage  hl6  Fenley 
Rd 

Beck  Kenneth  A  (Collette)  hl3  Cedarwood  Rd 
Becker  Abr  sum  res  Middle  Rd  (R)  rWatertown  Mass 
Becker  Ernest  R  Jr  (Gail)  truck  driver  hll  Becker  La 
Becker  Frances  L  (Wid  Ernest  R)  h6  Becker  La 
Becker  Wm  (Mary)  sum  res  Eden  Rd  (R)  rPeoria  Ill 
Beckett  Fredk  M  retd  hl3  School  St 
Beckhard  Dora  C  Mrs  sum  res  hCamborne  Wy  (R) 

Beckmann  Wm  R  (Nancy)  div  chf  Natl  Oceanic  &  Atmospheric  Admn 
rRowley  Mass 

Bedard  Laurence  F  (Cynthia)  lab  (Boston)  hl3  Brierwood  St 
Bedell  Edith  F  Mrs  sr  elk  Dist  Ct  Eastern  Essex  h37  Harrison  Av 
Bedell  Jane  tchr  West  Parish  Sch  rSquam  Hill  Rd  (R) 

Bedingfield  Thomasina  M  tchr  h22  Beach  St  (R) 

Beebe  Eleanor  W  tchr  Gloucester  High  Sch  h30  Granite  St  (R> 

Beech  Brook  Cemetery  401  Essex  Av 
Beech  Grove  Cemetery  Pleasant  St  (R) 

Beef  &  Bun  (Robt  And  Marsha  Parker)  90  Main  St 
Beeke  Olive  C  Mrs  retd  h2  Ketchopulos  Cir  (R)  Apt  9b 
Beeman  Bertha  h22  Exchange  St 

Beeman  David  E  (Susan)  emp  Trans-Genl  Elec  h22  Exchange  St 
Beeman  Memorial  School  Virginia  W  Smith  Prin  Cherry  St 
Begg  Carol  S  waitress  Ship  Ahoy  (Essex  Mass)  h2  Ocean  Av  Apt  lm 
Beggs  Geo  E  Mrs  h2  Wharf  Rd  (R) 

Behsman  Tessa  Mrs  h67  Maplewood  Pk 
Beirford  David  artist  Tucker  Toys  rMagnolia  Mass 
Belanger  Mildred  Mrs  waitress  Luigi’s  rl50  Maplewood  Av 
Belanger  Wm  G  (Mildred)  pntr  hl50  Maplewood  Av 
Belanger  Wm  G  Jr  (Mary  A)  plmb  L  E  Andrews  &  Co  hl9  Linden 
Rd 

Belcher  Eug  E  retd  h8a  Clearview  Av 

Belcher  Eug  S  (Helen  S)  mach  Independent  Mach  h519  Essex  Av 

Belcher  Hilia  S  nurse  Addison  Gilbert  Hosp  r519  Essex  Av 

Belcher  John  (Maria)  utilitymn  Le  Page’s  h8a  Clearview  Av 

Belcher  Linda  Mrs  h21V£  Orchard  St 

Belcher  Maria  Mrs  pkr  Le  Page’s  r8  Clearview  Av 

Beless  H  Kendall  retd  h25a  King  St  (R) 

Belezos  Angelica  Mrs  tchr  Milton  L  Fuller  Sch  rl6  Traverse  St 

Belezos  Geo  W  (Angelica)  capt  City  Fire  Dept  hl6  Traverse  St 

Belezos  Paula  studt  rl6  Traverse  St 

Belezos  Wm  A  (Jennie)  retd  hll  Angle  St 

Belivacqua  Cath  S  (Wid  Antonio)  h22  Sumner  St 

Bell  Bradley  H  (Selma  R)  mgr  Cape  Ann  Mfg  hShapley  Rd 

Bell  Edwin  I  IV  studt  rl02  Hesperus  Av 

Bell  Edwin  I  Jr  (Virginia  S)  phys  hl02  Hesperus  Av 

Bell  Esther  H  (Wid  Oliver  A)  retd  h82  Pleasant  St 

Bell  Graham  H  driver  hl45  Essex  Av  Apt  14 

Bell  Harold  (Eliz  D)  treas  Mighty-Mac  Inc  hBrier  Rd 

Bell  Holly  studt  rBrier  Rd 

Bell  John  mgr  Richdale  Dairy  Store  rAmesbury  Mass 
Bell  John  P  (Janis  M)  sis  promotion  h242  E  Main  St 
Bell  Kenneth  J  (Laurie)  utility  mn  Le  Page’s  h!040  Washington  St 
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Bell  Mac  S  (The  Glass  Sail  Boat)  h32  Webster  St 

Bell  Molly  L  (Wid  Morris)  retd  h57  Washington  St 

Bell  Richd  S  (Winnie  F)  pres  Mighty-Mac  Inc  h302  Essex  Av 

Bell  Robt  C  artist  hLookout  Rd 

Bell  Selma  tchr  Rockport  Sch  Dept  rShapely  Rd 

Bell  Thos  R  studt  rl02  Hesperus  Av 

Bell  Timothy  studt  rl02  Hesperus  Av 

Bell  W  Ray  retd  hll  Briarstone  Rd  (R) 

Bell  Wm  hl45  Essex  Av  Apt  1 

Bellino  S  Wm  pres  &  treas  Modern  Home  Appliance  Co  rPeabody 
Mass 

Belliveau  Robt  asst  chf  Probation  Ole 

Beloff  Anna  S  Mrs  counterwn  Oleana  Restr  (R)  h48  Main  St  (R) 
Belong  Seymone  hl45  Essex  Av  Apt  9 

BEN’S  WALLPAPER  &  PAINT  CO  Joseph  Mitchell-  Bonnie 

Mitchell  Painters’  And  Decorators  Supplies-  Large  Selection 
Of  Wallpaper  115  Main  St  (01930)  Tel  283-6541 

Benalcazar  Jaime  tchr  Gloucester  High  Sch  rBeverly  Mass 
Bendix  Duke  hlO  Field  Rd 

Benedetto  Adelaide  H  elk  Grant’s  r60  Friend  St 
Benedetto  Ernest  (Edith  M)  elk  P  O  hi  122  Washington  St 
Benedetto  John  C  (Adelaide  H)  emp  (beverly)  h60  Friend  St 
Benedetto  John  C  Jr  USA  r60  Friend  St 
Benedetto  Joseph  retd  hi  122  Washington  St 

Benedetto  Priscilla  F  Mrs  elk  Sawyer  Lobster  Pool  rl8  Washington 
Sq 

Benedetto  Vito  G  (Priscilla  F)  lab  Cape  Pond  Ice  hl8  Washington  Sq 
Benedict  Albert  M  (Margt  T)  sum  res  h30  Starknaught  Hts 
Benham  Caroline  E  (Wid  James  B)  asst  curator  Cape  Ann  Historical 
Society  h599  Essex  Av 

Benham  Clara  G  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  r9 
Sumner  St 

Benham  James  B  Jr  (Clara  G)  tech  Gloucester  Eng  h9  Sumner  St 
Benham  Robt  C  (Dorothy  P)  artist  4  Harbor  Rd  h4  Harbor  Rd 
Benham  Robt  C  Jr  r4  Harbor  Rd 

Benjamin  Brian  asst  parts  mgr  Works  Chev-Olds  rlpswich  Mass 
Benjamin  David  studt  r79  Wheeler  St 
Benjamin  Donna  studt  r79  Wheeler  St 

Benjamin  Frances  A  Mrs  sum  res  12  Long  Beach  St  (R)  rChelsea 
Mass 

Benjamin  Gertrude  asst  bkpr  Coastal  Tire  &  Appi  r79  Wheeler  St 
Benjamin  Marjorie  hi  Dexter  PI 

Benjamin  Robt  W  (Gertrude)  tchr  Gloucester  Vocational  Sch  h79 
Wheeler  St 

Benjamin  Ronald  (Carla  R)  emp  Gloucester  Engineering  h51a  Western 
Av 

Benjamin’s  Benj  M  Greenbaum  Pres  &  Treas  129  Main  St 
Benn  Nicholas  S  mech  rl43  Hesperus  Av 

Benn  Thos  R  (Eliz  M)  elec  eng  Simplex  Wire  &  Cable  (CAMB)  hl43 
Hesperus  Av 

Bennett  Alice  W  mach  opr  B  &  M  R  R  rl36  Main  St  (R) 

Bennett  Charles  A  sum  res  Eden  Rd  (R)  rFt  Lauderdale  Fla 

Bennett  Danl  W  studt  r24  Sumner  St 

Bennett  Hazel  E  (Wid  John  I)  hRear  136  Main  St  (R) 

Bennett  John  E  (Mary  E)  (Bennett  Welding  Co)  hl36  Main  St  < R ) 
Bennett  L  Agnes  (Wid  Charles  N)  retd  hlO  Commonwealth  Av 
Bennett  Robt  R  (Deborah)  hll  Highland  St 

Bennett  Shirley  E  nurses  educ  Addison  Gilbert  Hosp  r24  Summer  St 
Bennett  Susan  B  fish  wkr  h7  Stanwood  St 
Bennett  Victor  A  (Jeanette  M)  eng  h27  Hodgkins  St 
Bennett  Victor  A  (Alberta  M)  real  est  392  Main  St  hl37  Magnolia 
Av 
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Bennett  Warren  H  Jr  (Shirley  E)  elec  contr  Warren  H  Bennet  Inc 
h24  Sumner  St 

Bennett  Welding  Co  (John  E  Bennett)  136  Main  St  (R) 

Bennett  V/m  H  Jr  (Marguerite)  sum  res  4  River  Rd  r Hatfield  Pa 
Bennett  Wm  J  (Mary)  summer  res  Thurston’s  Pt  rWinthrop  Mass 
Bennett  Winifred  tchr  Hovey  Sch  h7  Maple  St 

BENNY  THE  FLORIST  (Ernest  Niemi  Libera  Niemi),  Flowers 

For  All  Occasions,  Delivery  Service,  Member  FTD  18  Eastern 
Av  (01930),  Tel  283-2456 

Benoit  Geo  F  sum  res  hSouth  St  (E> 

Benoit  Irene  r55  Broadway  (R) 

Benoit  Martina  slswn  Adams  Apple  r4  Cross  St 

Benoit  Richd  T  (Judith  R)  phys  302  Washington  St  hl2  Castle  Hill 
Rd 

Benoit  Robt  N  (Pendleton  House)  h55  Broadway  (R) 

Benotti  Alfred  sum  res  hHesperus  Av 
Benotti  John  (Jane)  tchr  Malden  hl8  Lake  Rd 
Benson  Alex  (Viola)  retd  hl8  Cleveland  St 
Benson  Betty  (Wid  Harry)  retd  r4  Haskell  Ct 
Benson  Clifford  C  (Dorothy  B)  hl2  Acacia  St 
Benson  Craig  (Deborah)  r9  Chapel  St 

Benson  Edw  B  sum  res  88  Long  Beach  St  (R)  rWallaston  Mass 
Benson  Eileen  info  elk  h334a  Essex  Av 

Benson  Frank  S  (Elaine)  emp  Gloucester  Engineering  h68  Mt 
Pleasant  Av 

Benson  Helen  retd  h7  Prospect  St 

Benson  John  C  hl9  Duncan  St  Rm  7 

Benson  Louis  D  (Nina)  flshermn  h26  Addison  St 

Benson  M  Eileen  hlOl  Washington  St  Apt  2 

Benson  Russell  A  h55  Eastern  Point  Rd 

Benson  Salvatore  (Eliz)  truck  driver  h29  Granite  St 

Benson  Wm  A  (Adrienne1  retd  h5  Perkins  St 

Bent  Horace  B  (Mira)  sum  res  Cambridge  Av  rBryn  Mawr  Pa 

Bentley  Eleanor  S  (Wid  John  J)  retd  hi  Hayward  Rd 

Bentley  Geoffrey  K  (Martha)  hRear  29  Leonard  St 

Bentley  Jane  K  hl8  Fair  St 

Bentley  Ray  F  (Susan)  editor  Houghton  Mifflin  (B)  h968  Washington 
St 

Berberian  John  A  (Beatrice  R)  sum  res  Wauketa  Rd  rWinchester 
Mass 

Berg  Edw  mix  eng  opr  Le  Page’s  h973  Washington  St 

Berg  Geo  A  (Elizabeth  M)  carp  Harold  C  Dexter  h20  Quarry  St 

Berg  Lois  bkpr  (B)  r20  Quarry  St 

Berg  Roy  O  (Edna  I)  retd  hl9  Smith  Rd  (R) 

Bergen  Judith  R  tchr  hFolly  Point  Rd 
Bergengren  Building  128  Main  St 

Bergengren  Devon  tchr  Gloucester  High  Sch  h23  School  St 
Bergengren  Eric  F  consultant  Int  Rev  r7  Dennison  St 
Bergeron  Arth  E  (Helen  W)  retd  hl4  Old  Garden  Rd  (R) 

Bergeron  E  Virginia  Mrs  nurse  Addison  Gilbert  Hosp  rBeverly  Mass 

Bergeron  Evelyn  retd  h25  Prospect  Sq 

Bergeron  Lucille  Mrs  h2  Centennial  Av 

Bergman  Henry  P  studt  r7  Acacia  St 

Bergman  Paul  G  (Virginia  M)  wldr  h69  Bass  Av 

Bergman  Wm  H  (Barbara  D)  plumber  Alf  M  Bowen  h7  Acacia  St 

Bergstrom  Esther  R  Mrs  retd  h7  Ketchopulos  Cir  (R)  Apt  2 

Bergstrom  Mary  C  retd  h976  Washington  St 

Berkal  Simon  &  Stelman  (Barry  D  Berkal,  Leonard  A  Berkal,  Michael 
N  Stelman)  Attorneys-At-Law  "’0  Washington  St  (Salem  01970)  Tel 
745-4010 

Berkander  Eric  III  studt  r910  Washington  St 
Berkander  Eric  E  (Patricia)  mgr  Annisquam  Yacht  Club  h910 
Washington  St 
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Berkowitz  Mordecai  E  (Jane  A)  phys  339  Washington  St  h73  Atlantic 

Rd 

Berliner  Wm  B  summer  res  h Athena  Wy  (Ri 
Bernard  Alf  E  retd  hl4  Poplar  Pk 
Bernard  Allen  mech  r21  Summit  Av  (R) 

Bernard  Arth  W  (Marquerite  A)  equip  opr  R  Bernard  &  Sons  h21 
Summit  Av  (R) 

Bernard  Colleen  M  elk  r30  Riverdale  Pk 
Bernard  Cynthia  A  Mrs  hl2  Perkins  St 
Bernard  Ethel  A  retd  rl27  Leonard  St 
Bernard  Geo  L  retd  h3  Gould  Ct 

Bernard  Louise  C  retd  hl5  Ketchopulos  Cir  (Ri  Apt  G 
Bernard  Mary  E  Mrs  h30  Riverdale  Pk 

Bernard  Paul  R  (R  Bernard  Crane  Serv)  hlO  South  Street  Ct  (R) 
Bernard  R  Crane  Service  (Paul  R  Bernard)  66  Granite  St  (R) 

Bernard  Robt  A  (Shirley  P)  mech  Brown  Yacht  Yd  hRear  241 
Granite  St  (R) 

Bernard  Sally  h5  Vale  Ct 

Bernard  Wm  A  (Chris)  retd  h23  Squam  Hill  Rd  (R) 

Bernardo  Raymond  treas  Rockport  Quarries  Co  Inc  rProvidence  R  I 
Bernasconi  Valerio  (Virginia)  emp  Gorton’s  h27'/2  Exchange  St 
Bernier  Reginald  R  (Anita  M)  mgr  Home  Center  (Essex)  h5  Hooper 
Ct  (R) 

Bernstein  Cahill  &  Cahill  (John  R  Cahill,  Jr,  Peter  J  Cahill) 

Attorneys-At-Law,  33  Pleasant  St  (01930)  Tels  283-0890  And  283- 
0891 

Bernstein  John  A  studt  rl2  Grapevine  Rd 

Bernstein  Julius  B  technologist  US  Dept  Of  Interior  h20  Blynman  Av 
Apt  2 

Bernstein  Mark  L  (Phyllis  M)  child-care  wkr  Volunteers  Of  Am 
(Jamaica  Plain)  hSouth  St  (R) 

Bernstein  Melvin  I  (Evelyn  L)  (Bernstein  Cahill  &  Cahill)  hl2 
Grapevine  Rd 

Bernstein  Sydney  E  (Grace  W)  retd  h21  Old  Ford  Rd 
Berrigan  Frank  O  eng  Steers  Sand  &  Gravel  (Ny  City)  rl8  Wells  St 
Berrigan  Leo  (Jenny)  constn  wkr  h204  Hesperus  Av  Apt  2 
Berruzzi  Richd  pres  P  M  S  Mfg  Prods  rBeverly  Mass 
Berry  Eliz  (Wid  Myron)  retd  h352  Main  St 

Berry  Ethan  A  (Patricia)  tchr  Monsenat  h22  Norman  Av  Apt  1 
Berry  Ida  D  retd  h921  Washington  St 

Berry  Joseph  B  (Barbara)  sum  res  3  River  Rd  rBoston  Mass 
Berry  Mary  retd  rl  Western  Av 
Berry  Patk  retd  rl3  School  St 

Berryman  James  R  (Thelma  A)  respiratory  therapist  (B)  h25  Flume 

Rd 

Bertagna  Speranza  (Wid  Joseph)  summer  res  hKing  Philip  Rd 
Bertolino  Albert  A  (Providenza)  elk  P  O  h3  Smith  St 
Bertolino  Andrew  R  r581  Washington  St 
Bertolino  Angelo  fish  biologist  r5  Lookout  St 

Bertolino  Angelo  A  (Eleanor  F)  asmblr  eng  Gloucester  Eng  h46 
Woodward  Av 

Bertolino  Angelo  F  (Linda)  firefighter  City  Fire  Dept  h23  Prospect  Sq 
Bertolino  Angelo  J  (Anna  M)  tchr  (P)  h4a  Oak  Cir  (R> 

Bertolino  Anna  R  elk  Addison  Gilbert  Hosp  r27  Prospect  St 
Bertolino  Anthony  J  (Patricia  E)  lwyr  Raytheon  (Bedford)  hl32  Bass 
Av 

Bertolino  Anthony  P  retd  h581  Washington  St 

Bertolino  Antonio  (Rose)  fishermn  hlO  Orchard  St 

Bertolino  Badasa  W  (Virginia  M)  retd  h5  Lookout  St 

Bertolino  Benj  (Bertolino  Bros  Bakery)  hl5  Commercial  St 

Bertolino  Bros  Bakery  (Benj  And  Joseph  Bertolino)  15  Commercial  St 

Bertolino  Bros  Grocery  (Benj  And  Joseph  Bertolino)  15  Commercial  St 

Bertolino  C  Paul  studt  rlO  Orchard  St 
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Bertolino  Carol  studt  r4a  Oak  Cir  (R) 

Bertolino  Carolynne  L  (Wid  Frank)  emp  O  U  F  h23  Prospect  Sq 
Bertolino  Diane  P  med  records  elk  Addison  Gilbert  Hosp  rl91 
Western  Av 

Bertolino  Evelyn  (Wid  Albert)  retd  hlOl  Western  Av 
Bertolino  Francis  emp  Gloucester  Shrimp  Co  r49  Bass  Av 
Bertolino  Ina  Paula  studt  rMacomber  Rd 

Bertolino  James  G  (Lucy  A)  asst  treas  Fisherman's  Wharf  Of 
Gloucester  Inc  r581  Washington  St 
Bertolino  Jennie  stitcher  r58I  Washington  St 
Bertolino  Jerome  (Alice  Pi  mgr  Kennebec  Fish  hMacomber  Rd 
Bertolino  Joseph  (Marie)  (Bertolino  Bros  Bakery)  h27  Prospect  St 
Bertolino  Leonardo  J  (Vincenza)  fishermn  h210  Washington  St 
Bertolino  Lydia  ofc  sec  Sr  Home  Care  Serv  rlO  Orchard  St 
Bertolino  Michl  A  rlO  Orchard  St 

Bertolino  Nicholas  (Santina)  emp  Gorton’s  hl4  Commonwealth  Av 

Bertolino  Rose  (Wid  Anthony)  retd  hl7  Commonwealth  Av 

Bertolino  Rose  elk  State  Div  Of  Employment  Security  rlO  Orchard  St 

Bertolino  Salvatore  sea  food  wkr  r5  Lookout  St 

Bertolino  Sami  tchr  Blynman  Sch  r7  Beckford  St 

Bertolino  Vita  typ  r581  Washington  St 

Bertolino  Wm  J  studt  r5  Lookout  St 

Bertolino  Xavier  (Helen)  (Glou  Shrimp  Co)  h49  Bass  Av 
Bertolino  Xavier  Jr  emp  Gloucester  Shrimp  Co  r49  Bass  Av 
Bertoni  Danl  (Mary)  retd  h35  Gee  Av 
Bervilacqua  John  H  Jr  studt  r4  Sumner  St 

Bethelhem  Commandery  43  (Masonic)  Harold  Adams  Recorder  27 
Eastern  Av 

Bettencourt  Irene  M  (Wid  Antonio)  fish  wkr  Gorton’s  h2  Mt  Vernon 
St 

Bettinger  Agnes  H  Mrs  retd  hlO  Eden  Rd  (R) 

Betts  David  hi  Blossom  La 

Between  The  Beaches  (Mrs  Olga  J  Samuelson)  rooms  26  Beach  St  ( R ) 
Beucler  Edw  W  Rev  asst  St  Ann’s  R  C  Ch  r60  Prospect  St 
Beuzit  Geraldine  P  (Wid  Gerard  A)  h5  Pearl  St 

Bever  Marilynn  A  Mrs  designer  Buz  Bever’s  Designs  h28  Rocky  Neck 
Av 

BEVERLY  PUBLIC  LIBRARY  Mark  A  Nesse  Head  Librarian  32 
Essex  St  (Beverly  01915)  Tel  922-0310 

Bevilacqua  Arth  studt  r4  Sumner  St 

Bevilacqua  John  H  (Ruth  E)  (Essex  Radio  &  Tv)  (Essex)  h4  Sumner 
St 

Bevzit  Geraldine  P  sec  Natl  Oceanic  Atmospheric  Admn  r5  Pearl  St 
Beyea  Benj  D  (Barbara)  prntr  Business  Aids  (S)  hWhale  Cove  Rd  (R) 
Beylard  Laurence  (Marjorie)  wldr  Gloucester  Eng  h39  Webster  St 
Bianchini  Charles  V  (Elsie  E)  retd  h83  High  St 
Bianchini  Geo  D  (Laura)  sculptor  h83  Granite  St  (R) 

Bianchini  Richd  C  (Ellen)  purch  agt  h81  High  St 
Bibb  June  K  dir  Pub  Relations  (B)  hl4b  Atlantic  Av  (R) 

Bichao  John  (Patricia)  cook  Destino’s  hl2  Summit  St 
Bichao  Valentina  M  (W’id  Simplicio  Bi  hl2  Summit  St 
Bickerton  Cath  A  h3  Avon  Ct 

Bickerton  Fay  M  fishwkr  Gorton’s  r26  Witham  St 
Bickerton  Veano  Mrs  pkr  Gorton’s  h26  Witham  St 
Bickford  E  H  Inc  Mrs  Edna  H  Harvey  Pres  Warren  W  Allen  Treas 
whol  fruit  &  produce  20  Maplewood  Av 
Bickford  John  F  fish  wkr  Gorton’s  h33‘/2  Friend  St 
Bickford’s  Marina  Inc  John  Cluett  Mgr  31  Rocky  Neck  Av 
Bicknell  Dorothy  ofc  sec  r23  Revere  St 
Bicknell  Eflie  J  (Wid  Emerson)  retd  h23  Revere  St 
Bickow  Harold  B  v-pres  Gorton  Corp  rSwampscott  Mass 
Bielicki  Ronald  spl  educ  aide  Ralph  B  O’Maley  Mdl  Sch  rLynn field 
Mass 
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Biermann  Fritz  H  (Margt  E)  retd  h364  Essex  Av 
Bierwith  Denise  dressmkr  h8  King  St  (R) 

Bierworth  Helen  L  Mrs  (Capt  Sam’s  Lodge)  rWildon  Hts  (R) 

Bierworth  Melbourn  D  (Helen  L)  (Capt  Sam's- Lodge)  hWildon  Hts  (R) 
Bigelow  Bradford  L  chairmn  Town  Personnel  Bd  r20  Forest  St  <R) 
Bigelow  Louis  K  rOld  Straitsmouth  La  (R) 

Bigelow  Lynne  nurse  Cape  Ann  Medical  Center  h392  Western  Av 
Bigelow  Mary  Eliz  G  retd  rOld  Straitsmouth  La  (R) 

Bigelow  Robt  M  hOld  Straitsmouth  La  (R) 

Bigelow  Rosemary  pharm  Addison  Gilbert  Hosp  rl03  Phillips  Av  (R) 
Bigelow  Wm  F  rOld  Straitsmouth  La  (R) 

Biggs  Helyse  h31  Broadway  (R) 

Biggs  Orrick  H  (Jane)  summer  res  h23  Woodward  Av 
Billante  Joseph  (Vincie)  boat  capt  Lipman  Marine  Prod  hll  Foster  St 
Billante  Joseph  D  Jr  (Maria)  tchr  Ralph  B  O’Maley  Middle  Sch  hl7 
Harvard  St 

Billante  Lorenzo  P  (Josephine  T)  fishermn  h98  Maplewood  Av 
Billante  Marco  J  USN  rll  Foster  St 

Billante  Marie  elk  B  F  Goodrich  Chem  rR36  Granite  St 
Billante  Mary  L  (Grecian  Beauty  Salon)  hMacomber  Rd 
Billings  Richd  sum  res  119  Long  Beach  St  (R)  rTewksbury  Mass 
Bingham  Caroline  M  (Wid  Robt  E)  retd  h20  Smith  Rd  (R) 

Binner  Arth  J  eng  B  F  Goodrich  Chem  rBeverly  Mass 

Binney  Robt  H  (Marcia)  sum  res  Athena  Wy  ( R )  rBrookline  Mass 

Biomarine  Laboratory  Inc  Robt  D  Gray  Pres  8  Gloucester  fish  Pier 

Biondi  Louis  (Palmar)  fishermn  h93  Western  Av 

Biondo  Angelo  L  (Eliz)  emp  Gloucester  Eng  h8  Arthur  St 

Biondo  Joseph  studt  r36  Beacon  St 

Biondo  Joseph  (P  Mary)  retd  h20  Shepherd  St 

Biondo  Roseanne  teller  r36  Beacon  St 

Biondo  Steph  J  (Frances  K)  fishermn  h36  Beacon  St 

Bird  James  P  (Ivy)  summer  res  1  Ferry  La  rMedford  Mass 

Birds  Eye  Wharfs  64  Commercial  St 

Birick  James  H  (Laura  G)  sum  res  hThatcher  Rd  (R) 

Birkholz  Donald  fishery  admn  US  Dept  Of  Commerce  rlpswich  Mass 

Birmingham  Claire  lpn  Addison  Gilbert  Hosp  rl02<  Wash  St 

Birtwell  Helen  S  (Wid  Wm  G)  sum  res  h207  Western  Av 

Birtwell  Ruth  A  programmer  rl5  Colburn  St 

Bisbee  Charles  studt  r69  Wheeler  St 

Bisbee  Warren  L  studt  r69  Wheeler  St 

Bishop  Charles  H  (Marjorie  I)  heavy  equip  opr  Sharon  Contrs 
(Georgetown)  hi  15  Concord  St 
Bishop  Ernest  C  (Helen  L)  retd  h24  Hammond  St 
Bishop  Ernest  C  Jr  (Margt  L)  carrier  P  O  hl3  Chapel  St 
Bishop  John  H  (Charlotte)  sum  res  Norwood  Hts  rWeston  Mass 
Bishop  Lorraine  sr  elk  City  Clk  rll6  Western  Av _ _ 


BISHOP  WILLIAM  R  (Lorraine) 

(CUNNINGHAM  &  KERR) 

111  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-3280 
hi  16  WESTERN  AVENUE 
TELEPHONE  283-1071 


Bissell  Joyce  H  tchr  Rockport  Jr  Sr  Hi  Sch  h9  Landmark  La  (R> 

Bistema  Ellen  S  retd  hi  177  Washington  St 

Bistema  Vieno  H  retd  rll77  Washington  St 

Bitenz  Christine  elk  The  Oyster  Shell  rl2  Ocean  Av 

Bizios  James  mgr  Public  Finance  Co  rGroveland  Mass 

Bjork  Loraine  Mrs  tchr  Eastern  Av  Sch  r7  Apple  La  (Essex) 

Black  Alex  W  D  (Jean  D)  sum  res  h  b-1  Long  Beach  St  (R) 

Black  Barbara  P  (Wid  John  W  Jr)  retd  hl7  Madison  Av 
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Black  David  (Nora)  cook  Gordon  College  (BEV)  h58  Stockholm  Av  (R) 
Black  Dorothy  M  (Wid  Paul  C)  h237a  Granite  St  (R) 

Blackburn  C  Russell  (Charlotte)  retd  h45  Cherry  St 
Blackburn  Carol  r45  Cherry  St 

Blackburn  Emma  (Wid  Edw  C)  retd  hl9  Dennison  St 
Blackburn  Harrison  A  (Katherine  J)  retd  hlO  Bertoni  Rd 
Blackburn  Industrial  Park  Blackburn  Dr 

Blackburn  Joseph  E  (Marjorie  P)  atndt  Rose’s  Atlantic  Sta  h6  Stuart 

Sq 

Blackburn  Susan  elk  Sterling  Drug  rCherry  St 
Blackington  Marion  P  retd  h48  Main  St  (R) 

Blacksmith  Shop  The  (Christos  Stathopoulos)  restaurant  23  Mt 
Pleasant  St  (R) 

Blair  Ellen  J  h35  Maplewood  Pk 
Blair  Geo  studt  r24  Corliss  Av 

Blair  Geo  M  (Maria  O)  research  asst  eng  Bell  Laby  (N  Andover)  h24 
Corliss  Av 

Blair  Ian  C  mgr  Ocean  Maid  Foods  Inc  hi  Cathedral  Av  (R) 

Blair  Janice  emp  Seafood  Kitchens  rl2  Cedar  St 
Blair  Marion  S  Mrs  retd  h26  Maplewood  Pk 
Blair  Walter  L  (Kath  M)  tankermn  h63  Bond  St 
Blair  Wellington  retd  hl2  Cedar  St 

Blaizon  Kathy  Mrs  tchr  St  Mel  Day  Sch  rEdgemoor  Rd 

Blake  Arleen  hEastern  Point  Blvd 

Blake  Danl  M  (Dorothy  A)  retd  hl57  Granite  St  (R) 

Blake  James  E  (Jackie  A)  (Seacoast  Petroleum)  hl62  Granite  St  (R) 

Blake  Joan  M  (Wid  Bruce)  hl09  Magnolia  Av 

Blake  Lester  H  (Helen  M)  retd  hl8  Wishart  Rd 

Blake  Mary  (Wid  Francis  C)  retd  h20  El  well  St 

Blake  Robt  (Mary  Jane)  mach  (D)  h415  Essex  Av 

Blake  Russell  retd  h417  Essex  Av 

Blake  Susan  T  (Wid  Ralph  C)  retd  h4  Oak  St 

Blakely  Abram  sec  Cape  Ann  Nursing  Home  rMelrose  Mass 

Blaker  B  Wm  (Marilyn  E)  electn  h27  Squam  Rd  (R) 

Blancato  Frank  (Antoinette  M)  retd  h32  Exchange  St 
Blanchard  Byron  K  (Muriel)  retd  h921  Washington  St 
Blanchard  David  K  studt  r921  Washington  St 
Blanchard  Julie  homeaide  Action  Inc  r8  Hale  St 

Blanchard  Persis  nurse  Addison  Gilbert  Hosp  rRear  726  Washington 
St 

Blanchard  Robt  H  marketing  agent  Raytheon  (D)  h8  Flume  Rd  Apt  9 
Blanchard  Wm  E  Jr  (Helen  W)  (William  E  Blanchard  Jeweler)  h9 
Farrington  Av 

Blanchard  Wm  E  III  (Persis)  pres  &  treas  E  A  Greel  Inc  hRear  726 
Washington  St 


BLANCHARD  WILLIAM  E  JEWELER 

WILLIAM  E  BLANCHARD  JR 
DIAMONDS,  WATCHES 
125  MAIN  STREET 
GLOUCESTER,  MASS  01930 
TELEPHONE  283-1185 
(See  Index  To  Advertisers) 


Blanchet  Florida  L  (Wid  Ernest)  retd  rl47  Main  St  (R) 

Blanchet  Martha  E  Mrs  librn  Addison  Gilbert  Hosp  rl47  Main  St  (R) 
Blanchet  Roland  C  (Martha  E)  (Blanchet  Landergren)  hl47  Main  St 
(R) 

Blanchette  Alice  rCape  Ann  Nursing  Home 
Blanding  John  E  studt  rl  Nikolane  Wy 

Blanding  Marie  Mrs  ofc  elk  City  High  Sch  hi  Nikolane  Wy 
Blanding  Paul  atndt  Bass  Av  Serv  Sta  rl  Nikolane  Wy 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 

33 


Blanford  Wm  B  (Eliz  C)  curator  Beauport  Antique  Museum  hEastern 
Point  Blvd 

Blasisdell  Scott  bndry  wkr  Curhan  Co  r211  E  Main  St 
Blatchf'ord  Beatrice  L  Mrs  sum  res  23  Point  Rd  rRowley  Mass 
Blatchford  Clarence  E  (Hilda  A)  retd  hl24  Maplewood  Av 
Blatchford  Dana  B  (Beatrice  H)  opr  Le  Page’s  hRear  Saville  Rd 
Blatchford  Dana  L  (Paula  J)  lab  City  Of  Gloucester  hl7  Whittemore 
St 

Blatchford  Danna  L  (Pamela)  USA  rRear  Saville  Rd 
Blatchford  David  R  USN  r42  Hartz  St 

Blatchford  Eliz  R  tchr  Rockport  Sch  Dept  h76  Granite  St  (R) 
Blatchford  Elliott  N  (Caroline  F)  custdn  Cape  Ann  Bank  &  Trust  hlO 
Colonial  St 

Blatchford  Florence  M  retd  h36  King  St  (R) 

Blatchford  Geo  A  (Dorothy  E)  retd  h42  Hartz  St 
Blatchford  Gilman  S  (Adra)  retd  hNew  Way  La 

Blatchford  Howard  P  (Priscilla)  carrier  Postal  Service  hl6  Chapel  St 
Blatchford  Howard  P  Jr  studt  hl6  Chapel  St 
Blatchford  M  Esther  (Wid  Clarence)  retd  hl7  Conant  Av 
Blatchford  Mary  A  (Wid  Roger  W)  retd  h25  Riverview  Rd 
Blatchford  Mary  M  Mrs  bkpr  Marty’s  Clover  Farm  Stores  h27 
Woodward  Av 

Blatchford  Mildred  B  (Wid  Loreng  B)  retd  h3  Forest  St 
Blatchford  Paula  nurses  aide  Cape  Ann  Nursing  Home  rCleveland  St 
Blatchford  Priscilla  Mrs  tchr  Milton  L  Fuller  Sch  rl6  Chapel  St 
Blatchford  Robt  E  (Lorraine  A)  dentist  48  Pleasant  St  h8  Ocean 
Highlands 

Blatchford  Robt  E  (Marilyn  J)  constn  wkr  New  Eng  Power  (Worcester) 
hl09  Centennial  Av 

Blatchford  Roger  W  Jr  U  S  A  F  r25  Riverview  Rd 
Blatchford  Wm  S  emp  Thos  J  Little  Co  rNew  Way  La 
Blazon  Albert  (Kathleen  M)  designer  Raytheon  (Andover)  h73 
Woodward  Av 

Bleich  Geo  marine  artist  h77  Rocky  Neck  Av 
Bligh  Marguerite  sum  res  Cedar  La  rBoston  Mass 
Bliss  Karen  sec  supt  of  schs  City  Sch  Dept  rl5  Thatcher  Rd 
Bliss  Robt  T  (Karen  B)  adv  mgr  Gloucester  Daily  Times  hl5  Thatcher 
Rd 

Bliss  Ruth  Mrs  retd  hlO  Becker  La 
Blitz  Ava  S  studt  rSouth  St  (R) 

Blitz  Mark  E  rSouth  St  (R) 

Blitz  Murray  (Claire)  consulting  eng  Dollar  &  Blitz  Assoc  hSouth  St 
(R) 

Blitz  Valerie  F  photog  rSouth  St  (R) 

Bloch  Christine  M  pres  Natl  Butchers  Inc  rMarblehead  Mass 
Bloch  Esther  (Wid  Saul  S)  pres  National  Butchers  Inc  hl3  Leslie  O 
Johnson  Rd 

Bloch  Leon  A  (Christine)  sec-treas  National  Butchers  Inc 
rMarblehead  Mass 

Bloch  Stephan  R  studt  r448  Essex  Av 
Bloch  Wm  A  sum  res  hPresson  Point  Rd 
Block  H  &  R  Co  222  Main  St 

Block  Steph  (Kit)  adv  consultant  hAtlantic  Rd  Apt  17 
Blocksidge  Charles  (Florence)  summer  res  hThurston’s  Pt 
Blodgett  Marua  laby  asst  Addison  Gilbert  Hosp  r5  Beachmont  Av 
Blodgett  Wm  A  (Maureen  S)  carp  5  Beachmont  Av  h5  Beachmont  Av 
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STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 


16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-341 1  —  546-3412 

BRANCH  OFFICE:  37  KING  STREET.  ROCKPORT.  MASS.  10966  _ TEL.  546-7405 
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Blomstrom  Hans  v-pres  &  mgr  A  D  E  Food  Co  rBeverly  Mass 
Blomstrom  Jullia  ofc  sec  A  D  E  Food  Co  rBeverly  Mass 
Blonder  Sami  sum  res  h81  Dune  La 
Bloom  Myron  L  (Esther)  genl  mgr  OUF  hl5  Essex  Av 
Bloombeigh  John  H  (Jean)  sum  res  hNashua  Av 
Bloombergh  Jean  B  (Bowlen  J  Studio)  r66  Main  St  (R> 

Bloombergh  John  H  (Jean  B)  phys  66  Main  St  (R)  h66  Main  St  (R) 

Bloomfield  Danl  K  (Ethel  M)  retd  h33 Vz  Friend  St 

Blue  Lantern  Gift  Shop  (Geo  D  Driver  And  Heini  H  Scotoni)  South 

Rd  (R) 

Blue  Robt  (Nancy)  sum  res  61a  South  St  (R)  rNewtonville  Mass 
Blue  Shutters  (Paul  M  Earl)  guests  1  Nautilus  Rd 
Blue  Spruce  Motel  (Evelyn  Foley)  24  Cleaves  St  (R) 

Blunda  Constance  sec  John  A  Johnson  r Essex  Mass 
Blynman  School  Kelley  David  Prin  44  Magnolia  Av 
Boardman  Gertrude  M  retd  r20  Nally  Av 

Boat  Shop  (Vincent  Terranova  Michl  Mortillaro)  repr  65  Commercial 
St 

Boat  Shop  Studio  (Otis  P  Cook)  artist  South  Rd  (R) 

Boat  Shop  Studio  Gift  Shop  (Mrs  Grace  Cook)  lT^South  Rd  (Ri 

Bob’s  Beauty  Shop  (Robt  J  Orlando)  73  Main  St  *Ri 

Bob’s  Clam  Shack  (Robt  E  Kearsey)  restr  95  E  Main  St 

Bob’s  Haberdashery  (John  Flannagan)  134  Main  St 

Bodden  Patricia  Mrs  h8a  Bray  St 

Bodenaro  James  (Atlantis  Motor  Inn)  rAtlantic  Rd 

Bodet  John  mech  Ryan  Serv  Center  r Eastern  Av 

Bodoni  John  D  (Linda  L)  servmn  Works  Chev-Olds  h4  fair  St 

Bodoni  Julio  A  (Mary)  custdn  Pigeon  Cove  Sch  hl2  Cleaves  St  (R) 

Bodoni  Louise  payroll  elk  Rockport  Treas  &  Tax  Collr  rl2  Cleaves  St 

(R) 

Bodoni  Pat  homemkr  Action  Inc  rSandy  Bay  Ter  (R> 

Bodoni  Philip  (Lillian)  mech  hl5V2  Elm  St 
Bodoni  Philip  P  studt  rlSVz  Elm  St 

Bodoni  Slavatore  sta  supt  P  C  rSandy  Bay  Estates  (R> 

Boeberitz  Robt  (Craflix  Designer)  h962  Washington  St 
Boeggeman  Joan  dir  food  stamp  prog  Action  Inc  rBeverly  Mass 
Bohan  Cath  C  retd  hl5  Beauport  Av 

Bohan  Eliz  A  Mrs  ofc  sec  Gloucester  Natl  Bank  r 7  Cunningham  Rd 

Bohan  Paul  F  (Eliz  A)  retd  h7  Cunningham  Rd 

Bohan  Paul  F  Jr  electronic  tech  r7  Cunningham  Rd 

Bohan  Steph  emp  Thermet  r7  Cunningham  Rd 

Boland  Albert  sum  res  Vine  St  rWakefield  Mass 

Boland  Martha  D  r3  Chapel  La  <R) 

Bolcome  Alf  Jr  (Paula  M)  emp  United  Shoe  h33  Gloucester  Av 
Bolcome  Lucy  E  retd  h32  Taylor  St 
Bolcome  Martha  E  (Wid  Alf  L>  retd  h6  Ashland  PI 
Bolcome  Martin  studt  r31  Perkins  St 
Bolcome  Robt  E  (Eleanor  G)  retd  h.31  Perkins  St 
Bolcome  Robt  E  Jr  eng  Boston  Edison  (B)  h46  Woodward  Av 
Bolestraci  Charles  J  capt  Rockport  Fire  Dept  rMt  Locust 
Boley’s  Of  Gloucester  Inc  Arthur  J  Kanellos  Pres  Arth  J 
Asst  Treas  auto  dealers  67  E  Main  St 
Bolger  Philip  C  yacht  designer  250  Washington  St  h250  Washington 

St 

Bolger  Ruth  (Wid  Wm  At  retd  r250  Washington  St 
Bolio  Clifford  h5  Haskell  Ct 


Av  (Ri 
Kanellos 


■Jr 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

_ TEL.  283-1771  _ 
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Bollendonk  Gallery  (Walter  W  Bollendonk)  art  116  Main  St  (R) 
Bollendonk  Walter  W  (Hazel  C)  (Bollendonk  Galiery)  hi  16  Main  St 
(R) 

Bolles  Cath  M  (Wid  Charles  Si  retd  h24  Cleveland  St 
Bolles  Ira  A  (Dorothy)  sht  mtl  wkr  L  E  Andrews  &  Co  h38  Leverett 
St 

Bolles  Muriel  C  elk  Gloucester  Welf  Serv  Of'c  r730a  Washington  St 
Bolles  Sherwood  L  (Muriel)  slsmn  Bausch  &  Lamb  Optical  h730a 
Washington  St 

Bolonsky  Leonard  (Jacqueline  M)  (Book  Barn)  h3  Page  St 
Bolquerin  James  (Patricia  S)  pub  relations  Walsh  hi  Cathedral  Av 
(R) 

Bolser  Madolyn  V  Mrs  sum  res  190  Long  Beach  St  rWaltham  Mass 
Bolten  John  (Cath)  pres  Standard  Inti  Rubber  Co  (Andover)  hLinks 
Rd 

Bolton  Albert  W  (Patricia)  summer  res  37  Wingaersheek  Rd  rMelrose 
Mass 

Bolton  Arnie  B  (Leticia  T)  tchr  hl3  Allen  St 
Bommarito  Cath  ofc  sec  (B)  r7  Short  St 
Bommarito  Grace  sec  (B)  r7  Short  St 

Bommarito  Joseph  (Philomena)  (Joe’s  Barber  Shop)  h7  Short  St 
Bona  Charles  J  Jr  policemn  City  Police  Dept  rlO  Field  Rd 
Bona  Eliz  F  Mrs  elk  h9  Riverside  Av 

Bonarrigo  Frank  guidance  counselor  Gloucester  High  Sch  rlpswich 
Mass 

Bonaventure  Inc  Joseph  Novello  Pres  Nicholas  Novello  Treas  whol 
fish  7  Gafl'ney  St 

Bond  Orlo  W  (Marjorie  S)  retd  h36  Mt  Pleasant  St  (R) 

Bonfanti  Leonard  S  (Ruth  L)  sum  res  Atlantic  Rd  (W  Gloucester) 
rLynnfield  Mass 
Bonia  Helen  r44  South  St  (R) 

Bonier  Maurice  J  (Cath)  summer  res  hRiverview  Rd 
Bonino  Andrew  J  studt  r78  Washington  St 
Bonino  John  (Isabella)  pntr  h78  Washington  St 

Bonnell  Ralph  H  Jr  (Patricia  C)  sum  res  Bayberry  La  rWinchester 
Mass 

Bonnes  Alf'  J  comptroller  Lambros  Inti  rPeabody  Mass 
Bonneville  Wm  consultant  Gloucester  Eng  rHamilton  Mass 
Bonney  Weston  L  (Elaine  G)  pres  Cape  Ann  Bank  &  Trust  h5 
Haskell  St 

Bono  Geo  P  asst  mgr  r6  Summer  St 

Bono  John  J  (Ursula)  mtcemn  h6  Summer  St 

Bono  Vincent  USN  r6  Summer  St 

Book  Barn  (Leonard  Bolansky)  17b  Railroad  Av  (R) 

Bookman  Cynthia  nurse  Addison  Gilbert  Hosp  rBeverly  Mass 
Bookman  Michl  inhalation  therapy  Addison  Gilbert  Hosp  rBeverly 
Mass 

Boole  T  Dwight  (Mary  W)  sum  res  h61  Atlantic  Rd 

Boot  Sandle  Shop  Joseph  E  Perry  Mgr  shoes  6  Dock  Sq  (R) 

Bordinaro  James  A  pres  Empire  Fish  Co  Inc  hl26  Wheeler  St 
Bordinaro  James  A  Jr  (Valerie)  (Stagefort  Apts)  h31  Western  Av  Apt 
21 

Bordinaro  Joseph  (Frances)  fish  dir  hl5  Western  Av 

Bordinaro  Valerie  Mrs  elk  Caribou  Fisheries  r31  Western  Av  Apt  24 

Borge  Alvin  Jr  (Fay)  h46  Mt  Vernon  St 

Borge  Alvin  E  (Muriel  P)  wldr  Cape  Ann  Tool  h42  Green  St 


KEEP 

FIT 

AT 

THE 


Y 


YMCA 


71 

Middle 

Street 

TEL. 

283-0470 


PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 _  Tel.  283-0884 
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Borge  Dana  mtcemn  r45  Harrison  Av 
Borge  David  emp  Gorton’s  r73  Perkins  St 
Borge  Donald  R  tchr  (Bev)  r77  Friend  St 

Borge  Frank  B  Jr  (Marjorie  M)  fdry  wkr  United  Shoe  hl9  Clearview 
Av 

Borge  Gorman  h64  Friend  St 

Borge  John  (Paula)  wldr  Bomac  hPew  Av 

Borge  John  B  Jr  (Margt  E)  trim  &  mtcemn  Cape  Ann  Tool  h45 
Harrison  Av 

Borge  John  F  (Mary  M)  retd  h27V->  Perkins  St 

Borge  John  F  (Margt)  chf  Town  Of  Rockport  Police  Dept  hl8  South 
St  (R) 

Borge  John  M  (Maria)  emp  Mighty  Mac  h34  Webster  St 
Borge  Margt  Mrs  admn  aide  Milton  L  Fuller  Sch  r45  Harrison  Av 
Borge  Margt  Mrs  dental  hygenist  N  Abbott  Hooper  h24  Chapel  St 
Borge  Mark  (Thersa)  policemn  Gloucester  Police  Dept  h207  Granite 
St  (R) 

Borge  Norman  Jr  emp  Kennebec  Fish  Co  r73  Perkins  St 
Borge  Norman  J  (Angela)  fishermn  h73  Perkins  St 
Borge  Olivia  Mrs  pkr  Empire  Fish  h77  Friend  St 
Borge  Paula  hl8  Webster  St 

Borge  Rilla  B  (Wid  Frank  F)  h53  Eastern  Point  Rd 
Borge  Toni  countergirl  rRear  135  Wheeler  St 
Borge  Wayne  R  electn  r45  Harrison  Av 

Borge  Wm  P  (Mary)  plmb  M  I  T  (B)  hRear  135  Wheeler  St 
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Borgeson  Blanche  F  retd  h42  Lincoln  Pk 
Borgstrom  John  H  retd  hl7  Pigeon  Hill  (R) 

Borgstrom  Wm  (Marion)  mtcemn  O  U  F  hl46  Magnolia  Av 
Borke  Garard  pntr  Chubby’s  Auto  Serv  rl6  Stanwood  Av 
Bornemann  Marilyn  nurse  Addison  Gilbert  Hosp  rl40  Granite  St  (R) 
Bornemann  Richard  (Marilyn)  (Richdale  Stores)  hi 40  Granite  St  (R) 
Bornhoflt  Henry  J  111  (Marsha)  sis  mgr  h37  Walnut  St 
Bornoflt  Henry  J  Jr  (Nancy)  sum  res  Squam  Rock  Rd  rDedham  Mass 
Borseti  Suzanne  nurse  Addison  Gilbert  Hosp  r298  Washington  St 
Bortoccio  Carl  bridge  atndt  State  D  P  W  rSalem  Mass 
Borton  Cameron  R  Rev  pastor  First  Congregational  Ch  hl4  High  St 

(R) 

Borton  Joan  coordinator  Action  Inc  rl4  High  St  (R) 

Borynack  Donna  counselor  Ralph  B  O’Maley  Mdl  Sch  rRear  965 
Washington  St 

Bosley  Edw  S  (Edna)  retd  hCaleb’s  La  (R) 

Bosselman  Robt  A  (Lucienne  M)  with  Mass  Elec  h215  Washington  St 
Bosselman  Robt  A  Jr  studt  r215  Washington  St 

Bossie  Robt  A  (Lucy)  aud  Int  Rev  (Andover)  hl45  Essex  Av  Apt  17 
Boston  Dale  A  dishwshr  John’s  Hot  Top  Pizza  (R)  r47 V2  Warner  St 
Boston  Ernest  A  v  pres  John’s  Hot  Top  Pizza  (R)  h47V2  Warner  St 
Boston  Florence  retd  hl4  Ketchopulos  Cir  (R)  Apt  4 
Boston  &  Gloucester  Express  Inc  Arth  M  Kippen  Jr  Pres  Mrs  Susan 
C  Kippen  Sec-Treas  12  Plum  St 

Boston  Mutual  Life  Insurance  CO(BR)  Donald  Hopkins  Br  Mgr  185 
Main  St 

Botsford  Thos  W  (Esther)  sum  res  Eden  Rd  (R)  rBrookline  Mass 

Bott  David  R  (Martha)  sis  eng  h50  Leonard  St 

Bott  David  R  Jr  carp  r50  Leonard  St 

Bott  Peter  studt  r50  Leonard  St 

Bottelho  Margt  E  retd  hl2  Atlantic  Rd 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Bouchard  Donald  rCape  Ann  Nursing  Home 

Boucher  Anne  Mrs  kitchen  wkr  Addison  Gilbert  Hosp  rl3  High 
Popples  Rd 

Boucher  Jos  T  (Pearl)  custdn  Milton  L  Fuller  Sch  h91  Hesperus  Av 
Boucher  Leonard  exec  ofc  U  S  C  G  Sta  rHigh  Poppies  Rd 
Boucher  Marion  H  (Wid  Victor)  (Marion’s  Beauty  Shop)  hlOO  E  Main 
St  « 

Bouchie  Albany  H  (Marie  A)  retd  h5  Winchester  Ct 

Bouchie  Albert  P  (Mary  E)  policemn  City  Police  Dept  h4  Blossom  La 

Bouchie  Alf  dietary  wkr  Addison  Gilbert  Hosp  rl6  Nally  St 

Bouchie  Alphonse  E  (Alfreda  M)  retd  hl7  Riverside  Av 

Bouchie  Augustus  B  (Shirley  M)  custdn  Rockport  Art  Assn  1.37'/^ 

High  St  (R) 

Bouchie  Charles  A  (Marie  H)  opr  Le  Pages  h5  Winchester  Ct 
Bouchie  Charles  A  Jr  (Carole  J)  elec  tech  Raytheon  (Andover)  hl7  Ml 
Vernon  St 

Bouchie  Deborah  studt  rl7  Mt  Vernon  St 

Bouchie  Glenn  studt  rl7  Mt  Vernon  St 

Bouchie  Jo  Ann  Mrs  h97  Riverdale  Pk 

Bouchie  Joseph  (Shirley)  aircraft  mech  h44  Grove  St 

Bouchie  Joseph  E  (Helen)  custdn  Milton  Fuller  Sch  h5  Arthur  Ct 

Bouchie  Joseph  F  (Grace  M)  retd  h46  Warner  St 

Bouchie  Philip  L  (Marion  C)  driver  H  C  Brown  Inc  h24  Liberty  St 

Bouchie  Raymond  J  (Grace)  fishermn  h29  Fort  Sq 

Bouchie  Robt  (Judith)  emp  Polaroid  (CAMB)  h3  St  Joseph  La 

Bouchie  Ronald  H  (Andrea)  emp  Polaroid  (CAMB)  h64  Perkins  St 

Boudreau  Arth  R  slsmn  H  C  Brown  Inc  hl27  Magnolia  Av 

Boudreau  David  (Teresa)  emp  O’Donnell  Husen  h3  Scott  St 

Boudreau  Donald  (Cora)  bridge  tndr  (bev)  hl08  Mt  Pleasant  Av 

Boudreau  Earle  summer  res  hBarberry  Wy 

Boudreau  Eug  E  sum  res  h41  Hillside  Rd  (R) 

Boudreau  J  Stanley  (Marion)  member  City  Council  h4  Crowell  Av 
Boudreau  John  R  (Palmeda)  elk  Cape  Ann  Mfg  hl9  Gloucester  Av 
Boudreau  John  R  Jr  eng  Raytheon  (B)  rl9  Gloucester  Av 
Boudreau  Mary  G  (Wid  Clarence  J)  emp  Gloucester  Manor  hi  18 
Maplewood  Av 

Boudreau  Tim  h3  King  Street  Ct  (R) 

Boufiford  Carolyn  tchr  Middle  Sch  hl45  Essex  Av  Apt  12 
Boughton  Elsie  rCape  Ann  Nursing  Home 

Boulder  Top  Cottages  (Mrs  Rachel  M  Kielinen)  tourist  home  Old 
Quarry  Rd  (R) 

Boulevard  Grocery  Mary  Ann  Favaloro  Mgr  49  Western  Av 
Boulevard  Sweet  Shop  (Benjamin  Orlando)  99  Western  Av 
Bouley  Lucien  A  USA  r7  Butler  Av 

Boulter  Edw  A  (June  K)  sr  eng  Gen  Elec  (LYNN)  hlU  Landmark  La 
(R) 

Boulter  Edw  P  (Elsie)  retd  h26  Landmark  La  (R) 

Bourguignon  Mary  bkpr  Gloucester  Daily  Times  h5  Norwood  Av  (R) 
Bournais  Cath  B  retd  r265  Western  Av 

Bourneauf  Augustin  E  (Virginia  G)  rep  Hamilton  Shoe  Corp  St  Louis 
Mo  hEastern  Point  Blvd 
Bourneuf  Theo  P  (Audrea)  hRockholm  Rd 
Bourque  Thos  security  guard  Peabody  rll2  Bass  Av  Apt  4 
Bousu  Marvin  coordinator  Natl  Marine  Fisheries 
Boutcher  Peter  emp  Brady  Constn  (BEV)  rl9  Thatcher  Rd 
Boutcher  Selby  (Clara)  retd  hl9  Thatcher  Rd 
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THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


_V/  • 


/yo/  '*** 

ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 


Lanosvill*,  Sta.,  Gloucester,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tel.  283-1076 


38 


Bouteleer  Ann  I  (Silhouette  &  Portraits  Designs  By  Anncroft)  r37a 
Main  St  (R) 

Boutlier  Ann  artist  r49  Main  St  v  R ) 

Bovio  Peter  prsmn  Curhan  Co  rSalem  Mass 

Bowden  Marshall  electn  Deering  Elec  Co  rDanvers  Mass 

Bowen  Alt  M  (Hazel  E)  plmb  contr  5  Old  Ford  Rd  h5  Old  Ford  Rd 

Bowen  Alice  P  (Wid  Chas  E)  retd  h280  Washington  St 

Bowen  David  C  (Edith  B)  sum  res  hLucia  Rd  (R) 

Bowen  J  Ellis  (Bernice  E)  retd  hEastern  Point  Blvd 
Bower  Andrew  T  (Jo  Ellen)  studt  h23  Granite  St  ( R ) 

Bower  Tom  studt  r23  Granite  St  (R) 

Bowers  Fredson  (Nancy)  sum  res  Folly  Cove  (R)  rCharlottesville  Va 
Bowers  Mildred  (Wid  Robt  L)  hll  Spring  St 

Bowers  Olivia  ldnry  wkr  Cape  Ann  Nursing  Home  hl4  Sawyer  Av 
Bowes  Agnes  F  (Wid  Frederick)  h20  Atlantic  St 
Bowes  Jane  M  musician  rCaleb’s  La  (R) 

Bowlen  J  Studio  (Jean  Bowlen  Bloombergh)  Rear  197  E  Main  St 
Bowler  C  Robt  sum  res  h9  Clarendon  St 

Bowling  E  S  (Laura)  adv  dir  The  Bldg  Center  Inc  Of  Gloucester  h20 
Beach  Rd 

Bowman  Alma  J  (Wid  Ernest  F)  retd  h7  King  St  (R) 

Bowman  Clara  M  (Wid  John  W)  hsemother  Addison  Gilbert  Hosp  hl4 
Lookout  St 

Bowman  Edna  retd  hRear  1  Smith  Street  Ct  (R) 

Bowman  Edw  br  mgr  Grant’s  rChelmsford  Mass 
Bowman  Gallery  (Geo  Bowman)  5  Main  St  (R) 

Bowman  Geo  L  (Kathyrn)  (Bowman  Gallery)  h75  Granite  St  (R) 

Bowman  Marcia  A  ofc  supvr  NET&T  (S)  rl4  Lookout  St 

Bowman  Vivian  Mrs  retd  h70  Maplewood  Pk 

Bowranis  Kath  clerical  wkr  Tadco  Mfg  r8  Cunningham  Rd 

Bowser  Karen  r5  Highland  Av 

Bowser  Lance  (Susan)  mach  h925  Washington  St 

Bowser  Margt  r5  Highland  Av 

Bowser  Robt  V  sum  res  h5  Highland  Av 

Boy  Scouts  Of  America  Troop  20  47  Mt  Pleasant  St  (R) 

Boyant  Richd  retd  hl6  Ketchopulos  Cir  (R)  Apt  D 
Boyce  James  (Patsy)  emp  International  Research  (Cambridge)  hid 
Ships  Bell  Rd 

Boyd  Amanda  studt  hl45  Essex  Av  Apt  6 
Boyer  Blanche  B  (Wid  Jos  A)  retd  h204  Washington  St 
Boyington  James  M  slsmn  Jordan  Marsh  (P)  hl45  Hesperus  Av 
Boyle  Helen  retd  rl90  Western  Av 

Boyle  Vincent  (Agnes)  emp  Potter  Signs  (P)  h745  Western  Av 
Bozarth  Ruth  retd  h3a  Grapevine  Rd 
Braasch  Wm  F  h994  Washington  St 
Brackett  Avis  h20  Maplewood  Pk 

Brackett  Babbette  A  (Wid  Anthony  H)  retd  rRowe  Av  (R) 

Brackett  Beatrice  Mrs  retd  hl4  Ketchopulos  Cir  (R)  Apt  8 
Brackett  Charles  waiter  Cameron’s  rlO  Pine  St 
Brackett  Charles  H  (Beverly)  eng  IBM  (CAMB)  iilO  Pine  St 
Brackett  Harold  emp  Commodore  Restr  (BEV)  r9  Briarstone  Rd  (R) 
Brackett  Joshua  R  sec  Rockport  Bd  Of  Trade  hRowe  Av  (R) 

Brackett  Mark  H  (Gertrude  R)  retd  h30  Orchard  St 
Bradford  Alice  asst  mgr  CVS  rMagnolia  Av 
Bradford  Cecil  B  (Helen  P)  sum  res  hRuthern  Wy  (R) 

Bradford  Doris  home  aide  Action  Inc  r!14  E  Main  St 
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Bradford  Doris  E  Mrs  hl34  E  Main  St 

Bradford  Lynda  S  kitchen  wkr  Addison  Gilbert  Hosp  r9  Riverdale  Pk 
Bradford  Peter  (Alice)  repr  Cape  Ann  T  V  hl41  Magnolia  Av 
Bradford  Raymond  (Jean)  chef  h8  Calder  St 
Bradford  Robt  J  USAF  r9  Riverdale  Pk 

Bradford  Shirley  cafeteria  wkr  Milton  L  Fuller  Sch  r9  Riverdale  Pk 
Bradford  Walter  J  (Shirley  M)  mgr  Richdale  Superette  h9  Riverdale 

Pk 

Bradhead  Mae  nurse  rl28  Western  Av 

Bradley  Christine  M  flex-kay  tester  Flex-Key  Tester  hll  Shepherd 
St 

Bradley  Frances  N  (Dandy  Lion)  r  Engle  wood  Rd 
Bradley  Helen  M  (Wid  Herman  S)  retd  h2  Summit  Av  (R) 

Bradley  Herbert  H  (Laura  R)  invest  ofcr  First  Natl  Bk  (B)  hl9 
Landmark  La  (R) 

Bradley  Hilda  V  (Wid  Wm  L)  retd  h312  Main  St 
Bradley  James  E  (Phylis)  carp  hl8  Warner  St 
Bradley  Lloyd  C  retd  h30  Beacon  St 

Bradley  Marjorie  T  Mrs  elk  Curtis  News  hl08  Main  St  (R) 

Bradley  Nancy  Mrs  sec  Matheson  Gas  h37  Cleveland  St 
Bradley  Robt  L  carp  (Bev)  rl  Blake  Ct 
Bradley  Steph  N  studt  r2  Englewood  Rd 
Bradley  Temple  A  (Alice  G)  retd  hl03  Western  Av 
Bradley  Theo  (Taeko)  U  S  C  G  h7  Becker  La 

Bradley  Walter  F  (Mabel  D)  driver  Action  Inc  h81  Mt  Pleasant  Av 
Bradley  Wm  L  (Frances  N)  firefighter  City  Fire  Dept  h2  Englewood 
Rd 

Bradshaw  Harry  (Louise)  summer  res  Davis  Section  rBoston  Mass 
Bradshaw  Robt  (Sally)  sum  res  h6  Rackliffe  St 
Bradshaw  Sally  tchr  Gloucester  High  Sch  r6  Rackliffe  St 
Bradstreet  Agnes  winder  Custom  Magnetics  rMaplewood  Park 
Bradstreet  Barbara  P  Mrs  tchr  Milton  L  Fuller  Sch  rl257 
Washington  St 

Bradstreet  Eliz  Mrs  cafeteria  wkr  Gloucester  High  Sch  r3  Clifford  Ct 
Bradstreet  Faye  dietary  wkr  Addison  Gilbert  Hosp  r3  Clifford  Ct 
Bradstreet  Francis  X  utilitymn  Le  Page  s  h95  Maplewood  Pk 
Bradstreet  Helen  E  (Wid  Ernest  P)  retd  hl02  Western  Av 
Bradstreet  Paul  E  (Barbara  P)  tchr  Gloucester  High  Sch  hl257 
Washington  St 

Bradstreet  Ralph  E  (Eliz  J)  pattern  mkr  hlpr  Atwood  Morrill  (S)  h3 
Clifford  Ct 

Brady  Althea  E  (Wid  Wm)  retd  h79  Granite  St  (R) 

Bragdon  Chellis  S  (Beatrice)  retd  h530  Washington  St 

Bragg  Dorothea  F  r381  Essex  Av 

Bragg  Edw  D  (Mary)  hl9  Beacon  St 

Bragg  Edward  D  Jr  hairdrsr  rl9  Beacon  St 

Bragg  James  G  (Beulah)  retd  h81  Gloucester  Av 

Bragg  James  G  Jr  studt  r81  Gloucester  Av 

Bragg  Lillian  W  (Wid  Thos  W)  retd  h381  Essex  Av 

Bragg  Mabel  M  (Wid  Lester  P)  retd  h8  Foley  Rd 

Bragg  Mary  G  cafeteria  hlpr  Plum  Cove  Elem  Sch  rl9  Beacon 

Brailsford  Paul  emp  Kettle  Cove  Ind  Pk  h8  flume  Rd  Apt  3 

Brancaleon  Anna  r6  Foster  St 

Brancaleone  Allerio  (Grace  P)  fishermn  h7  Pearl  St 
Brancaleone  Antonio  (Nina)  fishermn  h6<  Westein  Av 
Brancaleone  Charlene  studt  r73  Concord  St 
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Brancaleone  Frank  (Frances)  fishermn  hl5  Beacon  St 
Brancaleone  Gaetano  G  (Rosa)  fishermn  h4  Lookout  St 
Brancaleone  Giuseppe  (Lucia)  retd  hl3  Granite  St 
Brancaleone  Grace  Mrs  elk  Maplewood  Sweet  Shop  rl4  Bellevue  Av 
Brancaleone  Guiseppe  mach  Gorton’s  rl2  Tolman  Av 
Brancaleone  Jack  fish  wkr  USA  rl5  Beacon  St 

Brancaleone  Joseph  (Sue)  ad  slsmn  Gloucester  Daily  Times  hAtlantic 
Rd  Apt  12 

Brancaleone  Joseph  (Grace)  fishermn  hl2  Tolman  Av 
Brancaleone  Joseph  (Kathleen)  emp  Rose’s  Oil  Co  h7  Silva  Ct 
Brancaleone  Joseph  M  (Jean)  fisherman  h4  Flume  Rd 
Brancaleone  Joseph  P  (Grace  M)  firefighter  City  Fire  Dept  hl4 
Bellevue  Av 

Brancaleone  Joseph  R  adv  dept  Essex  City  News  rl31  Western  Av 
Brancaleone  Leo  (Irene)  lumper  h73  Concord  St 
Brancaleone  Mary  fish  pkr  rl4  Bellevue  Av 
Brancaleone  Mary  opr  Victory  Beauty  Salon  r4  Lookout  St 
Brancaleone  Peter  (Cath)  (Cape  Supply  Co)  hl99  Granite  St  (R) 
Brancaleone  Salvatore  J  (Rosalie)  mtcemn  Shore  Cliff  Retirement 
Home  hl31  Western  Av 

Brancaleone  Thomas  (Katherine)  fishermn  hl6  Addison  St 
Brancaleone  Thos  (Maria)  fishermn  h7  Orchard  St 
Brancalone  Mamie  h45  Lincoln  Pk 

Brancleone  Charlene  canvasser  Jehovah  Witnesses  rl2-14  Babson  St 
Brandford  Charles  C  S  P  h51  Granite  St  (R) 

Brandt  Erich  Rev  (Marion  E)  hl6  Langsford  St 
Brandt  Robt  Jr  r285  Washington  St 

Brandt  Robt  D  (Jean  M)  constn  lab  h285  Washington  St 

Brantley  Anne  A  (Wid  James  W)  h47  Atlantic  Rd 

Bratesman  Ethel  R  Mrs  craftsmn  Phils  Ship  Models  hMiddle  Rd  (R) 

Braun  Claire  Mrs  h26  Alper  Rd 

Brauneis  Wm  (Lillian)  public  adj  hl9  Fenley  Rd 

Braver  Alan  (Barbara)  math  Avco  (Wilmington)  hi  Old  Salem  Rd 

Braverman  James  D  summer  res  hlO  Country  Club  Rd  (R) 

Bray  David  L  studt  rll8  Concord  St 

Bray  E  Mary  retd  hl8  Ketchopulos  Cir  (R)  Apt  A 

Bray  Edwin  P  (Fannie  B)  retd  hGlenmere  Rd  (R) 

Bray  Edwin  P  sum  res  hLong  Beach  St  (R) 

Bray  Ethel  D  sec  Sonolite  Corp  hi  18  Concord  St 

Bray  Susanne  rCape  Ann  Nursing  Home 

Brayman  E  Elliott  (Ellen)  retd  h97  Mt  Pleasant  Av 

Braz  Elizio  (Maria  P)  mach  Cape  Ann  Tool  r55  Warner  St 

Brazao  Donna  sub  tchr  h21  Commercial  St 

Brazier  Ellen  E  wardaide  Addison  Gilbert  Hosp  rl8  Millett  St 
Brazier  James  M  (Ellen  E)  insp  US  Dept  Of  Interior  hl8  Millett  St 
Brazier  Mary  E  (Wid  Guy  E)  h58  Warner  St 

Brazier  Robt  E  (Mary)  receiver  Gloucester  Eng  h3  Blynman  Av 
Brealey  Robt  G  (Gertrude  S)  sum  res  1  Worcester  PI  (R)  rWorcester 
Mass 

Breault  Dexter  E  (Pamela  A)  tchr  h4  Pleasant  St  (R) 

Breck  Mary  Mrs  ofc  sec  Gloucester  High  Sch  hl2  Warner  St 
Breck  Sylvia  P  dietary  supvr  Addison  Gilbert  Hosp  h7  Essex  Av 
Breed  Anne  studt  rRockholm  Rd 
Breed  Frederic  B  (Betsy  E)  phys  (D)  hRockholm  Rd 
Breitenstein  Mark  tchr  Milton  L  Fuller  Sch  rDanvers  Mass 
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Brenna  Noreen  Mrs  tchr  West  Parish  Sch  r29  Pleasant  View  Rd 
(Arling) 

Brennan  A  Frances  retd  h27  School  St  (R) 

Brennan  Agnes  C  retd  r27  School  St  (R) 

Brennan  Clifford  steward  Gloucester  Lodge  892  B  P  O  E 
Brennan  Eliz  M  h27  School  St  (R) 

Brennan  Evelyn  M  nurse  Gloucester  Mnr  Nursg  Hm  hlO  Winchester 
Ct 

Brennan  Henry  L  (Irja  J)  retd  h6  Oak  St 

Brennan  James  J  (Margery  A)  tchr  Gloucester  High  Sch  h2  Winthrop 
Av 

Brennan  Mabel  (Wid  Edwin)  retd  h30  Addison  St 
Brennan  Margery  nurse  G  Dist  Nursing  Assoc  r Winthrop  Av 
Brennan  Michl  W  emp  O  U  F  hl07  Essex  Av 
Brennan  Mildred  pkr  Le  Page’s  rlO  Winchester  Ct 
Brennan  Robt  E  (Caroline  M)  garage  wkr  Sears  Serv  Sta  h29 
Exchange  St 

Brennan  Rose  (Wid  James  E)  retd  h69  Poplar  Pk 
Brennan  Thos  W  studt  rl07  Essex  Av 
Brennen  Patricia  H  waitress  Surf  Restr  h8  Rio  Dr 
Brennen  Richd  r8  Rio  Dr 
Brenner  Margt  D  rl3  South  St  (R) 

Brenner  Rhoda  E  mgr  Ocean  Terrace  Apts  h2  Ocean  Av  Apt  2h 
Brenton  S  Bennett  Jr  (Margt  I)  sum  res  120  Long  Beach  St  (R) 
r Winchester  Mass 

Breslin  Arth  J  III  (Marilyn  J)  sum  res  15  Long  Beach  St  (R) 
rMalden  Mass 

Bresnahan  Dorothy  retd  h44  Lexington  Av  Apt  33 
Bretschneider  Minna  A  retd  r44  South  St  (R) 

Brett  Charles  L  (Jane  A)  distribution  mgr  Boston  Gas  Co  h59 
Lexington  Av  Apt  6 

Brettell  Norman  (Helen)  sum  res  66  Wauketa  Rd  rLynnfield  Mass 
Brewer  Arlene  aide  Rockport  Jr  &  Sr  Hi  Sch  (R)  rMarmion  Way 
Brewer  Arlene  Mrs  elk  Pigeon  Cove  Sch  rMarmion  Way 
Brewer  Benj  N  h4M»  Exchange  St 

Brewer  Bernard  F  (Pauline  L)  retd  hl24  Main  St  (R) 

Brewer  Bernard  F  Jr  (Helen  M)  (Capt  Ted’s  Bev)  h8  Smith  Rd  (R) 
Brewer  Francis  P  Jr  elk  r4*/2  Exchange  St 

Brewer  Irene  Mrs  elk  Rockport  Sch  Dept  h3  Prospect  St  Extn  (R) 
Brewer  Janice  E  production  wkr  h4Vfe  Exchange  St 
Brewer  Robert  F  (Cheryl  A)  sum  res  h5  Cleaves  St  (R) 

Brewer  Wm  M  (Arlene  L)  formn  NET&T  hl24-a  Main  St  (R) 

Briand  Robt  K  (Jean  N)  policemn  City  Police  Dept  h479  Western  Av 
Brien  Bonnie  studt  r35  Eastern  Av 
Brien  Michael  studt  r35  Eastern  Av 
Brien  Olive  fish  pkr  h42  Maplewood  Pk 

Brien  Olive  K  (Wid  Raymond  T)  aide  Addison  Gilbert  Hosp  h5 
Maplewood  Pk 

Brien  Patk  J  (Barbara  A)  longshoremn  h35  Eastern  Av 
Brien  Thos  R  lumper  r5  Maplewood  Pk 

Brigants  Alvina  (Wid  Hnsis)  retd  h6  Ketchopulos  Cir  (R)  Apt  lOd 
Briggs  Charles  E  retd  hill  Marmion  Wy  (R) 

Briggs  Helen  (Wid  Byron  T)  sum  res  102  Highland  Av  (R)  rForest 
NY 

Briggs  Pearl  sum  res  17  Chester  Sq  r Attleboro  Mass 
Briggs  W  Earl  Mrs  retd  hill  Marmion  Wy  (R) 
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Brigham  Allan  L  (Gail  M)  emp  Quincy  Cold  Storage  h25  Bass  Av 

Brigham  Chester  Sum  Res  h9  Dennison  St 

Brigham  Christine  sum  res  Nashua  Av  rWinchester  Mass 

Brigham  Elliott  W  (Marjorie  E)  elk  Mooter’s  Pkg  Store  h73  Bass  Av 

Brigham  Fredk  H  (Irene)  sum  res  Nashua  Av  rWinchester  Mass 

Brigham  Linda  J  sec  Am  Science  Eng  Co  (CAMB)  r73  Bass  Av 

Brigham  Mary  Mrs  retd  h23V2  Elm  St 

Brigham  Ralph  W  hlO  Atlantic  Rd 

Brigham  Robt  r9  Dennison  St 

Brigham  Robt  sum  res  Nashua  Av  rWinchester  Mass 
Brigham  Ronald  A  appr  plmb  L  E  Andrews  &  Co  rl2  Vine  St 
Brigham  Ronald  A  (Bonnie)  stm  ftr  hRear  9  Summit  Av  (R) 

Brigham  Thos  A  (Carolyn)  mariner  Tidewater  Oil  hl2  Vine  St 
Brigham’s  Paul  Martin  Mgr  ice  cream-candies  139  Main  St 
Bright  Constance  nurses  aide  Addison  Gilbert  Hosp  r4  Cross  St 
Briguglio  Guisseppe  tailor  E  A  Greel  Inc  r6  Exchange  St 
Briguglio  Joseph  (Marie)  tailor  h6  Exchange  St 

Briody  Margt  J  (Wid  John  F)  emp  State  Mtr  Registry  (B)  h4  Wildon 
Hts  (R) 

Brisson  Norman  F  (Evelyn)  summer  res  hRust  Island 

Brittain  Clifton  (Adalaide)  sum  res  h29  Riverside  St 

Broad  Bruce  rl5  Cole  Av 

Broad  Robt  E  Jr  (Alice  M)  hl5  Cole  Av 

Broad  Robt  E  III  emp  Cape  Ann  Tool  Co  (R)  rl5  Cole  Av 

Broadhead  Micheline  tchr  Rockport  Jr  Sr  Hi  Sch  rDanvers  Mass 

Broadley  Ann  S  nurse  Mass  Genl  Hosp  (B)  rlO  Norwood  Av  (R) 

Broadley  Ernest  P  sht  mtl  wkr  rlO  Norwood  Av  (R) 

Broadway  Garage  (Wm  A  Kinghorn)  21  Broadway  (R) 

Brock  Harry  A  (Priscilla)  (Brock  Hse)  hl7  Mt  Pleasant  St  (R) 

Brock  Horace  (Hope)  sum  res  Adams  Hill  Rd  rNew  York  NY 
Brock  House  (Harry  A  &  Priscilla  Brock)  17  Mt  Pleasant  St  (R) 

Brock  Ray  soc  serv  wkr  Action  Inc  rNewburyport  Mass 

Brockhurst  Isabelle  retd  r7  Cliff  Rd 

Broder  Ellen  I  (Wid  Benno  M)  retd  h6  Squam  Rd  (R) 

Brodhead  Mae  A  nurse  Addison  Gilbert  Hosp  r217  Washington  St 
Brodie  Robt  S  sum  res  h28  Riverside  St 

Brodsky  Vivien  research  filter  Harvard  Univ  (B)  rPoole’s  Ter  (R) 
Brody  Pauline  elk  City  Clk  rOrchard  Rd 
Brody  Richd  S  (Pauline)  lwyr  53  State  St  (B)  hOrchard  Rd 
Broer  Fredk  h22  Bond  St 

Brogan  Grace  sum  res  1041  Washington  St  rCambridge  Mass 
Brogna  Elenore  E  Mrs  sum  res  h5  Samuel  Riggs  Cir 
Brooks  Beatrice  P  (Wid  Charles  L)  sis  elk  Sterlings  h3  Shepherd  St 
Brooks  Byron  L  retd  h2  Davis  St 

Brooks  Charles  L  eng  Atomic  E  Plant  r3  Shepherd  St 
Brooks  Clifford  J  (Casey  F)  tchr  Ralph  B  O’Maley  Mdl  Sch  hi  Charte 
Ct  (R) 

Brooks  Danl  retd  rl6  Taylor  St 

Brooks  Discount  Store  Lynn  Pariseau  Mgr  cosmetics  Washington  St 

Brooks  Francis  (Wid  Ubdon)  retd  h34  Pine  St 

Brooks  Frank  A  (Josephine  A)  constn  wkr  h25  Gloucester  Av 

Brooks  Geo  (Martha)  driver  City  Hwy  Dept  h9  Chestnut  St 

Brooks  Henry  W  (Edith  W)  1  sum  res  10  Elmo  La  rFort  Myers  Fla 

Brooks  Hilda  hRear  115  Washington  St 

Brooks  Ida  retd  hl6  Taylor  St 

Brooks  James  genl  wkr  Star  Fisheries  Inc 


Glover's  Floor  Coverings,  Inc 
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Brooks  James  E  lab  City  Hwy  Dept  r9  Chestnut  St 

Brooks  Janet  nurse  Den  Mar  Nursing  Home  h3  Forest  St  <R) 

Brooks  John  retd  rl6  Taylor  St 

Brooks  John  D  (Charlotte  N)  boat  bldr  97  Wheeler  St  h97  Wheeler 
St 

Brooks  Laura  rl8  Marmion  Wy  (R) 

Brooks  Lawrence  USA  r8b  Gilbert  Ct 

Brooks  Lawrence  F  (Kath)  develop  mgr  Addison  Gilbert  Hosp  hl4 
River  Rd 

Brooks  Marguerite  S  (Wid  Robt)  retd  h48  Main  St  (R) 

Brooks  Mary  Mrs  h8b  Gilbert  Ct 

Brooks  Mary  A  (Wid  Clayton  E)  sum  res  Brooks  Rd  rEssex  Mass 

Brooks  Michl  C  major  h9  Rocky  Neck  Av 

Brooks  Richd  L  (Phyllis  R)  cartoonist  hl8  Marmion  Wy  (R) 

Brooks  Richd  O  (Mary)  flshermn  h26  Middle  St 
Brooks  Robt  F  (Laura  E)  retd  h40  Dennison  St 
Brooks  Roland  B  Jr  (Rita)  pres-treas  Stevens  Motor  Sales  Inc 
rManchester  Mass 

Brooks  Virginia  Mrs  hl5  Walker  St 

Brooks  Wm  G  emp  Friend  St  Mkt  r8b  Gilbert  Ct 

Brooks  Wm  H  (Anne)  emp  M  B  T  A  hl4  Pleasant  St  (R) 

Brophy  Agnes  F  (Wid  Thos  L)  retd  hl4  Shore  Hill  Rd 
Brophy  Charles  A  (Lillian)  retd  hi  Squam  Hill  Ct  (R) 

Brophy  Edw  instr  Gloucester  High  Sch  rDanvers  Mass 
Brophy  Mark  sht  mtl  wkr  r85  Riverview  Rd 
Brophy  Robt  V  (Virginia  M)  research  United  Shoe  (BEV)  h85 
Riverview  Rd 

Brophy  Thos  G  (Marilyn  B)  emp  United  Shoe  (BEV)  hFernwood  Lake 
Av 

Broseman  Edgar  (Lucienne)  retd  h24  High  St  (R) 

Brosnan  David  J  (Sandra  A)  trooper  State  Police  h249  Eastern  Av 
Brosnan  John  D  (Judith  A)  policemn  City  Police  Dept  h7  Poole’s  La 
(R) 

Brosnan  Judith  A  nurse  Addison  Gilbert  Hosp  r7  Pooles  La  (R) 
Brosnan  Mary  E  elk  Cape  Ann  Bank  &  Trust  h21  Warner  St 
Bross  Aug  F  hi  Landmark  La  (R) 

Broughten  Charles  B  sum  res  Vine  St  rLynn  Mass 
Brown  See  Also  Browne 

Brown  Alf  M  (Irene  M)  retd  h2  Centennial  Av 
Brown  Alice  retd  h32a  Mt  Pleasant  St  (R) 

Brown  Alice  retd  h3  Spring  La  (R) 

Brown  Alvin  S  Jr  (Anna  L)  town  treas  &  tax  collr  Town  Of  Rockport 
h22  Squam  Rd  (R) 

Brown  Andrew  S  (Emma  W)  sis  rep  hl5  Pigeon  Hill  (R) 

Brown  Annie  E  (Wid  Manuel  E)  retd  h2  Hodgkins  St 
Brown  Anthony  hRear  69  Friend  St 

Brown  Arthur  Jr  (Carol)  firemn  Addison  Gilbert  Hosp  hl3  Sayward 
St 

Brown  Arth  E  (Mary  T)  driller  New  Eng  Power  hl2  Concord  St 
Brown  Arth  W  Mrs  sum  res  h261  Granite  St  (R) 

Brown  Barbara  rRear  69  Friend  St 
Brown  Building  11  Pleasant  St 

Brown  C  Bruce  (Eli/  B)  phys  92  Main  St  (R)  h92  Main  St  (R) 

Brown  Candace  tchr  Plum  Cove  Elem  Sch  r761  Washington  St 
Brown  Carlton  sum  res  h49  Woodward  Av 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 _ 
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Brown  Carlton  K  (Eleanor  W)  tree  warden  &  moth  supt  Town  Of 
Rockport  h3  Broadway  Av  (R) 

Brown  Carolyn  J  studt  rl5  Pigeon  Hill  (R) 

Brown  Cora  M  (Wid  Frank  E)  retd  hRear  38  Bass  Av 

Brown  Dana  P  slsmn  Boley’s  rl8  Linden  Rd 

Brown  David  counselor  State  Div  Emp  Security  rSalem  Mass 

Brown  Donald  E  (Margt  A)  mach  Protron  (Ipswich)  h26  Fuller  St 

Brown  Dorothy  W  (Wid  Rodger  W)  retd  h661  Essex  Av 

Brown  Douglas  V  USN  r3  Broadway  Av  (R) 

Brown  Edith  M  h67a  Main  St  (R) 

Brown  Edna  S  (Wid  Delwin  G)  retd  hl04  Magnolia  Av 
Brown  Edw  retd  hl5  Friend  St 

Brown  Eleanor  W  Mrs  tchr  Hovey  Sch  r3  Broadway  Av  (R) 

Brown  Eliz  A  retd  hThurston  PI  (R) 

Brown  Elsie  retd  r761  Washington  St 

Brown  Ethel  M  (Wid  Walter  L)  retd  hi  Gloucester  Av 

Brown  Ethel  O  Mrs  hRiverview  Rd 

Brown  Eug  h212  Concord  St 

Brown  Eug  P  (Waltraut  M)  eng  G  E  (LYNN)  h654  Western  Av 
Brown  Eva  (Wid  Albert)  retd  hl5  Perkins  St 
Brown  Evelyn  (Wid  Louis)  retd  hRear  69  Friend  SF~- 
Brown  Evelyn  retd  hNorth  Rd  (R) 

Brown  Everett  W  (Janet)  dist  mgr  h5  Riverside  Av 
Brown  Fletcher  W  (Ann  O)  retd  h70  Hesperus  Av 
Brown  Forbes  A  (Jean  R)  emp  N  Shore  Gas  (BEV)  hl5  Holly  St 
Brown  Francis  W  (Ruby  F)  emp  Gorton’s  hl36  Riverdale  Pk 
Brown  Frank  h5  Silva  Ct 

Brown  Frank  H  (Frances  M)  wldr  Industrial  Cab  Co  (Essex)  h3  Wells 
St 

Brown  Geo  N  (Edith  M)  retd  h761  Washington  St 
Brown  George  P  (Louise  J)  mgr  N  E  T  &  T  Co  hl7  Briarstone  Rd 
(R) 

Brown  Gilbert  M  serv  eng  Genl  Elec  (B)  rlO  Blynman  Av 
Brown  Gilbert  M  Jr  (Glenda)  lab  Tarr  &  Wonson  r40  E  Main  St 
Brown  Gregg  D  studt  rl8  Riverside  Av 

Brown  Gwyn  tchr  Milton  L  Fuller  Sch  r962  Washington  St 
Brown  H  Douglas  (Ella)  ctr  Empire  Fish  hl2  Maplewood  Pk 
Brown  Helen  med  wkr  Huntress  Pub  Med  Inst  r82  Main  St 
Brown  Helvi  (Wid  Leo)  retd  h2  Maplewood  Pk 
Brown  Hester  F  (Wid  Wm  G  Jr)  hEdgemoor  Rd 
Brown  Hilary  studt  r27  Farrington  Av 
Brown  Ivan  (Jacqueline)  slsmn  (P)  h29  Harrison  Av 
Brown  Jacqueline  (Wid  Ralph)  bkpr  h6  Beach  St  (R) 

Brown  Jacquelyn  jr  elk  Dist  Ct  Of  Eastern  Essex  rHarrison  Av 
Brown  James  rl36  Riverdale  Pk 

Brown  Jan  Mrs  sec-treas  Works  Chev-Olds  rlpswich 
Brown  Jane  H  (Wid  Wm  H  Iii)  retd  hRockholm  Rd 
Brown  Janice  studt  rRowley  Shore 

Brown  Jasper  (Eliz)  sum  res  22  Arlington  St  rVenice  Fla 
Brown  Jessie  C  (Wid  Herman  R)  retd  hl7  Holly  St 
Brown  Joan  L  laby  tech  Beverly  Hosp  (BEV)  h54  Magnolia  Av 
Brown  John  (Margt  M)  retd  h88  Eastern  Av 
Brown  John  O  Jr  retd  r8  Broadway  Av  (R) 

Brown  Joseph  F  (Carellen  J)  auto  body  reprmn  h4  Stuart  Rd 
Brown  June  dental  hygenist  Richd  E  Brown  r9  Rocky  Pasture  Rd 
Brown  Kath  T  Mrs  pharm  aide  Addison  Gilbert  Hosp  h40  E  Main  St 


j}amei  C..  Cjree(y  funeral  Service,  Snc. 

"Quality  &  Service  Since  1884  " 

Tel.  283-0698 

212  Washington  St. _  Gloucester,  Mass.  01930 
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Brown  Laurence  A  Jr  (Dorothy)  retd  hFort  Hill  Av 
Brown  Lawrence  K  (Hazel  E)  retd  h20  Harrison  Av 
Brown  Leila  (Wid  Harold)  r80a  Middle  St  Apt  6 
Brown  Louis  (Shiela)  slsmn  hl8  Ellery  St 
Brown  Louis  J  (June  L)  h3  Winchester  Ct 

Brown  Manuel  (Bertha  F)  custdn  MIT  Lexington  h4  Gale  Rd 

Brown  Manuel  M  Jr  (Rose)  mach  Williams  &  Co  h38  Green  St 

Brown  Margt  P  Mrs  treas  Gloucester  Yacht  Yds  Inc  h31  Beach  Rd 

Brown  Mark  L  studt  r3  Winchester  Ct 

Brown  Maude  E  (Wid  Alymer  A)  h655  Essex  Av 

Brown  Melinda  J  studt  rRockholm  Rd 

Brown  Myron  W  (Marguerite  F)  postmaster  US  Govt  hl3  Parker  St 
(R) 

Brown  Nancy  (Wid  Richd  R)  pkr  Le  Page  s  h9  Summit  St 
Brown  Nancy  (Wid  Robt  F)  retd  h66  Hesperus  Av 
Brown  Norman  (Sally  A)  plmb  hShore  Hill  Rd 
Brown  Patricia  studt  rl36  Riverdale  Pk 
Brown  Paul  K  (May)  retd  h6  Ketchopulos  Cir  (R)  Apt  lOf 
Brown  Philomena  (Wid  Manuel  S)  retd  h51  Warner  St 
Brown  Phyllis  A  Mrs  nurse  hl8  Riverside  Av 
Brown  Priscilla  M  elk  Ciolinos  Pharm  r2  E  Main  St 
Brown  Prudence  (Wid  All  D)  retd  hBabcock  R  (R) 

Brown  Ralph  C  (Carolyn  E)  (Brown’s  Service  Station)  hRear  69 

Friend  St 

Brown  Ralph  C  Jr  atndt  Brown’s  Serv  Sta  ril4  Main  St 

Brown  Ralph  C  Jr  (Sally)  leadermn  Sudbay  Pontiac  Cadillac  Buick  h2 

Harbor  View  Ct 

Brown  Rebecca  C  inserv  coordinator  Addison  Gilbert  Hosp  rRowley 
Shore  Mass 

Brown  Richd  studt  r9  Summit  St 

Brown  Richd  E  (June)  dentist  94  Prospect  St  h9  Rocky  Pasture  Rd 
Brown  Richd  K.  lwyr  Sum  Res  hlO  Me  Lellan  St 
Brown  Robt  (Phyllis)  h40  Derby  St 

Brown  Robt  F  (Nancy  G)  v-pres  Cape  Ann  Historical  Society 
rHesperus  Av 

Brown  Robt  F  Jr  (Anne  H)  stockbroker  (b)  W  E  Hutton  (B)  hl2 
Prospect  St  (R) 

Brown  Roberta  emp  Gorton  s  r9  Summit  St 
Brown  Roger  T  (Dorothy  M)  retd  hl5  Gloucester  Av 
Brown  Roger  W  Jr  r661  Essex  Av 

Brown  Ronald  W  (Donna)  (The  Portside)  h475  Washington  St 
Brown  Ruth  E  (Wid  E  Alan)  retd  hlO  Blynman  Av 
Brown  Sandra  L  artist  r761  Washington  St 

Brown  Seymour  P  (Harriet  B)  (Brimbal  Ave  Jenney  Station)  (BEV) 
h21  Linden  Rd 

Brown  Sheila  nurse  h8  Becker  La 

Brown  Steph  M  (Mary)  pntr  Gloucester  Marine  Railway  h35 
Commonwealth  Av 

Brown  Tom  (Silversmithed)  hDoyle  Cove  Rd  (R) 

Brown  W  Slater  (Mary  J)  author  12  Wharf  Rd  (R)  hl2  Wharf  Rd  (R> 

Brown  Wallace  retd  r655  Essex  Av 

Brown  Wm  h2  Beach  Rd 

Brown  Wm  A  retd  rll  Chestnut  St 

Brown  Wm  C  treas-dir  Lufkin  &  Brown  r2  Ocean  Av 

Brown  Wm  E  (Andrea)  eng  Avco  Inc  (Wilmington)  hl3  Dean  Rd  (R> 

Brown  Wm  E  (Rebecca  C)  carp  hRowley  Shore 


WILLIAM 


JEWELER 


REG  JEWELER 
AM  GEM  SOC 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 


TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature— Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Brown's  Service  Station  (Ralph  C  Brown i  1  Flanagan  Sq 
Brown's  Shoe  Dept  Harry  Finkle  Mgr  7  Pleasant  St 
Browne  Charles  B  studt  rSouth  St  <R> 

Browne  Davies  M  studt  rl6  Wiley  St 

Browne  Edw  C  (Louisa  H>  exec  Knapp  King  Size  (Brockton1  hSouth 
St  (R) 

Browne  Edw  C  Jr  studt  rSouth  St  (R* 

Browne  H  Royal  (Helen  D»  retd  hl6  Wiley  St 
Browne  Louisa  H  studt  rSouth  St  (R) 

Browne  Margt  F  artist  31  River  Rd  rBoston  Mass 
Browne  Mason  G  studt  rSouth  St  (Ri 
Brownell  Abigail  F  retd  h20  Landmark  La  ( R « 

Brownstein  Carlton  phvs  Cape  Ann  Med  Center  rBrookline  Mass 
Bruce  Helen  F  (Wid  Robert)  retd  hl4  Ketchopulos  Cir  <R>  Apt  6 
Bruce  Marion  retd  h39  Mt  Pleasant  St  iR) 

Bruce's  Arco  Service  i Bruce  F  Hammond »  17a  Railroad  Av  tR) 

Bruckler  Joseph  hAtlantic  Rd  Apt  14 

Bruer  B  J  sum  res  hi  3a  Stan  wood  Av 

Bruette  Harold  L  (Eliz  N)  retd  hThatcher  Rd  (R> 

Brum  Manuel  S  (Maria*  wldr  Gloucester  Marine  Railway  h75  Friend 
St 

Brun  Joseph  G  (Maria  S)  rec  elk  (Pi  rRear  6  Acacia  St 
Brundage  Frances  E  Mrs  (Tupper  House  Apartments)  r24  Main  St  iRi 
Brundage  W  Russell  (Frances  E)  (Tupper  House  Apartments'  h24 
Main  St  (Ri 

Bruner  Jerome  h912  Washington  St 

Bruni  Francis  A  (Eliz  M)  pres  Building  Center  (R>  h5  Jewett  St  (Ri 
Bruni  Geraldine  Mrs  h21  Pine  St 

Bruni  Harold  P  (Kathleen  F  tile  mech  15  Washington  Sq  hl5 
Washington  Sq 

Bruni  Kathleen  Mrs  librn  Babson  Memorial  Library  rl5  Washington 
Sq 

Bruni  Kristine  M  studt  r5  Jewett  St  <R) 

Bruni  Paul  (Ellen)  drftsmn  h97  Western  Av 

Bruni  Robt  E  (Dolores  E)  mgr  Anton’s  Cleansers  (Melrose)  hl4 
Cunningham  Rd 

Bruno  Charles  F  Jr  (Barbara  Ji  tchr  Gloucester  High  Sch  h28 
Granite  St  (R) 

Bruno  Timothy  L  studt  r28  Granite  St  (Ri 

Bruns  Wm  C  tchr  Gloucester  High  Sch  rBoston  Mass 

Brunton  Margt  retd  h644  Washington  St 

Bryan  Alden  (Mary  L)  (The  Rudder)  h56  Rocky  Neck  Av 

Bryan  Mary  L  Mrs  artist  56  Rocky  Neck  Av  h56  Rocky  Neck  Av 

Bryan  Wharf  pier  73  Rocky  Neck  Av 

Bryant  Edw  guidance  dir  Rockport  Jr  Sr  Hi  Sch  rlpswich  Mass 
Bryant  Ethel  Mrs  summer  res  h40  Atlantic  St 
Bryce  Kath  A  (Wid  Stanley)  h49  Phillips  Av  (R) 

Bryn  Harry  (Dorothy)  sum  res  h22  Samuel  Riggs  Cir 

Bryning  Margt  R  (Wid  O  Carl)  librn  (Cambridge)  h8b  South  St  (R) 

Bubier  Thos  S  summer  res  hWolf  Hill  St 

Buccheri  Corrado  (Josephine)  fishermn  hl6  Allen  St 

Buccigrosso  Jo  Ann  Mrs  tchr  Gloucester  High  Sch  rSwampscott  Mass 

Buchanan  Leonard  sum  res  hLucia  Rd  (Ri 

Buchholzer  Cecelia  Mrs  teller  Rockport  Natl  Bk  (Ri  r34  Mt  Pleasant 
St  (R) 

Buchholzer  John  R  merchant  marine  r34  Mt  Pleasant  St  (R) 


GLOUCESTER  SUPI 

Tels.  283-7800- 

PLY  COMPANY 

-283-7801 

4  Parker  Street 

Gloucester,  Mass.  01930 
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Buck  Cath  J  cln  Shore  Clif I'  Retirement  Home  r2  Ocean  Av  Apt  3m 

Buck  Fredk  W  (Stephanie;  carrier  P  O  h30  School  St 

Buckley  Audrey  Mrs  sum  res  hill  Long  Beach  St  R 

Buckley  Barbara  sum  res  37  Leverett  St  rDedham  Mass 

Buckley  Bruce  studt  r6  Ellery  St 

Buckley  Christine  M  studt  r6  Ellery  St 

Buckley  Donald  F  (Barbara  J)  conduit  dept  NET&T  hSouth  St  R 
Buckley  I  Laura  (Wid  Wm  retd  h46  Lincoln  Pk 
Buckley  Jean  M  Mrs  retd  h5  Ships  Bell  Rd 
Buckley  Marguerite  C  (Wid  John  M)  retd  h221  Granite  St  R 
Buckley  Melissa  W  nurses  aide  Addison  Gilbert  Hosp  rlO  Vine  St 
Buckley  Susan  sec  r6  Ellery  St 

Buckley  Thos  J  (Edith  C)  slsmn  New  England  Fish  Co  hlltt  Main  St 

(R) 

Buckley  Wm  D  Jr  i Dorothy  mach  Gloucester  Eng  h6  Ellery  St 
Budrow  Brian  C  studt  r9  Prospect  St  Extn  R 
Budrow  Brothers  (Ralph  J  Budrow)  gas  sta  1  Railroad  Av 
Budrow  Colleen  asmblr  rl4  Summit  St 
Budrow  Cornelius  retd  h22  Shepherd  St 

Budrow  Edw  P  (Nancy)  mach  Gloucester  Eng  h3y  Holly  St 
Budrow  George  B  (Marcia  J »  mech  Wm  H  Budrow  Inc  h55  High  St 
(R) 

Budrow  Hester  M  cosmetician  h97  Western  Av 

Budrow  John  F  (Christine  K)  tchr  G  Vocational  Sch  hl4  Summit  St 
Budrow  John  F  Jr  studt  rl4  Summit  St 

Budrow  Linda  Mrs  nurse  Addison  Gilbert  Hosp  h23  Leonard  St 
Budrow  Lorraine  (Wid  Robt  H)  h53  Eastern  Point  Rd 
Budrow  Michl  G  studt  rl4  Summit  St 

Budrow  Michl  H  Jr  (Grace'  slsmn  Works  Chev-Olds  h567 
Washington  St 

Budrow  Michl  H  III  r567  Washington  St 
Budrow  Ralph  J  (Budrow  Bros)  h9  Prospect  St  Extn  R 
Budrow  Ralph  T  appr  electn  r9  Prospect  St  Extn  R 
Budrow  Robt  S  (Carolyn  A<  mech  Ipswich  h9  Essex  St 
Budrow  Thos  E  mech  Budrow  Bros  r9  Prospect  St  Extn  R 
Budrow  Wm  H  (Grace  R)  pres  &  treas  Wm  H  Budrow  Inc  h24 
Linden  Rd 

Budrow  Wm  H  Inc  Wm  H  Budrow  Pres  &  Treas  gas  sta  11  Rogers 
St 

Buell  C  wrtr  h6  Rowe  Av  (Ri 

Buggie  Mary  rCape  Ann  Nursing  Home 

Buhler  Dorothy  sum  res  hBsmt  81  Eastern  Point  Rd 

Buik  Cathy  cln  Shore  Clif!-  Retirement  Home  rClitl  Rd 

BUILDING  CENTER  INC  OF  GLOUCESTER  THE  Francis  A 

Bruni  President,  Charles  Heberle  Treasurer,  Lincoln  Burgess 
General  Manager,  Complete  Line  Of  Building  Supplies,  Paint, 
Hardware  And  Garden  Equipment,  1  Harbor  Loop  (01930), 

Tel  283-3060  (See  Index  To  Advertisers) 

Building  Center  Inc  Ot  Rockport  The  Francis  A  Bruni  Pres  C  T 
Heberle  Treas  18  Railroad  Av  (Rl 
Bulduc  Raymond  J  (Virginia  R1  insp  Reg  Mtr  \  ehicles  (BE\  h20 
Perkins  St 

Bulduc  Susan  Jr  clk-typ  Reg  Motor  Vehicles  1  BE\  r20  Perkins  St 
Buldue  Jos  (Adalena)  retd  hl9  Poplar  Pk 
Bulky  Melissa  rRear  15  Willow  St 
Bull  Finch  House  6-*  E  Main  St 
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Bunce  Robt  L  (G  Faye)  hlO  Traverse  St 

Bundy  Fredk  M  (Anita)  chairmn  Cape  Ann  Bank  &  Trust  Co 
rManchester  Mass 

Bundy  Harvey  H  exec  v-pres  &  treas  The  Gorton  Corp  rManchester 
Mass 

Buo  Pauline  M  hl06  Riverdale  Pk 

Buotte  Gerald  J  (Josephine)  elk  Postal  Service  h5  Prospect  Sq 
Burbank  Alice  Mrs  h5a  Oak  Cir  (R) 

Burbank  Alice  G  acct  tech  US  Dept  Of  The  Interior  h61  High  St  (R) 
Burbank  Charles  G  (Ingrid  D)  pres  Granite  Savings  Bank  hl04 
Highland  Av  (R) 

Burbank  Donald  S  (Katheryn  D)  stall’  supt  h27  Pleasant  St  (R) 
Burbank  Ingrid  D  Mrs  bkpr  J  Raymond  Smith  rl04  Highland  Av  (R) 
Burbank  John  J  (Pearl  L)  mach  United  Shoe  (BEV)  hSeagull  St  (R) 
Burbank  John  J  Jr  marine  eng  rSeagull  St  (R) 

Burbank  Mary  J  studt  r68  High  St  (R) 

Burbank  Nancy  R  studt  r68  High  St  (R) 

Burbank  Richd  stock  elk  Ernie’s  Mkt  r68  High  St  (R) 

Burbank  Richd  S  (Cath  B)  fire  chf  Town  Of  Rockport  h68  High  St 
(R) 

Burbine  Benj  (Tina)  spray  pntr  h225  Essex  Av 

Burbine  Bernard  P  (Lillian  N)  with  City  Hwy  Dept  h6  Knowlton  Sq 
Burbine  Jeri  reept  B  F  Goodrich  Chem  rManchester  Mass 
Burbine  Joseph  B  (Carol  A)  art  tchr  h616  Western  Av 
Burbridge  Dorothy  L  Mrs  cafeteria  wkr  West  Parish  Sch  rl5  Sadler 
St 

Burbridge  Walter  (Dorothy)  retd  r51  Magnolia  Av 
Burbridge  Walter  Jr  (Beverly)  electn  United  Elec  (Boston)  h51 
Magnolia  Av 

Burbridge  Walter  H  III  appr  electn  r51  Magnolia  Av 
Burch  Patricia  nurse  Addison  Gilbert  Hosp  rl5  Trask  St 
Burchard  David  V  (Gale  P)  tug  boat  capt  h518  Washington  St 
Burchell  Norman  (Evelyn  F)  retd  h52  South  St  (R) 

Burda  Louis  (Dorothy  A)  lobsterman  3  Smith  Street  Ct  (R)  h3  Smith 
Street  Ct  (R) 

Burda  Sven  K  (J  Marie)  auto  repr  3a  Smith  Ct  (R)  h3a  Smith  Street 
Ct  (R) 

Burgarella  Joseph  J  (Mary  F)  retd  h44  Beach  Rd 

Burgarella  Mary  N  library  consultant  Comlth  Of  Mass  r44  Beach  Rd 
Burgarella  Pauline  F  retd  h5  Williams  Ct 

Burgess  David  H  (Gertrude)  lab  Town  Water  Dept  h5  Squam  Hill  Ct 
(R) 

Burgess  Douglas  USAF  rl080  Washington  St 

Burgess  Franklin  D  (Judith)  tree  surgeon  hl080  Washington  St 
Burgess  Gertrude  waitress  Oleana  Restr  (R)  r5  Squam  Ct  (R) 

Burgess  J  Henry  (Gladys  J)  emp  Prof  Consult  Maintenance  h20 
Eastern  Av 

Burgess  Janice  h7  Gilbert  Ct 

Burgess  Leslie  E  (Wid  Sami  H)  retd  hRear  5  Squam  Hill  Ct  (R) 
Burgess  Lincoln  M  retd  h83  High  St  (R) 

Burgess  Lincoln  M  (Ingrid  L)  genl  mgr  Building  Cneter  h8  Kirk  Rd 

BURGESS  &  MACKEY  INC 

JAMES  C  GREELY  JR  PRESIDENT 

JAMES  C  GREELY  III  VICE  PRESIDENT 

GERALD  D  GREELY  TREASURER 

FUNERAL  DIRECTORS 

177  MAIN  STREET 

ROCKPORT  01966 

TELEPHONE  546-6773 

Burgess  Pauline  Mrs  supvr  Plum  Cove  Sch  rl078  Wash 
Burgess  Sami  W  (Ida  I)  gunsmith  25  Squam  Rd  (R)  h25  Squam  Rd 
(R) 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc-) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Burgess  Stanley  L  (Marion  C)  pres  Gloucester  Community  Fish  Pier 
Assn  h51  Eastern  Point  Rd 
Burgess  Susan  M  studt  r8  Kirk  Rd 

Burgess  Suzanne  kitchen  hlpr  Cape  Ann  Nursing  Home  r5  Squam 
Hill  Ct  (R) 

Burgess  Thos  bartndr  Lil’  Earl’s  h51  Witham  St 
Burgess  Valdor  L  (Helen  J)  h5  Cleveland  PI 

Burgoyne  J  Albert  (Juliet  M)  pres  Metropolitan  Property  &  Liability 
Ins  (NYC)  hl5  Prospect  St  (R) 

Burgoyne  Robt  studt  rl5  Prospect  St  (R) 

Burgtorf  John  A  (Sheila  B)  framer  Danvers  h4d  Jewett  St  (R) 

Burke  Andrew  O  controller  Rymac  rPeabody  Mass 
Burke  Carol  nurses  aide  Cape  Ann  Nursing  Home  r7  Woodward  Av 
Burke  Cornelius  J  plant  opr  City  Water  Div  hRear  35  Hartz  St 
Burke  Everett  J  (Muriel  B)  custdn  U  S  Dept  Of  Interior  hl56 
Washington  St 

Burke  Gerard  driver  Cape  Ann  Automotive  rl4a  Stanwood  Av 
Burke  Gertrude  A  sum  res  rStoneham  Mass 

Burke  Hugh  J  Jr  (Ellen  W)  (Burke  Supply  Co)  h3  Magnolia  Av 

Burke  J  Wm  sum  res  Salt  Island  Rd  r Wakefield  Mass 

Burke  James  (Muriel)  fishwkr  North  Atlantic  Fish  hlO  Millett  St 

Burke  James  emp  PO  r46  Harrison  Av 

Burke  James  F  Jr  elk  P  O  r42  Harrison  Av 

Burke  John  H  (Linda  D)  mach  Gloucester  Eng  hl6  Trask  St 

Burke  John  J  Park  Western  Av 

Burke  Mary  A  retd  h33  Lincoln  Pk 

Burke  Michl  C  (Vivian)  firefighter  City  Fire  Dept  hl5  Fenley  Rd 
Burke  Michl  J  v-pres  Quincy  Market  Cold  Storage  &  Warehouse  Co 
rBeverly  Mass 

Burke  Muriel  B  Mrs  elk  Grants  rl56  Washington  St 

Burke  Neil  J  rl9  Essex  Av 

Burke  P  Gregory  (Susan  D)  hLinden  Av 

Burke  Patricia  A  ofc  sec  Stone  &  Webster  (B)  r9  Shore  Hill  Rd 
Burke  Priscilla  I  Mrs  bkpr  Sudbay  Pontiac  Cadillac  Buick  rEssex 
lVla.ss 

Burke  Ralph  G  (Ruth  A)  social  wkr  State  Welfare  Dept  (P>  h62 
Poplar  St 

Burke  Ray  E  (Dorothy  B)  asst  supvr  trucking  Gorton's  hlO  Blake  Ct 

Burke  Raymond  J  (Eunice  G)  elk  Cape  Ann  Mkt  hl4a  Stanwood  Av 

Burke  Richd  B  (Natalie)  sum  res  hl3  Kent  Rd 

Burke  Robt  (Carol  Ann)  h7  Woodward  Av 

Burke  Robt  C  (Emma  E)  mech  h9  Shore  Hill  Rd 

Burke  Robt  H  lwyr  (B)  r9  Shore  Hill  Rd 

Burke  Robt  R  (Joan  S)  driver  Hood’s  (S)  hl6  Riverside  Av 

Burke  Russell  J  (Clara  F)  drop  forger  Cape  Ann  Tool  h389  Western 

Av 

Burke  Sheila  J  rl6  Riverside  Av 

Burke  Steph  (Linda)  bodymn  Chubly’s  Auto  Serv  h2  lair  St 

Burke  Steph  J  (Linda  R)  (Newman  &  Burke)  (Manchester)  h87  friend 

St 

Burke  Steph  R  atndt  Ryan  Serv  Cntr  rl6  Riverside  Av 

Burke  Timothy  garage  atndt  rl56  Washington  St 

Burke  Timothy  P  emp  Gorton  s  r34  Bass  Av 

Burke  Walter  L  (Margt  A)  mtcemn  hl08a  Concord  St 

Burke  Wilfred  F  (Donna  E)  acct  State  Dept  hi  Cedarwood  Rd 

Burke  Wilfred  L  (Margt)  hd  plant  opr  City  Water  Div  h34  Bass  Av 
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Burke  Wm  firefighter  City  Fire  Dept  rMag  Av 

Burke  Wm  R  (Ella  F)  retd  h55  Poplar  Pk 

Burke  Wm  S  (Mary  M)  lobstermn  h70  Eastern  Av 

Burke’s  Bazaar  (Mrs  Emma  E  Purrington)  antiques  512  Essex  Av 

Burkhard  Stanley  (Eleanor)  retd  hNorth  Rd  (R) 

Burkhardt  Richd  E  (Annisquam  Marina)  h672  Washington  St 
Burne  John  J  sum  res  h25  River  Rd 

Burnett  Louis  (Martha  M)  (Burnett  &  Moore  Gallery)  hl7  Dock  Sq 
(R) 

Burnett  Martha  M  Mrs  (Burnett  &  Moore  Gallery)  rl7  Dock  Sq  (R) 
Burnett  &  Moore  Gallery  (Louis  And  Mrs  Martha  M  Burnett)  art  17 
Dock  Sq  (R) 

Burnham  Agnes  waitress  Beef  &  Bun  rl  Alpine  Ct 
Burnham  Allan  S  mtcemn  City  Water  Div  hS'/a  Prospect  St 
Burnham  Annie  N  (Wid  Bradford  T)  hThurston's  Pt 
Burnham  Brenda  ofc  sec  Action  r8  Loring’s  Ct 
Burnham  Caroline  F  retd  hl8  Corliss  Av 

Burnham  Danl  F  (Grace  S)  forger  Cape  Ann  Tool  h27  Addison  St 
Burnham  Donald  A  (Frances  M)  (Burnham  &  Thomas)  hl7  Nally  Av 
Burnham  Eliz  kitchen  hlpr  Cape  Ann  Nursing  Home  rCentennial  Av 
Burnham  Ellen  W  Mrs  fish  wkr  Gorton’s  h94  Mt  Pleasant  Av 
Burnham  Esther  E  field  rep  Am  Natl  Red  Cross  (B)  h24  Riverside  Av 
Burnham  Frank  L  (Gloria  M)  emp  Gorton's  h34  Grapevine  Rd 
Burnham  Gay  emp  Paradise  Aquarium  r27  Addison  St 
Burnham  Geo  R  (Beverly  J)  whse  mn  Quincy  Mkt  Cold  Stge  &  Whse 
Co  hl6  Harvard  St 

Burnham  Gertrude  retd  h48  Main  St  (R) 

Burnham  Gloria  nurse  Cape  Ann  Nursing  Home  r34  Grapevine  Rd 
Burnham  Gordon  C  (Joan  C)  sis  rep  Caribou  Fisheries  hl3  Elizabeth 
Rd 

Burnham  Grace  daycare  mother  Action  Inc  r27  Addison  St 
Burnham  Jacqueline  hairdrsr  Anthony’s  Beauty  Salon  r6  Marchant 
St 

Burnham  James  P  (Agnes  F)  whsemn  Quincy  Mkt  Cold  Stge  hi 
Alpine  Ct 

Burnham  Jennie  M  (Wid  Gordon)  retd  hl06  E  Main  St 
Burnham  Lynn  (Harbor  Coffee  Shop)  rWashington  St 
Burnham  Matthew  summer  res  202  Concord  St  rQuincy  Mass 
Burnham  Newell  L  gdnr  h8  Loring’s  Ct 
Burnham  Norman  blow  mold  opr  Le  Page’s  rEssex  Mass 
Burnham  Patricia  nurses  aide  Cape  Ann  Nursing  Home  rPine  Rd 
Burnham  Playground  1  Burnham  St 

Burnham  Richd  (Barbara)  mach  Murmac  Mfg  h49  Perkins  St 
Burnham  Richd  W  utilitymn  Le  Page’s  rla  Pigeon  Hill  Ct  (R) 
Burnham  Robt  (Virg  M)  emp  DPW  h6  Marchant  St 
Burnham  Russell  (Patricia  A)  truck  driver  hPine  Rd 
Burnham  Ruth  Mrs  tchr  Babson  Sch  h60  Riverdale  Pk 
Burnham  Signi  (Wid  J  Fletcher)  retd  h7  Broadway  <R) 

Burnham  Thales  A  (Martha  K)  stevedore  Elliott’s  h32  Grapevine  Rd 
Burnham  Theo  fishermn  r60  Riverdale  Pk 

Burnham  &  Thomas  (Donald  A  Burnham  And  Francis  E  Thomas) 
boat  repairs  Norwood  Ct 

Burnham  &  Thomas  Yacht  Yard  (Donald  A  Burnham  And  Francis  E 
Thomas)  Norwood  Ct 

Burnhan  Joseph  (Ann)  fish  wkr  h41  Mansfield  St 

Burnhan  Leo  (Linda)  emp  Gorton’s  h28  Addison  St 

Burns  Anna  (Wid  John)  r514  Essex  Av 

Burns  Carol  N  ofc  elk  Jordan  Marsh  (B)  rlO  Oak  St 

Burns  Cath  Mrs  retd  h32  Lincoln  Pk 

Burns  Cathy  studt  r733  Washington  St 

Burns  Frank  h227  Granite  St  (R)  Apt  2d 

Burns  Geraldine  L  Mrs  jr  elk-typ  Gloucester  Welf  Serv  Ofc  hl45 
Essex  Av  Apt  16 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  .  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Burns  James  T  Jr  (Mary  L)  driver  Gorton’s  hlO  Oak  St 
Burns  John  F  (Marion  E)  retd  h278  Essex  Av 
Burns  Leslie  nurse  rBeacon  Hill  St 

Burns  M  Eliz  Mrs  hygienist  N  Abbott  Hooper  rBeacon  Hill  (EG) 
Burns  M  Virginia  Mrs  sculptor  10  Wallace  Rd  (R)  hlO  Wallace  Rd 
(R) 

Burns  Marie  M  (Wid  Clifford)  retd  h6  Mansfield  St 
Burns  Marjorie  Mrs  dental  asst  Walter  J  Powers  r4  Youngs  Rd 
Burns  Marjorie  A  (Wid  Robt  J)  retd  hl32  Eastern  Av 
Burns  Milton  supt  Oak  Grove  Cemetery  h5  Grove  St 
Burns  Neil  D  elec  wkr  New  England  Power  r278  Essex  Av 
Burns  Olivia  G  Mrs  fish  wkr  Gorton’s  h41  Friend  St 
Burns  Peter  A  utilitymn  Le  Page’s  r6  Mansfield  St 
Burns  Peter  L  (Marjorie  H)  lab  Quincy  Mkt  &  Cold  Stge  hll  Young’s 
Rd 

Burns  Robt  studt  rBeacon  Hill  St 

Burns  Robt  (Patricia)  tchr  Ralph  B  O’Maley  Mdl  Sch  hlO  Prospect  St 
(R) 

Burns  Robt  J  Jr  (Linda  M)  die  ctr  Tadco  Mfg  hll8  Eastern  Av 
Burns  Robt  S  (Mary)  tester  N  E  T  &  T  hBeacon  Hill  St 
Burns  Thos  hi  Mt  Pleasant  PI  (R) 

Burns  Walter  retd  hThurston’s  Pt 

Burns  Wm  E  (Marilyn)  barber  28  Hancock  St  h733  Washington  St 
Burr  Francis  H  summer  res  Essex  River  Rd  rHamilton  Mass 
Burr  Linda  F  retd  hi  King  Street  Ct  (R) 

Burr  Malcolm  W  (Dorothy  C)  summer  res  h3  Tregony  Bow  Rd  (R) 
Burr  Sumner  C  emp  Middlesex  Mut  Ins  (B)  r3  Tregony  Bow  Rd  (R) 
Burrell  Eleanor  M  retd  h43  Pleasant  St 
Burrier  Richd  (Seacroft  Hotel)  h64  Eastern  Point  Rd 
Burrill  Fannie  (Wid  Chas  E)  retd  h29  School  St  (R) 

Burrill  Kenneth  C  (Romualda  S)  osteopathic  phys  48  Soutl  St  (R) 
h48  South  St  (R) 

Burrill  Romualda  S  Mrs  elk  Rockport  Bd  Of  Health  r48  South  St  (R) 
Burroughs  Gordon  J  (Raye  D)  eng  Stone  &  Webster  (B)  h513  Essex 
Av 

Burroughs  Marion  E  (Wid  Alton)  elk  Serendipity  (Essex)  h566  Essex 
Av 

Burroughs  Robt  H  (Eliz  M)  retd  h9  Nally  Av 

Burroughs  William  A  (Ethel)  (Clean-Rite  Cess  Pool  &  Septic  lank 
Serv)  h594  Washington  St 
Burton  Carol  (Wid  Wm)  retd  h8  Lincoln  Pk 
Burton  Deryk  yacht  capt  rCauseway  St 
Burton  Hilja  S  (Wid  Alex  R)  (Burton’s  Silver  Shop)  hi  193 
Washington  St 

Burton  Richd  Y  (Sandy’s  Silver  Shop)  rll93  Washington  St 
Burton’s  Silver  Shop  (Hilja  S  Burton)  jewelry  20  Main  St  (R) 

Bush  Irvin  W  (Deloria  B)  mach  Ipswich  h34  Gee  Av 

Bush  Linda  F  laby  tech  Addison  Gilbert  Hosp  rDanvers  Mass 

BUSINESS  AND  FINANCIAL  SERVICES  (James  P  Rasmussen 
Jr)  E  A  Tax  Return  Preparation  21  Granite  St  (Rockport 
01966)  Tel  546-7351 

Business  &  Professional  Women’s  Club  8  Angle  St 
Busy  Bee  Block  86  Main  St 

Busy  Bee  Inc  Robt  W  Grover  Jr  Pres-Treas  restr  84  Main  St 
Butcher  Shop  The  (John  CoffI  Jerry  M  Coughlin)  153  Main  St 
Buteas  Arthur  (Ruth  E)  emp  O  U  F  hl2-14  Babson  St 
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Butler  Charles  R  (Lorraine  E)  drftsmn  Charles  T  Main  (B)  h32 
Webster  St 

Butler  Frances  S  (Wid  Fred)  (Back  Yard  Gallery)  h3  Ocean  Av  (R) 
Butler  Grace  rCape  Ann  Nursing  Home 

Butler  John  mach  Rockport  Twine  &  Rope  r4  Norwood  Ct  (R)  Apt  4 
Butler  Marion  rCape  Ann  Nursing  Home 

Butler  Maureen  dietn  Cape  Ann  Nursing  Home  rReading  Mass 
Butman  Audrey  Mrs  hi  Blynman  Av 

Butman  Douglas  E  sum  res  39  Long  Beach  St  (R)  r Waltham  Mass 
Butman  Emma  W  (Wid  A  Carl)  retd  hl6  Prospect  St  (R) 

Butman  Harold  S  lab  Gloucester  Eng  rl  Blynman  Av 
Butman  Paul  M  (Elinor  K)  sum  res  38  Long  Beach  St  (R) 
rWashington  D  C 

Butman  Wm  lab  tech  Addison  Gilbert  Hosp  r2  Prospect  St 
Butter  Steph  sum  res  hEden  Rd  (R) 

Button  Box  Apt  (Summer  Res)  3a  Cleaves  St  (R) 

Buttry  Danl  security  guard  Addison  Gilbert  Hosp  rlpswich  Mass 
Buttry  Sharon  laby  elk  Addison  Gilbert  Hosp  rlpswich  Mass 
Buxton  Tranceita  P  (Wid  Edw  W)  retd  h20  Arlington  St 
By  Bon  Co  (Eug  A  Surette)  mach  shop  298  Essex  Av 
Byard  Geo  O  (Estella  V)  mtcemn  Seafood  Kitchen  hRear  16  Marble 
St 

Byers  Thos  W  (Ann  N)  organ  bldr  C  B  Fisk  Inc  hl236  Washington 
St 

Byrne  Kevin  F  (Pauline  M)  linemn  Mass  Elec  h36  Englewood  Rd 
Byrne  Mary  A  hsekpr  St  Ann’s  Convent  r70  Pleasant  St 
Byrne  Paul  J  (Gloria)  slsmn  N  E  T  &  T  h50  Englewood  Rd 
Byrnes  Joel  security  ofer  Shore  Cliff  Retirement  Home  r48-5€L  Main 
St 

Byrnes  Richd  P  elk  Cape  Ann  Market  h91  High  St  (R) 

C  &  A  House  Of  Pizza  (Steven  Parousis)  275  Main  St 
C  &  J  Ceramics  (Mrs  Mildred  C  Clark  And  Myron  E  Johnson)  7 
Gerring  Rd 

Cabana  Wm  mach  Rockport  Twine  &  Rope  hl3  Pleasant  St  (R) 

Cabral  Albert  J  (Karen  J)  h20  Millett  St 

Cabral  Cath  emp  Mass  Coastal  Fisheries  rll5  Mt  Pleasant  Av 

Cabral  Edna  Mrs  retd  hi  15  Mt  Pleasant  Av 

Cabral  Gary  R  hRear  2  Highland  St 

Cabral  Geo  (Ruth)  flshermn  hi  14  E  Main  St 

Cabral  Lucy  (Wid  Joseph  G)  pkr  Gorton’s  h34  Millett  St 

Cabral  Richd  G  (Arlene)  prsr  E  A  Greel  Inc  hl8  Forest  St  (R) 

Cabral  Wallace  (Cathy)  lab  Bradys  h281  Washington  St 
Cadenhead  Van  H  (Sandra  J)  studt  h223  Washington  St 
Cafasso  O  Vincent  (Kathleen  R)  prin  Plum  Cove  Elementary  Sch  h6 
Plum  St 

Cafasso  Wm  P  ct  ofer  Dist  Ct  Of  Eastern  Essex  hSt  Louis  Av 
Caffrey  Dorothy  guest  house  2  Ocean  Av  (R)  h2  Ocean  Av  (R) 

Caffrey  Geo  W  custdn  Rockport  Jr  &  Sr  High  Sch  (R)  h52  Granite  St 
(R) 

Caffrey  John  J  Jr  handymn  r52  Granite  St1  (R) 

Caffrey  Richd  D  (Mary  B)  retd  hl4  Haven  Av  (R) 

Caffrey  Richd  D  Jr  carp  Feldman  Constn  rl4  Haven  Av  (R) 

Caggiano  Teresa  F  sum  res  Bungalow  Rd  rE  Boston  Mass 
Cahill  David  studt  r53  Mt  Pleasant  Av 
Cahill  Dorothy  M  hi  14  E  Main  St 

Cahill  Helen  Mrs  genl  asst  Shore  Cliff  Retirement  Home  rManchester 
Mass 

Cahill  James  F  Jr  studt  h8  Flume  Rd  Apt  3 

Cahill  John  R  Jr  (Margt  M)  (Bernstein  Cahill  &  Cahill)  h53  Mt 
Pleasant  Av 

Cahill  Peter  J  (Ann  Joy)  (Bernstein  Cahill  &  Cahill)  r Atlantic  Rd 
Cahill  Sara  M  tchr  r53  Mt  Pleasant  Av 
Cahill  Wm  G  studt  r263  Essex  Av 


EACOAST 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 


Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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Cahill  Wm  J  (Bernice  L)  managing  editor  Gloucester  Daily  Times 
h263  Essex  Av 

Cahill  Wm  T  sum  res  hl5  Dean  Rd  <R> 

Cahoon  Deborah  studt  h22  Gee  Av 

Cahoon  Gloria  D  Mrs  piano  tchr  59  Mt  Pleasant  Av  h57  Mt  Pleasant 
Av 

Cahoon  June  supvr  Glou  Manor  Rest  Home  r46  Summer 
Cahoon  Mark  studt  r22  Gee  Av 

Cahoon  Ray  H  (Gloria  D)  mgr  Me  Neff  Dominic  h59  Mt  Pleasant  Av 
Cahoon  Thos  E  Jr  (Margt)  mtee  Lincoln  Laby  (Lexington)  hlO  Grove 
St 

Cain  Mary  (Wid  Thos  G)  retd  hi  Neptune  PI 
Cain  Thos  studt  r3  Hickory  St 

Cain  Thos  Jr  (Beverly  A)  state  trooper  h3  Hickory  St 
Caissie  Albert  J  Jr  studt  rll  Sylvan  St 
Caissie  Margaret  hskpr  St  Ann’s  Rectory  rCleveland  St 
Caissie  Margt  R  (Wid  Albert  J)  retd  hll  Sylvan  St 
Caissie  Mary  A  teller  Cape  Ann  Sav  Bk  rll  Sylvan  St 
Calder  Clyde  (Edna)  retd  h45  E  Main  St 

Calder  Clyde  A  (Edna  G)  car  plshr  Sudbay  Pontiac  Cadillac  Buick 
h33  Derby  St 

Calder  Dora  B  (Wid  Ralph)  retd  hl4  Decatur  St 

Calder  Josephine  E  Mrs  packer  Gorton’s  hl07  Washington  St 

Calder  Julia  retd  r44  South  St  (R) 

Calder  Wm  USMC  rl07  Washington  St 

Caldwell  Lorette  (Edna)  with  Action  Inc  hl45  Essex  Av  Apt  9 
Caldwell  Stuart  (Clara)  retd  h27  Smith  Rd  (R) 

Calhoun  Fredk  K  (Chris)  eng  h8  Stanwood  St 
Call  Carrie  E  (Wid  Arth  E)  retd  hl26  Prospect  St 

Call  Charles  M  (Shirley  A)  elk  Glouc  Supply  Co  hRear  353  Essex  Av 

Call  Eleanor  Mrs  (Seaweed  Manor  Gift  Shop)  r353  Essex  Av 

Call  John  H  (Ethel  T)  retd  h243  Eastern  Av 

Call  Mary  L  (Wid  Sumner  G)  retd  h68  Perkins  St 

Call  Thaddius  (Elinor)  retd  h47  Woodward  Av 

Call  Wm  R  (Mary  A)  mtcemn  Cape  Ann  Nursing  Home  h33  Wolf 
Hill  La 

Call  Wm  R  dishwshr  Hannah  Jumper  Restr  h237  Main  St  (R) 

Call  Willian  E  Mrs  h51  Woodward  Av 
Callaghan  Adaline  F  summer  res  hWoodward  Av 
Callahan  Frances  homevisitor  Action  Inc  rl027  Wash  St 
Callahan  Isabel  M  (Wid  David  H)  retd  hl85  Washington  St 
Callahan  Jack  (Jack  Callahan  Gallery)  r37  South  St  (R) 

Callahan  Jack  Gallery  (Jack  Callahan)  11a  Main  St  (R) 

Callahan  John  A  artist  h37  South  St  (R) 

Callahan  Louise  C  Mrs  sum  res  49  Wingaersheek  Rd  rMalden  Mass 
Callahan  Maryellen  Mrs  tchr  Gloucester  High  Sch  r87  Mt  Pleasant 
Av 

Callahan  Raymond  G  (Frances  G)  consultant  hl027  Washington  St 
Callahan  Robt  A  (Agnes)  mfrs  agt  Riverview  Rd  hRiverview  Rd 
Callahan  Russell  F  (Gladys  M)  metermn  Mass  Elec  hl4  Abbott  Rd 
Callahan  Thos  D  (Maryellen  P)  mach  asmblr  Gloucester  Eng  Co  h87 
Mt  Pleasant  Av 

Callahan’s  Studio  &  Gallery  (Jack  Callahan)  art  3514  South  St  (R) 
Callan  James  (Barbara)  swimming  pool  constn  h2  Harraden  Av  (R) 
Callard  A  W  sum  res  hSalt  Island  Rd 

Callen  Richd  W  (Natalie  E)  blow  mold  opr  Le  Page’s  h26  High  St 
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Calnan  Mary  E  prof  Boston  College  h34  E  Main  St 

Calomo  Joseph  (Rose  M)  fishermn  hll  Pine  St 

Calomo  Michl  S  (Lavina  R)  lumper  hl9  Chestnut  St 

Calomo  Sami  P  (Carol  A)  electronics  expert  hl9  Chestnut  St 

Calomo  Vito  J  (Josephine  R)  slsmn  Stevens  Mtr  Sis  hl6  Linden  Rd 

Calson  Wm  sum  res  hl7  Oakes  Av 

Calton  Peter  B  studt  h6  Atlantic  St 

Calvary  Chapel  Baptist  Church  Rev  Howard  J  Lodge  Pastor  7  Beacon 
St 

Calvary  R  C  Cemetery  151  Eastern  Av 

Cambria  Beverly  Mrs  shoe  designer  h757  Washington  St 

Cambria  Steph  fishermn  r24  Washington  Sq 

Camelia  Michl  Y  studt  rll9  Magnolia  Av 

Camelia  Ruth  M  (Wid  Louis  D)  hll9  Magnolia  Av 

Camera  Corner  The  Papken  Kechichian  Mgr  T  Wharf  (R) 

Cameron  Bernice  (Wid  Rueben  Jr)  h286  Essex  Av 

Cameron  Bessie  M  (Wid  Russell  G)  retd  h5  Seeall  St 

Cameron  Cottages  (David  And  Jean  Cameron)  guests  Pioneer  Cir  (R) 

Cameron  Danl  V  (Barbara)  plant  mgr  hThurston’s  Pt 

Cameron  David  (Jean  C)  (Cameron  Cottages)  r62  Marmion  Wy  (R) 

Cameron  Donna  tchr  Milton  L  Fuller  Sch  r5  Hodgkins  St  (R) 

Cameron  Eflie  F  (Wid  Mayo)  retd  hl79  Washington  St 
Cameron  Elmer  B  (Amelia  M)  retd  h22  Clearview  Av 
Cameron  Geo  E  Jr  (M  Jeanne)  (The  Sea  Ledge)  hGap  Head  Rd  (R> 
Cameron  Harvey  (Blanche)  retd  h29  Gee  Av 

Cameron  &  Hogan  (Geo  E  Cameron  Jr)  bldg  contr  Gap  Head  Rd  (R) 
Cameron  Kenneth  M  (Marilyn  H)  writer  h8  Smith  St  (R) 

Cameron  Leroy  F  (Ann  J)  formn  Matheson  Gas  hGreat  HilT-Rd 
Cameron  Myrtle  L  retd  h57  Marmion  Wy  (R) 

Cameron  Nancy  studt  r62  Marmion  Wy  (R) 

Cameron  Peter  S  (Virg  J)  h26  Millett  St 

Cameron  Roger  T  (Anne  R)  (Seaward  Inn  Guest  House)  h62  Marmion 
Wy  (R) 

Cameron  Ronald  D  (Darlene)  formn  OUF  h22  Revere  St 
Cameron’s  Restaurant  (E  Ray  Kelley)  206  Main  St 
Camille  Emily  J  (Wid  Arth  E)  retd  h28  Chestnut  St 
Camille  Irving  A  (Ruth  A)  asst  insp  Bldg  &  Plmb  h23  Langsford  St 
Camille  Mary  emp  OUF  h49  Hartz  St 

Camille  Richd  J  Jr  (Phyllis)  tech  Magnetic  Corp  Of  Am  (Cambridge) 
h47  Hartz  St 

Camille  Sylvia  (Wid  Milton  J)  noon  supvr  Eastern  Av  Sch  hl5  Hartz 
St 

Camille  Timothy  lab  Merchant  Box  h60  Maplewood  Pk 
Camp  Annisquam  Inc  Abr  Resnick  Treas  boys  camp  Stanwood  Pt 
Camp  Beryl  tchr  Hovey  Sch  rManibester  Mass 
Camp  Pinehurst  Day  Camp  (Robt  O  Welch)  640  Essex  Av 
Camp  Stella  Maris  Rev  John  J  Sheehan  Dir  41  Wingaersheek  Rd 
Campagna  Dominick  J  (Margt  J)  sht  mtl  wkr  Genl  Elect  h225 
Eastern  Av 

Campbell  Alice  M  (Wid  Edw)  retd  h46  Cleveland  St 
Campbell  Anne  E  (Wid  James  E)  retd  h90  Middle  St 
Campbell  Barbara  J  (Wid  William  H)  x-ray  elk  Addison  Gilbert  Hosp 
hl03  Leonard  St 

Campbell  Bruce  D  electronics  eng  Mitre  Corp  (Burlington)  h Waterside 
La 

Campbell  Carolyn  Mrs  tchr  aide  Action  Inc  h94  Maplewood  Pk 
Campbell  Charles  studt  rl30  Maplewood  Av 
Campbell  David  artist  h29  Elm  St 

Campbell  David  P  home  chore  wkr  Action  Inc  rRear  5  Chestnut  St 
Campbell  Deborah  studt  rl03  Leonard  St 

Campbell  Douglas  C  (Mary  M)  emp  Sweetheart  Plastic  (Wilmington) 
h34  Mt  Vernon  St 

Campbell  Estelle  (Wid  Wm  E)  retd  hlO  Harold  Av 
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Campbell  Irene  Mrs  hsekeeping  Cape  Ann  Nursing  Home  hl2 
Perkins  St 

Campbell  James  Rev  (Cheryl  W)  h34  Gloucester  Av 
Campbell  James  B  studt  hFrank  St  (R) 

Campbell  John  studt  hi  Blossom  La 
Campbell  Joyce  studt  r6  Kent  Cir 

Campbell  Julier  M  home  chore  wkr  Action  Inc  rRear  5  Chestnut  St 
Campbell  Lloyd  (Virginia)  retd  hl30  Maplewood  Av 
Campbell  Mary  retd  hl7  Ketchopulos  Cir  (R>  Apt  H 
Campbell  Nancy  pkr  rl30  Maplewood  Av 

Campbell  Neil  treas  Granite  Sav  Bank  r25  Berry  wood  La  (BEV) 

Campbell  Nelle  rl03  Leonard  St 
Campbell  Rita  hlO  Ocean  Av 

Campbell  Robt  T  (Gail  P)  tchr  North  Shore  Community  College  (B) 
h2  Green  St  (R) 

Campbell  Roger  L  tchr  Gloucester  High  Sch  rl30  Maplewood  Av 
Campbell  Ronald  B  elk  P  O  rl30  Maplewood  Av 
Campbell  Sharon  studt  hFrank  St  (R) 

Campbell  Wayne  (Maria)  hl8  Granite  St 
Campbell  Wayne  elk  rl30  Maplewood  Av 
Campbell  Wm  H  Jr  studt  rl03  Leonard  St 
Campbell  Wm  R  Jr  ins  broker  (B)  hl3  Hale  St  (R) 

Campbell  Wm  S  asst  mgr  Oceanview  News  Agency  r6  Kent  Cir 
Canan  Sales  Co  (Ellen  S  Godfrey)  patent  medicines  38  Marmion  Wy 

(R) 

Canas  Joaquin  (Mary)  retd  r70  Friend  St 

Candle  Shop  Ramona  Catwell  Mgr  11  Mt  Pleasant  St  (R) 

Canellas  Rudolph  Jr  (Pamela  J)  asmblr  Varean  Co  Bev  h22 
Hammond  St 

Cangelosi  Nonny  counselor  Action  Inc  r92  Main  St 
Canillas  Catherina  home  aide  Action  Inc  rl4  Newton  Rd  (M) 

Canillas  Dorothy  M  elk  Gloucester  Natl  Bk  r22  Hampden  St 
Canillas  Edna  L  Mrs  retd  hlO  Fair  St 

Canillas  John  Jr  (Cath)  mach  Gloucester  Engineering  h4  Newton  Rd 
Canillas  Manuel  F  (Mary  A)  tech  Biomarine  Research  Laby  h9 
Hawthorne  Rd 

Canillas  Ralph  (Dorothy  M)  mtcemn  Ocean  Crest  h21  Hammond  St 
Cannell  Rosalie  nurse  Cape  Ann  Nursing  Home  rManchester  Mass 
Cannella  Lillian  h31  Chestnut  St 
Canner  Minnie  rFairmount  Rd 

Canning  Matilda  Mrs  tchr  Milton  L  Fuller  Sch  r56  Cherry  St 
Canning  Steph  W  (Matilda  B)  h56  Cherry  St 

Cannizzaro  Dominic  instr  Gloucester  High  Sch  rE  Boston  Mass 

Cannon  Lillian  elk  Ina’s  rl6  Fuller  St 

Cannon  Martha  (Wid  John)  retd  h44  Poplar  Pk 

Canteen  Discount  Dorothy  R  Quinn  Mgr  health  &  beauty  aids  138 
Main  St 

Cantillon  Edw  J  (Kath)  summer  res  68  Wauketa  Rd  rWoburn  Mass 
Cantley  Cynthia  nurse  Addison  Gilbert  Hosp  rBeverly  Mass 
Cantrell  Cecil  W  Jr  sum  res  14e  Long  Beach  St  (R)  rN  Wilmington 

cfrSS 

Cantwell  Ramona  mgr  Candle  Shop  hl3  Mt  Pleasant  St  iR' 

Canty  Edw  (Helen  V)  1  sum  res  4  Elmo  La  rBeverly  Mass 
Capatte  Dominica  retd  r44  South  St  (R) 

Cape  Ann  Animal  Aid  Associated  Inc  Olive  Me  Kenna  Pres  Paul 
Oakley  Treas  humane  shelter  375  Main  St 
Cape  Ann  Apothecary  Salvatore  Ciarametaro  Pres  173  E  Mam  St 

CAPE  ANN  AREA  CHAMBER  OF  COMMERCE  Neil  E  Davis 

Executive  Director,  130  Main  St  (01930)  Tels  283-1601,  283-1602 
(See  Index  To  Advertisers) 

Cape  Ann  Automotive  Supplies  Inc  Robt  T  Eirich  Pres  Robt  T  Einch 
Jr  Treas  385  Main  St 
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CAPE  ANN  BANK  AND  TRUST  COMPANY 

OFFICERS 

CHIEF  EXECUTIVE  OFFICER 

WESTON  L  BONNEY  PRESIDENT 
EXECUTIVE  VICE-PRESIDENT 
DWAIN  B  SMITH 
BUSINESS  BANKING 

ROBERT  M  WILLIAMS  VICE  PRESIDENT 
GEOFFREY  P  GOULARD  BUSINESS  BANKING 
OFFICER 

PERSONAL  BANKING 

JOHN  F  HEAPS  JR  DIRECTOR  OF  MARKETING 
BRANCH  MANAGERS 
MARILYN  F  ROACH  MAIN  OFFICE 
LEO  C  ERWIN  ROCKPORT 
GRACE  A  HALL  MANCHESTER 
W  OLIVER  BASS  AVENUE 
CONSUMER  LOAN 
BION  FOSTER 
ROBERT  D  TOBEY  JR 
TRUST  OFFICERS 

WALDON  J  ANDERSON  EXECUTIVE  VICE- 
PRESIDENT 

FREDERICK  C  HOFFMAN 
ROBERT  L  SMITH 

ASSISTANT  OFFICERS 
NANCY  E  FIORAVANTI 

THERESA  M  HOLLORAN  ^ 

OPERATIONS 

STEPHEN  E  MC  LANE  OPERATIONS  OFFICER 
CONTROLLER 

GARY  H  METZGER 
AUDITOR 

PETER  E  SIMONSEN 
PROCESSING 

JAMES  M  OAKES  TREASURER 
LOCATIONS 
MAIN  OFFICE 

154  MAIN  STREET 
GLOUCESTER  01930 
TELEPHONE  283-3131 
BASS  AVENUE  OFFICE 
82-86  BASS  AVENUE 
GLOUCESTER  01930 
TELEPHONE  281-2222 
CIRCLE  OFFICE 

ROUTE  128  AT  GRANT  CIRCLE 
GLOUCESTER  01930 
TELEPHONE  283-0721 
MANCHESTER  OFFICE 
17  UNION  STREET 
MANCHESTER  01944 
TELEPHONE  526-4994 
ROCKPORT  OFFICE 

ROCKPORT  SHOPPING  CENTER 
RAILROAD  AVENUE 
ROCKPORT  01966 
TELEPHONE  546-7411 
PERSONAL  TRUST  OFFICES 
COLONEL  FOSTER  HOUSE 
75  MIDDLE  STREET  CORNER 
OF  HANCOCK  STREET 
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CAPE  ANN  BANK  AND  TRUST  COMPANY— CONTD 
GLOUCESTER  01930 
TELEPHONE  283-3131 
(See  Index  To  Advertisers) 


Cape  Ann  Bowling  Center  (Alt  J  Sarofeen)  53  Gloucester  Av 
Cape  Ann  Chapter  No  896  (Women  Of  The  Moose)  26  Pleasant  St 
Cape  Ann  Chemical  (Peter  G  Kotas)  mtce  supply  24  Lexington  Av 
Cape  Ann  Color  Lab  (Harold  W  Adams)  10  Pleasant  St 
Cape  Ann  Community  League  Inc  Eliz  L  Ailing  Pres  8  Angle  St 
Cape  Ann  Electric  Co  iWm  Moulton)  motor  repr  373  Main  St 
CAPE  ANN  FIRE  APPLIANCE  AND  RECHARGING  SERVICE 
(Charles  O  Anderson),  15-21  Pearl  St  (01930),  Tel  283-3601 
(See  Index  To  Advertisers) 

Cape  Ann  Forge  Div  Of  Standex  Int  Corp  Jack  S  Crawford  V-Pres 
Genl  Mgr  47  Whittemore  St 

CAPE  ANN  GLASS  (Gerald  E  Davis),  Glass  For  Every  Purpose, 
216  Main  St  (01930),  Tel  283-4732  (See  Index  To  Advertisers) 
Cape  Ann  High  Performance  Marine  26  Wall  St 

Cape  Ann  Highlander  Center  (Andrew  J  Farrenden)  self  serv  lndry  6 
Thatcher  Rd 

Cape  Ann  Historical  Assn  Hyde  E  Cox  Pres  27  Pleasant  St 
Cape  Ann  Historical  Society  Hyde  Cox  Pres  James  M  Oakes  Treas 
247  Washington  St 

Cape  Ann  Industrial  Park  158  Magnolia  Av 

Cape  Ann  Liquor  Chest  (Chas  M  &  Margt  Tiernan)  6  Thatcher  Rd 
Cape  Ann  Lodge  No  1471  (LOOM)  Maurice  W  Ranta  Sec  26  Pleasant 
St 

Cape  Ann  Marina  Lounge  (Bonnie  &  Andrew  Dominic)  cocktail 
lounge  75  Essex  Av 

Cape  Ann  Market  Nicholas  And  Anthony  Psalidas  Co  Mgrs  7 
Railroad  Av 

CAPE  ANN  MEDICAL  CENTER  INC  John  C  Fahy 

Administrator-  Walter  J  O’Donnel,  MD  Medical  Administrator 
Robert  L  Jedrey  MD  Gastroenterology  Peter  S  Mew,  MD 
Cardiology-  Neil  N  Mann  MD  Industrial  Medicine  Reza 
Dorrie,  MD  Pulmonary  Medicine  Douglas  C  Fiero,  MD 
Community  Medicine  Thomas  P  Smith,  MD  Hematology 
Anne  R  O’Donnell,  MD  Radiologist  John  C  Wolfe  MD 
Internal  Medicine  George  M  Cohen,  OD  Optometrist 
Blackburn  Dr  (01930)  Tel  281-1500 
Cape  Ann  Medical  Services  (Bioran  Labs)  John  Fay  Admn  Blackburn 
Dr 

Cape  Ann  Modernizing  Corp  Anthony  Montagnino  Pres  26  Main  St 
Cape  Ann  Motor  Inn  33  Rockport  Rd 

Cape  Ann  Nursing  Home  Ronald  C  Coffin  Pres  Jay  A  Schlaikjer 
Treas  Abram  Blakely  Sec  272  Washington  St 
Cape  Ann  Package  Store  Inc  Louis  Linquata  Pres  Marie  Linquata 
Treas  30  Railroad  Av 

Cape  Ann  Project  For  Elders  &  Handicapped  Inc  Bradley  Smith  Exec 
Dir  2  Broadway  (R) 

T  ▼  ▼▼▼▼▼▼▼▼▼  ▼▼▼▼▼▼▼▼▼  V '  ▼  ▼  V  ▼  V  ^  t 

CAPE  ANN  SAVINGS  BANK 

OFFICERS 
PRESIDENT 
CHARLES  W  LOWRIE 
VICE-PRESIDENT 
LAWRENCE  N  PETERSON 
TREASURER 
HENRY  A  JONES 

ASSISTANT  VICE-PRESIDENT 
ASSISTANT  TREASURER 
RAYNOR  G  ADAMS 
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CAPE  ANN  SAVINGS  BANK— CONTD 
ASSISTANT  VICE-PRESIDENT 
ASSISTANT  TREASURER 
JOHN  G  OLSEN  JR 
109  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-0246 

(.See  Index  To  Advertisers) 


Cape  Ann  Savings  Bank  Building  111  Main  St 

Cape  Ann  Seafoods  Inc  John  Del  Torchio  Jr  Pres-Treas  whol  fish 
Fort  Wharf 

Cape  Ann  Secretarial  Service  (Mrs  Sarah  G  Lombardo)  176 
Washington  St 

CAPE  ANN  SECURITY  AGENCY  (Arthur  Richard  Tucker) 
Licensed  &  Bonded  Security  Guards  Alarm  Systems, 
Watchmen  Mobile  Patrols  185  Main  St,  Room  1  (01930)  Tel 
283-0228  (See  Index  To  Advertisers) 

Cape  Ann  Shop  The  (Mrs  Ruth  S  Perry)  card  &  gift  shop  220  Main 
St 

Cape  Ann  Sportsman  Club  Charles  Cognato  Pres  Clifford  Berkhouse 
V-  Pres  Frank  Parsons  Sec  S  Gleason  Treas  55  Cherry  St 
Cape  Ann  Summer  Sun  (Essex  County  Newspaper  Inc)  44  Whittemore 
St 

Cape  Ann  Thrift  And  Gift  Shop  Charlie  Karchers  &  Ethel  Johnson 
Dirs  70  Middle  St  ^ 

Cape  Ann  Ticket  &  Label  Co  (Richd  C  And  Richd  W  Tarr)  printers 
222  Eastern  Av 

Cape  Ann  Tire  Distr  (Francis  X  Leahy)  Rear  18  Whittemore  St 
Cape  Ann  Tool  Co  Mrs  Edith  J  Dean  Pres  Robt  A  Nelson  V-Pres  & 
Treas  146  Granite  St  (R) 

CAPE  ANN  YOUNG  MEN’S  CHRISTIAN  ASSOCIATION  OF 

GLOUCESTER  Dr  Richard  E  Brown  DMD  President,  Arthur 
D  Warner  Executive  Director,  71  Middle  St  (01930),  Tel  283- 
0470  YMCA  Camp  Spindrift  &  Family  Center  13  Atlantic  St 
(01930),  Tel  283-2132  (See  Index  To  Advertisers) 

Cape  Hedge  Guest  House  South  St  (R) 

Cape  Pond  Ice  Co  John  Ryan  Pres  John  W  Ryan  V-Pres  James  A 
Ryan  Treas  Fort  Wharf 

Cape  Shore  Realty  (Richd  H  Poole)  Thatcher  Rd  (R) 

Capel  Joanne  h28a  Friend  St 

Capel  Kenneth  P  USA  r403  Western  Av 

Capel  Kenneth  W  (Helen  A)  sanitary  insp  &  agt  Bd  Of  Heath  h403 
Western  Av 

Capel  Lorraine  asmblr  Loring  Assoc  r403  Western  Av 
Capel  Maryellen  r403  Western  Av 

Capel  Suzanne  M  elk  State  St  Bank  (Quincy)  r403  Western  Av 
Capen  Bernard  H  sum  res  h39  Hillside  Rd  (R> 

Capen  Elaine  elk  reept  Sr  Home  Care  Serv  rEssex  Mass 
Capillo  Carmen  A  (Sylvia  M)  lab  Faulk  Bros  h66  Harrison  Av 
Capillo  Carmen  A  Jr  studt  r66  Harrison  Av 
Capillo  James  R  r5  Sayward  St 

Capillo  Josephine  M  (Wid  Leo)  retd  r269  Granite  St  (R) 

Capillo  Louis  J  (Arlene  K)  longshoremn  Elliott  Stevedoring  Co  h429 
Washington  St 

Capillo  Marjorie  E  Mrs  comp  opr  City  Treas  r5  Sayward  St 
Capillo  Nathaniel  retd  h5  Marshfield  St 
Capillo  Robt  C  (Marjorie  E)  elk  A  &  P  h5  Sayward  St 
Capillo  Sylvia  bkpr  Foster  From  Gloucester  r66  Harrison  Av 
Capone  Anthony  (Nina)  fishermn  h24  Washington  Sq 
Capone  Emiliano  J  (Harbor  Cove  Shrimp)  r24  Washington  Sq 
Capone  Stefani  (Wid  Joseph)  retd  h24  Washington  Sq 
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Cappello  Anthony  J  (Gillian  G)  retd  hRear  92  Prospect  St 
Cappello  Gerard  (Helen)  retd  h336  Essex  Av 

Cappon  Eleanor  A  Mrs  guidance  Gloucester  High  Sch  r Manchester 
Mass 

Capt  Sam  s  Lodge  (Melbourn  D  &  Mrs  Helen  L  Bierworth)  Wildon 
Hts  (R) 

Captain  Bill  restr  4  Main  St 

CAPTAIN  COURAGEOUS  RESTAURANT  INC  Catherine  A 

Rodolosi  President,  Laurent  A  Rodolosi  Treasurer,  "Next  To 
Fisherman’s  Wharf’  "Serving  The  Best  Food  On  Cape  Ann” 
25  Rogers  St  (01930),  Tel  283-0007  (See  Index  To  Advertisers) 
Captain  Hodgkins  Chartered  Sportfishing  Boat  <G  Ellis  Hodgkins  T 
Wharf  (R) 

Captain  Joe  &  Sons  Inc  Joseph  Ciaramitaro  Pres  &  Treas  whol  fish 
95  E  Main  St 

Captain  Otto’s  (Otto  J  Nelson)  fishing  parties  T  Wharf  R 
Captain  Sam’s  (Melbourn  D  Bierworth)  fishing  parties  T  Wharf  iR 
Captain  Ted’s  Bev  (Bernard  F  Brewer  Jr)  party  boat  T  Wharf  'R 
Captain  Whitaker’s  (Walter  D  Whitaker)  fishing  parties  T  Wharf  R 
Captain’s  Bounty  (David  Warner)  hotel  1  Beach  St  (R) 

Captains  House  Lodging  (Geo  B  Dangerfield)  109  Marmion  Wy  R 
Captains  House  The  ofc  bldg  19  Pleasant  St 
Caravall  Alverta  retd  r44  South  St  (R) 

Caravallio  Eugenia  retd  rl45  Prospect  St 

Carbonaro  Alf  (Grace  M)  (Freddy’s  Barber  Shop*  h7  Bellevue  Av 
Carbone  Richd  P  (Victoria  P)  sum  res  108  Long  Beach  St  iR 
rWestboro  Mass 

Carbone  Verna  tchr  Gloucester  High  Sch  r Meadow  Rd  iR 
Card  Bradbury  retd  r27  Riverside  St 
Card  Parlor  The  19  Mt  Pleasant  St  (R) 

Card  Robt  W  (Marion  M)  chem  Tarr  &  Wonson  h27  Riverside  St 

Cardani  Rose  C  Mrs  retd  h76  Poplar  Pk 

Cardella  Joseph  (Rose  M)  retd  hl00  Marmion  Wy  iR) 

Cardinal  Cushing  Villa  convalescent  home  190  Western  Av 

Cardone  Mary  Ann  ofc  sec  r28  Fort  Sq 

Cardone  Paul  J  (Mary)  mason  h28  Fort  Sq 

Cardos  Alice  L  Mrs  nurse  hl6  Magnolia  Av  Apt  15 

Cardoza  John  E  (Maye)  retd  hi 30  Eastern  Av 

Cardozo  Helen  E  Mrs  sec  Martha  Washington  Chapter  Masonic  r83 
Langsford  St 

Cardozo  Manuel  E  retd  r44  South  St  iR) 

Cardozo  Manuel  E  Jr  (Helen  E)  sta  eng  Mass  Elec  (Salem'  h83 
Langsford  St 

Careutz  Margt  h7  Essex  Av 

Carey  Robt  phys  Cape  Ann  Med  Center  rBoston  Mass 
Carey  Wr alter  T  Jr  (Judith  Ei  with  Premium  Shoe  LYNN  hl2 
Marble  St 

Caribou  Fisheries  Ltd  Spencer  G  Lake  Pres  Patk  J  Hogan  &  Mrs 
Margt  S  Lake  V-Prests  Rear  159  E  Main  St 
Carignan  Fay  E  Mrs  swtchbd  opr  Cape  Ann  Med  Serv  h26  Corliss  Av 
Carignan  Michele  studt  r58  Poplar  St 

Carignan  Rachel  E  adv  elk  Gloucester  Daily  Times  r26  E  Main  St 

Carignan  Robt  A  (Marlene  L)  (Prompt  TV  Service)  h58  Poplar  St 

Carini  Gaetano  (Rosa)  fishermn  h78  Washington  St 

Carl  Gerald  retd  hl6  Marchant  St 

Carl  Robt  R  (Mary*  linoleum  mech  h29  Prospect  St 

Carl’s  Antiques  (Carl  Frieberg)  328  Main  St 

Carldeira  Carl  (Caroline)  eng  Glou  Eng  h99  Concord  St 

Carley  Sandra  D  bkpr  Rockport  Natl  Bank  r30  Beach 

Carley  Thos  E  (Sandra)  cook  Surf  Restr  h78  Eastern  Av 

Carlson  A  Richd  (Emma  L)  (John  Tarr’s  Store*  h50  Pigeon  Hill  (R* 

Carlson  Anna  V  (Wid  Eric  A)  retd  F39  Mansfield  St 

Carlson  Annie  M  (Wid  Charles  S)  h2  Ketchopulos  Cir  iR)  Apt  9a 
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Carlson  Art  Gallery  (Ohrvel  Carlson)  43  Broadway  (R) 

Carlson  Arth  sum  res  94  Holly  St  rBoston  Mass 

Carlson  Bennett  (Ruth  H)  public  relations  US  Govt  (Watertown)  h42 
Mt  Pleasant  St  (R) 

Carlson  Betty  C  (Wid  Gustave  C)  retd  hl8  Curtis  St  (R) 

Carlson  C  Richd  (Deborah  W)  broker  Kidder  Peabody  (B)  hDriftwood 
Rd  (R) 

Carlson  Charles  H  (Irma)  repr  NET&T  (B)  hl9  Granite  St  (R) 

Carlson  Chris  B  summer  res  Boston  Mass 

Carlson  Clarence  J  res  meteriologist  Natl  Oceanic  Atmospheric  Admn 
rBeverly  Mass 

Carlson  Doreen  L  elk  NET&T  hSquam  Hill  Rd  (R) 

Carlson  Edw  C  (Kristen  R)  elec  hlpr  h24  Squam  Hill  Rd  (R) 

Carlson  Eold  W  summer  res  hPerrywinkle  La 

Carlson  G  Herbert  (Nancy  A)  hd  custdn  Rockport  Sch  Dept  h5  Oak 
Cir  (R) 

Carlson  James  S  (Joyce  E)  fish  prod  Boston  h5  St  Louis  Av 

Carlson  John  S  (June)  mgr  John  Tarr’s  Store  h36a  Pigeon  Hill  (R) 

Carlson  Julia  hl26  Prospect  St 

Carlson  Linda  tchr  Babson  Sch  rSquam  Hill 

Carlson  Linda  hSalt  Island  Rd 

Carlson  Lisa  studt  rl9  Langsf'ord  St 

Carlson  Michl  R  studt  rl3  Maplewood  Pk 

Carlson  Nancy  A  registrar  of  voters  'l own  Of  Rockport  rOak  Circle 
(R) 

Carlson  Patricia  Mrs  hl3  Maplewood  Pk 

Carlson  Peter  C  (Jean  F)  sum  res  52  Long  Beach  St  (R)  r Winchester 
Mass 

Carlson  Robt  emp  NET&T  rll  Summer  St 

Carlson  Roy  E  H  mtee  Hammond  Castle  hHesperus  Av 

Carlson  Roy  E  H  Co  (Roy  E  H  Carlson)  organ  mtee  Old  Coach  Rd 

Carlson  S  Ohrvel  (Carol)  (Carlson  Art  Gallery)  h43  Broadway  (R) 

Carlz  Charles  J  retd  h41  Mt  Vernon  St 
Carlz  Lydia  M  retd  h58  Phillips  Av  (R) 

Carlz  Viola  M  retd  rlO  Commonwealth  Av 
Carmen  Aphia  artist  h37  Rocky  Neck  Av 
Carmen  Jacob  summer  res  h42  Marmion  Wy  (R) 

Carmonsino  Vincent  (Florentine  Gem  Shop)  hl3  Broadway  (R) 
Carnegie  Library  Josephine  Wiitanen  Librn  2a  Jewett  St  (R) 

Carnevale  Alf  J  (Geneva  E)  lab  Works  Chev-Olds  h4  Poplar  Ct 

Carollo  Grace  (Wid  Jos)  h89  Pleasant  St 

Carollo  John  J  (Frances)  flshermn  h89  Pleasant  St 

Carollo  Pasquale  F  fish  ctr  Capt  Joe’s  &  Son  r89  Pleasant  St 

Caron  Henri  L  tchr  Ralph  B  O’Maley  Mdl  Sch  rl87  Atlantic  Rd 

Caron  Mary  (Wid  Edw  P)  retd  h30  Elm  St 

Carpenter  Don  F  (Sharon)  emp  Eastern  Contract  Disposal  (Rowley) 
h5V2  Sadler  St 

Carpenter  Edw  mach  Sonolite  rl2  Morton  PI 
Carpenter  Edw  J  USAF  r21  x/±  Squam  Rd  (R) 

Carpenter  Gerald  F  (Hazel  M)  pntr  Cole  &  Anderson  (Manchester) 
hl2  Morton  PI 

Carpenter  James  (Kath)  emp  Home  Center  Inc  (Essex)  hl66  Magnolia 
Av 

Carpenter  John  D  (Karen)  truck  driver  h42  Cleveland  St 
Carpenter  Julia  R  (Wid  Edw  J)  h21'/2  Squam  Rd  (R) 

Carpenter  Nancy  hlO  Maplewood  Pk 

Carpenter  Terry  L  (Susan)  genl  hlpr  Empire  Fish  h23'/2  Mansfield  St 
Carpenter  Wayne  T  r21Vfe  Squam  Rd  (R) 

Carr  Arth  E  (Martha)  supvr  h3  Knowlton  Sq 
Carr  Charles  C  retd  r85  Riverview  Rd 
Carr  Donald  E  sum  res  h3  Riverside  St 
Carr  Eliz  bkpr  Sterling  Drugs  r23  Prospect  St 
Carr  G  Elliott  (Susan  M)  retd  hlO  Essex  Av 
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Carr  Geo  (Yong  Cha)  emp  United  Shoe  (BEV)  h57  Friend  St 
Carr  Helen  retd  rl40  Leonard  St 

Carr  Helen  nurses  aide  Cape  Ann  Nursing  Home  r57  Friend  St 
Carr  J  Russell  (Helen  G)  retd  h91  Pleasant  St 
Carr  James  W  Jr  (Eliz  M)  lab  Gorton’s  h23‘  Prospect  St 
Carr  Joseph  W  (Elsie  B)  fish  wkr  Gorton’s  h7  Ronna  Rd 
Carr  Lloyd  (Gwen  C)  prof  Gordon  College  (BEV)  hLinden  Av 
Carr  Martha  I  (Wid  Alton)  retd  h53  Poplar  Pk 
Carr  Mary  retd  h29  Pleasant  St 
Carr  Mary  A  (Wid  Leonard)  retd  hl5  Warner  St 
Carr  Russell  G  (Jenney  W)  emp  Gorton’s  h2  Brightside  Av 
Carrancho  Anthony  S  (Maria  J)  mach  opr  Rkpt  Twine  &  Rope  Co 
hlO  Taylor  St 

Carrancho  Bruce  USA  r9  S  Kilby  St 
Carrancho  Cynthia  nurses  aide  r9  S  Kilby  St 

Carrancho  Evelyn  M  Mrs  aide  Addison  Gilbert  Hosp  r9  S  Kilbey  St 
Carrancho  Geo  A  USAF  rlO  Taylor  St 

Carrancho  John  emp  Jack's  Plowing  Serv  hi  12  Bass  Av  Apt  2 
Carrancho  John  S  (Margt)  hsekpr  Addison  Gilbert  Hosp  h9  S  Kilby 
St 

Carrancho  Manuel  (Joanna  M)  eng  Boston  Fuel  &  Trans  h347a  Essex 
Av 

Carrancho  Maria  D  Mrs  h24a  Friend  St 

Carrancho  Rebecca  nurse  Addison  Gilbert  Hosp  rll2  Bass  Av 
Carrasco  Albert  R  (Anne  M)  glazier  Cape  Ann  Glass  h25  Willow  St 
Carrasco  Ann  bkpr  Cape  Ann  Glass  r25  Willow  St 
Carreco  Mary  aide  Cape  Ann  Med  Serv  r30  Harty  St 
Carreiro  Anthony  P  (Barbara  M)  slsmn  Stevens  Motor  Sales  h4  Trask 

St 

Carreiro  Lloyd  V  (Caroline)  print  shop  wkr  Le  Page’s  h2  Gale  Rd 
Carreiro  Mary  C  (Wid  Antonio  P)  h4  Trask  St 
Carreiro  Paul  studt  rll  Beach  Rd 
Carreiro  Susan  studt  rll  Beach  Rd 

Carreliro  Nicholas  (Frances)  ins  agt  Metropolitan  hll  Beach  Rd 
Carrico  Arnold  P  (Mary  E)  acct  34  Hartz  St  h34  Hartz  St 
Carriea  Anbial  (Tina)  hlpr  Gorton  s  hlO  Elwell  St 
Carrier  Donald  R  (Sara  E)  acct  h36  Atlantic  St 
Carrigan  Everett  L  (Carolyn  R)  stereo  Gloucester  Daily  Times  h4 
Haskell  St 

Carrigan  Francis  C  retd  h3V&  Wells  St 
Carrigan  Harriet  A  retd  h5  Wells  St 

Carrignan  David  (Rachel)  mtcemn  (Newton)  r265  E  Main  St 
Carroll  Cut  Rate  Perfumer  (Albert  E  Goos)  137  Main  St 
Carroll  Edw  F  studt  rl5  Cleveland  St 
Carroll  Eliz  M  summer  res  hRiverview  Rd 

Carroll  Ellen  (Wid  Wm)  admn  aid  Maplewood  Sch  hi  166  Washington 
St 

Carroll  Ellen  M  retd  h75  Poplar  Pk 

Carroll  Francis  N  (Ellen)  acct  First  Natl  Bank  (B)  hl5  Cleveland  St 
Carroll  Francis  N  retd  rl5  Cleveland  PI 
Carroll  Gallery  235  E  Main  St 

Carroll  John  P  (Linda  L)  carrier  P  O  hi  19  Maplewood  Av 
Carroll  Philip  J  (Ruth  E)  corp  elk  Sterling  Modernizing  h334  Essex 

Av 

Carroll  Robt  J  court  sten  hll  Wiley  St 

Carroll  Shelly  hair  stylist  rl5  Cleveland  PI 

Carson  Henry  L  tchr  O'Maley  Sch  hAtlantic  Rd 

Carter  Arlene  Mrs  pkr  Gorton’s  h31  Warner  St 

Carter  Arth  C  (Helen  C)  fishermn  h279  Essex  Av 

Carter  Barbara  r31  Warner  St 

Carter  Benj  mgr  The  Hannah  Jumper  Restr 

Carter  Charles  R  (Carol)  contr  (Saugus)  hWoodman  St 

Carter  Damon  h43  Granite  St  (R) 
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Carter  David  cook  Ellen’s  Coffe  Shop  rSquam  Rd  ( H ) 

Carter  David  A  (Eleanor  M)  retd  h4  Ashland  PI 
Carter  David  W  cook  h4  Squam  Hill  Ct  (R) 

Carter  Davis  B  (Mary  B)  sculptor  hl34  Centennial  Av 

Carter  Deborah  studt  rl34  Centennial  Av 

Carter  Donna  pkr  Gorton’s  r31  Warner  St 

Carter  Eliz  dietary  wkr  Addison  Gilbert  Hosp  r522  Essex  Av 

Carter  Emma  J  Mrs  h9  Warner  St 

Carter  Frances  F  Mrs  h30  Maplewood  Pk 

Carter  Francine  stitcher  Cape  Ann  Mfg  hi  19a  Washington  St 
Carter  Geo  F  (Ruth)  formn  City  Water  Div  h463  Western  Av 
Carter  Geo  R  (Matilda  A)  fish  ctr  Atlantic  Seafoods  h3  Marion  Wy 
Carter  Gladys  M  (Wid  Herbert  G)  retd  h3  Marsh  St 
Carter  Grover  H  (Cynthia  A)  1  restr  mgr  Cupboard  Corp  r28  Taylor 
Carter  Helvi  Mrs  r4  Squam  Hill  Ct  (R) 

Carter  Herbert  P  (Edith  T)  mtcemn  Gloucester  Housing  Authority 
h92  Maplewood  Av 

Carter  Herman  E  (Dorothy  E)  retd  hl3  Spring  St 
Carter  James  H  (Lillian)  fish  wkr  OUF  hWoodman  St 
Carter  Jeannie  Mrs  h306  Western  Av 
Carter  Jo-Ann  M  pkr  Gorton’s  r31  Warner  St 
Carter  John  C  (Miriam  A)  dept  hd  Gloucester  High  Sch  h44 
Englewood  Rd 

Carter  Margt  (Wid  Austin  L)  retd  h461  Western  Av 
Carter  Marilyn  ward  aide  Addison  Gilbert  Hosp  rWoodman  St 
Carter  Marion  E  prof  Gordon  College  (Wenham)  h85  Granite  St  (R) 
Carter  Marion  J  Mrs  retd  r85  Granite  St  (R) 

Carter  Matilda  nurse  Cape  Ann  Nursing  Home  rMarion  Way 
Carter  Michl  (Susan)  carp  hl23  Magnolia  Av 
Carter  Mildred  B  pkr  Gorton’s  hll  Shepherd  St 
Carter  Nancy  T  (Wid  Robt)  retd  h8  Englewood  Rd 
Carter  Ralph  E  (Florence  E)  retd  hWoodman  St 

Carter  Ralph  E  Jr  (Marjorie  E)  bodymn  Works  Chev-Olds  hWoodman 
St 

Carter  Randell  C  (Roberta  M)  constn  wkr  hl26  Magnolia  Av 
Carter  Raymond  E  (Eliz  A)  boiler  rm  wkr  Addison  Gilbert  Hosp  h522 
Essex  Av 

Carter  Richd  N  (Dorothy  E)  retd  h35  Green  St 

Carter  Robt  L  Jr  (Susan  A)  slsmn  Sears  h20  Sumner  St 

Carter  Steph  (Patricia)  trucker  hl45  Essex  Av  Apt  24 

Carter  Valerie  J  hl5l/2  Elm  St 

Carter  Wilbur  G  retd  h21  Mansfield  St 

Carter  Wm  J  retd  h46  Beach  St  (R) 

Carton  Barbara  reporter  Gloucester  Daily  Times  r2  Green  St  (R) 

Caruso  Frank  asst  elk  of  courts  Dist  Ct  Of  Eastern  Essex  rLynnfield 
Mass 

Caruso  Geo  summer  res  h347  Essex  Av 
Carver  Amos  J  (Carver  Bros)  rEastern  Point  Blvd 
Carver  Joseph  H  research  chem  Natl  Oceanic  Atmospheric  Admn 
rTopsfield  Mass 

Casa  Marina  Apartments  The  204  Hesperus  Av 
Casado  Antonio  F  (Alice  S)  retd  h2  Forest  St 
Casagrande  Frank  (Vita)  carp  h22  Dale  Av 
Casano  Salvatore  (Geraldine)  seafood  wkr  h98  Washington  St 
Casavant  Charles  H  (Gertrude  M)  lab  Natl  Oceanic  Atmospheric  Admn 
rl2  Harold  Av 

Case  Phyllis  E  (Wid  Harold  C)  retd  h2  Lane  Rd 

Case  Teresa  tchr  Milton  L  Fuller  Sch  rBeverly  Farms  Mass 

Casey  Cathy  studt  rPrentiss  Rd 

Casey  Patk  J  (Patricia  A)  (Casey’s  Photo)  hPrentiss  Rd 

Casey  Peter  (Mary)  freelance  artist  Gloucester  Times  hi  Morton  PI 

Castan  Albert  (Ruth  A)  retd  h80  Atlantic  St 

Gastello  Eug  A  (Hope  M)  elec  tech  Syl vania  (D)  h399  Essex  Av 
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Castle  Herman  A  (Alice  H)  mgr  Imperial  Cleaners  h65  Hesperus  Av 
Castle  Loring  elk  Railroad  Av  Mkt  hRear  8  Acacia  St 
Castle  Loring  L  Jr  elk  Railroad  Av  Mkt  hl8  Marble  St 
Castle  Ronald  E  (Patricia  G)  plant  mgr  (Brookline)  hl3  Andrews  Ct 
Caswell  Debbie  elk  Country  Store  rSouth  Rd  (R) 

Caswell  Orville  A  (Lois)  1  pres  Country  Store  Of  Bearskin  Neck  Inc 
rPeabody  Mass 

Caswell  Wendy  elk  Country  Store  rSouth  Rd  (R) 

Catalina  Wm  (Rose)  plmb  hl5  Shepherd  St 

Catalini  Basil  P  (Jeanette  L)  servicemn  Davis  Oil  &  Heat  hl58 
Hesperus  Av  Apt  1 

Catalini  Edna  R  (Wid  Basil)  (Davis  Fuel  Co)  hi  18  Washington  St 

Catalini  Judith  ofc  sec  Duff  (D)  rll8  Washington  St 

Catalini  Lillian  S  Mrs  hsekpg  aide  Addison  Gilbert  Hosp  rl9  Sadler 

St 

Catalini  Mary  V  (Wid  Robt  J)  retd  h21  Cleveland  St 
Catalini  Robt  (Barbara)  h75  Maplewood  Pk 

Catania  Albert  J  (Eliz  L)  fish  wkr  M  F  Foley  (B)  h6  Sadler  St 

Catania  Eleanora  (Wid  Anthony)  retd  r6  Sadler  St 

Catania  Joseph  lumper  USN  r6  Beacon  St 

Catania  Michl  (Sarah)  retd  h6  Beacon  St 

Catania  Rose  Ann  emp  Gorton’s  h5  Elwell  St 

Catlin  Ephron  Jr  sum  res  Two  Penny  La  rSouth  Natick  Mass 

Catto  Adam  B  (Marjorie)  mtcemn  h24  Quarry  St 

Catto  Florence  M  (Wid  John  D)  h886  Washington  St 

Catto  Marjorie  nurse  Cape  Ann  Nursing  Home  r26  Quarry  St 

Catto  Mary  Ellen  studt  r24  Quarry  St 

Cattozzi  Joseph  E  (Frances)  tchr  h40  Atlantic  St 

Catulo  Joseph  S  (Carol  F)  fishermn  h302  Main  St 

Caufield  Gerald  E  (Barbara  T)  real  est  &  ins  285  E  Main  St  h285  E 
Main  St 

Caufield  Geraldine  studt  r285  E  Main  St 
Caufield  James  (Marjorie)  carp  hl03  Main  St  (R) 

Caulfield  Thos  (The  Peacock  Nest)  rl3  Mt  Pleasant  St  (R) 

Caulton  Ann  M  tchr  Gloucester  High  Sch  rl45  Essex  Av  Bldg  l  Apt 
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Causeway  The  (John  Jaliadoros)  restr  78  Essex  Av 

Cavallarin  Rosalie  Mrs  cafeteria  wkr  Gloucester  High  Sch  r7  Angle 

St 

Cavanagh  Ellen  Portraits  (Ellen  C  O’Sullivan)  Tuna  Wharf  (R) 
Cavanaugh  Charles  J  Jr  (Eliz  D)  fishermn  hl32  Riverdale  Pk 
Cavanaugh  Clarence  A  (Rachel  C)  emp  Gortons  h3  Thompson  St 
Cavanaugh  Edith  M  (Wid  James  M)  elk  Ski’s  Bakery  r78  Riverdale 

Pk 

Cavanaugh  Ethel  (Wid  Herman)  hRear  7  Barberry  La 
Cavanaugh  Frances  E  hl6  Cleveland  St 
Cavanaugh  Irma  hl87  E  Main  St 
Cavanaugh  James  retd  h83  Maplewood  Pk 

Cavanaugh  James  (Cynthia)  forerun  North  Atlantic  Fish  h322 
Washington  St 

Cavanaugh  Lois  nurse  Addison  Gilbert  Hosp  r28  Norman  Av 
Cavanaugh  Mary  M  Wid  Robt  E)  elk  typ  Gloucester  Dist  Court 
h31  Vz  Sargent  St 

Cavanaugh  Rachel  Mrs  (Beauty  Nook)  r3  Thompson  St 
Cavanaugh  Robt  (Tyne)  driver  North  Shore  Gas  hi/  forest  t 
Cavanaugh  Sadie  Mrs  h44  Maplewood  1  k 
Cavanaugh  Wm  J  (Annie  L)  retd  h21  Harrison  Av 
Cavanaugh  Wm  J  Jr  (Lois)  treas  Cape  Ann  Television  Service  Inc 

h28  Norman  Av  , 

Cavender  Ethel  (Wid  Philip  A)  elk  Rockport  Genl  Store  hl2<  Leonai 

St 

Cavender  Lynne  elk  Douglass  Pharm  rNorwood  Hts 
Cavender  Robt  (Lynn)  tech  eng  aide  Extroion  hi 42  Leonard  St 
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Caywood  Christopher  appr  Le  Page's  rBeverly  Mass 
Caywood  Wm  K  eng  Le  Page’s  rBeverly  Mass 
Cecelio  Manuel  T  (Turibie  W)  dept  mgr  First  National  Stores 
Cecelio  Robin  exec  sec  Caribou  Fisheries  rl29  Wheeler  St 
Cecilio  Anthony  C  (Sylvia  T)  carp  hRear  1 29 x/i  Wheeler  St 
Cecilio  Carol  E  (Wid  Christopher  A)  hll  Sadler  St 
Cecilio  Cecilio  J  (Lourdes  J)  fishermn  h29  Prospect  Sq 
Cecilio  Christopher  A  (Carol)  meat  mgr  First  Natl  Stores  rll  Sadler 
St 

Cecilio  Custodio  Jr  (Patricia)  mach  h27  Lookout  St 
Cecilio  Custodio  C  (Mary  V)  fishermn  h9  Herrick  Ct 
Cecilio  Joseph  C  (Arline)  mixer  Le  Page’s  h206a  Washington  St 
Cecilio  Joseph  C  Jr  (Jean)  meat  ctr  Stop  &  Shop  hl2  Hodgkins  St 
Cecilio  Manuel  T  (Turibia  N)  (Terry’s  Beauty  Shop)  h26  Webster  St 
Cecilio  Turibia  (Terry’s  Beauty  Shop)  r26  Webster 
Cederstrom  A  G  artist  1245  Washington  St  hl245  Washington  St 
Cedrone  Laurence  C  Rev  pastor  Saint  Joachim's  R  C  Church  h9 
Broadway  Av  (R) 

Cefalo  Emil  treas  North  Atlantic  Fish  Co  Inc  rMedford  Mass 
Cefalo  Frank  J  (Sarah)  pres  North  Atlantic  Fish  Co  Inc  rSouther  Rd 
Cefalo  Frank  P  (Phyllis)  slsmn  North  Atlantic  Fish  h376  Washington 
St 

Cefalo  Joseph  T  sum  res  h28  Beachcroft  Rd 
Celino  Marie  tchr  Plum  Cove  Elem  Sch  h507  Essex  Av 
Cellucci  B  Joseph  (Nancy  H)  carrier  P  O  h357  Essex  Av 
Cellucci  Christine  D  studt  r357  Essex  Av 
Cellucci  Joanne  L  studt  r357  Essex  Av 

Cellucci  Nancy  H  Mrs  nurse  Addison  Gilbert  Hosp  r357  Essex  Av 
(WG) 

Cellucci  Steph  studt  r357  Essex  Av 

Central  Garage  (Chas  N  Balestraci)  6  Jewett  St  (R) 

Ceurvels  A  Russell  (Cath)  (Gabriel  Apts)  h24  Norman  Av 
Ceurvels  Sandra  A  studt  r24  Norman  Av 
Chabot  Edgar  Y  (Teresa)  br  mgr  Grant’s  hl38  Magnolia  Av 
Chabot  James  B  (Nancy  A)  emp  Gorton’s  hi  12  Maplewood  Av 
Chadbourne  Florence  (Wid  Lester)  retd  hl8  Norwood  Av  ( R) 
Chadbourne  Robert  A  (Norrie)  sum  res  hRockholm  Rd 
Chadbourne  Shirley  G  prof  (B)  rl8  Norwood  Av  (R) 

Chadbourne  Steph  A  rl8  Norwood  Av  (R) 

Chadwick  Clifford  Rev  (Lucia)  hBass  Rocks  Rd 
Chadwick  Cora  M  (Wid  James  E)  retd  h72  Eastern  Av 
Chadwick  Geo  R  (D  Pauline)  retd  hl39  Granite  St  (R) 

Chaet  Bernard  sum  res  h60  Granite  St  (R) 

Chaffee  Helena  C  (Wid  H  Elliot)  nursing  instr  Addison  Gilbert  Hosp 
h7  Kirk  Rd 

Chaffee  James  E  (Grace)  sum  res  Richards  Av  (R)  rWinchester  Mass 
Chaffin  Sheila  nurse  Addison  Gilbert  Hosp  rOld  Garden  Beach  Rd 
Chagan  Allan  (Glouc  Yankee  Marine  Serv)  rSalem  Mass 
Chaisson  Barbara  kitchen  wkr  Addison  Gilbert  Hosp  rl60  Mt 
Pleasant  St 

Chaisson  John  sum  res  Vine  St  rHaverhill  Mass 
Chaisson  Roland  P  (Barbara)  policemn  City  Police  Dept  hl60  Mt 
Pleasant  Av 

Chalmers  Philip  E  (Sheila  L)  treas  Gloucester  Eng  hSeagull  St  <R) 

CHAMBER  OF  COMMERCE  (See  Gloucester  Chamber  Of 
Commerce) 

Chamberlain  Basil  mtce  Golf  Club  (Manchester  Mass)  h2  Willow  St 
Chamberlain  Basil  F  (Gladys  M)  lab  Essex  County  Golf  Course  h32 
Millett  St 

Chamberlain  Edw  (Claire  M)  emp  Gloucester  Eng  hlO  Prospect  Sq 
Chamberlain  Jason  iKath  A)  studt  r3  Clarendon  St 
Chamberlain  Judith  W  Mrs  sec  W  G  Brown  Co  h3  Clarendon  St 
Chamberlain  Lance  S  studt  r32  Millett  St 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Chamberlain  Michl  D  studt  r32  Millett  St 

Chamberlin  J  Mark  (Donna  R)  sr  tech  B  F  Goodrich  Chem  hi  12 
Concord  St 

Chambers  Duncan  M  USN  r23y2  Mansfield  St 

Chambers  John  J  genl  hlpr  City  Of  Gloucester  r23!£  Mansfield  St 
Chambers  Peggy  D  h23V2  Mansfield  St 
Chambers  Wm  (Ida)  merchant  marines  hl4  Proctor  St 
Champion  Packages  Co  Div  Of  U  S  Plywood  (M  E  Roper)  25  Dock  Sq 
(R)  Apt  3b 

Champlaine  Carolann  r28a  Friend  St 
Champlaine  Fred  (Carol)  USCG  h28a  Friend  St 
Chance  Henrietta  M  ward  aide  Addison  Gilbert  Hosp  r8  Cedar  St 
Chandelle  Helen  Mrs  sum  res  h4  Meadow  Rd  (R) 

Chandler  Etta  L  (Wid  Walter  E)  retd  hl9  Cherry  St 

Chandler  Joan  photog  r29  Cleveland  St 

Chandler  Lawrence  H  summer  res  hThatcher  Rd  (R> 

Chandler  Maureen  studt  rThatcher  Rd  (R) 

Chandlery  The  (Wes  Steer)  5  Main  St  (R) 

Chane  Charlotte  Mrs  tchr  Gloucester  High  Sch  r234  Concord  St 
Chane  James  T  (Jimmy’s  Flower  Shop)  h5  Marshall  St  (R) 

Chane  Leo  S  (Natalie)  mgr  Everett  G  Mahoney  hWay  Rd 
Chane  Richd  tchr  Gloucester  High  Sch  r234  Concord  St 
Chanksy  Diane  opr  Victory  Beauty  Salon  rMt  Vernon  St 
Chansky  Bruce  (Diane)  exec  Heart  Assn  h33  Trask  St 
Chape  Linda  asst  mgr  h634  Washington  St 
Chapman  Candace  R  sub  tchr  hl240  Washington  St 
Chapman  James  (Arline)  sum  res  h29  Atlantic  Av  ( R ) 

Chapman  Joel  (Alice)  hl2  Hammond  St 
Chapman  Ronald  C  (Sarah  A)  acct  hi  12  Magnolia  Av 
Chapman  Venita  J  Mrs  dietary  wkr  Addison  Gilbert  Hosp  hl20 
Riverdale  Pk 

Charbury  House  The  (Mrs  Mabel  J  Cooney)  furn  rms  41  Mt  Pleasant 
St  (R) 

Chard  Grace  A  (Wid  Frank  W)  retd  h32  River  Rd 
Charelton  Jessie  M  retd  r7  Cliff  Rd 
Charest  Donald  studt  r7  S  Kilby  St 

Charest  Donald  R  (Shirley)  mgr  Gorton’s  h7  S  Kilby  St 
Charest  Shirley  recpt  John  Hickey  r7  S  Kilby  St 
Charland  Lester  rl59  Cherry  St 

Charland  Paul  L  (Virginia  R)  slsmn  Coca-Cola  hl59  Cherry  St 
Charles  Barbara  hl6  Stanwood  Av 

Charles  Eddy  member  Rockport  Board  Of  Health  r59  Marmion  Way 
(R) 

Charlie’s  Coffee  Shop  Jerome  Pallazola  Mgr  27  Washington  St 
Charlton  Jessie  M  (Wid  Chas  R)  summer  res  hUncas  Rd 
Charpenning  Patk  member  Rockport  Sch  Committee  rl09  Marmion 
Wy  (R) 

Charte  Arth  K  (Mary  G)  asst  shipper  Cape  Ann  Tool  h86  Dennison 
St 

Charte  Maude  (Wid  Vincent)  retd  h8  Blossom  La 
Chartier  Carl  P  (Jeanne  M)  eng  N  R  C  Varian  (Lexington)  hl6 
Hesperus  Cir 

Chase  David  M  (Juliann  M)  sum  res  13  Skipper  Way  Ter  (Davis 
Section)  rBoston  Mass 

Chase  Lewis  L  comptroller  Addison  Gilbert  Hosp  rNewburyport  Mass 
Chase  Marion  L  (Wid  Milton)  sten  h34  Pine  St 
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MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASIN6 

• 

OAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL. 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  -  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT.  MASS.  10966 


TEL. 546-7405 


66 


Chase  Robt  (Jacqueline)  lumper  h44  Perkins  St 

Chatfield  Roger  (Joan)  acct  hAtlantic  Rd  Apt  11 

Chatlick  James  E  (Helen)  h4  Bass  Av 

Chatwood  Eunice  W  Mrs  h8  Alpine  Ct 

Chatwood  James  E  driver  r8  Alpine  Ct 

Chatwood  Robert  driver  West  End  Furn  r8  Alpine  Ct 

Chatwood  Walter  A  (Euncie  W)  pres  &  treas  West  End  Furn  Exch  Inc 

h45  Main  St 

Cheek  Mildred  retd  h48  Lincoln  Pk 

Cheney  Sami  H  (Eileen)  chem  eng  h30  Marmion  Wy  (R) 

Cheney  Timothy  r30  Marmion  Wy  (R) 

Cher-Ami  Stores  Inc  John  Imbrunone  Pres  Vincie  Imbrunone  Treas 
ice  cream  53  Washington  St 

Chermesino  Salvatore  F  (Florence)  master  fisherman  US  Dept  Of 
Commerce  h84  Prospect  St 

Chernis  John  J  (Irene)  summer  res  10  Clark  Av  (R)  rEverett  Mass 
Cherry  H  Eliz  phys  Addison  Gilbert  Hosp  h3a  Old  Garden  Rd  (R) 
Cherry  Hill  Cemetery  20  Harvey  PI 

Cherry  Hill  Inc  John  D  Me  Niff  Pres  Andrew  A  Dominick  Jr  Treas 
bldg  contrs  150  Eastern  Av 
Cheshire  Cat  The  (Roger  Williams)  105  Granite  St  (R) 

Chester  Edgar  (Helen)  retd  hi 206  Washington  St 

Chetcuti  Gallery  &  Art  School  (John  H  Chetcuti)  South  Rd  (R) 

Cheves  Robt  W  (Vera  L)  retd  h6  Hickory  St 
Chianciola  Benj  A  (Rose  I)  fishermn  h72  Centennial  Av 
Chianciola  Benj  A  (Phyllis  M)  fishermn  h9  Bellevue  Av 
Chianciola  April  A  studt  rl45  Riverdale  Pk 
Chianciola  Susan  M  studt  rl45  Riverdale  Pk 

Chianciola  Walter  D  (Constanie  T)  emp  Creese  &  Cook  (D)  hl45 
Riverdale  Pk 

Chiancola  Judith  Mrs  h72  Maplewood  Pk 
Chiancola  Karen  studt  r37  Squam  Rd  (R) 

Chiancola  Sami  Jr  USAF  r37  Squam  Rd  (R) 

Chiancola  Sami  J  (Joan)  tchr  Milton  L  Fuller  Sch  h37  Squam  Rd  (R) 
Chianicola  Maria  (Wid  Joseph)  h9  Bellevue  Av 

Chicataubut  Inn  (Steph  J  &  Patricia  A  Pappas)  18  Long  Beach  St  (R) 
Chick  Ann  A  (Wid  Eug)  pkr  Gorton’s  hl061  Washington  St 
Chick  Beth  L  waitress  D  J’s  (Essex)  r9  Granite  St  (R) 

Chick  Frank  C  Jr  (Marcia)  carp  Sev  Oakes  h35  High  St 
Chick  John  E  (Lucille  A)  retd  h9  Granite  St  (R) 

Chick  Lester  (Mary)  handy mn  Fredk  H  Norton  h67  Revere  St 
Chick  Lester  M  Jr  (Janice  G)  firefighter  City  Fire  Dept  hl8  Hutchins 
Ct 

Chick  Peter  J  r9  Granite  St  (R) 

Chick  Prescott  E  (Lois)  custdn  Ralph  B  O’Maley  Mdl  Sch  h9  High  St 
Chidiac  Joseph  (Barbara)  (Joseph’s  Coffee  Shop)  h59  Maplewood  Av 
Child  Alice  E  retd  r86  Friend  St 

Child  Development  Program  Jean  Clark  Dir  24  Elm  St 
Children’s  Friend  &  Family  Service  Inc  (Br)  8  Angle  St 
China  Port  Restaurant  Sam  Fong  Mgr  Washington  St 
Chipman  Edw  Rev  (Mildred)  retd  h224  Granite  St  (R) 

Chipperini  John  M  (Shirley  O)  constn  wkr  Anastasia  Co  (B)  hl02 
Riverdale  Pk 

Chipperini  Shirley  cafeteria  wkr  Milton  L  Fuller  Sch  rl02  Riverdale 
Pk 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Chisholm  Alt’  J  (Doris)  ins  agt  Union  Central  Life  Ins  hl23  Mt 
Pleasant  Av 

Chisholm  Bradford  studt  rl23  Mt  Pleasant  Av 
Chisholm  Carol  dental  asst  Robt  E  Blatchford  rl71  Western  Av 
Chisholm  Doris  elk  Hancock  Mut  Life  rl23  Mt  Pleasant  Av 
Chisholm  &  Hunt  Printers  Inc  Gene  S  Hunt  Pres  David  A  Dwyer 
Treas  18  Whittemore  St 

Chisholm  James  E  (Liboria)  slsmn  Latoff  Oil  Co  hl71  Western  Av 
Chisholm  Jane  studt  rl71  Western  Av 

Chisholm  John  K  (Denise  G)  emp  Gloucester  Eng  h5  Fair  St 
Chisholm  Steph  B  USN  rl23  Mt  Pleasant  Av 
Chloodian  Sylvan  (Anahid)  eng  Belmont  Tool  (BEL)  hWithan  St 
Choate  Addison  House  The  (John  F  Engel)  lodging  49  Broadway  (R) 
Choate  Studio  (John  F  Engel)  49  Broadway  (R) 

Choiniere  Virginia  M  retd  h20  Pine  St 

Chorpenning  Patk  W  (Cornelia  S)  tchr  Gloucester  High  Sch  h31 
Summer  St  Extn  (R) 

Chowder  House  The  (Ronald  E  Place)  154  E  Main  St 
Chris  Lee  Dar  Rand  Edmund  F  Re  Pres  Beverly  A  Re  Treas  210 
Main  St 

Christ  James  sum  res  h34  Rocky  Neck  Av 
Christensen  Carrie  E  retd  hi 54  Washington  St 

Christian  Science  Reading  Room  Alice  E  Babson  Librn  16  Pleasant  St 
Christian  Science  Reading  Room  library  4  Main  St  (R) 

Christianson  Diane  mgr  CVS  r Waltham  Mass 
Christie  John  T  (Janet  A)  instr  Water  Wks  (Manchester)  hl047a 
Washington  St 

Christmas  Dove  Gift  Shop  (Geo  And  Mrs  Edythe  Ingerman)  14  Beach 
St  (R) 

Christo  Aimee  L  Mrs  nurse  aide  Addison  Gilbert  Hosp  rl61  Cherry 
St 

Christo  Anthony  (Aimee  L)  elk  A&P  hl61  Cherry  St 
Christo  Anthony  Jr  mech  rl61  Cherry  St 

Christo  Anthony  R  Jr  (Joan  E)  emp  Cape  Ann  Toll  (R)  hl4  South 
Street  Ct  (R) 

Christopher  Charles  W  (Christina  M)  emp  Harvard  Med  Ctr  hl07 
Main  St  (R) 

Christopher  Emily  hygienist  Paul  B  Kenyon  Jr  rSalem  Mass 
Christopher  Geo  J  (Frances  M)  mtcemn  Cape  Ann  Tool  h365  Western 
Av 

Christopher  John  J  (Ida  M)  elec  mtee  Gloucester  Eng  hi 22 
Maplewood  Av 

Christopherson  Beatrice  H  retd  h271  Western  Av 
Christy  John  studt  h48  Main  St  (R) 

CHUBBY’S  AUTO  SERVICE  INC  A  Joseph  Nadeau  President, 
Automobile  Body  Specialists,  General  Repairing,  34  Railroad 
Av  (01930),  Tel  283-2300 


Church  Lawrence  (Linda)  sis  eng  Pyrotronics  h3  Lake  Rd 

Church  Of  Gift  Of  God  Inc  James  A  Dooling  Pres  10  Hesperus  Cir 

Church  Robt  sum  res  Nashua  Av  rProvidence  RI 

Church  The  (Richd  Emmanul)  153  E  Main  St 

Church  Walter  F  (Helen  M)  lobstermn  h52  High  St  (R> 

Church  Walter  F  Jr  lobstermn  r52  High  St  (R) 

Churchill  Arth  F  (Maria  R)  lab  City  Sewer  Dept  h248  E  Main  St 


YMCA 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 _ Tel.  283-0884 
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Churchill  Caroline  E  (Wid  Robt  F)  h26  Washington  St 

Churchill  Clarence  G  (Mary  A)  retd  hl3  Beach  Rd 

Churchill  Ernest  G  (Natalie  M)  sgt  City  Police  Dept  hi  Brier  Neck 

Av 

Churchill  Everett  R  (Marie  A)  retd  hl30  Riverdale  Pk 
Churchill  Isabel  A  (Wid  Robt)  retd  h47a  Main  St  (R) 

Ciamaitaro  Anthony  (Joanne)  mason  h20  Exchange  St 
Ciamaitaro  Carlo  (Beverly)  mason  h20  Exchange  St 
Ciampa  Frank  (Anne)  summer  res  12  Sleepy  Hollow  Rd  rBrignton 
Mass 

Ciarametaro  See  Also  Ciaramitaro 
Ciarametaro  Helena  D  h3  Church  St 

Ciarametaro  John  J  (Kathleen  M)  (Cape  Ann  Apothecary)  hThatcher 
Rd  (R) 

Ciarametaro  Joseph  genl  hlpr  Gloucester  Gro  &  Boat  Sup  rl20a 
Western  Av 

Ciarametaro  Jospeh  A  studt  rl20a  Western  Av 

Ciarametaro  Kathy  daycare  mother  Action  Inc  r823  Thatcher  Rd  (R) 
Ciarametaro  Michelle  mgr  Mally’s  Lounge  &  Carousel  Rm  r67 
Eastern  Pt  Rd 

Ciarametaro  Paul  USN  r3  Riverdale  Pk 

Ciarametaro  Peter  (Florence)  elk  Gloucester  Gro  hRear  52  Eastern 
Point  Rd 

Ciarametaro  Peter  Jr  rRear  52  Eastern  Point  Rd 
Ciarametaro  Peter  J  USN  rl20a  Western  Av 
Ciarametaro  Rosalie  (Wid  Jos)  retd  h22  Sayward  St 
Ciarametaro  Salvatore  (Mary)  h20  Sayward  St 

Ciarametaro  Salvatore  (Rose)  pres  &  treas  Gloucester  Grocery  &  Boat 
Supply  Inc  h8  Juniper  Rd 

Ciarametaro  Salvatore  T  seafood  wkr  Gorton  s  rl20a  Western  Av 
Ciarametaro  Vincent  USN  r22  Sayward  St 
Ciarametaro  Vincent  J  (Vita  M)  flshermn  hl20a  Western  Av 
Ciaramitaro  Alice  r27  Grapevine  Rd 

Ciaramitaro  Angela  J  Mrs  corp  elk  Capt  Joe  &  Sons  Inc  r6  Gould  Ct 
Ciaramitaro  Anthony  (Mary  G)  fishermn  hl3  Forest  St 
Ciaramitaro  Antonio  retd  r6  Western  Av 

Ciaramitaro  Benjamin  L  (Patrici  F)  buyer  Capt  Joe  &  Sons  hlO 
Harriett  Rd 

Ciaramitaro  Carlo  (Mary)  pres-treas  Star  Fisheries  Inc  h27 
Grapevine  Rd 

Ciaramitaro  Charles  C  (Ann  F)  mech  Stevens  Mtr  Sis  h9  Orchard  St 
Ciaramitaro  Charles  J  (Angela  J)  fish  buyer  Capt  Joe  &  Sons  hl31 
Essex  Av 

Ciaramitaro  Christine  E  elk  Mai’s  Of  Gloucester  h2  Fort  Sq 
Ciaramitaro  Domeano  (Jennie)  fishermn  hl2  Beach  Ct 
Ciaramitaro  Donna  E  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch 
rl09  Gloucester  Av 

Ciaramitaro  Frances  Mrs  retd  h9  Prospect  St 

Ciaramitaro  Frank  (Pauline)  dishwasher  Captain  Courageous  h32  Foit 

Sq  % 

Ciaramitaro  Frank  D  (Agatha)  lab  Ocean  Crest  Seafoods  h46  boit  Sq 
Ciaramitaro  Frank  P  (Phyllis  R)  mover  Robt  C  Hiltz  hl09  Gloucester 
Av 

Ciaramitaro  Gaetana  pkr  Seafood  Kitchen  r2  Fort  Sq 
Ciaramitaro  Grace  Mrs  h31  Western  Av  Apt  1 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Ciaramitaro  James  P  (Beatrice  R)  freezermn  Quincy  Mkt  Cold  Stge 
h4  Hayward  Rd 

Ciaramitaro  Jeanine  shift  supvr  Brigham’s  r46  Fort  Sq 
Ciaramitaro  Jerome  driver  C  F  Tompkins  r52  Pleasant  St 
Ciaramitaro  Jerome  A  (Mary)  mach  Gloucester  Eng  hPerrywinkle  La 
Ciaramitaro  Joseph  (Jennie)  retd  hlO  Fort  Sq 

Ciaramitaro  Joseph  (Rosalie)  pres  Pat’s  Center  Grocery  Inc  h7  Liberty 
St 

Ciaramitaro  Joseph  (Rosie)  flshermn  hl5  Liberty  St 
Ciaramitaro  Joseph  (Felicia)  pres  &  treas  Captain  Joe  &  Sons  Inc  h7 
Tolman  Av 

Ciaramitaro  Joseph  F  emp  Thermat  r25  Chestnut  St 
Ciaramitaro  Joseph  J  (Priscilla  A)  circuit  designer  Digital  (Maynard) 
h84  Perkins  St 

Ciaramitaro  Joseph  L  flshermn  rl2  Beach  Ct 
Ciaramitaro  Joseph  S  hsemn  Addison  Gilbert  Hosp  r46  Fort  Sq 
Ciaramitaro  Leo  (Josephine)  emp  Gorton’s  h21  Elm  St 
Ciaramitaro  Leo  F  (Angelina  C)  utilitymn  Le  Page’s  h6  Gould  Ct 
Ciaramitaro  Leo  V  (Lena)  flshermn  h52  Pleasant  St 
Ciaramitaro  Leonardo  h7  Angle  St 
Ciaramitaro  Linda  R  studt  hl7  Magnolia  Av 

Ciaramitaro  Mary  beautician  Barbaras  Of  Magnolia  r9  Prospect  St 
Ciaramitaro  Mary  A  driver  Glouc  Trans  rPerrywinkle  La 
Ciaramitaro  Mercurio  (Maria  T)  mtcemn  Gorton’s  h31  Whittemore  St 
Ciaramitaro  Michl  (Rose)  cln  Gorton’s  h21  Liberty  St 
Ciaramitaro  Michl  studt  rlO  Linden  Rd 

Ciaramitaro  Michl  P  (Sandra  J)  slsmn  Rockport  Bldg  Center  h76 
Washington  St 

Ciaramitaro  Paul  r31  Western  Av  Apt  1 
Ciaramitaro  Paul  (Darrylin)  constn  carp  h6  Hampden  St 
Ciaramitaro  Paul  J  (Josephine  G)  flshermn  hl2  Warner  St 
Ciaramitaro  Peter  (Concetta)  h9  Angle  St 

Ciaramitaro  Phyllis  cafeteria  wkr  Milton  L  Fuller  Sch  rl09 
Gloucester  Av 

Ciaramitaro  Pual  Jr  genl  hlpr  Gorton’s  rl2  Warner  St 
Ciaramitaro  Rosalie  J  studt  rlO  Linden  Rd 

Ciaramitaro  Rosalie  M  Mrs  treas  Pat’s  Center  Grocery  Inc  rl6  Gould 
Ct 

Ciaramitaro  Roseann  R  clk-typ  Gloucester  Housing  Authority  r52 
Pleasant  St 

Ciaramitaro  Rosemary  studt  rl66  Washington  St 
Ciaramitaro  Salvatore  (Mary)  fish  ctr  Ocean  Fisheries  hi 66 
Washington  St 

Ciaramitaro  Salvatore  rl2  Warner  St 

Ciaramitaro  Salvatore  (Mary  Ann)  constn  wkr  h8  Sargent  St 
Ciaramitaro  Salvatore  J  meat  ctr  Chopping  Block  r25  Chestnut  St 
Ciaramitaro  Sami  dietary  wkr  Addison  Gilbert  Hosp  rMagnolia  Mass 
Ciaramitaro  Sami  J  (Sally  R)  policemn  City  Police  Dept  hi 7  Magnolia 
Av 

Ciaramitaro  Sami  S  (Grace  M)  freezer  mn  Quick  Freeze  h25  Chestnut 
St 

Ciaramitaro  Vincent  emp  B  F  Goodrich  r52  Pleasant  St 
Ciaramitaro  Vincent  (Lena)  retd  h35  Prospect  St 
Ciaramitaro  Vincenza  pkr  Seafood  Kitchen  r2  Fort  Sq 
Ciaramitaro  Vito  (Ninfa)  flshermn  hlO  Linden  Rd 
Ciaramitaro  Vito  S  (Mary  R)  constn  wkr  h8  Hampden  St 
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Ciarcia  Christopher  fisherman  h8  Flume  Rd  Apt  8 
Cibran  Horace  J  tchr  Gloucester  Vocational  Sch  rll  Burns  St 
Cieply  Donna  homevisitor  Action  Inc  rEssex  Mass 
Cilluff’o  Lawrence  (Paige  S)  press  opr  Bicknell  &  Fuller  (S)  h30 
Exchange  St 

Cilluff’o  Paul  F  (Lois  M)  press  opr  Bicknell  Fuller  (P)  hll  Columbia 
St 

Ciluff’o  Anthony  (Mary)  fishermn  h43  Maplewood  Pk 
Ciluff'o  Antonina  fety  wkr  r361  Mansfield  St 
Ciluff’o  Eug  (Lorenza)  fishermn  h36a  Mansfield  St 

Ciluff’o  Florence  Mrs  matron  Milton  L  Fuller  Sch  r78  Centennial  Av 
Ciluff'o  Jennie  (Wid  Joseph  J)  h59  Fort  Sq 
Ciluff’o  Joseph  hlpr  Ocean  Crest  r59  Fort  Sq 
Ciluff’o  Joseph  (Grace)  retd  h9  Church  St 
Ciluff’o  Lois  nurse  Addison  Gilbert  Hosp  rll  Columbia  St 
Ciluff’o  Mary  home  aide  Action  Inc  r43  Maplewood  Pk 
Ciluff’o  Paul  studt  r361  Mansfield  St 
Ciluff'o  Thos  J  (Florence)  fish  ctr  h78  Centennial  Av 
Ciolind  Anthony  (Josephine)  tech  BOMCO  h26  Granite  St 
Ciolino  A  Salvi  emp  Mormac  Mf’g  hlO  Field  Rd  \v 
Ciolino  Antoinette  M  (Wid  Jerome)  chf  pkr  Tadco  Mf’g  hl2  Prospect 
St 

Ciolino  Antonio  (Jennie  C)  fisherman  h9  Morton  PI 
Ciolino  Carlo  (Mary  J)  fishermn  h20  Granite  St 
Ciolino  Cath  (Wid  Domenic)  hl8  Addison  St 
Ciolino  Joseph  rl8  Addison  St 

Ciolino  Joseph  (Grace)  fishermn  hl2  Cunningham  Rd 
Ciolino  Peter  (Grace)  fishermn  h34  Beacon  St 
Ciolino  Salvatore  (Cath  E)  (Ciolino’s  Pharmacy)  h4  Beauport  Av 
Ciolino  Salvatore  (Virginia  R)  mach  United  Shoe  (BEV)  h6  Kirk  Rd 
Ciolino  Salvatore  (Joan)  fishermn  hl5  Green  St 
Ciolino  Salvatore  die  ctr  Tadco  Mf’g  rlO  Field  Rd 
Ciolino  Sebastian  (Marie)  bldg  contr  hl8  Addison  St 
CIOLINO’S  PHARMACY  (Salvatore  Ciolino),  Prescription  Service, 
Hospital  Beds  And  Supplies,  390  Main  St  (01930),  Tel  283-1010 
(See  Index  To  Advertisers) 

Ciraky  Martin  J  hlO  Federal  St 
Cirella  Anna  (Wid  Michl)  h80  Shore  Rd 
Cirella  Lawrence  (Cecilia)  barber  h2-a  Raymond  St  Apt  4 
Cirella  Marion  (Mary  Ann  Beauty  Shop)  r80  Shore  Rd 
Citroni  Cath  nurse  Addison  Gilbert  Hosp  rDanvers  Mass 
City  Hall  9  Dale  Av 

CITY  OFFICES  (See  Gloucester-City  Of) 

Ciulla  Anthony  studt  r24  Beacon  St 
Ciulla  Anthony  C  (Ciulla’s  Barber  Shop)  rEssex  Mass 
Ciulla  Augustus  L  (Rose)  mgr  Star  Fisheries  r241  Essex  Av 
Ciulla  Frank  A  studt  r201  Washington  St 

Ciulla  Frank  J  (Nina  I)  dep  County  Sheriff’  h201  Washington  St 

Ciulla  James  V  (Benadetta  A)  fish  ctr  (b)  h6  Whittemore  St 

Ciulla  Lawrence  (Rose)  genl  wkr  Star  Fisheries  h23  Summer  St 

Ciulla  Leonard  A  (Rose)  baker  Gloucester  House  h24  Beacon  St 

Ciulla  Mary  A  cataloguer  Sawyer  Free  Library  h32  Blynman  Av 

Ciulla  Rose  bkpr  Star  Fisheries  r241  Essex  Av 

Ciulla  Thos  A  (Sally)  fisherman  h9  Cunningham  Rd 

Ciulla’s  Barber  Shop  (Anthony  C  Ciulla)  218  Main  St 

Cividal  Bruno  E  (Mary)  mtcemn  Gloucester  Sch  Dept  h!4  Juniper  Rd 


Cape  Ann  Area 

Chamber  of  Commerce 


130  MAIN  ST. 


TELS.  283-1601  AND  283-1602 


GLOUCESTER,  MASS.  01930 
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Claar  Mary  A  tchr  Beeman  Mem  Sch  rBeverly  Mass 
Claflin  Wm  H  III  (Nancy  A)  sum  res  Two  Penny  La  r Belmont  Mass 
Clampett  Kathy  nurses  aide  rRear  193  E  Main  St 
Clampett  Ralph  hRear  193  E  Main  St 
Clancey  Mary  E  (Wid  Wm  H)  retd  hl4  Spring  St 
Clancey  Wm  H  Jr  (Barbara  J)  mgr  Parisian  Cleansers  <S)  hi  10 
Eastern  Av 

Clancy  Donna  Mrs  hlOO  Maplewood  Pk 

Clancy  Geo  M  elk  Pat’s  Center  Grocery  Inc  h21  Centennial  Av 
Clancy  Harold  C  (Thelma  M)  junk  dir  28  Taylor  St  h28  Taylor  St 
Clancy  James  P  (Bertha  E)  asst  post  mstr  P  O  h70  Bass  Av 
Clancy  Joan  Mrs  h29  Maplewood  Pk 
Clancy  Nancy  hl3  Harriett  Rd 

Clancy  Thelma  M  Mrs  caterer  28  Taylor  St  h28  Taylor  St 
Claney  Dolores  P  with  Gorton’s  hl3  Stanwood  Av 
Clanton  James  W  (Cath)  retd  h24  Friend  St 
Clapp  Mark  stock  elk  Ernie’s  Mkt  r90  Main  St  (R> 

Clapp  Ronald  B  (Lois  S)  optom  90  Main  St  (R)  h90  Main  St  (R) 

Clapp  Wm  (Donna)  mech  Burnham  &  Thomas  rlspwich  Mass 
Clarimitaro  Joseph  (Angela)  retd  hl3  Pearl  St 
Clark  See  Also  Clarke 

Clark  Alice  (Wid  J  Redmond)  h28  River  Rd 
Clark  Benj  C  (Myrie)  retd  h6  Blake  Ct 

Clark  C  Richd  (Lucy  D)  lwyr  11  Pleasant  St  Rm  10  hEastern  Point 
Blvd 

Clark  Carroll  F  (Barbara  L)  h8  Rockland  St 

Clark  Charles  M  (Amelia)  retd  h7  Commonwealth  Av 

Clark  Christopher  (Sookie)  artist  h76  Main  St  (R) 

Clark  Curtis  eng  aid  Gloucester  Housing  Authority  hl4  Vine  St 
Clark  Cynthia  L  ofc  sec  Liberty  Mut  (B)  r210  E  Main  St 
Clark  Dan  operations  mgr  B  F  Goodrich  Chem  rStowe  Mass 
Clark  Donald  E  (Gaetana  G)  firefighter  City  Fire  Dept  h5  Rose  La 
Clark  Dorothy  retd  h8  Middle  St 

Clark  Forrester  A  (Kath  B)  sum  res  Two  Penny  La  rSouth  Hamilton 
Mass 

Clark  Francis  A  (Eleanor  M)  retd  h210  E  Main  St 
Clark  Fredk  (Florence)  emp  Beverly  hDoyle  Cove  Rd  (R> 

Clark  Gaetana  G  Mrs  exec  sec  City  Mgr  r5  Rose  La 
Clark  Gail  Sum  Res  hRear  976  Washington  St 
Clark  Geraldine  Mrs  h42  Summer  St 
Clark  Golden  retd  h23  Exchange  St 

Clark  Jean  dir  Child  Development  Program  r Woodbury  St 
Clark  Linda  M  asmblr  Rule  Ind  r210  E  Main  St 
Clark  M  Agnes  (Wid  Wm  G)  retd  hl64  E  Main  St 
Clark  Marilyn  Mrs  tchr  Gloucester  High  Sch  rSaugus  Mass 
Clark  Marion  D  (Wid  James  P  Jr)  retd  hl6  School  St  (R> 

Clark  Marion  E  retd  hl26  Prospect  St 

Clark  Michl  F  (Hilda)  retd  h93  Maplewood  Pk 

Clark  Mildred  C  (Wid  Russell)  (C  &  J  Ceramics)  h7  Gerring  Rd 

Clark  Minnette  B  Mrs  h77  Phillips  Av  (R) 

Clark  Paige  ofc  sec  Gloucester  Housing  Authority  r8  Adams  PI 
Clark  Paul  (Reed’s  Wharf*) 

Clark  Paul  J  retd  h5  Arthur  Ct 

Clark  Paul  M  ins  slsmn  (b)  h42  Main  St  (R) 

Clark  Richd  W  (Carolyn)  mach  Walbar  Mach  tP>  h45  Western  Av 
Clark  Robt  S  (Beverly  B)  ins  broker  (B)  hSouth  St  <R» 
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Clark  Robt  W  (Paige  E)  firefighter  City  Fire  Dept  h8  Adams  PI 
Clark  Roger  tchr  r76  Main  St  (R) 

Clark  Stetson  H  ins  broker  (B)  rSouth  St  (R) 

Clark  Troy  W  studt  rSouth  St  (R) 

Clark  Victor  H  (Dorothy  H)  genl  hlpr  Seafood  Kitchen  h55  Taylor  St 
Clark  Virginia  G  laby  wkr  Addison  Gilbert  Hosp  r5  Briarstone  Rd 
(R) 

Clark  Walter  (Doris)  retd  hRear  357  Essex  Av 
Clark  Wm  G  Jr  hl22  Long  Beach  St  (R) 

Clark  William  G  Jr  (Ruth  A),  Attorney-At-Law,  11  Pleasant  St  (01930), 
Rm  10,  Tel  283-1314,  h225  Washington  St  (01930),  Tel  283-0906 
Clark’s  Cemetery  Rear  122  Centennial  Av 

Clarke  Aino  Y  Mrs  elk  Museum  Fine  Arts  (B)  h50  Woodbury  St 
Clarke  Bertha  D  (Wid  Wm)  retd  r7  Agawam  La  (R) 

Clarke  Cath  F  tchr  Gloucester  High  Sch  rBoxford  Mass 
Clarke  Ceo  W  (Helen  V)  driver  Lynn  Sand  &  Stone  (Swampscott) 
hl2b  Atlantic  St 

Clarke  Jean  A  Mrs  dir  hdstart  Action  Inc  h50  Woodbury  St 

Clarke  Kath  studt  r50  Woodbury  St 

Clarke  Linda  L  studt  rl2b  Atlantic  St 

Clarke  Paul  T  studt  rl  Dexter  PI 

Clarke  Thos  W  (Christine  M)  mason  hi  Dexter  PI 

Clarke  Vera  E  tel  opr  N  E  Tel  h71a  Main  St  (R) 

Clay  Dorothy  E  Mrs  sum  res  hEastern  Point  Blvd 

Clay  Fredk  (Barbara  A)  crane  servmn  hi  Ridgewood  Rd  (R) 

Clayton  Arth  E  (Alice  E)  slsmn  C  F  Tompkins  Co  h27  High  St 
Clayton  Cynthia  prsr  Union  Hill  Laundry  rDennison  St 
Clayton  Howard  E  (Mary  E)  fishermn  h8  Maplewood  Pk 
Clayton  James  E  fish  wkr  Gorton’s  h20  Oak  St 
Clayton  John  M  III  studt  r8  Meadow  Rd  (R) 

Clayton  John  W  (Patricia  A)  air  frt  shipper  Seabord  Airlines  (B)  h9 
Beacon  St 

Clayton  Judith  h26  Say  ward  St 

Clayton  Margt  E  (Wid  Howard  J)  retd  r20  Oak  St 

Clayton  Norma  Mrs  h4  Andrews  Ct 

Clayton  Patricia  nurses  aide  Cape  Ann  Nursing  Home  r9  Beacon  St 
Clayton  Richd  retd  r27  High  St 

Clayton  Virginia  L  (Wid  John  M)  retd  h8  Meadow  Rd  (R) 

Clean-Rite  Cess  Pool  &  Septic  Tank  Service  (Wm  A  Burroughs)  594 
Washington  St 

Cleary  Margt  E  sum  res  hRear  25  Witham  St 
Cleary  Timothy  rCape  Ann  Nursing  Home 
Cleaves  Charles  H  (Nurten)  USN  r58  Main  St  (R) 

Cleaves  Charles  H  Agency  The  (Virginia  C  Little)  real  est  117 
Granite  St  (R) 

Cleaves  E  Eames  (Mary  E)  heater  Cape  Ann  Tool  h58  Main  St  (R) 
Cleaves  Wm  C  (Eliz  H)  sales  eng  Hayes  Pump  &  Mach  (W  Concord) 
h7  Smith  St  (R) 

Clemeno  Adolph  wldr  Gloucester  Marine  Railway  rlpswich  Mass 
Clement  Ceo  K  sum  res  40  Wingaersheek  Rd  rHoverhill  Mass 
Clement  Inez  (Wid  Joseph  T)  asst  City  Aud  h71  Friend  St 
Clements  Alice  retd  r44  South  St  (R) 

Clements  Geraldine  C  Mrs  ofc  sec  Rockport  Sch  Dept  r6  Lamb 
Heights  (R) 

Clements  Jack  H  (Geraldine  C)  h6  Lamb  Hts  (R) 

Clements  R  A  (Wid  Richd  O)  summer  res  Riverview  St  rNewton  Mass 


ROSE’S  OIL  SERVICE  Inc.  & 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 


395  Main  St. 

Gloucester,  Mass.  01930 


283-3334 

283-3335 
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Clemenzi  Dominick  (Helen)  retd  h6  Bayberry  La 
Clemnzi  David  J  (Charlene  M)  sum  res  h2  Skipper  Wy 
Cleveland  Ann  elk  Stop  &  Shop  rTrask  St 

Cleveland  Charles  H  (Janis  M)  mgr  Building  Center  h213  Granite  St 
(R) 

Cleveland  Lawrence  emp  Atlantic  Sea  Foods  r2  Trask  St 
Cleveland  Lawrence  W  (Ann  M)  formn  Borneo  Inc  h2  Trask  St 
Cleveland  Lois  studt  r213  Granite  St  (R) 

Cleveland  Stilson  G  (Evelyn  F)  mach  Gloucester  Eng  h37  Concord  St 
Clicky’s  Men’s  Shop  (Alf  E  Martin)  205  Main  St 

Clifford  Clarence  J  (Dorothy  E)  firefighter  City  Fire  Dept  hl2  Rocky 
Pasture  Rd 

Clifford  Donald  H  (Nancy  D)  firefighter  City  Fire  Dept  hMacomber 
Rd 

Clifford  Jean  Mrs  h9  Prospect  St 
Clifford  Jean  E  (Wid  John)  h.26  Main  St 
Clifford  Joan  waitress  r61  Riverdale  Pk 
Clifford  Nellie  retd  h40  Lincoln  Pk 
Clifford  Ruth  Mrs  h61  Riverdale  Pk 

Clinch  Steph  H  (Eileen  L)  eng  &  plant  mgr  Sinterbond  Corp  hi 
Tower  Rd 

Clinton  Laurie  ofc  sec  r8  Martha’s  La  (R) 

Clinton  Robt  (Florence)  electn  h8  Martha’s  La  (R) 

Clinton  Robt  S  Jr  driver  Boston  r8  Martha’s  La  (R) 

Clooney  Francis  J  (Nancy)  gnl  hlpr  Sea  Food  Kitchens  h3  Birch 
Grove  Hts 

Clooney  Michl  h28  Alper  Rd 
Clooney  Shirley  h5  Bass  Av 
Clough  Dana  E  mach  r7  Sawyer  Av 

Clough  Grace  E  Mrs  nurse  Addison  Gilbert  Hosp  h7  Sawyer  Av 
Clough  Steph  A  USN  r7  Sawyer  Av 

Clouston  Ross  N  (Brenda)  pres  &  chf  operating  ofer  Gorton  Corp 
hHesperus  Av 

Cloutier  Josephine  h212  Hesperus  Av 

Cloutman  Donald  J  meat  ctr  Cape  Ann  Mkt  h3  Harold  Ct 
Cloutman  Earl  W  boiler  room  wkr  Addison  Gilbert  Hosp  hll 
Riverdale  PI 

Cloutman  Gloria  Mrs  cafeteria  wkr  Milton  L  Fuller  Sch  r60  Mt 
Vernon  St 

Cloutman  Josephine  G  Mrs  hl33  Maplewood  Av 

Cloutman  Robt  K  (Gloria)  plmb  L  E  Andrews  &  Co  h60  Mt  Vernon 
St 

Cluett  Gerda  O  settling  agt  Gloucester  Marine  Railway  rSandy  Bay 
Est  (R) 

Cluett  Hubert  (Beula)  retd  hl7  Lincoln  Pk 

Cluett  Hubert  Jr  (Virginia  M)  carp  Feldman  h42  Green  St 

Cluett  John  H  (Anne  M)  mgr  Bickford  Marina  Inc  hOcean  View  Dr 

Cluett  Ronald  D  (Susan  F)  elec  tech  h54  Perkins  St 

Cluett  Vivian  (Wid  A  Watson)  hl4  Sadler  St 

Cluney  Nellie  (Wid  Michael)  retd  h69  Maplewood  Pk 

Clymer  Danl  (Linda  M)  studt  hll  Stewart  Av 

Clymer  Linda  elk-sten  U  S  Dept  Commerce  rll  Stewart  Av 

Coad  Herbert  P  bridge  atndt  State  D  P  W  h25  Revere  St 

Coad  Roy  K  bridge  atndt  State  D  P  W  r25  Revere  St 

Coad  Roy  K  bridge  atndt  State  D  P  W  r25  Revere  St 

Coakley  Building  140  Main  St 
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MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
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Coakley  Gertrude  E  (Wid  Howard)  retd  h40  Bass  Av 

Coan  Robt  A  (Carrie  K)  summer  res  Thurston’s  Pt  rBoston  Mass 

Coas  Adelaide  H  h8  Commonwealth  Av 

Coastal  Craft  Co  Richd  O  Lawrence  Pres  Robt  W  Lawrence  V-Pres 
plastics  mfg  Fernwood  Lake  Av 

Coastal  Tire  &  Appliance  Inc  Jerome  Kaplan  Pres  &  Treas  186  Main 
St 

Coastline  Realty  Zakas  Angelo  Pres  2  E  Main  St 

Coates  Arth  M  (Diana)  summer  res  Skipper  Way  rWatertown  Mass 

Cobb  David  W  (Janice  Kay)  acct  h627  Essex  Av 

Cobb  Edwin  B  (Evelyn  B)  sum  res  66  Long  Beach  St  (R)  hRockholm 
Rd 

Cobbley  Nan  M  asst  Gloucester  Daily  Times  h30  Exchange  St 
Cobleigh  Frank  W  (Mary  E)  retd  hl20  Magnolia  Av 
Cocchiarella  U  Rudolph  (Leonie)  eng  Fredk  R  Harris  hFarrington  Av 
Cochran  Edw  M  Jr  (Eleanor)  summer  res  hThatcher  Rd  (R) 

Cochrane  Cary  (Pamela)  coml  artist  h61  Mt  Pleasant  St  (R) 

Cocotas  Spiro  N  (Linda  A)  expediter  Gloucester  Eng  h29  Stockholm 
Av  (R) 

Coder  Thos  H  (Beth  M)  aud  hi  Cliff  Rd 

Codinha  Joseph  E  Jr  (Paula  P)  pres  Codinha’s  Fish  Co  h29  Ocean  Av 
Codinha  Mary  Mrs  pkr  Le  Page’s  r35  Harrison  Av 
Codinha  Paul  P  teletype  opr  FI  Dupont  Co  h70  Friend  St 
Cody  Joseph  M  (Evelyn  M)  hlO  Warner  St 

Cody  Michl  D  (Roseann)  firefighter  City  Fire  Dept  hl5  Friend  St 

Cody  Patricia  studt  rlO  Warner  St 

Coe  Lloyd  R  (Edi)  artist  hill  Main  St  (R) 

Coelho  Agostino  whsemn  Le  Page’s  h4  Fair  St 
Coen  See  Also  Cohen 

Coen  Bonnie  nurses  aide  Cape  Ann  Nursing  Home  rManchester  Mass 
Coen  Cath  F  retd  rlOl  Granite  St  (R) 

Coen  Grace  M  (Wid  Joseph  M)  retd  hl2  Haven  Av  (R) 

Coen  Mary  R  retd  hlOl  Granite  St  (R) 

Coen  Shirley  G  asst  prin  Milton  L  Fuller  Sch  rl2  Haven  Av  (R) 
Coffee  And  Company  (Ellen  Amar)  43  Main  St 
Coffee  Galley  Mrs  Anna  Newman  Mgr  14  Pleasant  St 
Coffey  Elaine  (Miss  Elaine  Hair  Stylist)  h27  School  St  (R) 

CoffI  John  (The  Butcher  Shop)  rWinthrop  Mass 

Coffin  Dorothy  (Wid  Clifton)  switchboard  opr  Addison  Gilbert  Hosp 
h46  Mt  Pleasant  Av 

Coffin  Perley  A  (Elizabeth)  chem  eng  Latex  Corp  (CAMB)  h4 
Hammond  St 

Coffin  Ronald  C  (Nancy  L)  pres  Cape  Ann  Nursing  Home  hSouth  St 
(R) 

Coffuld  Thos  (Gunnila)  hl3  School  St  (R) 

Cogan  Alice  retd  h5  Marchant  St 

Cogan  Elmer  tchr  Milton  L  Fuller  Sch  rlpswich  Mass 
Cognato  Antonio  C  shipper  rlO  Myrtle  Sq 

Cognato  Charles  (Phyllis  E)  (Auto  Truck  Serv)  hlO  Myrtle  Sq 
Cognato  Domenic  (Jennie  M)  mech  hi  Hawthorne  Rd 
Cognato  Harriet  homemkr  Action  Inc  rl6  Carlisle  St 
Cognato  Harriet  Mrs  hll  Russell  Av 

Cognato  Phyllis  E  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  rlO 
Myrtle  Sq 

Cognato  Victoria  A  studt  rlO  Myrtle  Sq 
Cogswell  Thelma  B  retd  h9  White  Wy  (R) 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 

18  Whittemore  St.  Gloucester,  Mass.  01930 


75 


Cohen  See  Also  Coen 

Cohen  A  Alf  (Syra  R)  retd  hl6  Atlantic  St 

Cohen  Bernard  S  (Sylvia)  dentist  1  Center  St  h75  Brightside  Av 
Cohen  David  news  editor  Gloucester  Daily  Times  rl085  Washington 
St 

Cohen  David  J  (Vera  G)  phys  35  Middle  St  h6  Beachmont  Av 
Cohen  Dorothea  prin  elk  City  Bd  Of  Assessors  h46  Poplar  St 
Cohen  Geo  M  (Irma)  optom  Blackburn  Dr  hLedge  Rd 
Cohen  Gilbert  M  r257  Concord  St 

Cohen  Helen  E  dept  hd  Ralph  B  O’Maley  Mdl  Sch  r46  Poplar  St 
Cohen  Leon  S  (Emma  S)  sum  res  503  Long  Beach  St  (R)  rPittsford 
NY 

Cohen  Martin  E  (Alice  W)  (Benj  Cohen  &  Sons)  (B)  h257  Concord  St 
Cohen  Michl  (Wanda)  studt  hl45  Essex  Av  Apt  19 
Cohen  Richd  (Lee  Arns  Laundromat)  rMarblehead  Mass 
Cohoon  Cedric  O  (Edith  J)  hd  shipper  Le  Page’s  h4  Colonial  St 
Coit  Robt  S  (Martha)  sum  res  Thatcher  Rd  (R)  rBoston  Mass 
Colarusso  Anthony  P  (Violet  L)  (Anthony’s  Beauty  Salon)  hl6  Smith 
St 

Colarusso  John  A  (Donna  L)  hairdrsr  John  Beauty  Shop  hl8  Gee  Av 
Colburn  I  Marie  summer  res  hi  la  Main  St  (R) 

Colburn  Mary  L  retd  hi  Meadow  Rd  (R) 

Colby  Alice  C  retd  h35  Poplar  Pk 

Colby  Arth  (Joan)  emp  Gloucester  Eng  hl9  Ryan  Rd 

Colby  Diane  studt  r4  Wise  PI 

Colby  Donna  studt  r4  Wise  PI 

Colby  Gertrude  (Wid  Sami)  retd  h5  Allen  St 

Colby  Joanne  M  perforator  Gloucester  Daily  Times  r4  Wise  PI 

Colby  S  Lawrence  Jr  (Mary  E)  fire  insp  City  Fire  Dept  h4  Wise  PI 

Cole  Bertram  mldr  Mold  Tools  Inc  h70  Lexington  Av  Apt  11 

Cole  Donald  mldr  Mold  Tools  r70  Lexington  Av  Apt  11 

Cole  Doris  nurse  Cape  Ann  Nursing  Home  rDerby  St 

Cole  Dorothy  E  (Wid  Walter  J)  treas  Murmac  Mfg  h32  Beacon  St 

Cole  E  James  Jr  (Stephanie  C)  scientist  h30  King  St  (R) 

Cole  Foster  (Linda)  landscaper  hl97  E  Main  St 

Cole  Gregory  (Esther)  h59a  Atlantic  Rd 

Cole  John  N  (Betty)  billing  elk  Curhan  Co  h21  River  Rd 

Cole  Kevin  D  studt  r46  School  St  (R) 

Cole  Kevin  D  (Kathleen)  teller  Cape  Ann  Savs  Bank  h53  Wheeler  St 

Cole  Kittie  E  Mrs  (Lamplighter  Lodge)  r46  School  St 

Cole  M  Margt  (Wid  J  Arth)  retd  h2a  Winchester  Ct 

Cole  Mary  Mrs  bkpr  T  Cooney  &  Sons  rl2  Top  Of  Harbor  Apt  13 

Cole  Philip  pres  Murmac  Mfg  h48  Woodbury  St 

Cole  Roger  (Mary)  slsmn  Thom  Me  An  Peabody  hl45  Essex  Av  Apt 
13 

Cole  Roger  A  (Kittie  E)  tool  designer  Estabrook  Eng  Rowley  (D)  h46 
School  St  (R) 

Cole  Ronald  A  (Doris)  h24  Acacia  St 

Coleman  Doris  C  Mrs  (House  Of  Glass)  r428  Washington  St 
Coleman  Edw  J  (Doris  C)  (House  Of  Glass)  h428  Washington  St 
Coleman  Eula  R  (Wid  James  G)  h542  Essex  Av 

Coleman  Harold  E  (Patricia  A)  carp  City  Sch  Dept  h546  Essex  Av 
Coleman  James  studt  r546  Essex  Av 

Coleman  Mary  tchr  Ralph  B  O’Maley  Mdl  Sch  r26  Beach  Rd 
Coleman  Matilda  retd  h95  Prospect  St 
Coleman  Shop  (Wess  Coleman)  72  Main  St  (R> 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 _ 
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Coleman  Wesley  (Isabel)  free  lance  wrtr  hFrank  St  (R) 

Coleman  Wess  A  (Eliz  B)  (Coleman  Shop)  h72  Main  St  (R) 

Coles  Malcolm  F  (Carol)  training  dir  hi  104  Washington  St 
Coles  Susan  D  sr  elk  Dist  Ct  Of  Eastern  Essex  hl5  Colburn  St 
Collarosso  Anthony  (Violet)  (Four  Seansons  Beauty  Salon)  hl64  Mt 
Pleasant  Av 

Colley  Ann  medical  sec  Dr  Abramson  (Boston)  rl20  Marmion  Wy  (R) 
Colley  Frances  T  (Wid  Wm  E)  retd  hl20  Marmion  Wy  (R) 

Collier  Chester  (Ann)  sum  res  hThatcher  Rd  (R) 

Collins  Alma  studt  r25  Eastern  Av 

Collins  Anna  dipper  Nichols  Ocean  Home  Candies  rSomerville  Mass 
Collins  Christopher  studt  rl7  Grapevine  Rd 

Collins  Danl  (Marilyn  T)  sum  res  198  Long  Beach  St  (R)  rManchester 
NH 

Collins  Diane  R  studt  r21  Essex  Av 

Collins  Earle  B  (Elinore  A)  prod  mgr  Le  Page’s  h7  Stage  Fort  Av 
Collins  Edwin  F  (Marilyn  M)  coater  opr  Le  Page’s  hl48  Riverdale  Pk 
Collins  Ellen  M  nurse  Addison  Gilbert  Hosp  rDrumlin  Rd  (R) 

Collins  Elliot  F  (Florence)  utilitymn  Glocester  Eng  h21  Essex  Av 
Collins  Freda  Mrs  h43  Warner  St 
Collins  Guy  F  retd  h591  Essex  Av 
Collins  Harold  R  piano  tchr  7  Wall  St  h7  Wall  St 
Collins  Herbert  F  (Sheila)  v-pres  Engineering  Computer-Sys 
(Lexington)  hl7  Grapevine  Rd 
Collins  Jan  studt  r25  Eastern  Av 

Collins  Jarylyn  B  (Freida  E)  artist  257  Eastern  Av  h257  Eastern  Av 

Collins  Jean  dental  asst  Morton  A  Levin  rBeverly  Mass 

Collins  Kendra  Mrs  h26  Bass  Av 

Collins  Kevin  E  r9  Forest  St 

Collins  Leroy  J  (Iola  H)  retd  h42  Gee  Av 

Collins  Linda  dietary  wkr  Addison  Gilbert  Hosp  rl48  Riverdale  Pk 
Collins  Mark  tree  surgeon  h23  Granite  St 

Collins  Natt  L  (Eleanor)  mtee  supvr  Le  Pages  h8  Dock  Sq  (R) 

Collins  Philip  R  (Eleanor  G)  sum  res  85  Long  Beach  St  (R)  rWaltham 
Mass 

Collins  Priscilla  S  tchr  Ralph  B  O’Maley  Mdl  Sch  hl5  Trask  St 
Collins  Russell  A  retd  r7  Wall  St 

Collins  Terry  (Linda)  purch  agent  Vention  (BEV)  h8a  Dock  Sq  (R) 
Collins  Valerie  M  Mrs  h7V2  Williams  Ct 

Collins  Wallace  C  (Patricia)  summer  res  77  Wauketa  Rd  rLexington 
Mass 

Collins  Wm  studt  rl7  Grapevine  Rd 

Collinson  Stanley  E  III  (Ruth  A)  slsmn  Met  Life  (B)  h69  Lexington 
Av 

Collmore  Gilbert  psychologist  hAtlantic  Rd  Apt  28 
Collum  Walter  S  (Ellen)  retd  h57  Poplar  Pk 
Colonel  Allen  Relief  Corps  No  77  47  Washington  St 
Colonial  Apts  The  (Woodbury  Williams)  172  Granite  St  (R) 

COLOR  &  PATTERN  INC  Alvin  C  Andrade  President 
Decorating  Center-  Paints  And  Complete  Selection  Of 
Wallpapers  267  Main  St  (01930)  Tel  283-4020 
Colosi  Peter  fishery  biologist  U  S  Dept  Commerce  rEverett  Mass 
Colson  A  Percival  cab  driver  h20  Blynman  Av  Apt  1 
Comeau  Alf  J  (Barbara  C)  mason  hl8  Marina  Dr 
Comeau  Augusta  M  (Wid  William)  hl07  Prospect  St 
Comeau  Douglas  P  (Phyllis  J)  tchr  hl4  Bellevue  Av 


Ranted  (?.  Cj  reefy  funeral  Service,  *$nc . 

"Quality  &  Service  Since  1884'' 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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Comeau  Edw  C  (Catherine  J)  elk  Postal  Service  h8  Prospect  Ct 

Comeau  Edw  R  (Linda)  prntr  Tadco  Mfg  h20  Proctor  St 

Comeau  Gregory  W  U  S  A  r8  Prospect  Ct 

Comeau  Phyllis  tchr  Milton  L  Fuller  Sch  rl4  Bellevue  Av 

Comeau  Racheal  J  retd  h53  Western  Av 

Comeau  Sandra  rl8  Marina  Dr 

Cornier  Arth  F  organist  24  Norman  Av  h24  Norman  Av 
Cominelli  Donald  F  (Martha)  lab  OUF  h26  Fort  Sq 
Cominelli  Martha  cafeteria  wkr  Milton  L  Fuller  Sch  r26  Fort  Sq 
Commercial  Wharf  78  Commercial  St 

COMMONWEALTH  OFFICES  (See  Massachusetts-Commonwealth 
Of) 

Community  Church  Of  East  Gloucester  Rev  Danal  O  Curtis  Pastor  7 
Chapel  St 

Community  House  8  Angle  St 
Community  House  58  Broadway  (R) 

Community  Parking  Area  26  Broadway  (R) 

Community  Parking  Area  Jewett  St  (R) 

Companions  Of  Forest  Of  America  No  1028  47  Washington  St 

Complete  Mistress  The  (Wm  F  Martin)  Rear  197  E  Main  St 

Conant  Frank  S  (Aili  S)  retd  h31  Leverett  St 

Conant  Fredk  W  tech  Illus  (Belford)  r31  Leverett  St 

Conant  Jon  studt  r31  Leverett  St 

Condit  Louise  sum  res  hWay  Rd 

Condon  Abbie  L  retd  h63  Broadway  (R) 

Condon  Blanche  retd  hl8  Hodgkins  St  (R) 

Condon  Constance  M  Mrs  nurse  Addison  Gilbert  Hosp  hlO  Bond  St 
Condon  John  J  cook  r63  Broadway  (R) 

Condon  Joseph  E  driver  Action  Inc  h63  Curtis  St  (R) 

Condon  Margt  E  retd  r63  Broadway  (R) 

Condon  Mary  J  retd  hi  Gale  Av  (R) 

Conigliari  Victor  V  (Helmi)  retd  h20  Stockholm  Av  (R) 

Conigliari  Victor  V  Jr  (Ann  C)  carrier  PO  h33  Summer  St  Extn  (R) 
Conklin  Norman  emp  Sterling  Pharmacy  r8  Lawrence  Mountain  Rd 
Conley  B  Ann  (Wid  Edw  T)  (Conley’s  Gift  Boutique)  hl4  Wharf  Rd 
(R) 

Conley  Estelle  M  (Wid  Joseph)  retd  h25  Lincoln  Pk 

Conley  Florence  Mrs  h64  Maplewood  Pk 

Conley  John  J  r64  Maplewood  Pk 

Conley  N  Mildred  retd  h7  Beauport  Av 

Conley’s  Gift  Boutique  (B  Ann  Conley)  14  Wharf  Rd  (R) 

Conlin  David  hl4  Mt  Pleasant  Av 

Conlon  Dennis  J  custdn  New  England  Tel  Co  h32  Magnolia  Av 

Conlon  John  E  cablemn  NET&T  h28  Elm  St 

Conlon  Mary  M  retd  h28  Elm  St 

Conlon  Patk  D  (Anna)  carrier  PO  rlO  Friend  St 

Connell  Eliz  hl092  Washington  St 

Connelly  Eva  retd  r44  South  St  (R) 

Connelly  Irene  hl5  Proctor  St 

Connelly  James  (Ann)  drftsmn  hl45  Essex  Av  Apt  11 
Connelly  Jim  rl5  Proctor  St 
Connelly  Joseph  retd  r44  South  St  (R) 

Connelly  Wm  C  (Mary  T)  state  insp  State  (B)  h33  Bond  St 
Conners  Joseph  (Christine)  insulator  h634  Washington  St 
Conners  Thos  J  res  tech  Natl  Oceanic  Atmospheric  Admn  rHamilton 
Mass 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM  GEM  SOC 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


JiBa? 

DESTINO’S 

Submarine  Sandwiches 

Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce”  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Conniff  Wm  genl  hlpr  Seafood  Kitchens  r3a  Bass  Av 
Connolly  Michl  (Helen)  sum  res  Brooks  Rd  r Woburn  Mass 
Connor  Bessie  Mrs  h561  Essex  Av  Apt  C 
Connor  Esther  Mrs  r93  Wheeler  St 
Connor  Gail  waitress  Harbor  Cafe  hi 97  E  Main  St 
Connors  Austin  W  Jr  (Diana)  treas  Connors  Pharmacy  Inc  h72  Bass 
Av 

Connors  Ellen  M  (Wid  Austin  W)  retd  h86  Prospect  St 
Connors  John  sum  res  hMassasoit  Rd 

Connors  John  C  (Pauline)  pres  Connors  Pharm  h29  Beach  Rd 

CONNORS  PHARMACY  INC  John  C  Connors  President,  Austin 
W  Connors  Treasurer,  Prescription  Specialists  Sickroom 
Supplies,  Free  Pick-Up  And  Delivery  76  Prospect  St  (01930) 
Tels  283-2765  283-0078 
Conoyeur  Ann  sum  res  hThatcher  Rd  (R) 

Conrad  Alice  M  (Wid  John  F)  retd  hlO  Exchange  St 
Conrad  Bessie  (Wid  Herbert)  cook  Village  Restr  (Essex)  h39  Great 
Hill  Rd 

Conrad  Bryan  U  S  N  rl6V2  King  St  (R) 

Conrad  Donald  W  (Marie  M)  mech  Works  Chev-Olds  h7  Spring  Ct 
Conrad  Dorothy  B  (Wid  Wm  M)  retd  hl7  Cleveland  St 
Conrad  Eug  H  (Beatrice)  formn  Gorton’s  hl6‘/2  King  St  (R) 

Conrad  Everett  C  (Geraldine  A)  emp  Gloucester  By  Products  h23 
Sargent  St 

Conrad  Florence  D  Mrs  h44  Lexington  Av  Apt  48 
Conrad  Ivan  retd  h53Vs>  Western  Av 

Conrad  Ralph  C  (Margt  E)  sht  mtl  wkr  Modern  Heat  Inc  h47  Hollv 
St 

Conrad  Randall  H  (Nellie)  flshermn  h2  Mason  St 

Conrad  Richd  E  emp  Gloucester  Ice  &  Cold  Storage  r23  Sargent  St 

Conrad  Robt  J  rEastern  Point  Blvd 

Conrads  Robt  C  (Donna  L)  emp  Gloucester  Ice  &  Cold  Storage  hl4 
Morton  PI 

Consiglio  Frank  (Rosalina)  treas  St  Peter’s  Club  hRear  9  Tolman  Av 
Consiglio  Philip  J  (Gail)  (Cape  Ann  Erection  Co)  h22  Green  St 
Conslozio  Sebastian  retd  rl42  E  Main  St 

Consumer  Value  Store  (Gloucester  Ret  Corp)  Diane  Christianson  Mgr 
6  Thatcher  Rd 

Conti  Paul  F  (Nina  F)  tourist  home  63  Western  Av  h65  Western  Av 
Conticchio  Perry  musician  Cirrus  Band  h2  Stage  Fort  Av 
Contrex  Co  Richd  O  Lawrence  Pres  Robt  W  Lawrence  V  Pres  plastic 
mfrs  Fern  wood  Lake  Av 

Contri  James  S  (Mary)  genl  hlpr  St  Ann’s  Ch  h9  Washington  Sq 
Contrino  Augustine  (Rita)  lobstermn  8  Highland  St  (R)  h8  Highland 
St  (R) 

Contrino  Robt  C  (Gretchen  M)  (Sea  Robin  Guest  House)  hi  Tregony 
Bow  Rd  (R) 

Conway  Frederic  L  Jr  (Charlotte)  sum  res  hEden  Rd  (R) 

Coogan  Ruth  A  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rBeverly  Mass 

Cook  See  Also  Cooke 

Cook  Andrew  retd  h3  Englewood  Rd 

Cook  Billie  classified  sis  Gloucester  Daily  Times  rBeverly  Mass 
Cook  Calvin  H  carp  624  Washington  St  h624  Washington  St 
Cook  Garris  I  (Doris)  mtce  City  Pub  Prop  Div  rMain  St 
Cook  Christopher  USA  rRear  63  Magnolia  Av 
Cook  Christopher  P  h8  Flume  Rd  Apt  15 
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Cook  Christopher  P  plant  opr  City  Water  Div  h2  Forest  St  3d  FI 
Cook  Clarence  rCape  Ann  Nursing  Home 
Cook  David  E  lab  City  Water  Div  hi  Middle  St 
Cook  Donald  H  (Roberta)  (Annisquam  Marine  &  Auto  Shop)  h626 
Washington  St 

Cook  Grace  Mrs  (Boat  Shop  Studio  Gift  Shop)  rl7  South  Rd  (R) 

Cook  James  pntr  r49  E  Main  St 

Cook  James  B  (Veronica  B)  mtcemn  Bldg  Center  h2  Wheeler  St 
Cook  Joyce  tchr  r2  Wheeler  St 

Cook  Loring  A  Jr  (Eunice)  tech  Varian  Assoc  (BEV)  hl6  Lake  Rd 
Cook  Marjorie  M  swtchbd  opr  Gorton’s  rl75  Western  Av 
Cook  Otis  P  (Grace)  (Boat  Shop  Studio)  hSouth  Rd  (R) 

Cook  Peter  E  (Ruth)  bldg  contr  63  Magnolia  Av  Rear  hRear  63 
Magnolia  Av 

Cook  Ramona  Graham  retd  hl09  Main  St  (R) 

Cook  Ray  A  (Hester)  retd  hl75  Western  Av 

Cook  Roger  E  (Hattie)  retd  h24  Nashua  Av 

Cook  Ruth  (Dandy  Lion)  rMagnolia  Av 

Cook  Ruth  (Wid  H  Calvin)  retd  hShapley  Rd 

Cook  Wm  J  (Cath)  summer  res  Longview  Ter  rMalden  Mass 

Cooke  Donald  A  (Judith)  emp  Polaroid  (Waltham)  r22  Chapel  St 

Cooke  Ellis  studt  rFort  Hill  Av 

Cooke  Jay  (Nancy)  (Nor’east  Cleaners)  rFort  Hill  Av 
Cooke  Margt  A  retd  Miss  Quigg  hl4  Mt  Pleasant  St  (R) 

Cooke  Nancy  Mrs  (Nor’east  Cleaners)  rFort  Hill  Av 
Cooke  Thos  (Ona  L)  (The  Utmost)  r  (Manchester  Mass) 

Cookson  John  fishery  admn  U  S  Dept  Commerce  rRockport  Mass 
Cooley  Alvah  B  (Dorothy  S)  retd  h4  Lynwood  Av 
Cooley  John  L  (Ruth  R)  retd  h22  Landmark  La  (R) 

Coolidge  Alden  K  (Eleanor  A)  acct  mgr  H  P  Hood  (B)  hlO  Nikolane 

Wy 

Coolidge  Alden  K  Jr  studt  rlO  Nikolane  Wy 
Coolidge  John  (Rosamond)  sum  res  hEastern  Point  Blvd 
Coolter  Deborah  A  poet  h33  Main  St  (R) 

Coombs  Anna  E  sum  res  h498  Washington  St 
Coon  Carleton  S  (Lisa  D)  retd  h209  Concord  St 
Coon  Howard  A  (Helen  R)  retd  h7  Highland  Ct 
Cooney  Anthony  lobstermn  h2  Warren  Ct  (R) 

Cooney  Eleanor  (Wid  Frank)  retd  h723  Western  Av 
Cooney  Eliz  ofc  sec  Cunningham  &  Kerr  r2  Warren  Ct  (R) 

Cooney  Frank  J  (Ann)  capt  City  Fire  Dept  h71  Wheeler  St 
Cooney  Frank  S  retd  hl8  Riverside  St 

Cooney  Harold  C  (Cynthia)  firefighter  City  Fire  Dept  h6  Riggs  St 
Cooney  Harold  J  (Gertrude  W)  (Cooney’s  Barber  Shop)  hl2rr  Atlantic 

Av  (R) 

Cooney  Isabelle  A  retd  h20  Cleaves  St  (R) 

Cooney  James  E  studt  r41  Mt  Pleasant  St  (R) 

Cooney  James  R  (Eliz  A)  dep  chf  City  Fire  Dept  hThurston's  Pt 
Cooney  John  J  (Janet)  pres  T  Cooney  &  Sons  hFern  Cliff  Hts 
Cooney  John  P  h2a  Cove  Hill  La  (R) 

Cooney  Laura  Sum  Res  h38a  Rocky  Neck  Av 

Cooney  Lorralee  admn  asst  Natl  Oceanic  Atmospheric  Admn  r38 
Rocky  Deck  Av 

Cooney  Mabel  J  Mrs  (Charbury  Hse)  r41  Mt  Pleasant  St  <R> 

Cooney  Margt  (Wid  Charles)  hRear  23  Parker  St  (R) 

Cooney  Martha  studt  r4  Wallace  Rd  (R) 
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Cooney  Matthew  W  (Etta  E)  retd  h46  Broadway  (R) 

Cooney  Matthew  W  Jr  (Jean  P)  eng  prof  Salem  State  Coll  h4 
Wallace  Rd  (R) 

Cooney  Robt  C  studt  rThurston’s  Pt 

Cooney  Robt  H  (Mabel  J)  (Lumper  Wharf’  Shops)  h41  Mt  Pleasant  St 
(R) 

Cooney  Sharon  E  nurse  Addison  Gilbert  Hosp  r2a  Cove  Hill  La  (R) 
Cooney  T  &  Sons  Inc  John  J  Cooney  Pres  Tobias  Cooney  Jr  Treas 
elec  contrs  22  Railroad  Av 

Cooney  Tobias  Jr  (Judith)  treas  T  Cooney  &  Sons  h5  Hutchins  Ct 
Cooney’s  Barber  Shop  (Harold  J  Cooney)  28  Main  St  (R) 

Coonley  John  C  (Marg  N)  (Serendipity  Shoppe)  h3  Old  Garden  Rd  (R) 
Cooper  Alice  M  emp  Kresge  Co(Lynn)  r6  Blynman  Av 
Cooper  Barbara  tchr  hAtlantic  Rd  Apt  30b 

Cooper  Diane  nurses  aide  Addison  Gilbert  Hosp  r49  Woodward  Av 
Cooper  Donald  A  USN  r6  Martha’s  La  (R) 

Cooper  Ernest  W  retd  h6  Blynman  Av 

Cooper  Ernest  W  Jr  acct  (Boston)  r6  Blynman  Av 

Cooper  Fred  hi  Magnolia  Av  Apt  3 

Cooper  Henry  E  II  (Terral)  sum  res  Penryn  La  (R)  r Waltham  Mass 
Cooper  Jean  M  (Wid  Charles  E  Jr)  h6  Martha’s  La  (R) 

Cooper  Joanne  pkr  Sea  Food  Kitchen  h5  Vale  Ct 

Cooper  Joseph  R  (Margaret  D)  crane  opr  Campanello  Bros  h27  Revere 
St 

Cooper  Kenneth  J  (Harriette  N)  retd  hRear  105  Granite  St  (R) 

Cooper  Mary  E  (Wid  Chas  E)  retd  h29  High  St  (R) 

Cooper  Ralph  (Lillie  M)  hl06  Washington  St 

Cooper  Richd  K  (Eliz)  constn  wkr  hi  a  Broadway  Av  (R) 

Cooper  Theo  sum  res  Penryn  La  (R)  rWaltham  Mass 

Cooper  Thos  J  (Sharon  M)  mech  SEAR  hl35  Riverdale  Pk  S  (Sauges) 

Copeland  Fred  emp  Mighty  Mac  h8  Pine  St 

Copeland  Melvin  T  retd  hAdams  Hill  Rd 

Corace  V  James  (Esther  M)  (Jimmie’s  Barber  Shop)  rEssex  Mass 

Corbell  Corinne  rCape  Ann  Nursing  Home 

Corbett  Richd  mech  V  W  (BEV)  hl45  Essex  Av  Apt  16 

Corbett  Steph  (Geraldine)  h4  Brightside  Av 

Corbett  Walter  P  mech  Volkswagen  (BEV)  r6  Stuart  Sq 

Corckum  Marie  studt  rl7  Corliss  Av 

Corcoran  Thos  J  (Judith)  emp  Public  Wks  Dept  hl28  Riverdale  Pk 
Corcoro  Joseph  (Christine)  emp  B  F  Goodrich  h40Vz  School  St 
Corey  Ronald  D  (Provie  M)  elk  P  O  h272  Western  Av 
Corish  Joseph  R  (Cecelia)  sum  res  hl88  Hesperus  Av 
Corkery  Dennis  F  (Antoineete)  tchr  Gloucester  High  Sch  hl25 
Granite  St  (R) 

Corkum  Gerald  J  (Eliz  J)  fish  ctr  Marcus  Bros  (Ipswich)  h35a  Hartz 
St 

Corkum  Marie  studt  rl7  Corliss  Av 

Corkum  Mary  F  (Wid  Sidney)  ofc  mgr  Babson-Elwell  &  Davis  hl7 
Corliss  Av 

CORLISS  BROS  INC  Clifford  D  Corliss  Jr  President  Clifford  D 
Corliss  Treasurer  And  General  Manager  V  James  Atwell 
Vice-President  Veda  M  Lewis  Office  Manager  Nurserymen 
Evergreens,  Trees,  Shrubs  Essex  Rd  Ipswich  (Rt  133)  (01938) 
Tel  356-5422  From  Cape  Ann  Toll  Free  Tel  283-0512  (See 
Index  To  Advertisers) 

Corliss  Christopher  (Ida)  retd  hRear  23  Main  St  (R) 

Corliss  Clifford  D  (Martha  E)  treas-genl  mgr  Corliss  Bros  Inc  h20 
Juniper  Rd 

Corliss  Clifford  D  Jr  (Doris)  pres  Corliss  Bros  Inc  rHamilton  Mass 
Corliss  Howard  R  (Helen  E)  retd  h5  Gloucester  Av 
Corliss  Lawrence  E  firefighter  City  Fire  Dept  rll  Riverdale  PI 
Corliss  R  Lincoln  (Eliz  A)  nurserymn  Corliss  Bros  h266  Essex  Av 
Corliss  Shirley  L  Mrs  hl7  Wheeler  St 


GLOUCESTER  PAINTS,  Inc 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Corliss  Warren  studt  rl7  Wheeler  St 
Corliss  Wayne  USAF  rl7  Wheeler  St 
Corliss  William  D  (Paulette)  retd  hl7  Wheeler  St 
Cormier  Ann  laundress  John  Bolten  rLinks  Rd 
Cormier  Edw  mgr  Mai’s  Of  Gloucester  Inc  r  (BEV) 

Cornell  Barbara  nurses  aide  Addison  Gilbert  Hosp  r8  Summer  Street 

Ct  (R) 

Cornell  Robt  W  (Barbara)  organ  bldr  C  B  Fisk  Inc  h8  Summer  Street 

Corner  Art  Gallery  (Olier  S  Malenfant)  40  Rocky  Neck  Av 
Corner  House  The  (Tora  Holm)  81  Main  St  (R) 

Corner  House  The  (Tora  Holm)  gifts  2  Beach  St  (R) 

Cornolly  Kevin  elk  Automotive  Distr  rl027  Washington  St 
Corrado  Joseph  W  (Irene  C)  sum  res  9  Sleepy  Hollow  Rd  rReading 

Mass 

Corrao  Anthony  C  (Alice  V)  contr  535  Essex  Av  h535  Essex  Av 
Corrao  Geo  J  (Josephine)  fishermn  h9  Prospect  Sq 
Corrao  Joanne  dietary  wkr  Addison  Gilbert  Hosp  rEssex  Mass 
Corrao  Josephine  dietary  wkr  Addison  Gilbert  Hosp  r9  Prospect  Sq 
Corrao  Salvatore  (Bernedette)  retd  h531  Essex  Av 

Corrso  Ellie  Mrs  elk  Caribou  Fisheries  rS  Hamilton  .  . 

Corsetti  Richd  D  (Jeanne  M)  sum  res  Skipper  Way  Ter  (Davis  Section) 

r Woburn  Mass  . 

Costa  Barbara  ofc  sec  Rockport  Sch  Dept  r46  Mam  St  (R) 

Costa  Carleton  L  (Carol  A)  fish  wkr  Empire  Fish  h5  Lloyd  St 

Costa  Carolina  retd  h3  Willow  St 

Costa  Christian  (Barbara)  golfer  h46  Main  St  (R) 

Costa  Evelyn  (Wid  Carleton  L)  hl08  Magnolia  Av 

Costa  Howard  policemn  City  Police  Dept  rHarold  Ct 

Costa  John  (Henrietta  E)  caretaker  Gordon  Twill  (Hamilton)  h9 

Taylor  St 

Costa  John  D  (Mary)  fishermn  h33  Gloucester  Av 
Costa  Kenneth  (Lucille)  prntr  Tadco  Mfg  rll  Sumner  St 
Costa  Louise  Mrs  (East  Gloucester  Rest  Home)  h  142  E  Main  St 
Costa  M  Phyllis  (Wid  Howard  T)  teltype  opr  Western  Union  (LYNN 

hl4  Thatcher  Rd 

Costa  Mary  A  (Wid  Anthony)  retd  h4  Mt  Pleasant  St  (R) 

Costa  Peter  (Sara)  journalist  hl45  Essex  Av  Apt  7 

Costa  Richd  (Linda)  sec  guard  North  Shore  Shopping  Ctr  (P)  h392 

Western  Av  1 

Costa  Theo  (Margt)  policemn  City  Police  Dept  h6  Harold  Ct 

Costa  Valentina  (Wid  Timothy  H)  (Tina’s  Studio  Of  Dance)  rl2 

Summit  St  TT  ,  c. 

Costanzo  Salvatore  (Mary)  fishermn  hl4  Harvard  St 

Costa-Rita  Jacinto  h9  Herrick  Ct 
Costa-Rita  Maria  r9  Herrick  Ct 

Costello  Dorothy  A  sum  res  57  Waterman  Rd  .'Arlington  Mass 
Costello  Josephine  G  h52  Washington  St 
Costello  Timothy  (Helen)  hlO  Mill  La  (R) 

Costigan  Francis  J  tchr  St  Ann’s  Sch  h37  Pleasant  St 

Costigan  Mary  J  r37  Pleasant  St 

Costigan  Mary  K  (Wid  Francis  J)  summer  res  hCedar  La 
Costigan  Virginia  A  (Wid  Joseph  R)  hl4  Laurel  St 

Cote  Grace  hi 45  E  Main  St 

Cote  Margt  A  Mrs  pkr  Gorton’s  h4  Riggs  St 

Cotreau  Hettie  M  retd  r20  High  St 
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Cottle  Lucie  (Wid  Wm  E)  artist  h34  Norwood  Av  ( Ft) 

Cotton  Ami  h4  Gee  Av 

Cottone  Calogero  hl8  Conant  Av 

Cottone  David  G  studt  r23  Lincoln  Av 

Cottone  Frank  (Grace  J)  tishermn  h25  Lookout  St 

Cottone  Pasquale  (Rose)  fishermn  h27  Bass  Av 

Cottone  Salvatore  J  (Rose)  fishermn  h23  Lincoln  Av 

Coty  Gallery  (Sam  And  Mrs  Sophina  Coty)  art  Tuna  Wharf  (R) 

Coty  Henry  (Carol)  emp  B  &  M  h8  Me  Kay  Dr  (R) 

Coty  Sami  (Sophina)  (Coty  Gallery)  h2  Story  St  (R) 

Coty  Sophina  G  Mrs  (Coty  Gallery)  r2  Story  St  (R) 

Coughlin  Charles  A  (Geneva)  slsmn  hNorwood  Hts 
Coughlin  David  studt  rNorwood  Hts 
Coughlin  Jeannette  (Wid  James  R)  hl26  Prospect  St 
Coughlin  Jerry  M  (The  Butcher  Shop)  rl26  Prospect  St 
Coughlin  Thos  rl26  Prospect  St 

Coull  Dana  L  (Patricia  E)  elk  Gorton’s  h656  Essex  Av 
Coull  Deborah  elk  r!5  Gee  Av 

Coull  Ellen  nurse  Addison  Gilbert  Hosp  rEssex  Mass 
Coull  Phillip  B  (Janette  H)  h31  Langsford  St 
Coull  Robt  B  Jr  (Louise)  carrier  P  O  h87  Woodward  Av 
Coull  Roy  G  (Adeline)  sgt  City  Police  Dept  hl5  Gee  Av 
Coulter  Fred  (Pauline)  emp  NET&T  h6  Briarstone  Rd  (R) 

Council  No  215  (K  Of  C)  John  E  Davis  Sec  46  Pleasant  St 
Country  Store  Of  Bearskin  Neck  Inc  Orville  A  Caswell  Pres  genl 
mdse  South  Rd  (R) 

COUNTY  OFFICES  (See  Essex-County  Of) 

Courant  Benj  hRear  38a  High  St  (R) 

Courant  Edw  A  (Martha  E)  formn  O  U  F  h311  Washington  St 
Courant  John  A  (Janet  M)  mtee  formn  B  F  Goodrich  hl30  Mt 
Pleasant  Av 

Courant  Reginald  (Hazel)  dentist  75  Middle  St  h3  Ferry  St 
Courant  Robt  D  (Eleanor  G)  elk  Stevens  Mtr  Sis  h6  Vine  St 
Courtenay  Ralph  L  sum  res  hBrooks  Rd 
Courtney  Geo  A  retd  h385  Western  Av 
Courtney  Mabel  E  elk  Mass  Elec  r385  Western  Av 
Couture  Lawrence  H  (Jeanette  M)  fed  supvr  US  Dept  Of  Commerce 
h5  Clarendon  St 

Couture  Peter  studt  r5  Clarendon  St 

Covey  Devlin  prof  Gordon  College  h33  Fuller  St 

Cowan  Alice  retd  hl09  Granite  St  (R) 

Cowan  Deborah  (Curds  &  Whey)  r4  Hovey  St 
Cowan  Jack  (Mary  L)  prntr  h4  Hovey  St 

Cox  Alice  G  children’s  librn  Carnegie  Libaray  h20a  Pleasant  St  (R) 
Cox  Edith  sum  res  76  Wauketa  Rd  rLynnfield  Mass 
Cox  Frank  L  (Annabelle)  real  estate  853  Washington  St  h853 
Washington  St 

Cox  Fred  slsmn  Thom  Me  An  hl4o  Essex  Av  Apt  19 
Cox  Geraldine  Mrs  hl3  Sadler  St 

Cox  Hyde  E  pres  Cape  Ann  Historical  Assn  rManchester  Mass 
Cox  Robt  K  (Evelyn)  sum  res  Nashua  Av  rNeedham  Mass 
Coy  Jean  H  hl45  Essex  Av  Apt  15 

Coyle  John  J  (Alice  W)  chief  City  Police  Dept  h27  Church  St 
Coyle  Lizzie  nurse  Cape  Ann  Nursing  Home  rDennison  St 
Coyle  Phillip  E  Jr  (Lizzie  M)  real  est  200  Dennison  St  h200  Dennison 
St 

Craaybeek  Bruce  K  (Evelyn  M)  driver  N  Shore  Furn  h60  High  St 

Craaybeek  Cheryl  elk  Douglass  Pharmacy  r4  Marian  Wy 

Craaybeek  Lawrence  E  (Shirley)  carrier  P  O  h4  Marion  Wy 

Cracchiolo  Chiaro  Mrs  rl03  Prospect  St 

Craig  Clayton  B  (Ethelbelle)  sum  res  hl2  Wonson  St 

Craig  Helen  (Wid  Thos  G)  sum  res  hMussel  Point  Rd 

Craig  Mariam  M  Mrs  retd  h26  Country  Club  Rd  (R) 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 


Gloucester,  Mass.  01930 


Cram  Leighton  R  artist  1  Sandaba  Av  (R)  hi  Sandaba  Av  (R) 
Crandlemire  Robt  B  supvr  hl45  Essex  Av  Apt  13 
Crane  Allen  (Ellen)  rl6  Country  Club  Rd  (R) 

Crane  Carlota  S  Mrs  hl6  Country  Club  Rd  (R) 

Crane  Claude  G  (Mary  E)  insp  Genl  Elec  h21  Chapel  St 
Crane  Gilbert  H  sum  res  hCliff  Rd 

Cranston  Alexander  G  (Sandra  E)  carp  hl45  Essex  Av  Apt  2 
Cranston  Barbara  A  Mrs  h27  Liberty  St 

Cranston  Bernard  F  (Seraphina)  lab  Feldman  Constn  h7  Harold  v 
Cranston  Robt  W  (Margt  K)  retd  hPasture  Rd  (R) 

Crawford  Evelyn  E  Mrs  hi  17  Centennial  Av 

Crawford  Jack  S  v-pres  &  genl  mgr  Cape  Ann  Forge  Div  Of  Standez 
Int  Corp  rWenham  Mass 

Crawford  James  C  (Dorothy)  pres  Crawford  Marine  Electronics  Inc 

hl34  Wheeler  St  .  J  _  ..  u  , 

Crawford  Marine  Electronics  Inc  James  C  Crawford  Pres  9  Haibot 


Loop 

Crawford  Paul  h3  Eastern  Point  Rd 

Crawford  Wm  J  (Olga  A)  retd  h83  Phillips  Av  (R) 

Cream  Barbara  A  Mrs  h54  Riverdale  Pk 

Cream  Geo  V  (Isabelle  P)  mach  Cape  Ann  Tool  (R)  h48  Stockholm 
Av  (R) 

Creaser  Clarence  H  (Mary)  retd  hl54  Prospect  St 
Creaser  Clarence  H  Jr  (Geraldine)  insp  Parkwood  Laminates 
(Wakefield)  h45  Woodward  Av 

CREDIT  BUREAU  SERVICES  209  Essex  St  (Salem  01970),  lei 
745-2660 

Creightney  Albert  A  (Ellen  K)  mach  Murmac  Mfg  h35  Burnham  St 
Cremins  Danl  (Anne)  hl88  Hesperus  Av 
Cressey  David  G  h212  Hesperus  Av 
Cressey  Geo  T  Jr  (Ruth  A)  fishermn  h32  Eastern  Av 
Cressey  Roger  W  (Lucille  O)  servmn  Sears  hl2  Washington  Sq 
Cressey  Wm  E  (Geraldine  A)  appr  electn  Parks  Bros  h26  Eastern  Av 
Crestin  David  asst  coordinator  Natl  Marine  Fisheries  rlpswich  Mass 
Crews  L  Denton  (Jacquelyn  M)  chairmn  human  resources  N  S  C  C 
hGrapevine  Rd 

Crippen  Michael  hRear  9  Exchange  St 

Crippin  Alice  homemkr  Action  Inc  rlO  Middle  St 

Criscuolo  Andrew  (Emma  A)  wldr  Gloucester  Marine  Railway  h259 

Essex  Av 

Cristelli  Gloria  studt  rll  Chapel  St 

Cristo  Anthony  hlpr  Maria’s  Pizza  rCherry  St 

Cristo  Lucille  emp  Cape  Ann  Mfg  hl2  Neptune  PI 

Critch  James  R  instr  Gloucester  High  Sch  rDanvers  Mass 

Critchett  Eleanor  M  (Wid  John  E)  retd  h8  Edgemere  Rd  (R> 

Critchett  Mary  E  Mrs  (Critchett’s  Bakery)  h637  Essex  Av 

Critchett  Milton  emp  Empire  Fish  hl9  Duncan  St  Rm  19 

Critchett  Milton  retd  h99  Washington  St  Apt  1 

Critchett’s  Bakery  (Mrs  Mary  E  Critchett)  637  Essex  Av 

Crittenden  Anna  rCape  Ann  Nursing  Home 

Crittenden  Anne  (Wid  Carlton)  retd  h43  Bass  Av 

Crocker  Allen  C  (Marga)  phys  Childrens’  Hosp  (B)  hNiles  Pond  R 

Crocker  Ellen  studt  rNiles  Pond  Rd 
Crocker  Joel  sum  res  h33  Squam  Rd  (R> 

Crocker  Monica  studt  rNiles  Pond  Rd 

Crockett  Robt  (Mary)  summer  res  hAdams  Hill  Rd 
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Croft  Wm  (Faye)  elec  tstr  h5  Bond  St 

Crofts  Lawrence  (Kimberlee)  h2  Ocean  Av  Apt  3b 

Cromwell  Margot  retd  h31  Norwood  Av  (R) 

Cronin  Alberta  Mrs  hairdrsr  Peggy  Page  Beauty  Salon  rl8  Elizabeth 
Rd 

Cronin  Farrell  retd  hll  Marble  Rd 

Cronin  Gertrude  E  Mrs  physiotherapist  58  Harrison  Av  h58  Harrison 
Av 

Cronin  John  J  (Gertrude  E)  lieut  City  Police  Dept  h58  Harrison  Av 
Cronin  Kath  r634  Washington  St 

Cronin  Robt  E  (Roberta)  lieut  City  Police  Dept  hl7  Elizabeth  Rd 
Cronin  Thos  J  studt  r58  Harrison  Av 

Cronin  Wm  (Eulalia)  trooper  State  Police  hThatcher  Rd  (R) 

Cronk  Jean  lpn  Addison  Gilbert  Hosp  rl45  Essex  Av  Bldg  7  Apt  8 

Crosby  Wm  D  (Paulette)  supvr  Delta  Airlines  h25  Langsf'ord  St 

Cross  Benj  studt  r5  Eastern  Point  Rd 

Cross  Clarence  E  (Mary  L)  retd  h45  Holly  St 

Cross  Edith  S  (Wid  Clifford  C)  retd  hlO  South  St  (R) 

Cross  Margt  S  (Wid  Sami)  retd  h81  Dennison  St 

Cross  Stanley  D  (Barbara  S)  sum  res  22  Point  Rd  rReading  Mass 

Crossen  Eileen  studt  rl3  Fuller  St 

Crossen  Marion  F  (Kettle  Cove)  rl3  Fuller  St 

Crossen  Wm  studt  rl3  Fuller  St 

Crossen  Wm  P  (Marion)  eng  United  Shoe  (BEV)  hl3  Fuller  St 
Crossett  H  Fredk  (A  Ruth)  roofer  27  Curtis  St  (R)  h27  Curtis  St  (R) 
Crotty  Marytess  instr  Action  Inc  h6  Duley  St 
Crouch  Frank  retd  hll  Main  St  (R) 

Crouch  Susan  hsekpr  Addison  Gilbert  Hosp  h20  Main  St  (R) 

Crouse  Anna  (Wid  Russel)  h825  Washington  St 
Crouse  Lindsey  studt  r825  Washington  St 
Crouse  Sylvia  Mrs  r7  Harraden  Av  (R) 

Crouse  Timothy  r825  Washington  St 

Crow’s  Nest  Arth  A  Daniels  Pres  Richd  Powers  Treas  food  &  lodging 
334  Main  St 

Crowder  Nancy  nurse  G  Dist  Nursing  Assoc  rl2  Morman  Av  Rear 
Crowell  Carol  J  Mrs  h7  Moorland  Rd  Apt  27 
Crowell  Ethel  D  Mrs  hl22  Main  St  (R) 

Crowell  Evelyn  h75  Western  Av 

Crowell  Jean  M  Mrs  asst  cash  Rockport  Natl  Bank  r5  Lamb  Heights 
(R) 

Crowell  John  E  Jr  (Floria  L)  interviewer  State  Div  Emp  Security  h73 
Western  Av 

Crowell  Judith  studt  r5  Lamb  Hts  (R) 

Crowell  Lelia  B  retd  h6  Crowell  Av 

Crowell  Percy  (Aline)  retd  hl5  Ketchopulos  Cir  (R)  Apt  E 
Crowell  Steven  produce  mgr  IGA  Store  r6  Dock  Sq  (R) 

Crowell  Wm  retd  r906  Washington  St 

Crowell  Wm  S  (Jean  M)  carrier  P  O  h5  Lamb  Hts  (R) 

Crowley  Artell  B  (Hilda)  sanitary  insp  &  agt  Bd  Of  Hlth  h22  Decatur 
St 

Crowley  C  h2-a  Raymond  St  Apt  8 

Crowley  Hilda  elk  Empire  Clo  r24  Decatur  St 

Crowley  James  studt  r22  Decatur  St 

Crowley  John  (Theresa)  h91  Maplewood  Av 

Crowley  John  J  (Mary  T)  sum  res  Wyoma  Rd  rLynn  Mass 

Crowley  Lida  (Wid  Thos)  retd  h48  Cleveland  St 

Crowley  Marilyn  R  waitress  h219  Washington  St 

Crowley  Wm  (Diane)  archt  hAtlantic  Rd  Apt  18 

Crowningshield  John  W  (Mary  L)  prod  mgr  United  Shoe  (BEV)  h77 
Ocean  Av 

Crowningshield  Nancy  C  studt  h45  Ocean  Av 

Crows  Nest  Apartments  (Heini  H  Scotoni)  South  Rd  (R) 

Crudden  Edw  F  (Elizabeth)  emp  NET&T  h86  Centennial  Av 


PETROLEUM,  INC. 


EACOAST 


Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 


Crump  EfFie  M  (Wid  Frank)  bkpr  John  A  Johnson  Inc  h24  Beach  St 
(R) 

Crumpecker  Beni  hl5  Fair  St 
Crumpecker  Keri  Mrs  h8  Prospect  St 

Cruz  Carmen  nurses  aide  Cape  Ann  Nursing  Home  rFuller  St  (M) 
Csongor  Desider  (Susanne)  hNorwood  Hts 
Cucure  Phylis  hrdrsr  Barbara’s  Of  Mag  rManchester  Mass 
Cucuru  Helen  Mrs  h9a  Dodge  St 

Cuddyer  Donald  F  (Evelyn  B)  control  tower  F  A  A  (Nashua  N  H) 
h79  Prospect  St 

Cuddyer  Geraldine  elk  Registry  Of  Mtr  Vehicles  (B)  r79  Prospect  St 

Cuddyer  Kath  purch  elk  Addison  Gilbert  Hosp  rl6  Middle  St 

Cuddyer  Robt  (Kathryn)  emp  Genl  Elec  (LYNN)  hl6  Middle  St 

Cuddyer  Robt  F  r79  Prospect  St 

Cudios  Emerson  J  (Leona)  retd  hlO  Ledge  Rd 

Cudmore  Arth  H  retd  hl7  Ketchopulos  Cir  (R)  Apt  E 

Cugini  Lawrence  H  (Dorothea  B)  sum  res  2  Longview  Ter  rWeston 

Culbert  Robt  F  (Priscilla  M)  tech  Dennen  Animal  Industries  hNew 
Way  La 

Cullanan  Marie  Mrs  sum  res  h3  Ships  Bell  Rd 
Cullen  Barbara  A  elk  P  O  r28  Riverdale  Pk 
Cullen  Marla  A  studt  rll  Carlisle  St 
Cullen  Rachael  G  retd  hWhite  Wy  (R) 

Culver  Edmund  C  (Doris  E)  supt  Highway  Div  hl68  Washington  St 
Culver  Robt  D  (Mary  E)  retd  h39  Marmion  Wy  (R) 

Cumberland  Farms  Dairy  (Br)  Anthony  Militello  Mgr  64  Washington 

St 

Cumberland  Farms  Food  Stores  2  Raymond  St 
Cumberland  Wharf  54  Commercial  St 

Cummings  Karren  Mrs  counselor  Ralph  B  O’Maley  Mdl  Sch 
rHamilton  Mass 

Cummings  Melbourne  W  (Barbara)  sum  res  hPenzance  Rd  (R) 
Cummings  Roland  P  (Gene  T)  caretkr  Lynch  Estate  h Atlantic  Rd 
Cummings  Virginia  S  asst  treas  Sudbay  Pontiac  Cadillac  Buick  Inc 
r£ss0x 

Cuneo  Norma  Mrs  waitress  White  Rainbow  Restr  h8  Washington  Sq 
Cunha  David  A  (Sandra  J)  furnace  opr  Thermat  r48  Curtis  St  (R) 
Cunha  Earl  (Edith)  lab  Boston  &  Lockport  Block  hlO  Perkins  Rd 
Cunha  Edith  pkr  Le  Page’s  rlO  Perkins  Rd 

Cunha  Linda  M  Mrs  companion  Mrs  Jeanks  h48  Curtis  St  (R) 
Cunha  Ronald  USN  r27  Liberty  St 

Cunha  Sandra  tchr  Pigeon  Cove  School  rCurtis  St  (R) 

Cunio  Joseph  B  (Mary)  summer  res  hPerrywinkle  La 
Cunningham  Betsy  retd  h2  Ocean  Av  Apt  3a 

Cunningham  Corinne  H  (Wid  John  D)  retd  hl62  Washington  St 
Cunningham  David  R  studt  r67  Leonard  St 

Cunningham  Donald  E  (Eliz  J)  stockbroker  Ingalls  &  Snider  (B) 

hEdgemoor  Rd  a 

Cunningham  Doris  N  (Wid  James  M)  retd  h424  Washington  St 
Cunningham  Frances  (Wid  Guy)  sum  res  Nautilus  Rd  rBrookline 

Mass 

Cunningham  Frances  sum  res  h2  Beach  Rd 
Cunningham  Geo  W  lab  tech  Gorton’s  r24  South  St  (R) 

Cunningham  John  D  Jr  (Mary)  v-pres  Babson-Elwell  &  Davis  hb7 

Leonard  St 
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Cunningham  John  D  III  (Elsie)  (Cunningham  &  Wilson)  h49  Leonard 
St 

Cunningham  John  W  (Martha  A)  genl  hlpr  Gorton's  hl5  Mt  Vernon 
St 

Cunningham  John  W  USA  r24  South  St  (R) 

Cunningham  John  W  retd  h24  South  St  (R) 


CUNNINGHAM  &  KERR 

MERVYN  F  PIPER 

WILLIAM  R  BISHOP) 
INSURANCE 
111  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONES  283-3280,  283-3281 
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Cunningham  M  Clayton  (Phyllis  K)  music  tchr  19  Madison  Sq  hl9 
Madison  Sq 

Cunningham  Margt  J  r24  South  St  (R) 

Cunningham  Martha  A  Mrs  bkpr  Empire  Fish  rl5  Mt  Vernon  St 
Cunningham  Norma  L  (Wid  Ralph)  retd  h53  Eastern  Point  Rd 
Cunningham  Phyllis  F  Mrs  summer  res  46  Decatur  St  rHartford  Ct 
Cunningham  Phyllis  K  Mrs  clk-typ  City  Bd  Of  Health  rl9  Madison 
Sq 

Cunningham  Priscilla  T  Mrs  ofc  sec  Harry  A  Stathopoulos  Ins  Agcy 
rll  School  St 

Cunningham  Robt  E  (Priscilla  T)  mgr  Gloucester  Yacht  Yds  hll 
School  St 

Cunningham  Robin  sec  Julian  Bros  rEdgemoor  Rd 
Cunningham  &  Thompson  Wharf  88  Commercial  St 
Cunningham  Wm  J  (Joann)  ship  h7  Woodbury  St 
Cunningham  Wm  T  (Susan  J)  mach  Murmac  Mfg  h9  Traverse  St 
Cunningham  &  Wilson  (John  D  Cunningham  III  &  Alan  P  Wilson)  19 
Pleasant  St 

Cuomo  Pamela  R  med  records  elk  Addison  Gilbert  Hosp  r22  Blynman 
Av 

Cuomo  Robert  U  (Cath  M)  hl9  Essex  Av 

Cuomo  Salvatore  (Pamela)  hairdrsr  La  Staiti  Assoc  h22  Blynman  Av 
Cupboard  Corp  (Everett  O  Neilsen  Pres  &  Treas)  refreshment  stand 
Hough  Av 

Curcurer  Eleanor  elk  Goldman’s  hl6  Gould  Ct 

Curcurer  Philip  P  (Josephine  J)  emp  Cape  Pond  Ice  Co  h23  Beacon 
St 

Curcuro  Helen  hi  Eastern  Point  Rd 
Curcuro  Nicholas  (Phyllis)  hl2  Washington  St 
Curcuru  Andrea  (Aunt  Annie’s  Gifts)  rl8  Church  St 
Curcuru  Anthony  Jr  studt  rl55  Washington  St 
Curcuru  Anthony  S  (Janice)  elec  tech  Boston  hl55  Washington  St 
Curcuru  Barbara  A  (Wid  Philip  B)  (Curcuru  Bros)  h38  Wheeler  St 
Curcuru  Benj  charimn  of  the  bd  Gloucester  National  Bank  Of 
Gloucester  hl31  Western  Av 
Curcuru  Brian  P  pkr  Curcuru  Bros  rl35  Western  Av 
Curcuru  C  Robt  (Marcia  E)  plmb  hl22  Mt  Pleasant  Av 
Curcuru  Charles  J  (Margaret)  treas  Producers  Fish  Co  hll  Tolman 
Av 

Curcuru  Donna  L  ofc  sec  B  F  Goodrich  Chemical  r8  Winchester  Ct 
Curcuru  Dorothy  H  (Wid  John  B)  retd  h29  Church  St 
Curcuru  Elaine  (Wid  Sami)  retd  hl50  Washington  St 
Curcuru  Fay  noon  supvr  Hovey  Sch  r36V&  Mansfield  St 
Curcuru  Grace  Mrs  cafeteria  wkr  Milton  L  Fuller  Sch  r6  Burnham 
St 

Curcuru  James  B  (Marilyn)  slsmn  Giles  Of  Gloucester  h75  Perkins  St 
Curcuru  James  J  (Jennie  M)  bartndr  St  Peter’s  Club  h33  Granite  St 
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Curcuru  John  B  (Andrea  L)  (Aunt  Annie’s  Gifts)  hl8  Church  St 
Curcuru  Joseph  A  (Grace)  wharf  wkr  h6  Burnham  St 
Curcuru  Joseph  C  (Marion)  (Curcuree  Bros)  hl35  Western  Av 
Curcuru  Joseph  J  r273  Western  Av 

Curcuru  Jos  L  (Christine  G)  fish  ctr  Ocean  Crest  hl5  Riggs  St 
Curcuru  Joseph  S  (Josephine)  fishermn  hl59  Washington  St 
Curcuru  Karen  studt  r38  Wheeler  St 
Curcuru  Kevin  studt  rl2  Washington  St 

Curcuru  Liborio  B  (Anita  L)  (Gloucester  Mink  Food  Co)  h291 
Washington  St 

Curcuru  Maria  r33  Granite  St 

Curcuru  Nicholas  (Donna  L)  fishermn  h8  Winchester  Cl 

Curcuru  Philip  Jr  (Cath  R)  acct  Raytheon  (Andover)  hl3  Linden  Rd 

Curcuru  Philip  N  (Eliz)  fishermn  h57  Prospect  St 

Curcuru  Phillip  M  genl  hlpr  Geo  W  Thurston  Inc  r291  Washington 
St 

Curcuru  Phyllis  Mrs  elk  Imperial  Clns  h57  Prospect  St 
Curcuru  Ronald  J  (Kath  M)  emp  N  E  Tel  &  Tel  (D)  h57  Perkins  St 
Curcuru  Salvatore  (Vincenza)  fishermn  h87  Maplewood  Av 
Curcuru  Salvatore  J  (Antonina)  emp  Producers  Fish  Co  h9  Tolman 
Av 

Curcuru  Salvatore  P  (Antoinette  M)  mtcemn  OUF  h273  Western  Av 

Curcuru  Sam  h227  Granite  St  (R)  Apt  lb 

Curcuru  Sami  N  Jr  (Faye  M)  fishermn  h36b  Mansfield  St 

Curcuru  Steven  (Cheryl)  plmb  Hurst  r36b  Mansfield  St 

Curcuru  Thos  h88  Western  Av 

Curds  &  Whey  (Deborah  Cowan)  226  Main  St 

Curhan  Co  The  (Edw  C  Curhan)  printers  31  Commercial  St 

Curhan  Edw  C  (Ida  A)  (The  Curhan  Co)  h2  Ocean  Highlands 

Curley  Arline  G  (Wid  Wm  M)  rl6  Millelt  St 

Curley  Brian  M  elk  Art  Jewelers  rl092  Washington  St 

Curley  Charles  A  (Mary  L)  (Mickey’s  Exxon  Gas  Station)  hl6  Myrtle 

Sq 

Curley  David  studt  h8  Flume  Rd  Apt  4 
Curley  David  studt  rl2  Ellery  St 
Curley  Donna  M  studt  r9  Winchester  Ct 

Curley  Hugh  L  (Nancy  J)  firefighter  City  Fire  Dept  hl2  Ellery  St 
Curley  John  studt  rl2  Ellery  St 

Curley  John  (Shirley)  carrier  P  O  h9  Winchester  Ct 

Curley  John  D  (Ruth  S)  sum  res  17  Long  Beach  St  (R)  rWakefield 

Curley  John  J  (Diane  F)  atndt  Mickey’s  Exxon  Gas  Sta  h3  Prospect 
St 

Curley  John  J  (Leona  M)  freezer  wkr  h44  Beacon  St 
Curley  John  M  carrier  P  O  rll  Winchester  St 
Curley  Leola  J  nurses  aide  Cape  Ann  Nursing  Home  hl092 
Washington  St 

Curley  Mary  A  (Wid  Mich  P)  retd  hi  Exchange  St 
Curley  Matthew  sum  res  h2  Caleb’s  La  (R) 

Curley  Nancy  teller  Cape  Ann  Bk  &  Tr  rl2  Ellery  St 
Curley  Robt  freezer  wkr  r44  Beacon  St 

Curley  Steph  J  (Margt)  fish  wkr  Gorton’s  h24  Prospect  Sq 

Curley  Thos  J  (Kathleen  R)  retd  h7  Ashland  PI 

Curley  Thos  J  stockmn  mgr  L  E  Andrews  &  Co  hi  19  Main  St 

Curley  Timothy  glass  ctr  h20  Blynman  Av  Apt  4 

Curley  Wm  E  (Nora)  retd  h8  Middle  St 

Curll  Mabel  J  (Wid  John  H)  retd  h87  Bond  St 

Curran  Annie  sum  res  ClifI  Rd  rNorwood  Mass 

Curran  Danl  F  (Kathleen  M)  emp  State  Emp  Agcy  (S)  h26  Beach  Rd 
Curran  Diane  tchr  Plum  Cove  Elem  Sch  h227  Granite  St  (R)  Apt  2b 
Curran  James  H  (Marie  A)  florist  hAthena  Wy  (R> 

Curran  John  J  studt  r Athena  Wy  (R) 

Curran  John  R  sum  res  110  Long  Beach  St  (R)  rNashua  NH 
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Curran  Kenneth  J  (Jill  F)  sum  res  Bungalow  Rd  rWoburn  Mass 
Curran  Mary  nurse  Addison  Gilbert  Hosp  rSalt  Island  Rd 
Curran  Michl  studt  rSalt  Island  Rd 
Curran  Paul  rSalt  Island  Rd 

Curran  Robt  J  (Mary  Jean)  tchr  Newton  College  hSalt  Island  Rd 
Curran  Walter  M  retd  h61  Poplar  Pk 

Curreri  Agatha  (Wid  Francesco)  elk  bkpr  G  Everett  Mahoney  h21 
Granite  St 

Curreri  Anthony  (Lucy)  flshermn  hl3  Trask  St 
Curreri  Gerald  studt  rl3  Trask  St 

Currier  Amaryllis  A  (Wid  Norwood)  retd  h211  Main  St  (R) 

Currier  C  Dean  (Dorothy)  acct  hl58  Granite  St  (R) 

Currier  Charles  storerm  Addison  Gilbert  Hosp  r28  Bass  Av 
Currier  Charles  H  (Emelia  L)  steam  ftr  L  E  Andrews  &  Co  hl9 
Highland  St 

Currier  Edw  R  studt  r31  Western  Av  Apt  3 
Currier  Geo  B  (Ann  L)  retd  h5  Davis  St 
Currier  James  M  (Blanche  S)  retd  h4  Rio  Dr 
Currier  Jerome  (Nora)  drftsmn  h311  Washington  St 
Currier  John  C  (Helen  H)  msngr  Gorton’s  h7  Harrison  Av 
Currier  John  C  Jr  security  guard  Hammond  Museum  r7  Harrison  Av 
Currier  Margt  (Wid  Clarence  H)  nurse  Addison  Gilbert  Hosp  h31 
Western  Av  Apt  3 

Currier  Nancy  Mrs  teller  Cape  Ann  Bk  &  Trust  hi 70 Vis  Granite  St 
(R) 

Currier  Reginald  H  (Frances  A)  retd  h237  Concord  St 

Currier  Russell  A  (Ita)  emp  O  U  F  hlOO  Essex  Av 

Currier  Russell  A  Jr  rlOO  Essex  Av 

Curtain  Shop  The  (Danl  Strauss)  136  Main  St 

Curtin  Danl  P  (Eleanor  M)  emp  (Waterman  Rd)  hWaterman  Rd 

Curtis  Carol  A  ofc  wkr  Borneo  Inc  r22  Riverview  Rd 

Curtis  Carrie  W  (Wid  Allen)  retd  h38  School  St 

Curtis  Danal  O  Rev  (Marcia  M)  pastor  Community  Ch  Of  E  Gloucester 
h9  Chapel  St 

Curtis  David  studt  rll  Smith  Rd  (R) 

Curtis  David  studt  r30  Riverview  Rd 

Curtis  David  dietary  Addison  Gilbert  Hosp  rThurston’s  Pt 
Curtis  Donald  studt  r37  Phillips  Av  (R) 

Curtis  Douglas  studt  r37  Phillips  Av  (R) 

Curtis  Ellen  retd  h34  Lincoln  Pk 
Curtis  Ernest  R  mach  r22  Riverview  Rd 

Curtis  Ernest  R  (Clara  A)  mtcemn  Lipton’s  Pet  Food  h22  Riverview 
Rd 

Curtis  Harold  hi  Fort  Hill  Av 

Curtis  Howard  A  (M  Eleanor)  retd  h35  Wheeler  St 
Curtis  J  Etta  r83  Western  Av 

Curtis  James  W  Jr  (Marjorie  D)  (Curtis  Real  Est)  h37  Phillips  Av  (R) 
Curtis  John  E  code  insp  Bd  Of  Health  rll  Amero  Ct 
Curtis  Leslie  P  (Helen  L)  (Curtis  News)  hll  Smith  Rd  (R) 

Curtis  M  Evelyn  retd  hVine  St 

CURTIS  NEWS  (Leslie  P  Curtis),  Publisher,  Postcards  And 
Souvenir  Items  Office  Supplies  Social  And  Commercial 
Stationery  71  Main  St  (Rockport;  01966),  Tel  546-2216  (See 
Index  To  Advertisers) 

Curtis  Real  Estate  (James  W  Curtis  Jr)  12c  Dock  Sq  (R) 

Curtis  Robt  D  (Eleanor  C)  retd  h.275  Washington  St 
Curtis  Roger  W  (Winifred  J)  treas  North  Shore  Arts  Assn  h30 
Riverview  Rd 

Curtis  Ruby  V  nurse  Addison  Gilbert  Hosp  rThurstons  Point  Rd 
Curtis  Russell  M  (Rosalind  C)  retd  hl51  Western  Av 
Curtis  Selma  M  sum  res  50a  Pigeon  Hill  (R)  rCambridge  Mass 
Curtis  Terry  T  (Diane  C)  (Sitto’s  Discount)  hl2  Gerring  Rd 
Curtis  Victoria  bkpr  Progressive  Oil  r2  Smith  St 
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Curtis  Walter  L  (Ruby  V)  serv  rep  Mass  Elec  hThurston’s  Pt 
Curtis  Wilbur  E  (M  Marguerite)  retd  hll  Amero  Ct 
Cusack  Gerald  store  mgr  Stop  &  Shop 

Cushing  Dean  C  (Annette)  exec  v-pres  Mass  Merchants  Assn  (B) 
hPage  St 

Cushman  David  J  (Shelly  J)  mech  h7  Fuller  St 
Cusick  David  P  policemn  City  Police  Dept  r30  Cleveland  St 
Cusick  Harry  J  (Janice  M)  mgr  &  marine  eng  Gloucester  Marine 
Railway  h42  Hodgkins  St 

Cusick  Howard  J  (Florence  J)  dep  chf  City  Fire  Dept  h3  Elizabeth  Rd 

Cusick  Linda  J  studt  r3  Elizabeth  Rd 

Cusick  Patk  (Sandra)  lumper  h35  E  Main  St 

Cusick  Richd  (Marjorie  J)  lumper  hl4  Poplar  St 

Cusick  Richd  Jr  (Joan  B)  firefighter  City  Fire  Dept  hll  Morton  PI 

Cusick  Ronald  P  USA  rl8  Washington  Sq 

Cusick  Sandi  elk  Mai’s  r35  E  Main  St 

Cusick  Winifred  L  waitress  Anker  Inn  r30  Cleveland  St 

Cusik  Gary  studt  r42  Hodgkins  St 

Custa  Howard  (Carol  I)  mach  Babco  Prods  (D)  hl48  E  Main  St 
Custis  Brian  studt  r29  High  St  (R) 

Custis  Eleanor  P  hRear  115b  Mt  Pleasant  Av 

Custis  John  P  (Frances  L)  dispr  North  East  Pet  (S)  h29  High  St  (R) 
Custom  Magnetics  Inc  R  Edgar  Barker  Treas  transformers  & 
magnetics  Sadler  St 

Cusumano  Angelo  Jr  fishermn  h99  Washington  St  Apt  2 
Cusumano  Anthony  fish  wkr  r8  Lookout  St 
Cusumano  Dominic  fishermn  h4  Myrtle  Sq 
Cusumano  Fillippo  (Maria)  h5  Willow  St 
Cusumano  Gioacchino  (Vita)  fishermn  h5  Wi'iow  St 
Cusumano  Gionni  fish  wkr  r5  Willow  St 
Cusumano  Giovano  (Cath)  fishermn  h8  Lookout  St 
Cusumano  Jerome  J  (Sandra  L)  lab  Thermet  hi  Beach  Ct 
Cusumano  Mary  pkr  Gorton’s  r5  Willow  St 
Cusumano  Philip  (Mary)  fishermn  h5  Willow  St 
Cusumano  Phillip  h8  Lookout  St 

Cutler  Anita  L  (Wid  Wallace  M  Jr)  designer  Benny  The  Florist  h6 
Marina  Dr 

Cutler  Emmy  Mrs  aide  Gloucester  High  Sch  r59  Holly  St 
Cutler  Garrett  summer  res  hRear  976  Washington  St 
Cutler  Horace  (Emmy)  h88  Holly  St 
Cutlip  Rose  M  Mrs  elk  NET&T  h512  Essex  Av 
Cutter  Donald  R  A  Strong  Leather  Co  rCrafts  Rd 
Cutter  Geo  I  (Pauline  H)  summer  res  hRust  Island 
Cutter  Laura  V  Mrs  sum  res  7Q-D  Lonb  Beach  St  (R)  r Arlington 
Mass 

Cutter  Philip  sum  res  hl8  Sleepy  Hollow  Rd 
Cutting  Nancy  waitress  Anker  Inn  rWildon  Hts 
Cuva  Rosa  Mrs  r3  Sackville  St 
Cyr  Barbara  fish  wkr  h97  Centennial  Av 
Cyr  Geo  retd  r4  Willow  St 

D  V  M  Inc  (Henry  R  Steadman  Jr)  602  Western  Av 
Da  Costa  Louis  retd  hl4  Sadler  St 

Da  Cruz  Antonio  F  Jr  (Rose  M)  ice  plant  eng  Gloucester  Marine 
Railway  hlO  Hillside  Ct 
Da  Cruz  Antonio  F  III  studt  rlO  Hillside  Ct 
Da  Cruz  Deolind  R  sec  Alert  Enterprises  rl'0  Hillside  Ct 
Da  Cruz  Joseph  N  (Virginia  R)  fishermn  h23  Warner  St 
Dacruz  Linda  ofc  wkr  Carroll  K  Steele  Ins  Agcy  rlO  Hillside  Ct 
Dacy  Alan  (Ruth)  emp  Honeywell  (Waltham)  h737  Western  Av 
Dag  John  T  (Sharon  M)  tchr  Harvard  Univ  (Cambridge)  rl41  E  Main 
St 

Daggett  Alice  Mrs  r5  Herrick  Ct 

Daggett  Arth  (Fannie)  retd  hi  Warren  Ct  (R) 
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Daggett  Earl  driver  Action  Inc  hll7  Centennial  Av 

Dagle  Carol  J  Mrs  elk  Addison  Gilbert  Hosp  r5  Wildon  Hts  (R) 

Dagle  Harry  E  h80a  Middle  St  Apt  8 
Dagle  James  R  hll  Traverse  St 

Dagle  Kenneth  R  (Patricia  A)  mtcemn  NET&T  h67  Pigeon  Hill  (R) 
Dagle  Patricia  elk  Elliot  W  Grimes  r67  Pigeon  Hill  St  (R) 

Dagle  Robt  C  (Mary)  retd  hl9  Englewood  Rd 

Dagle  Spencer  A  Jr  (Madeline)  (Spencer  Auto  Parts)  rEssex  Mass 
Dagle  Thos  (Carol)  h33  Chapel  St 

Dagley  Curtis  L  (Grace  M)  fishermn  h42  Centennial  Av 
Dagley  Darlene  elk  Tony’s  Italian  Subs  r42  Centennial  Av 
Dagley  Geo  A  (Phyllis  H)  mach  Gloucester  Engineering  h4  Mont  vale 
Av 

Dagley  Lorna  emp-sec  r42  Centennial  Av 
Dagley  Margt  L  studt  r6  Gardner  Ter 

Dagley  Phyllis  H  Mrs  admn  asst  Cape  Ann  Savings  Bank  r4 
Montvale  Av 

Dagley  Richard  S  (Mary  J)  mach  Gloucester  Eng  h6  Gardner  Ter 
Dagley  Steph  M  studt  r4  Montvale  Av 
Dagley  Terry  elk  Tony’s  Italian  Subs  r42  Centennial  Av 
Dagley  Wm  (Cath>  fishermn  hl9  Hartz  St 

Dagley  Wm  W  (Virginia  M)  mtcemn  Lipman  Marine  hl33  Wheeler  St 
Dahlgren  Erik  L  (Judith  M)  tehr  Gloucester  High  Sch  h8  Clark  Av 

(R) 

Dahlgren  Henry  J  (Lilly  V)  retd  hla  High  Street  Ct  (R) 

Dahlmer  Cath  M  (Wid  John  S)  ofc  sec  St  Ann’s  Rectory  hlO  Prospect 
Ct  v 

Dahlmer  John  W  (Cynthia  A)  fish  wkr  N  Atlantic  FisheriesTh78 
Maplewood  Av 

Dahlmer  Lawrence  studt  rlO  Prospect  Ct 
Dahlmer  Margaret  M  (Wid  Lawrence  B)  h23  Clearview  Av 
Dahlmer  Mary  M  (Wid  John  A)  hl25  Prospect  St 
Dahlmer  Ralph  W  (Helen  E)  retd  h27  Wonson  St 
Daigneault  Eug  H  (Mary  B)  retd  h45  Granite  St  (R) 

Dailey  See  Also  Daley 
Dailey  Arth  W  r33  King  St  (R) 

Dailey  Cath  E  (Wid  Edw  J)  slswn  Canan  Sales  h33  King  St  (R) 

Dailey  James  W  (Julia  A)  civil  eng  Me  Niff  Co  hEastern  Point  Blvd 
Dailey  Julia  A  sec  to  dir  Addison  Gilbert  Hosp  rEastern  Point  Blvd 
Dailey  Mary  (Wid  James)  retd  h33  King  St  (R) 

Dailey  Michl  J  Jr  (Sharon)  emp  NET&T  h28  Haskell  St 
Daily  Arth  agt  Rockport  Dept  Of  Veterans  Services  rKing  St  (R) 

Dairy  Dip  (Dana  Woods)  49  Main  St  (R) 

Dairy  Dip  Dana  V  Woods  Mgr  29  South  Rd  (R) 

Dale  Harold  dish  washer  h20  Vine  St 
Dale  Lance  R  (Barbara)  mach  hl8  Vine  St 
Daley  See  Also  Dailey 

Daley  Carmen  (Wid  Jason  M)  h28  Mt  Vernon  St 

Daley  Caroline  E  (Wid  Philip  C)  retd  hl039  Washington  St 

Daley  David  J  admitting  elk  Mass  Genl  Hosp  (B)  r28  Mt  Vernon  St 

Daley  Fredk  M  (Gert  H)  sum  res  123  Wingaersheek  Rd  rHanover  NH 

Daley  Martin  R  (Natalie  C)  constn  wkr  Purdy  Constn  hThurston’s  Pt 

Daley  Michl  drftsmn  r28  Mt  Vernon  St 

Daley  Natalie  C  Mrs  dept  hd  Milton  L  Fuller  Sch  rThurston  Pt 
Daley  Patricia  nurse  Addison  Gilbert  Hosp  r28  Mt  Vernon  St 
Daley  Paul  J  port  dir  Federal  Bureau  Of  Customs  r Wakefield  Mass 
Daley  Susan  med  records  elk  Addison  Gilbert  Hosp  r28  Mt  Vernon  St 
Daley  Victor  W  sum  res  30  Wingaersheek  Rd  rSwampscott  Mass 
Daley  Walter  F  (Gertrude)  sum  res  73  Wingaersheek  Rd  rPelham 
Manor  NY 

Dallin  Joan  Mrs  ofc  sec  Gloucester  High  Sch  r416  Washington  St 
Dalrymple  Leolia  A  phys  h3  Chapel  La  (R) 

Dalton  Francis  R  (Margt  E)  retd  h24  Pleasant  St  (R) 
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D’Ambrosio  Jenny  sum  res  hAtlantic  Rd  Apt  26 

Dame  Cynthia  nurses  aide  Addison  Gilbert  Hosp  rManchester  Mass 
D’Amico  Anthony  J  (Deborah)  Sperry  &  Rand  (Dorchester)  h58 
Perkins  St 

D’Amico  Domenico  caulker  Gloucester  Marine  Railway  r69  Pleasant 
St 

D’Amico  Frank  Jr  (Frances  A)  fishermn  h31  Summer  St 
D’Amico  Joseph  (Mary  G)  fishermn  h5  Proctor  St 
D’Amico  Steph  J  (Eliz  A)  fishermn  hl2  Allen  St 
Damon  Albert  P  retd  rl8  Hancock  St 

Damon  Donald  A  loan  ofcr  Cape  Ann  Sav  Bank  rl'3Vz  Rackliffe  St 
Damon  Doris  E  pkr  Gorton’s  hll  Spring  St 

Damon  Eug  W  (Sarah  L)  research  biochemist  H  V  Shuster  Inc  <B) 
hGlenmere  Av 

Damon  Lucretia  hl3l/2  Rackliff’e  St 
Damon  Mabel  Mrs  h4  Lincoln  Pk 

Damon  Margaret  S  (Wid  Walter  E)  retd  hl02  Washington  St 
Damon  Steph  R  (Mildred  M)  retd  hl3a  Norwood  Av  (R) 

D’Amour  Evelyn  A  (Wid  Victor)  elk  Curhan  Co  hlO  Whittemore  St 
Dana  Ethel  J  retd  r2  Middle  St 

Dana  Julia  S  D  (Wid  Otis  H)  retd  h51  Mt  Pleasant  St  (R) 

Dancour  Maurice  (Anna)  (Small  Fry  Shop)  r36  South  St  (R) 

Dandy  Lion  (Frances  N  Bradley  Ruth  Cook  Barbara  J  Zager)  gift 
shop  13  Lexington  Av 

Dane  Esther  (Wid  John  L)  retd  hRust  Island 

Dangelmayer  Wynton  R  (Jeanette)  sum  res  18  River  Rd  rWaltham 
Mass 

Dangerfield  Florence  E  (Wid  Albert)  retd  hSouth  St  (R) 

Dangerfleld  Geo  B  (Carole)  (Captains  House  Lodging)  hl09  Marmion 
Wy  (R) 

Daniels  Arth  A  pres  Crow’s  Nest  rWinchester  Mass 
Daniels  Donald  studt  rl20  Wheeler  St 

Daniels  Irma  (Wid  James  W  Jr)  sch  tchr  hl20  Wheeler  St 
Daniels  Jo  Ann  ofc  sec  Dr  Tassinari  r646  Washington  St 
Daniels  Kerry  W  r4  Harvey  PI 

Daniels  Mary  J  Mrs  (Harbor  Rock  Tea  Room)  rConcord  Mass 
Daniels  Norman  (Jean)  mtcemn  Cape  Ann  Nursing  Home  h4  Harvey 

PI 

Daniels  Scott  W  r4  Harvey  PI 
Danielson  Elsa  C  retd  h83  High  St  (R) 

Danikas  Arth  N  (Jean  C)  (Nick’s  Pool  Parlor)  hl21  Essex  Av 

Danikas  Nicholas  A  electn  Deering’s  rl21  Essex  Av 

Danikas  Zacary  (Wid  Nicholas  A)  retd  h33  Centennial  Av 

Danish  Pauline  Mrs  jr  elk  Gloucester  Welf  Serv  Ofc  hl2  Beach  Ct 

Danjou  Barbara  studt  r5  Marchant  St 

Danjou  Gordon  A  emp  Gorton’s  r5  Marchant  St 

Dann  Debra  lpn  Addison  Gilbert  Hosp  h7  South  St  (R) 

Dann  Preston  (Margt)  inn  kpr  hCaleb’s  La  ( R » 

Dann  Priscilla  Mrs  retd  hl4  Highland  St 
Dann  Rachel  L  retd  hlO  Rio  Dr 
Danna  Joseph  rl29  Essex  Av 
Danna  Joseph  L  studt  h5  Grapevine  Rd 

Danna  Nicholas  (Anne)  fish  ctr  Empire  Fish  h7  Warner  St 
Danna  Philip  (Mary  E)  mach  Sonia  Lite  hl29  Essex  Av 
D’Antonie  John  A  (Judith  E)  mfg  rep  N  Y  City  hlO  Rockport  Rd 
D’Antonio  Benedict  (Sally)  emp  NET&T  h6  Eastern  Av 
D’Antonio  David  R  stockboy  Ann  &  Hope  r884  \V  ashington  St 
D’Antonio  Jack  (Carol)  jr  eng  aide  City  Eng  hl28  Western  Av 
D’Antonio  Jean  M  (Wid  Anthony  J)  retd  h5  Kent  Cir 
D’Antonio  John  tchr  r5  Kent  Cir 

D’Antonio  John  (Valerie)  glazer  Matheson  Gas  hl45  Essex  Av  Apt  3 
D’Antonio  John  glazier  Cape  Ann  Glass  r884  Washington  St 
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D’Antonio  Joseph  (Mildred  Bl  working  f'ormn  City  Water  Div  h51 
Eastern  Point  Rd 

D’Antonio  Ralph  F  (Anna  E)  mtce  City  Pub  Prop  Div  h884 
Washington  St 

D’Antonio  Sylvia  dietary  wkr  Addison  Gilbert  Hosp  r884  Washington 
St 

D’Antonio  Teresa  (Wid  John)  retd  h596  Western  Av 

Dapps  Wm  R  computer  programer  consultant  h2  Cleaves  St  (R) 

Darby  Philip  (Patricia)  tchr  Manchester  High  School  h6  Lowe  Dr 
Darcy  Dorothy  G  nurse  Cape  Ann  Tool  hll  Friend  St 
Darcy  Nina  nurse  h7  Highland  St  (R) 

Darcy  Suzanne  h2  Cross  St 

Darcy  T  Carroll  (Bertha  M)  retd  hi 85  Western  Av 
Dare  Forrest  r65  Poplar  St 

Dare  Forrest  E  (Leslie)  driver  hl6  Marchant  St 
Dargie  Theresa  sum  res  Brooks  Rd  rSomerville  Mass 
Darling  Joseph  W  sum  res  17  Walnut  St  r Washington  DC 
Darlington  Laura  E  (Wid  Harry)  h335  Main  St 
Darrah  Eleanor  C  elk  r22  Lookout  St 

Darrah  Wm  E  custdn  Gloucester  High  Sch  h22  Lookout  St 
Dascto  (Gifts)  (Richd  C  &  Helen  Davis)  28  South  Rd  (R) 

Da  Silva  John  S  studt  rl2  Summit  St 
Da  Silva  Maria  cash  rl3  Staten  St 
Daughty  David  sum  res  hAndrews  St 
Daughty  Geo  sum  res  hAndrews  St 

Daulton  Dennis  J  (Janis)  funeral  dir  hl77  Main  St  (R) 

Dave’s  Gift  Shop  (Jean  Irwin)  152  E  Main  St 

Davekos  Peter  G  (Cath)  sum  res  17  Sleepy  Hollow  Rd  rMarble  Head 
Mass 

Davenport  Barbara  A  Mrs  tchr  Ward  II  Veterans  Mem  Sch  hi  17 
Riverdale  Pk 

David  Grace  h42  Friend  St 

David  Lloyd  G  (Gwendolyn  L)  phys  55  Marmion  Wy  (R)  h55  Marmion 
Wy  (R) 

Davidsen  Paul  E  (Patricia  E)  emp  Logan  Airport  h9  Adams  PI 
Davidson  See  Also  Davison 

Davidson  Allan  A  (Rose  B)  artist  8  Dean  Rd  (R)  h8  Dean  Rd  (R) 
Davidson  Lois  Sister  with  Our  Lady  Of  Good  Voyage  Convent  r40  Mt 
Vernon  St 

Davis  A  Colbey  Jr  (Eliz  N)  retd  hll  High  St  (R) 

Davis  Alan  C  (Jennifer  L)  ins  agt  Prudential  h7  Beckford  St 
Davis  Arnold  B  (Patience  H)  sum  res  86  Long  Bearch  St  (R) 
r Wellesley  Hill  Mass 
Davis  Arth  M  studt  r26  High  St  (R) 

Davis  Arth  M  (Barbara  R)  driver  G  Transit  Mix  hRear  357  Essex  Av 
Davis  Barbara  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  rRear 
357  Essex  Av 

Davis  C  Russell  chem  American  Glue  Inc  (Middleton)  hl221/i  Wheeler 
St 

Davis  C  Russell  Jr  laby  tech  American  Glue  Inc  (Middleton)  r  122 Vi 
Wheeler  St 

Davis  Cath  (Wid  Theo)  pkr  O  U  F  h9  Staten  St 
Davis  Chandler  N  (Marie  K)  pres-treas  Babson-Elwell  &  Davis  Inc 
hAdams  Hill  Rd 

Davis  Chandler  N  Jr  studt  r Adams  Hill  Rd 
Davis  Christine  (Wid  Roy  D)  retd  h27  Willow  St 
Davis  Clara  E  elk  Joseph’s  Mkt  r20  Myrtle  Sq 

Davis  Clarence  O  (Betsy)  bldg  contr  114  Magnolia  Av  hi  14  Magnolia 
Av 
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DAVIS  D  K  REALTY  INC  Daniel  K  Davis  Jr  President,  Real 
Estate,  30  Harbor  Loop  (01930),  Tel  283-3369  (See  Index  To 
Advertisers) 

Davis  Danl  K  Jr  (Katheryn  A)  pres  D  K  Davis  Realty  Inc  h28 
Grapevine  Rd 

Davis  David  R  studt  rRear  357  Essex  Av 
Davis  Diana  studt  r28  Grapevine  Rd 

Davis  Donald  C  (Carolynne  J)  agt  Boston  Mut  Lite  h2  Wise  PI 
Davis  Dorothy  (Wid  Danl  K)  h22  Myrtle  Sq 

Davis-Doucette  (Richd  W  Davis  Wm  Doucette)  genl  contrs  29  Fort  Sq 
Davis  Douglas  M  (Dolores  A)  carp  h216  Granite  St  (R) 

Davis  Edw  V  (Priscilla  E)  mtcemn  Quincy  Cold  Storage  hl61 
Hesperus  Av 

Davis  Edw  V  (Helen  J)  retd  h66  Poplar  Pk 
Davis  Elias  Capt  House  &  Museum  27  Pleasant  St 
Davis  Emery  W  retd  h7  Riverside  Av 

Davis  Emma  R  Mrs  (Dory  Mate  Coffee  Shop)  h26  High  St  (R) 

Davis  Frank  (Chris)  asst  prin  Middle  Sch  (R)  h4  Paradis  Cir  (R) 

Davis  Fuel  Co  (Mrs  Edna  R  Catalini)  118  Washington  St 

Davis  George  (Clara)  retd  h20  Myrtle  Sq 

Davis  Geo  E  (Sally  J)  acturary  Boston  hl8  Pleasant  St  (R) 

Davis  Gerald  E  (Carlyne  F)  (Gerald  E  Davis  Builder)  h30  Marble  3t 

Davis  Gerald  E  Builder  (Gerald  E  Davis)  30  Marble  St 

Davis  Guy  B  (Florence  M)  assoc  eng  NET&T  (S)  h26  Holly  St 

Davis  Harry  J  Mrs  sum  res  h2  Lobster  La 

Davis  Herbert  (Effie  M)  retd  h25  Green  St 

Davis  Holly  Jean  studt  rl61  Hesperus  Av 

Davis  Howard  T  (Maureen  A)  auto  body  mech  h9  Woodbury  St 
Davis  James  D  pres-treas  Davis  Opticians  Inc  r  (BEV) 

Davis  Jean  elk  Sterling  Drugs  r370  Main  St 

Davis  John  B  (Evelyn)  genl  contr  100  Dennison  St  hlOO  Dennison  St 
Davis  John  E  (Helen  M)  right  of  way  agt  N  E  T  &  T  h3  Carlisle  St 
Davis  John  J  installer  NET&T  rl3  Williams  Ct 
Davis  John  K  h4e  Pleasant  St  (R) 

Davis  John  R  (Leona)  admn  asst  Gorton’s  hRear  29  Hartz  St 
Davis  John  V  (Patricia  E)  carrier  Postal  Service  h27  Cherry  St 
Davis  John  V  Jr  lab  O  Maley  Rink  r27  Cherry  St 
Davis  Judith  consultant  Dewing  Travel  rPenwith-Lands  End  (R) 

Davis  Judy  elk  Country  Store  rLands  End  (R) 

Davis  Karen  sum  res  hRear  50  Eastern  Point  Rd 

Davis  Kath  A  Mrs  tchr  Gloucester  High  Sch  r28  Grapevine  Rd 

Davis  Kenneth  B  (Ruth)  retd  h9  Linden  Rd 

Davis  Kent  R  (Donna)  genl  contr  h75  Dennison  St 

Davis  Kim  acct  h70  Lexington  Av  Apt  32 

Davis  Lawrence  R  (Anna)  mach  Frank  Rose  s  Mach  Shop  h4 
Shepherd  St 

Davis  Leland  C  retd  hEastern  Point  Blvd 

Davis  Leonard  A  (Eleanor)  make-upmn  Gloucester  Daily  Times  h3‘/2 
Williams  Ct 

Davis  Leslie  r477  Washington  St 

Davis  Lester  (Emma)  retd  h9a  Summit  Av  (R) 

Davis  Linda  fish  pkr  O’Donnell  USEN  r477  Washington  St 
Davis  Lucy  E  (Wid  Geo)  retd  hl5  Ketchopulos  Cir  (R)  Apt  B 
Davis  Ludwig  USN  r216  Granite  St  (R) 

Davis  Margt  Mrs  retd  h6  Allen  St 

Davis  Marie  K  Mrs  v  pres  Babson-Elwell  &  Davis  Inc  rAdams  Hill 
Rd  (A) 

Davis  Marjorie  L  Mrs  bkpr  Empire  Fish  rl70  Main  St  (R> 

Davis  Mark  B  studt  r26  Holly  St 

Davis  Mary  B  Mrs  sum  res  hNorwood  Hts 

Davis  Mary  L  (Wid  John)  retd  h47  Summer  St 

Davis  Maynard  A  (Dorothy)  coastal  r/kr  State  Dept  Natural  Resources 
(B)  h59a  Wheeler  St 
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Davis  Maynard  A  III  studt  r59a  Wheeler  St 
Davis  Muriel  L  retd  h21  Mt  Pleasant  St  (R) 

Davis  Neil  E  (Clare)  exec  dir  Cape  Ann  Area  C  Of  C  hlOl  Magnolia 
Av 

Davis  Opticians  Inc  (James  D  Davis)  35  Middle  St 
Davis  Priscilla  retd  h2a  Atlantic  Av  (R) 

Davis  Richd  B  studt  rl61  Hesperus  Av 

Davis  Richd  C  (Helen)  (Dascto)  r30  Leverett  St 

Davis  Richd  W  (Marie  A)  (Dick’s  Shoe  Store)  hPresson  Point  Rd 

Davis  Richd  W  (Grace  A)  (Davis-Doucette)  h358  Washington  St 

Davis  Robt  emp  Mitchell  Delivery  r3*/2  Williams  Ct 

Davis  Robt  summer  res  hl6  Dean  Rd  (R) 

Davis  Robt  C  (Helen  J)  ship  Borneo  Inc  hl08  E  Main  St 

Davis  Roy  B  emp  Gorton’s  h50  Taylor  St 

Davis  Saville  sum  res  Folly  Point  Rd  rWashington  D  C 

Davis  Steph  H  (Lucille)  ibm  opr  hRockholm  Rd 

Davis  Terry  elk  Yellow  Submarine  Shop  rGrapevine  Rd 

Davis  Thos  C  elk  r27  Cherry  St 

Davis  Timothy  J  studt  r27  Cherry  St 

Davis  Walter  O  (Helen  F)  retd  h6  Curtis  Sq 

Davis  Wm  E  retd  hl3  Williams  Ct 

Davis  Wm  E  Jr  (Evelyn  A)  wldr  h23  Hodgkins  St  (R) 

Davis  Winthrop  A  (Caroline)  lobstermn  h37  Dennison  St 
Davis  Winthrop  A  Jr  lobstermn  r37  Dennison  St 
Davison  See  Also  Davidson 

Davison  James  S  (Patricia  E)  tchr  Rockport  Jr  Sr  Hi  Sch  hFrank  St 
(R) 

Davison  Margt  rCape  Ann  Nursing  Home  V_ 

Davison  Peter  H  (Jane  T)  wrtr  h256  Concord  St 
Davison  Robt  E  (Patricia)  ctr  Empire  Fish  h67  Eastern  Av 
Dawe  H  Melvin  (Barbara  A)  carp  Johnson  Magnusum  (LYNN)  h30 
Reynard  St 

Dawe  Linda  A  studt  r30  Reynard  St 

Dawn  Galante  kitchen  hlpr  Cape  Ann  Nursing  Home  rForest  St 
Dawson  Charlotte  A  member  Rockport  Board  Of  Health  r2  Broadway 
Ter  (R) 

Dawson  Dorothy  I  exec  sec  Kenneth  Dawson  Co  (Belmont)  h22  High 
St  (R) 

Dawson  Fredk  (Francine  F)  capr  hl25  Maplewood  Av 
Dawson  Geo  E  (Carole  F)  mech  Cape  Ann  Tool  hl2  Woodward  Av 
Dawson  James  E  mtcemn  Gloucester  Housing  Authority  h38  Mt 
Pleasant  Av 

Dawson  Lillian  (Wid  Dewey)  h36  Atlantic  St 
Dawson  Mae  E  retd  hRear  2a  Broadway  Ter  (R) 

Dawson  Robt  E  (Charlotte  A)  electn  Mass  Elec  h2  Broadway  Ter  (R) 
Dawson  Sharon  rl2  Woodward  Av 

Day  Arlene  (Wid  Jack  H)  elk-typ  Gloucester  Housing  Authority 
hThurston’s  Pt 

Day  Carlton  M  (Willetta  L)  retd  hRear  38  High  St  (R) 

Day  Danl  S  (Mary  M)  mach  Borneo  Inc  h8  Riverdale  Pk 

Day  Deborah  studt  rl32  Centennial  Av 

Day  Deborah  J  studt  r41  Woodward  Av 

Day  Edith  (Wid  Russell  E)  retd  h536  Washington  St 

Day  Eleanor  (Wid  Franklin  L)  retd  hl6  Columbia  St 

Day  Fredk  H  (Mary  S)  formn  OUF  h41  Woodward  Av 

Day  Helen  E  (Wid  Harold)  retd  hl6  Marsh  St 

Day  House  The  Norman  E  Barr  Mgr  tourist  home  61  Western  Av 
Day  Jack  H  Jr  mach  rThurston’s  Pt 

Day  John  R  (Barbara  B)  research  eng  Sylvania  (Needham)  h39 
Pigeon  Hill  (R) 

Day  John  W  (Eliz  H)  (Day’s  Outboard  Service)  h444  Washington  St 

Day  Loring  R  lab  David  Nugent  Co  (R)  rll4  Eastern  Av 

Day  Marion  L  nurse  Addison  Gilbert  Hosp  rl32  Centennial  Av 
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Day  Marjorie  summer  res  6  Brooks  Rd  (R)  rWashington  DC 
Day  Mary  cook  Cape  Ann  Nursing  Home  r41  Woodward  Av 
Day  Mary  V  retd  hi 23  Main  St  (R) 

Day  Myrtle  E  (Wid  Ellison  G)  hSouth  St  (R)  __ 

Day  Nettie  B  (Wid  Clifton  E)  retd  hlO  Day  Av 

Day  Paul  W  studt  rl32  Centennial  Av 

Day  Ralph  B  (Julia  L)  retd  h231  Essex  Av 

Day  Robt  chf  agt  Allegheny  Airlines  (B)  r536  Washington  St 

Day  Robt  A  (Susie  E)  retd  h237  Granite  St  (R) 

Day  Robt  R  (Barbara  J)  emp  Gloucester  Engineering  h54  Stockholm 
Av  (R) 

Day  Robt  W  (Linda  A)  mgr  N  E  Lobster  Co  hi 63  Granite  St  (R) 

Day  Ronald  B  studt  r41  Woodward  Av 

Day  Sharon  Mrs  tchr  Beeman  Mem  Sch  rl41  E  Main  St 

Day  Susie  retd  r44  South  St  (R) 

Day  Weymouth  A  (Marion  K)  deli  mgr  Cape  Ann  Mkt  hl32 
Centennial  Av 

Day  Wm  G  sum  res  h Atlantic  Rd 
Day  Wm  G  retd  h4  Landmark  La  (R) 

Day’s  Outboard  Service  (John  W  Day)  Rear  465  Washington  St 

De  Abreu  Manuel  (Mary  T)  retd  h3  Mt  Vernon  St 

Deacon  Archibald  K  (Louise  L)  mtcemn  Gorton’s  h27  Reynard  St 

Deacon  Barbara  div  analyst  Gorton’s  r27  Reynard  St 

Deacon  Doris  H  (Wid  Ernest  E)  h840  Washington  St 

Deacon  Herbert  J  (Florence)  (Waters  Valve  Co)  h473  Washington  St 

Deacon  Louise  L  Mrs  nurse  Cape  Ann  Med  Serv  r27  Reynard  St 

Deacon  Marcia  nurse  Cape  Ann  Med  Ctr  r27  Reynard  St 

Deacon  Neil  A  mtcemn  Gortons  r27  Reynard  St 

Deal  Vaughan  E  pres  Westlund  Ind 

Dealtry  Florence  (Wid  Robt  H)  retd  hl8  Ketchopulos  Cir  (R)  Apt  C 
Dean  Edith  J  (Wid  Lindley  I)  pres  Cape  Ann  Tool  Co  h27  Phillips  Av 

(R) 

Dean  Evelyn  C  emp  MALS  rll5  Granite  St  (R) 

Dean  Maureen  Sum  Res  hRear  976  Washington  St 

Dean  Shirley  rCape  Ann  Nursing  Home 

Dean  Virginia  M  emp  (Boston)  rll5  Granite  St  (R) 

Dean  Wm  L  (Evelyn  C)  supt  Beech  Grove  Cemetery  hi  15  Granite  St 

(R) 

De  Andrea  Cheslie  (Josephine)  artist  hThatcher  Rd  (R) 

Dearborn  Ernest  L  summer  res  hll5  Marmion  Wy  (R) 

Deas  Joseph  M  (Donna  C)  emp  Seaport  TV  h5  Fair  St 
De  Blois  Steph  W  (Cindy)  sum  res  Highland  Av  rConcord  Mass 
De  Boer  Alida  Mrs  h55  Main  St  (R) 

De  Bona  Helen  L  (Wid  Silvio)  h9  Gee  Av 

Decareau  James  A  (Barbara)  formn  Marblehead  Steel  h729  Western 
Av 

De  Caro  John  h8  Leighton  Ct 

De  Caro  Joseph  A  (Eleanor  T)  emp  Gorton’s  h34  Millett  St 
De  Caro  Leo  (Constance)  prod  mgr  Stop  &  Shop  hi 7  Old  Ford  Rd 
De  Caro  Philomena  fish  pkr  Gorton’s  hlO  Millett  St 
De  Caro  Theresa  meat  wrapper  Stop  &  Shop  rlO  Millett  St 
Decker  Anne  L  retd  r44  South  St  (R) 

Decker  Corinne  (Wid  Edgar)  h.37  School  St 

De  Coff  C  (Leslie)  sec  hl9  Willow  St 

De  Coste  A  Laura  (Wid  Sami  S)  retd  h24  Lincoln  Pk 

De  Coste  Barbara  emp  Gorton’s  r8  Clifford  Ct 

De  Coste  C  Freeman  (Edna  B)  retd  hl2  Lynndale  Av 

De  Coste  Carole  E  bmo  r8  Clifford  Ct 

De  Coste  Cath  L  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  r2 
Hodgkins  St 

De  Coste  Charles  F  Jr  (Cath  L)  asst  sanitary  insp  agt  Bd  Of  Health 
h2  Hodgkins  St 

De  Coste  Charles  L  (Barbara  L)  plant  serv  mgr  NET&T  h61  Bond  St 
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De  Coste  Dorothy  M  (Wid  James  E)  hi  Rackliffe  St 
De  Coste  Jeffrey  rCape  Ann  Nursing  Home 
De  Coste  John  S  (Margt  F)  formn  h8  Clifford  Ct 
De  Coste  John  S  h37  E  Main  St 

De  Coste  John  W  (Susan  M)  formn  Oceancrest  h9  Fair  St 
De  Coste  Kathleen  emp  Gorton’s  r8  Clifford  Ct 
De  Coste  Leonard  J  (Marjorie  L)  ffshermn  h3  Harold  Av 
De  Coste  Madeline  F  (Wid  Abram  W)  hl7  Mt  Vernon  St 
De  Coste  Mary  J  real  estate  12  Norman  Av  hl2  Norman  Av 
De  Coste  Mary  L  sec  (Manchester  Mass)  rl2  Norman  Av 
De  Coste  Patricia  E  studt  rl2  Norman  Av 
De  Coste  Peter  J  (Roberta)  asmblr  Gloenco  Inc  h51  Hartz  St 
De  Coste  Peter  V  (Roberta  J)  sis  rep  hl2  Forest  St  (R) 

De  Coste  Susan  daycare  mother  Action  Inc  r9  Fair  St 
De  Coste  Warren  A  (Mary  J)  blow  mold  opr  Le  Page’s  hl2  Norman 
Av 

Decoste  Wm  L  (Hester  F)  carp  Herbert  Goodick  hRear  41  Wheeler  St 
De  Courcey  Raymond  D  sum  res  80  High  St  rBelmont  Mass 
Decovich  Mildred  retd  h90  Middle  St 

De  Cruz  Peter  J  (Roseann)  policemn  Rockport  Police  Dept  hl37a 
Main  St  (R) 

Dedruk  Jessie  retd  r44  South  St  (R) 

Deep  Sea  Fish  Mkt  (Cosmo  Filetto)  195  E  Main  St 

DEERING  ELECTRIC  CO  INC  Sylvester  D  Deering  Jr  President- 
Treasurer  Electrical  Contractors  General  Electric  Home 
Heating  And  Cooling,  Westinghouse  Commercial  Air 
Conditioning,  Industrial  Commercial  And  Residential  Wiring, 
15  Washington  St  (01930),  Tel  283-1262  (See  Index  To 
Advertisers) 

Deering  Gardner  T  (Mildred)  retd  h30  Poplar  Pk 
Deering  Gardner  T  Jr  (Shirley  A)  metal  fnshr  Temco  Corp  (D)  h286 
Washington  St 

Deering  Helen  M  (Wid  Claude)  retd  hl2  Lake  Rd 
Deering  Marjorie  L  (Wid  A  Clement)  retd  h35  Leonard  St 
Deering  Mollie  retd  h2  Middle  St 
Deering  Sharon  C  studt  r286  Washington  St 

Deering  Sherman  B  hsemn  Addison  Gilbert  Hosp  r286  Washington  St 
Deering  Sylvester  D  Jr  (Phyllis  L)  pres  Deering  Elec  Co  Inc  h77 
Western  Av 

De  Fazio  Diane  nurse  Addison  Gilbert  Hosp  rl45  Essex  Av  Bldg  11 
Apt  19 

De  Felice  Marcia  Mrs  tchr  Milton  L  Fuller  Sch  r54  Raymond  St 

De  Feo  Anthony  J  (Ruth  M)  sum  res  9  Waterman  Rd  r Woburn  Mass 

De  Francisco  Steven  J  (Madeline)  retd  hlO  Tolman  Av 

De  Franco  Matilda  (Wid  Anthony)  h98  Maplewood  Av 

De  Freitas  Danl  J  (Andrea  L)  carp  A  J  Me  Cann  h22b  Taylor  St 

De  Gagne  David  (Linda)  h24a  Eastern  Av 

Degagne  David  R  r84  Pigeon  Hill  (R) 

De  Gagne  Joseph  A  (Lillian  A)  retd  h84  Pigeon  Hill  (R) 

Degagne  Joseph  A  USAF  r84  Pigeon  Hill  (R) 

Degagne  Lillian  retd  r44  South  St  (R) 

De  Gagne  Phillip  G  (Suzanne  M)  hOrchard  Wy 

Degnan  Francis  P  (Mary  E)  emp  Glou  Eng  hlO  Gee  Av 

Degnan  John  E  elk  Y  M  C  A  r6  Wells  St 

Degnan  Margt  E  elk  r6  Wells  St 

Degnan  Margt  F  (Wid  Edw  S)  retd  h6  Wells  St 

De  Grasse  Harry  C  retd  h40  E  Main  St 

De  Groat  Ethyl  S  (Wid  Thos)  sec  Mighty  Mac  h4  King  Street  Ct  (R) 
Dekan  (Sterling  Originals)  (Raymond  Descoteaux)  47  South  Rd  (R) 

De  Lacy  Owen  J  hi  Ketchopulos  Cir  (R)  Apt  7 
Delakas  Danl  L  retd  h74  Pigeon  Hill  (R) 

De  Lamater  Caroline  K  sum  res  hSouth  St  (R) 

Delaney  Cath  A  sec  Gloucester  Eng  h93  Prospect  St 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Moss.  01930  Tel.  283-1416 
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Delaney  Dorothea  teller  Cape  Ann  Savings  Bank  rManchester  Mass 
Delaney  J  F  controller  Allied  Med  rChelmsford  Mass 
Delaney  James  D  (Dorothy  I)  social  wkr  supvr  Gloucester  Welf  Serv 
Ofc  h63  Shore  Rd 

Delaney  Jessie  retd  r44  South  St  (R) 

Delaney  Joseph  E  mgr  Joe’s  Dugout  rl9  Duncan  St  Rm  12 
Delaney  Kathy  A  r25  Beacon  St 
Delaney  Marjorie  Mrs  hRear  5  Mason  Ct 
Delaney  Priscilla  Mrs  custdn  Action  Inc  h25  Beacon  St 
De  Leo  John  S  (Patricia)  sum  res  Beachcroft  Rd  rLunenberg  Mass 
Delisle  Robt  C  (Sally  B)  dept  hd  Gloucester  High  Sch  h656 
Washington  St 

Dellorusso  Joseph  (Patricia)  bldg  contr  h6  Neptune  PI 
De  Long  Nancy  M  (Wid  Lyle)  summer  res  Longview  Ter  rBoston 
Mass 

Del  Rio  Isabelle  D  studt  r29  Eastern  Point  Rd 
Del  Rio  Isabelle  V  Mrs  h29  Eastern  Point  Rd 
Del  Torchio  Ardella  M  (Wid  John)  retd  h56  Centennial  Av 
Del  Torchio  C  Robt  (Seraphina  M)  mgr  New  England  Fish  Co  h31 
Norman  Av 

Del  Torchio  Darryl  studt  r31  Norman  Av 

Del  Torchio  John  Jr  (Ruth  H)  pres-treas  Cape  Ann  Seafoods  Inc  h47 
Lake  Rd 

Del  Torchio  John  III  studt  r47  Lake  Rd 
Del  Torchio  Mark  studt  r47  Lake  Rd 

Deltorchio  Patricia  nurse  Addison  Gilbert  Hosp  rl3  Middle  St 
Del  Torchio  Robt  (Patricia)  asst  City  Mgr  hl3  Middle  St 
Del  Torchio  Robt  studt  r31  Norman  Av 

Del  Torchio  Russell  S  (Elaine)  project  eng  Malden  Mills  (Methuen) 
h41  Hodgkins  St 

Del  Torchio  Sandra  waitress  Drift-In  rRiverdale 

Del  Torchio  Seraphina  M  Mrs  (Oceanside  Real  Estate)  r41  Norman 
Av  (M) 

De  Luca  Vincent  A  (Marion)  sum  res  Brooks  Rd  rBoston  Mass 

Demakis  Geo  S  pres-mgr  The  Tavern  r2  Harold  St 

Demarco  A  John  (Patricia  M)  mgr  Wakefield  h23  Parker  St  (R) 

De  Marco  Barbara  home  aide  Action  Inc  r48  Friend  St 
De  Marco  Carmen  J  (Jennie)  fish  ctr  Am  Fillet  h31  Chestnut  St 
De  Marco  Dorothy  F  (Wid  Frank)  h416  Washington  St 
De  Marco  Henry  D  Jr  (Louise  M)  (De  Marco’s  Cleaning  &  Dyers)  h38 
Beacon  St 

De  Marco  Jean  legal  sec  hAtlantic  Rd  Apt  39 
Demarco  Joseph  F  (Barbara  M)  h48  Friend  St 
De  Marco  Paul  M  mtce  Le  Page’s  r31  Chestnut  St 
De  Marco  Paul  N  coater  hlpr  Le  Page’s  r8  Cherry  Hill  Rd 
De  Marco’s  Cleaners  &  Dyers  (Henry  D  De  Marco  Jr)  103 
Washington  St 

Demarkis  Rose  rCape  Ann  Nursing  Home 

Demarkus  Deborah  baker  Capt  Courageous  Restr  rlO  Ipswich  Av 
De  Mayo  Angelo  T  (Rose  M)  h355  Western  Av 
Demercurio  Anthony  (Rosa)  fisherman  h77  Centennial  Av 
Demercurio  Sam  (Frances)  flshermn  h69  Centennial  Av 
Demeri  Domenic  F  hl65  Granite  St  (R) 

Demeter  Eleanor  daycare  mother  Action  Inc  r22  Rockneck  Av 
Demeter  Steven  (Eleanor)  constn  wkr  h8  Wiley  St 

Demetri  Augustus  S  (Frances)  (Demetri’s  Steak  House)  h!6  Mason  St 
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STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 
and . 
SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

A  vp 

(01930) 

TEL 

283-8500 


ROCKPORT  NATIONAL  BANK 


“Nal 


P  16  MAIN  STREET 


COMPLETE  BANKING  SERVICES 


ROCKPORT,  MASS.  01966 


Demetri  Augustus  S  Jr  (Mary  Lou)  (Demetri’s  Steak  House)  h22 
Liberty  St 

Demetri  Maria  hsekpr  Addison  Gilbert  Hosp  rl7  Commercial  St 
Demetri  Nicholas  (Demetri’s  Meat  &  Deli)  rl6  Mason  St 

De  Metri  Nolle  (Sadie)  tugboat  eng  (NY  City)  h34a  Commonwealth 
Av 

Demetri  Philip  J  (Jane)  tchr  Ralph  B  O’Maley  Mdl  Sch  hlO  Cole  Av 
Demetri  Rosalind  Mrs  supvr-caf'eteria  Ralph  B  O’Maley  Mdl  Sch  r3 
Macomber  Rd 

Demetri  Salvatore  P  (Rose  M)  lab  Gloucester  Eng  hl7  Commercial  St 
Demetri  s  Steak  House  (Augustine  &  Frances  Demetri)  25  Western  Av 
De  Meule  Charles  L  (Janet)  exec  v-pres  &  cash  Rockport  Natl  Bank 
hSouth  St  (R) 

De  Mevlle  Richd  emp  Oleana  Restr  (R)  r20  Forest  St  (R) 

De  Milia  Audrey  A  Mrs  nurse  Addison  Gilbert  Hosp  r23  Pigeon  Hill 
(R) 

De  Milia  Peter  (Lisa)  electn  hl45  Essex  Av  Apt  18 
De  Mille  David  M  ins  broker  hl45  Essex  Av  Apt  11 
Demokis  Savvas  cook  The  Tavern  r30  Western  Av 
Den-Mar  Nursing  Home  (Ronald  C  Coflin)  44  South  St  (R) 

Dench  Cynthia  B  studt  r26  Hodgkins  St 
Dench  David  R  studt  r26  Hodgkins  St 
Dench  Edw  C  (Doris)  consultant  eng  hRockholm  Rd 
Dench  Lois  A  Mrs  bkpr  Cunningham  &  Kerr  r8  Malcolm  Rd 
Dench  Martha  bookeeper  Gloucester  Paints  r739  Washington 
Dench  Maurice  T  Jr  (Alicia  K)  civil  eng  Essex  Country  (S)  h26 
Hodgkins  St 

Dench  Philip  S  (Renee  A)  oilmn  Dench’s  Oil  hlO  Burnham  St 

Dench  Richd  G  (Lois  A)  asst  pharm  Hudder  &  Parsons  h8  Malcolm 
Rd 

Dench  Wilmot  J  (Martha)  (Dench’s  Oil  Service)  h639  Washington  St 
Dench’s  Oil  Service  (Wilmot  J  Dench)  639  Washington  St 

Denghausen  Franz  H  (Luisita  L)  sculptor  31  Phillips  Av  (R)  rll  Main 
St  (R) 

Denham  James  G  h561  Essex  Av  Apt  D 
Denis  Henry  rCape  Ann  Nursing  Home 
Denis  Lucien  rCape  Ann  Nursing  Home 

Dennen  Animal  Industries  David  C  Stowe  Plant  Mgr  research 
hampster  breeders  405  Essex  Av 
Dennen  Bessie  S  (Wid  Ralph  W)  h405  Essex  Av 
Dennen  Chester  H  Jr  (Julia  C)  insp  of  bldgs  &  plumbing  City  Of 
Gloucester  h392  Essex  Av 

Dennen  Christian  A  (Wid  Chester  H)  retd  h57  Western  Av 
Dennen  Jay  H  sum  res  5  Arbor  St  rGlastonbury  Conn 
Dennen  Julia  C  nurse  Addison  Gilbert  Hosp  r392  Essex  Av 
Dennen  Marjorie  A  elk  Dick’s  Shoe  Store  r392  Essex  Av 
Dennen  Peter  H  r392  Essex  Av 
Dennis  Barbara  catalog  dept  Sears  h215  Essex  Av 
Dennis  Estelle  M  r8  Knowlton  Sq 
Dennis  Lillian  M  Mrs  h3  Alper  Rd 

Dennis  Lloyd  (Helen  A)  custdn  Beeman  Mem  Sch  h6  Day  Av 

Dennis  Lloyd  A  Jr  (Marie  G)  firefighter  City  Fire  Dept  h31  Riverview 
Rd 

Dennis  Mane  G  lpn  Addison  Gilbert  Hosp  r31  Riverview  Rd 
Dennis  Mildred  (Wid  Roscoe)  retd  h95  Prospect  St 

Dennis  Norine  M  Mrs  nurse  Addison  Gilbert  Hosp  rManchester  Mass 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Dennis  Oscar  (Julia)  mtce  Empire  Clothing  h8  Knowlton  Sq 
Dennis  Paul  R  (Yuiko)  emp  Cape  Ann  Tool  Co  h41  Chapel  St 
Dennis  Queenie  rCape  Ann  Nursing  Home 

Dennison  David  (Thelma  M)  acct  Frank  A  Parker  Inc  hl4  Revere  St 
Dennison  Stanford  W  (Anna  M)  sum  res  24  Long  Beach  St  (R) 
rAuburndale  Mass 

Denot  Josephine  (Wid  Edw)  retd  hl26  Prospect  St 
De  Noyer  Charlotte  home  visitor  Action  Inc  r27  Granite  St 
D’Entremont  Reginald  J  (Jean  F)  whsmn  Quincy  Mkt  Cold  Stge  & 
Whse  h25  Pigeon  Hill  (R) 

Deo  James  (Dorothy)  U  S  C  G  hLighthouse  Rd 

Depot  Cafe  Inc  Wm  C  Murray  Pres  Richd  L  Murray  Treas  liquors 
129  Washington  St 

Depot  Coffee  Shop  (John  &  Mabel  Balzarin)  17b  Railroad  Av  (R) 
Derhohannesian  Garabed  (Satening)  prof  Boston  College  hi  15  Leonard 
St 

Descoteaux  Raymond  (Dekan)  r  (NH) 

Deshler  Charles  F  (Nancy)  sum  res  Nashua  Av  rSearsdale  NY 
De  Silva  Fernando  A  (Antoinetta)  flshermn  hl2  Trask  St 
De  Silva  Fernando  A  Jr  studt  rl2  Trask  St 
De  Silva  Gus  M  (Amelia  R)  retd  hl2  Trask  St 
Desmond  Danl  studt  rMiddle  Rd  (R) 

Desmond  Danl  (Helene)  line  formn  N  E  Power  hMiddle  Rd  (R) 
Desmond  Frances  (Wid  James)  retd  h85 V2  Prospect  St 
Desmond  Frances  Mrs  h30  Elm  St 
Desmond  Jean  elk  Country  Store  rMiddle  Rd  (R) 

De  Sousa  Arth  W  dept  hd  Milton  L  Fuller  Sch  rManchester  Mass 
Des  Roche  Louis  J  (Wanda  G)  retd  hl8  Russell  Av 

Des  Rosiers  Florette  med  wkr  Huntress  Pub  Med  Inst  r44  E  Main  St 

Destino  Alex  J  (Destino’s  Submarine  Sandwiches)  h24  Wonson  St 

Destino  John  studt  r24  Wonson  St 

Destino  Kath  studt  r24  Wonson  St 

Destino  Margt  (Wid  John  F)  hl29  Prospect  St 

DESTINO’S  SUBMARINE  SANDWICHES  (Alex  J  Destino)  Our 
Subs  Are  The  Talk  Of  The  Town  129  Prospect  St  (01930)  Tel 
283-3100 

De  Tour  Francis  L  sum  res  hi  13  Long  Beach  St  (R) 

De  Vau  Robt  emp  Gorton’s  h29  Friend  St 
De  Veau  Collen  pkr  Le  Page’s  r28  Orchard  St 
Deveau  David  (Virginia  L)  mtce  Gortons  hlO  Field  Rd 
Deveau  Ernest  P  (Gertrude  M)  guest  house  Nautilus  Rd  hNautilus  Rd 
Deveau  Geo  J  Jr  (Gladys  I)  driver  Corliss  Bros  hl39  Riverdale  Pk 
Deveau  Gladys  hsekpr  Cape  Ann  Nursing  Home  rl39  Riverdale  Pk 
Deveau  Gloria  J  Mrs  h8  Sunrise  Ct 
Deveau  John  (Joanne  T)  cook  hl7  Pine  St 
Deveau  John  A  (Cath  M)  hlpr  Gorton’s  hl6  Spring  St 
De  Veau  Richd  T  tire  mech  Coastal  Tire  &  Appl  rSalem  Mass 
Deveau  Robt  (Colleen)  freezermn  Gortons  hlO  Field  Rd 
Deveau  Virginia  L  Mrs  nurses  aide  Cape  Ann  Nursing  Home  r48 
School  St 

Devellian  Richd  D  (Clare)  v-pres  Kenics  hl8  High  St  (R) 

De  Vere  Elmer  C  (Phoebe)  policemn  City  Police  Dept  h30  Magnolia 
Av 

Devere  Mary  E  (Wid  Ernest  F)  retd  h49  Prospect  St 
De  Vicq  Eliz  (Wid  Joseph  H)  hSumac  La 

Devine  James  A  sum  res  B  Long  Beach  St  (R)  rWoburn  Mass 
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PIKE  FUNERAL  SERVICE 


HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 


Tel.  283-0884 
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Devir  Ralph  J  sum  res  hi  15  Long  Beach  St  (R) 

Devlin  Barbara  L  Mrs  h8  Fair  St 

Devlin  Robt  W  emp  Cape  Ann  Tool  r8  Fair  St 

Dewey  Christopher  A  USN  r3  Railroad  Av  (R) 

Dewey  Elliot  A  retd  h3  Railroad  Av  (R) 

Dewey  Margt  B  sum  res  h5  Arlington  St 

Dewey  Mildred  retd  h95  South  St  (R)  _  ^  ,  . 

Dewing  Margt  I  (Wid  Nathan)  (Dewing  Travel  Service)  hl4  Oakes  Av 

Dewing  Travel  Service  (Mrs  Margt  I  Dewing)  107  Main  St 
Dewolf  June  L  Mrs  ofc  wkr  Carroll  K  Steele  Ins  Agcy  h200a 

Washington  St 

Dewolfe  Charles  A  (Louise  M)  tech  Bomac  hl7  Linden  Rd 

De  Wolfe  Dominic  J  (Helm  A)  police  mn  City  Police  Dept  h5  Map  e 

St 

De  Wolfe  Edw  A  (Pauline  M)  retd  h3  Hawthorne  Rd 

De  Wolfe  Joseph  studt  r5  Maple  St 

De  Wolfe  Josephine  (Wid  Peter)  h43  School  St 

De  Wolfe  Josephine  A  (Wid  Wilbert)  hl6  Liberty  St 

De  Wolfe  Julie  studt  r200a  Washington  St 

De  Wolfe  Louise  M  Mrs  cash  Public  Finance  rl7  Linden  Rd 

Dewsnap  Edw  retd  rRear  154  Main  St  (R) 

Dewsnap  Lillian  Mrs  retd  h5  Ketchopulos  Cir  (R)  Apt  12f 
Dexter  Bessie  D  (Wid  Brant  M)  retd  h20  Pine  St 

Dexter  Harold  C  (Eleanor  F)  bldg  contr  82  Wheeler  St  h82  Wheeler 
St 

Dexter  Harold  C  Jr  (Geraldine  A)  chef  hi  Beauport  Av 
Dexter  Paul  D  (Alice)  contr  r82  Wheeler  St 
Dexter  Ralph  sum  res  Vine  St  rKent  Ohio 

Dexter  Richd  member  Rockport  Personnel  Board  rFally  Cove  (R) 
Dexter  Richd  D  (Merle)  (Lindberg  Lobster  Pool)  hFolly  Cove  (R) 
Dexter  Roberta  I  studt  r82  Wheeler  St 

Dexter  Steph  agt  Carroll  K  Steele  Ins  Agcy  rHamilton  Mass 
D’Hooge  Hazel  M  Mrs  pkr  Le  Page’s  r20  Bond  St 
D’Hooge  Paul  E  (Hazel  M)  custdn  P  O  h20  Bond  St 
Diamond  Peter  asst  mgr  Sherwin-Williams  rDanvers  Mass 
Dias  Donna  C  dental  asst  Robt  C  Preston  r5  Fair  St 
Dick’s  Shoe  Store  (Richd  W  Davis)  207  Main  St 
Dickerson  Marguerite  (Wid  Russel)  retd  h70  Washington  St 
Dickey  Laura  H  sec  (R)  hi  Poole’s  La  (R) 

Dickinson  Miriam  H  retd  r5  Meadow  Rd  (R) 

Dickinson  Raymond  retd  r44  South  St  (R) 

Dickman  Mary  E  (Wid  Ernest  C)  retd  hl2b  Atlantic  Av  (R) 

Dicknick  Helen  L  (Wid  Steph  J)  retd  h35  Beacon  St 
Dickson  Robt  E  retd  hl45  Essex  Av  Apt  9  . 

Dieck  Steven  A  organ  bldr  C  B  Fisk  Inc  rl96  Upper  Main  St  (R) 
Dietz  Ernest  F  sum  res  hRichards  Av  (R) 

Dietz  James  N  (Suzanne  G)  programmer  Varian  (BEV)  h2  Ocean  Av 
Digby  Edw  J  landscape  gdnr  38  Haskell  St  h38  Haskell  St 
Di  Gemma  Joseph  P  (Eleanor)  summer  res  h8  Country  Club  Rd  (R) 
Di  Giovanni  Edmond  summer  res  71  Wauketa  Rd  r Winchester  Mass 
Digiovanni  Laura  waitress  Callahans  hl37  Main  St  (R) 

Digou  Barbara  H  (Wid  Leland  C)  h92  Maplewood  Pk 

Digou  Leland  C  Jr  (Matilda  F)  member  City  Traffic  Commission  h65 

Eastern  Av 

Di  Liberti  Mark  (Nancy)  hl4  Gould  Ct 

Di  Liberti  Michl  A  (Josephine)  fishermn  h44  Middle  St 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 


101 


Di  Liberti  Michl  A  Jr  tchr  Beverly  Sch  Sys  r44  Middle  St 
Dill  Warren  M  slsmn  Peter  Cooper  Corporations  (Gowanda  NY)  h28 
Mt  Pleasant  St  (R) 

Dillingham  Lisa  pastry  chef  Complete  Mistress  h5  Eastern  Point  Rd 
Dillion  James  hl7  Riverside  St 

Dillon  James  (Mary)  sum  res  158  Wheeler  St  rBoston  Mass 

Di  Luzio  Louis  (Wanda)  retd  hRust  Island 

Dil worth  Ann  E  reporter  h29a  Mt  Pleasant  St  (R) 

Di  Mambro  Louis  agt  Hancock  Mutual  Life  rl  Raven  Av  (S) 

Dimaria  Joseph  A  r30  Chestnut  St 
Dimaria  Michl  (Esther)  retd  h85  Maplewood  Pk 
Dimaria  Paul  F  (Rose  M)  fishermn  h30  Chestnut  St 
Dinan  Ethel  L  Mrs  sec  Sonolite  Corp  rll8  Concord  St 
Dinan  Steph  A  studt  rll8  Concord  St 

Di  Napoli  Mario  J  (Evelyn  C)  sum  res  9  Skipper  Wy  rNewton  Mass 
Dinckel  Geo  W  (Clara  H)  (Geo  W  Dinckel  Studio  &  Gallery)  h7  High 
St  (R) 

Dinckel  Geo  W  Studio  &  Gallery  (Geo  W  Dinckel)  artist  7  High  St 
(R) 

Dinn  Dorothy  W  tchr  St  Ann’s  Sch  r70  Pleasant  St 

Dion  Gertrude  M  (Wid  Silas  T  Jr)  slswn  Empire  Clo  h60  Poplar  Pk 

Dion  Robt  E  (Pauline  G)  genl  hlpr  hl4  Wells  St 

Dione  Leo  slsmn  Geo  W  Thurston  Inc  rl52  Washington 

Dionne  Eleanor  E  Mrs  (Dorel  Jewels)  r5‘/2  Prospect  (R) 

Dionne  George  E  mgr  Dorel  Jewels  r5*/2  Prospect  St  (R) 

Dionne  Jamie  studt  rl52  Washington  St 

Dionne  Leo  J  (Marjorie)  (Leo  J  Dionne  &  Co)  hl52  Washington  St 
Di  Schino  Carolyn  teller  Cape  Ann  Sav  Bk  rl45  Essex  Av 
Distelrath  Steven  J  therapist  hFrank  St  (R) 

Dix  Helen  laby  wkr  Addison  Gilbert  Hosp  rBeverly  Farms  Mass 
Dixey  Carrie  B  retd  r7  Cliff  Rd 

Dixon  Cynthia  J  lpn  Addison  Gilbert  Hosp  r213  Main  St  (R) 

Dixon  Robt  L  (Marie  E)  retd  h50  Granite  St  (R) 

Dixon  Wm  B  (Gloria)  (Wm  B  Dixon  &  Son  Serv  Sta)  h4  Prospect  St 
Extn  (R) 

Dixon  Wm  B  &  Son  Service  Station  (Wm  B  Dixon)  225  Main  St  (R) 

Doane  Clifford  (Mary)  plmb  h9  Warner  St 

Dober  Beatrice  (Wid  James)  waitress  h246‘/2  Main  St 

Dober  Beatrice  retd  r23  Exchange  St 

Dobson  Stanley  (Unis)  retd  h Whale  Cove  Rd  (R) 

Dock  Sq  Mall  21  Dock  Sq  (R) 

Dockstader  John  (Eliz)  sum  res  h44  Concord  St 
Dodd’s  Wharf  11  Harbor  Loop 

Dodge  Arth  L  (Irene)  insp  Cape  Ann  Tool  hl2  Myrtle  Sq 
Dodge  Beatrice  ofc  sec  Addison  Gilbert  Hosp  r68  Bass  Av 
Dodge  Carl  A  mech  Works  Chev-Olds  h6  Plum  Ct 
Dodge  Eliz  W  retd  rl6  School  St  (R) 

Dodge  Geo  A  (Beatrice  J)  mech  Works  Chev-Olds  h68  Bass  Av 
Dodge  Harry  D  (Helen)  carp  h281a  Granite  St  (R) 

Dodge  Irene  elk  Empire  Clo  rl2  Myrtle  Sq 

Dodge  John  C  r26  High  St 

Dodge  Nancy  J  photog  r26  High  St 

Dodge  Richd  sum  res  h3  Plum  Ct 

Dodge  Wm  A  (Joan)  drftsmn  hl34  Hesperus  Av 

Doe  Bradley  studt  r6  Oakes  Av 

Doe  Gregory  studt  r6  Oakes  Av 


THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

Lantsvillc,  Sta.,  Gloucester,  Mass. 


UTILITY  GAS 
APPLIANCES 
OIL  HEATING 

Tel.  283-1076 
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Doe  Steph  studt  r6  Oakes  Av 

Doe  Wallace  E  (Marjorie  W)  marine  tech  &  advisor  Genl  Radio  (W 
Concord)  h6  Oakes  Av 

Dohanian  Hagop  M  sum  res  62  Long  Beach  St  (R)  rBelmont  Mass 
Doherty  Charlene  nurses  aide  Addison  Gilbert  Hosp  r332  Granite  St 

(R) 

Doherty  Harold  L  (Phyllis)  summer  res  h40  Atlantic  St 
Doherty  James  (Barbara)  constn  wkr  hl45  Essex  Av  Apt  5 
Doherty  Jean  clk-typ  US  Dept  Of  Commerce  rManchester  Mass 
Doherty  John  A  (Wander  Inn  Shop)  rManchester  Mass 
Doherty  Robt  (Charlene)  chef  Danversport  Yacht  Club  (D)  h332 
Granite  St  (R) 

Doig  Geo  sum  res  69  Long  Beach  St  (R)  rReading  Mass 
Dolan  Thos  W  (Anna  W)  retd  h44  School  St  (R) 

Dole  Rosemary  C  (Wid  Harold  S)  sum  res  2  Linwood  Av  (R)  rConcord 
Mass 

Dolgner  Gene  Dus  navy  recruiter  Recruiter  rSalem  Mass 
Dolive  Joann  tchr  Ralph  B  O’Maley  Mdl  Sch  r5  Magnolia  Av 
Dolive  Louis  organ  bldr  C  B  Fisk  Inc  h4  Concord  St 
Dollof  Bertha  (Wid  Burton)  ofc  sec  Town  Of  Rockport  hi  Tarr’s  La 

(R) 

Dolloff  David  L  cable  splicer  NET&T  r2  Frank  St  (R) 

Dolloff  Edw  P  (Nancy  G)  eng  Standard  Oil  (Houston  Texas)  hSeagull 

St  (R) 

Dolloff  Silas  B  (Margaret)  carp  Montgomery  Boat  Yd  h39  Dennison  St 
Dombrowski  Barbara  daycare  mother  Action  Inc  r20  Western  Av 
Dombrowski  Hilary  h20  Fuller  St  Apt  7 
Dombrowski  Rita  sec  hNew  Way  La 
Dombrowski  Sigrid  studt  rNew  Way  La 
Domingos  Anthony  J  emp  Gorton  s  h62  Perkins  St 
Domingos  Frank  A  (Virginia  C)  flshermn  hl7  Abbott  Rd 
Domingos  Manuel  P  Jr  mgr  Domingos  Mkt  r5  Mansfield  St 
Domingos  Market  (Mary  C  Domingos)  9  Warner  St 
Domingos  Mary  B  (Wid  Manuel)  retd  h96  Prospect  St 
Domingos  Mary  C  (Domingos  Market)  r5  Mansfield  St 
Dominick  Andrew  A  Jr  (Bonnie)  treas  Cherry  Hill  Inc  hFerry  Hill  St 
Dominick  James  E  (Joan  E)  mgr  Me  Niff-Dominick  Co  s  h22  Cherry 
St 

Dominik  Bonnie  Mrs  (Cape  Ann  Marina  Lounge)  rFerry  Hill  Rd 
Domurad  Mary  rCape  Ann  Nursing  Home 

Donahue  Barbara  Mrs  sum  res  37  Long  Beach  St  (R)  r Winchester 
Mass 

Donahue  James  (Yacht  Club  Apts) 

Donahue  Jeremiah  commanding  ofer  U  S  C  G  Sta  rEverett  Mass 
Donahue  John  I  (Doris)  designer  hlO  Ferry  La 
Donahue  Patricia  tchr  Pride’s  Crossing  hi  Beach  Rd 
Donaldson  James  B  (Cheryl  L)  tchr  Rockport  Jr  Sr  Hi  Sch  h69 
Ridgewood  Ter  (R) 

Donavan  James  H  ofc  wkr  Natl  Shaw  Mut  Bk  (B)  hll  Marina  Dr 
Donegan  James  (Helen)  retd  hll  Exchange  St 
Donlon  Joan  B  sec  hl5  Smith  Rd  (R) 

Donlon  Rae  Emerson  hlO  Marmion  Wy  (R) 

Donnellan  Wm  A  (The  Studio)  hi  Horton  St 
Donnellon  James  M  (Mary  E)  mtee  Gorton’s  h28  Harrison  Av 
Donnellon  James  M  (Christine  A)  fishwkr  Gorton  s  hl5  Shepherd  St 
Donnelly  Alice  sum  res  h67  rear  Main  St  (R) 


Cape  Ann  Area 
Chamber  of  Commerce 

TELS.  283-1601  AND  283-1602 
130  MAIN  ST.  GLOUCESTER,  MASS.  01930 
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Donnelly  Martin  Mrs  sum  res  4  Ferry  La  rMalden  Mass 
Donner  Richd  genl  hlpr  Gloucester  Marine  Railway  rlOO  Eastern  Av 
Donohoe  Fred  (Mary)  sum  res  51  Long  Beach  St  (R)  rLowell  Mass 
Donohoe  Wm  F  (Kath  A)  sum  res  48  Long  Beach  St  (R)  rLowell 
Mass 

Donovan  Alf  M  (Maureen  H)  sum  res  7  Bayberry  La  r Wakefield 
Mass 

Donovan  Danl  (Audrey)  sum  res  hlO  Haven  Av  (R) 

Donovan  Edw  (Eddie  Donovan’s  Lobster  Pool)  h8  Wallace  Rd  (R) 
Donovan  James  F  (Helen)  retd  hl2  Stage  Fort  Av 

Donovan  Robt  E  (Eleanor  C)  cable  splicer  NET&T  h2  Norwood  Ct  (R) 
Donovan  Wm  F  fishermn  r8  Wallace  Rd  (R) 

Donovan’s  Eddie  Lobster  Pool  (Edw  Donovan)  sea  food  South  Rd  (R) 
Donphy  Burton  h2  Gott  St  (R) 

Doocey  Michl  Rev  sum  res  St  Mary’s  Rectory  r29  Elmo  La 
Doody  Michl  P  studt  r5  Whittemore  St 
Doody  Richd  B  (Johanna)  carp  h5  Whittemore  St 
Doody  Richd  B  Jr  produce  r5  Whittemore  St 
Dooley  Joseph  J  (Ann)  sum  res  hl27  Wheeler  St 
Dooling  James  A  pres  Church  Of  The  Gift  Of  God  rHesperus  Cir 
Dooling  Sharon  G  Mrs  corp  elk  Church  Of  The  Gift  Of  God  Inc  rlO 
Hesperus  Cir 

Dooner  Gerald  hl45  Essex  Av  Apt  5 

Dorel  Jewels  (Mrs  Eleanor  E  Dionne)  South  Rd  (R) 

Dorey  Benj  C  (Pearl  C)  pntr  Public  Works  Dept  h67  Perkins  St 

Dorman  Aurora  hi  13  Prospect  St 

Dorman  Denise  emp  Le  Pages  rll3  Prospect  St 

Dorman  Dorothy  (Wid  Leonard  M)  retd  h3  Martha’s  La  (R) 

Dorman  Pamela  kitchen  hlpr  A  G  Hosp  rll3  Prospect  St 

Dorman  Richd  J  atndt  Tally’s  Truck  Center  hl8  Centennial  Av 

Dorman  Walter  F  (Virginia  P)  retd  h50  Cleveland  St 

Dorn  Helene  emp  Action  Inc  hi  17  Centennial  Av 

Dorothy  Arth  C  firefighter  City  Fire  Dept  rRear  470  Washington  St 

Dorr  Bernard  M  Jr  (Mary)  fish  wkr  h27  Exchange  St 

Dorr  Harri  h47  Lincoln  Pk 

Dorr  Martha  E  (Wid  Geo  L)  retd  hl4  Hale  St  (R) 

Dorrie  Reza  M  (Jocelyne)  phys  Blackburn  Dr  hLedge  Rd 
Dorriens  Luciano  hlrvana  Rd  (R) 

Dorry  Robt  elk  Stop  &  Shop  rBeverly  Mass 

Dort  Archibald  W  (Joan  D)  (Archie’s  Restaurant)  h2  Magnolia  Av 
Dort  Charles  retd  hi 26  Prospect  St 

Dort  Donna  M  Mrs  ofc  sec  Ralph  B  O’Maley  Mdl  Sch  hl7  Summer 
St  (R) 

Dort  James  F  (Jacqueline  A)  utility  Gorton’s  hl31  Riverdale  Pk 
Dort  Kathleen  USA  r30  Say  ward  St 

Dort  Leslie  J  frame  mkr  Robbins  Reprod  rl7  Summer  St  (R) 

Dort  May  F  (Wid  Charles)  emp  Gorton’s  h30  Say  ward  St 
Dort  Richd  (Donna)  slsmn  Frigidaire  (B)  h8  Magnolia  Av 
D’Ortona  Deborah  nurses  aide  Addison  Gilbert  Hosp  r3  Haskell  St 
Dory  Mate  Coffee  Shop  (Emma  Davis  Frank  Vegliana)  20  Railroad  Av 
(R) 

Doucette  Carlton  (Carmen  A)  mach  Gloucester  Eng  hl05  Prospect  St 
Doucette  Carlton  R  mach  Genl  Elec  rl2  Mondello  Sq 
Doucette  Carlton  T  (Mildred  L)  USMM  hl2  Mondello  Sq 
Doucette  Cecilia  E  ofc  sec  Carroll  K  Steele  Ins  Agcy  r6  Liberty  St 
Doucette  Edw  S  (Lena  M)  locksmith  260  Main  St  h4  Acacia  St 
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Doucette  Edwina  R  (Wid  John  F)  retd  hl87  Washington  St 
Doucette  Frances  K  (Wid  Joseph)  retd  hl7  Bass  Av 
Doucette  Frances  P  (Wid  Abel  B)  hsekpr  Cape  Ann  Nursing  Home 
hi 25  Prospect  St 

Doucette  Frank  J  (Lucille  G)  tstr  N  E  T  &  T  (S)  hThatcher  Rd 
Doucette  Fredk  H  (Jacqueline)  mtcemn  City  Water  Div  hlOO 
Maplewood  Av 

Doucette  Geo  H  (Iola  M)  carp  Gloucester  Marine  Railway  h36 
Harrison  Av 

Doucette  Helen  pkr  Le  Page’s  r82  Maplewood  Av 
Doucette  James  W  (Mildred)  mech  Le  Page’s  r330  Main  St 
Doucette  Jeffrey  (Sally)  USAF  rl2  Mondello  Sq 
Doucette  John  B  Jr  (Helen  L)  h82  Maplewood  Av 
Doucette  Kath  (Wid  Geo)  retd  hl3  Poplar  Pk 
Doucette  Kath  A  elk  Salem  Credit  Bureau  (S)  rl7  Bass  Av 
Doucette  Lillian  A  retd  r2  Marshfield  St 

Doucette  Louis  G  (Alice  B)  fish  ctr  J  J  Markos  Seafoods  (Ipswich) 
h90  Riverdale  Pk 

Doucette  Mabel  E  Mrs  retd  h5  Sadler  St 
Doucette  Malvina  (Wid  Peter)  retd  rl3  Ferry  St 
Doucette  Mary  pkr  Le  Page’s  r Becker  La 
Doucette  Mary  rCape  Ann  Nursing  Home 
Doucette  Mary  E  retd  hl6  Spring  St 
Doucette  Mildred  J  hlO  Loring’s  Ct 
Doucette  Peter  (Edna  M)  retd  h7  Allen  St 
Doucette  Ralph  T  retd  r42  Reynard  St 
Doucette  Richd  H  r24  Alper  Rd 
Doucette  Robt  (Carol)  hl9  Mt  Vernon  St 
Doucette  Roger  (Frances)  tech  wkr  Gorton’s  hl3  Plum  St 
Doucette  Rosalie  clinical  supvr  Cape  Ann  Nursing  Home  rManchester 
Mass 

Doucette  Sherrye  M  sec  r3  Becker  La 
Doucette  Sylvia  L  (Wid  Wm  H)  h9  Marsh  St 
Doucette  Thos  C  (Mary  L)  mgr  Fort  Cold  Storage  h3  Becker  La 
Doucette  Thos  L  (Vincie)  fishermn  US  Dept  Of  Interior  h29  Fort  Sq 
Doucette  Thos  L  Jr  (Cecilia  E)  firefighter  City  Fire  Dept  h6  Liberty 
St 

Doucette  Wm  rCape  Ann  Nursing  Home 
Doucette  Wm  A  (Cheryl)  (Davis-Doucette)  h29  Fort  Sq 
Doucette  Wm  G  (Bernice  A)  retd  hl4  Marchant  St 
Doucette  Wm  G  Jr  retd  rl4  Marchant  St 
Doucetti  Margt  fish  ctr  Kennebec  rlO  Loring’s  Ct 
Doughty  Fred  W  plant  opr  rl6  Samuel  Riggs  Cir 
Doughty  Geo  whse  mgr  Harbor  Inti  r49  Leonard 
Doughty  Geo  M  (Phyllis  M)  formn  h44  River  Rd 
Doughty  Harold  W  retd  hl6  Samuel  Riggs  Cir 
Doughty  Pamela  studt  r44  River  Rd 
Douglas  See  Also  Douglass 
Douglas  Allerton  (Emily)  sum  res  hVine  St 

Douglas  Arth  J  (Florence)  plant  mgr  Le  Page’s  h4  Allen  Av  (R) 
Douglas  Beatrice  elk  Empire  Clo  rl08  Western  Av 
Douglas  Fredk  T  (Helen)  antique  dealer  hi  Main  St  (R) 

Douglas  &  Jordan  Office  Bldg  185  Main  St 
Douglas  Louis  R  (Ethel)  retd  hRear  108  Western  Av 
Douglas  Louis  R  Jr  (Beatrice)  cemetery  supt  St  Ann’s  Rectory  hRear 
108  Western  Av 


ROSE’S  OIL  SERVICE  Inc. 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 


283-3334 

283-3335 


Douglas  Mark  ind  eng  Le  Page’s  hl45  Essex  Av  Apt  19 
Douglas  Robt  studt  r33  School  St 

Douglass  Allerton  (Emily)  (Douglass  Pharmacy)  hl6  Sumner  St 
Douglass  Allerton  Jr  (Ruth  E)  mgr  Douglass  Pharm  hl9  Corliss  Av 
Douglass  Christina  lab  Gorton’s  r76  Mt  Pleasant  Av 
Douglass  Fredk  J  natl  resource  ofcr  State  hl2  Clarendon  St 
Douglass  John  C  (Barbara  L)  firefighter  City  Fire  Dept  h76  Mt 


Pleasant  Av 

Douglass  Lucy  Mrs  h74  Mt  Pleasant  Av 

Douglass  Nancy  studt  rl2  Clarendon  St 

Douglass  Pharmacy  (Allerton  Douglass)  209  Main  St 

Douglass  Steph  studt  rl2  Clarendon  St 

Dow  C  Warren  retd  hl2  Phillips  Av  (R) 

Dow  David  R  (Alice  M)  servmn  Geo  L  Pickering  Co  hl2  Essex  St 

Dow  Dorothy  retd  h Athena  Wy  (R) 

Dow  Ida  (Wid  Edwin  A)  h51  Eastern  Point  Rd 

Dow  Paul  C  (Dorothy  C)  (Rockport  Hammock)  h43  Marmion  Wy  (R) 

Dow  Rodney  H  retd  h664  Washington  St 

Down  Nellie  M  Mrs  retd  hl7  Ketchopulos  Cir  (R)  Apt  G 

Downer  Cath  H  Mrs  sum  res  74  Long  Beach  St  (R)  rWatertown  Mass 

Downes  Edw  A  (Alice  E)  mgr  Cote  Motor  Co  h!3  Hesperus  Cir 


Downey  Gary  A  h28  Addison  St 
Downey  Leo  E  slsmn  rl2  Washington  Sq 
Downey  Marie  lpn  Cape  Ann  Nursing  Home  rlpswich 
Downey  Mary  C  social  wkr  supvr  rl6  Smith  Rd  (R) 
Downey  Maryann  (Carol)  sub  tchr  h7  Fremont  St 
Downey  Nora  P  probate  auditor  (B)  hl6  Smith  Rd  (R) 
Downie  Warren  C  Jr  (Louise  B)  h20  Hodgkins  St  (R) 
Downing  Phyllis  G  Mrs  sum  res  h41  Salt  Island  Rd 
Downs  Julia  h8c  Main  St  (R) 

Downs  Lee  D  Rev  (Ruth  A)  pastor  First  Methodist  Ch 


Mass 


h!7  Hale  St 


(R) 

Downs  Rosemary  personnel  asst  Addison  Gilbert  Hosp  r44  Marmion 

Wy  (R)  , 

Dox  Joseph  W  (Gloria  F)  installer  NET&T  hLedge  Rd 

Doyle  Brian  D  (Rosemary)  mech  h68  Sumner  St 
Doyle  Bruce  lab  Albert  A  Gronblad  r33  Holly  St 
Doyle  Carlton  L  elk  Henry  E  Londergon  Co  r5  Wells  St 
Doyle  Doreen  studt  r7  Duley  St 

Doyle  Eldridge  B  carp  Gloucester  Marine  Railway  h33  Irask  bt 
Doyle  Geo  (Christine)  silversmith  h8a  Rocky  Neck  Av 
Doyle  Geo  M  (Rita)  phys  33  Middle  St  h33  Middle  St 

Doyle  Ida  retd  h26  Shepherd  St  ,  c. 

Doyle  Jack  (Marjorie)  forger  Cape  Ann  Tool  Co  h98  Pleasan 

Doyle  James  W  r2  Hodgkins  Rd  (R) 

Doyle  John  A  (Alice  I)  retd  h51  Beacon  St 
Doyle  John  E  (Viola  D)  retd  hi  Railroad  Av  (R) 

Doyle  Kathleen  (Wid  Stanford  O)  fish  wkr  Sea  Food  Kitchens  hl7 

Sadler  St 

Doyle  Kathleen  studt  r7  Duley  St 

Doyle  Kenneth  A  constn  wkr  r33  Trask  St 

Doyle  Lawrence  (Marilla)  retd  h40  Atlantic  St 

Doyle  Leonard  J  (Ilmi  T)  oven  erector  h7  Duley  St 

Doyle  Leroy  J  (Evelyn  C)  (Gloucester  Ice  &  Coal  Co)  h5  Cherry  Hil 

Rd 

Doyle  Linn  M  studt  r33  Holly  St 


Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

©r 

526-7723 


o 

CN 
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Glass 

&  AlirRRORS^ 

EVERY  PURPOSE 


TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Glass  (Installed  While-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST. — GLOUCESTER 
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Doyle  Margt  med  sec  Arthur  Lurie  (P)  rl8  Hodgkins  St  (R) 

Doyle  Margt  J  Mrs  tchr  Gordon  College  (Beverly)  h69  Sumner  St 
Doyle  Myles  J  retd  r34  Riverview  Rd 

Doyle  Myles  J  Jr  hd  cash  Stop  &  Shop  h34  Riverview  Rd 
Doyle  Philip  L  (Elinor  M)  lab  Faulk  Bros  h33  Holly  St 
Doyle  Rebecca  aide  Addison  Gilbert  Hosp  r69  Sumner  St 
Doyle  Richd  H  (Shirley)  lab  Town  Of  Rkpt  h6  Hooper  Ct  (R) 

Doyle  Robt  W  (Anne  H)  retd  h2  Hodgkins  Rd  (R) 

Doyle  Shirley  A  Mrs  lndry  wkr  Addison  Gilbert  Hosp  r6  Hooper  Ct 
(R) 

Doyle  Sue  Ann  Mrs  h31  Myrtle  Sq 
Doyle  Wilfred  mach  Williams  &  Co  r31  Myrtle  Sq 
Drake  Lewis  E  (Mildred)  retd  h737  Washington  St 
Drayer  Danl  (Jeanette)  mach  Cinterbond  hThatcher  Rd 
Dreier  Robt  H  (Barbara)  slsmn  Blanchard  Lumber  (Walpole)  hl83 
Hesperus  Av 

Dresser  Ernest  H  retd  h29  Fuller  St 

Drew  Nell  (Wid  Walter)  retd  hFort  Hill  Av 

Drew  Robt  h31  Western  Av  Apt  8 

Drift-In  (Mrs  Janice  Saputo)  restr  1  Wonson  St 

Driscoll  Alice  h59  Maplewood  Av 

Driscoll  Cornelius  J  (Eleanor  D)  summer  res  Bayberry  La  rDanvers 
Mass 

Driscoll  Robt  h7  Bass  Av 

Driscoll  Robt  S  (Phyllis)  slsmn  (B)  h43  Shore  Rd 
Driver  Geo  D  (Blue  Lantern  Gift  Shop)  h4  Middle  Rd  (R) 

Drohan  Bruce  emp  Manchester  Marine  r3  King  Street  Ct  (R) 

Drohan  D  Bruce  (Marilyn)  member  Rockport  Planning  Board  r62 
High  St 

Drohan  Donald  J  (Mary  B)  h62  High  St  (R) 

Drohan  Geo  E  (Ann  N)  carrier  PO  h34  Hodgkins  St 
Drohan  Mary  B  teller  Granite  Sav  Bnk  r62  High  St  (R) 

Drohan  Paul  J  custdn  Postal  Service  h27  Hartz  St 
Drohan  Philip  E  (Lillian  I)  hdw  mgr  Gloucester  Bldg  Center  hl8 
Granite  St  (R) 

Drohan  Robt  T  (H  Marie)  post  mstr  PO  h5  Stanwood  Ter 
Drohan  Robt  T  Jr  studt  r5  Stanwood  Ter 

Drohan  Russell  F  (Marion  R)  freezer  wkr  Gloucester  Ice  &  Cold 
Storage  h27  Harrison  Av 
Drohan  Sally  I  1  p  n  rl8  Granite  St  (R) 

Drohan  Wm  G  studt  r62  High  St  (R) 

Drolet  Hulda  P  (Wid  Emery  L)  retd  h26  School  St  (R) 

Drolet  Richd  W  (Shirley  A)  truck  driver  h235  Washington  St 
Drolet  Wm  H  retd  hl2  South  St  (R) 

Dronne  Geo  (Eleanor)  h5y2  Prospect  St  (R) 

Drozd  Cheryl  A  studt  r213  Washington  St 
Drozd  Joseph  r213  Washington  St 
Drozd  Shirley  Mrs  h213  Washington  St 

Drummond  Charles  (Dorothy)  sum  res  1233  Washington  St 
rPhiladelphia  Pa 

Drury  Aino  A  retd  hll06  Washington  St 

Drury  Esther  (Wid  Donald  F)  retd  h2  Atlantic  Av  (R) 

Drury  Robt  F  (Cathleen  J)  driver  J  Raymond  Smith  h3  High  Street 
Ct  (R) 

Duart  Patk  reporter  G1  Daily  Times  Bev  rl3  School  St 
Dubay  Michl  h7  Harraden  Av  (R) 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel-283-3940 

18  Whittemore  St. _  Gloucester,  Mass.  01930 
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Dube  Alice  E  waitress  hl86  Washington  St 
Dube  Roger  asst  mgr  Public  Finance  rBeverly  Mass 
Duca  Alf  M  (Linda)  mason  h8  Arlington  St 
Duca  David  R  carp  r8  Arlington  St 
Ducenko  Alma  h30  Alper  Rd 

Duchane  Arth  E  (Evelyn)  retd  hl043  Washington  St 
Duchane  Arth  W  (Joan)  carp  Cameron  &  Hogan  h4  Tolman  St 
Duchane  Robt  E  U  S  A  F  r4  Tolman  St 
Duclos  Kath  W  retd  hl5  Magnolia  Av 
Dud’s  Bait  &  Tackle  (Dudley  Murray)  135  Washington  St 
Duff  John  C  (Doris  L)  banker  State  St  Bank  &  Trust  (B)  h8  Castle 
Hill  Rd 

Duff  Robt  F  (Lucia  A)  carp  Gloucester  Marine  Railway  hRear  24 
High  St  (R) 

Duffany  Leo  A  (Shirley  M)  elk  A&P  h9  Elizabeth  Rd 
Duffey  Richd  (Mary)  hl45  Essex  Av  Apt  2 

Duffy  Brian  S  Rev  superior  Gonzaga  Retreat  House  rLake  Av 
Duffy  Eliz  nurse  Action  Inc  rWenham  Mass 

Duffy  Frank  H  (Myrtle  M)  sum  res  21  Long  Beach  St  (R)  rMedford 
Mass 

Duffy  Frank  N  sum  res  91  Lonb  Beach  St  (R)  rMedford  Mass 
Duffy  Shirley  C  prof  N  Shore  Community  College  (BEV)  h22  Norman 
Av  Apt  2 

Dukette  Emery  D  (Sally  P)  mach  (P)  h33  Laurel  St 
Duley  Langsford  S  (Billie  F)  retd  hi  110  Washington  St 
Dulrcan  Alvin  sum  res  hPenzance  Rd  (R) 

Dulong  Barbara  L  studt  rl22  Wheeler  St 

Du  Long  Norman  J  Jr  (Edith  M)  asst  supvr  Warner  Cable  hl6  Grove 
St 

Dulong  Norman  J  III  (Judith  C)  leadermn  B  F  Goodrich  hl32  E 
Main  St 

Dulong  Stanley  N  (Janet  C)  genl  contr  D  &  T  Contracting  Inc  hi 22 
Wheeler  St 

Dumas  Mary  J  retd  r6  Carlisle  St 

Dumas  Philip  J  Jr  (Sally  A)  paint  mixer  Tarr  &  Wonson  Paint  h9 
Allen  St 

Dumont  Diane  h84  Riverdale  Pk 
Dumont  Jennie  hll  Shepherd  St 

Dunajski  Francis  L  (Rose  M)  carp  h306  Western  Av 
Dunbar  Geraldine  (Wid  Fredk  R)  retd  h43  Ocean  Av 
Dunbar  Henry  T  (Judith  L)  retd  h48  Englewood  Rd 

Dunbar  Robt  P  (Mary  Anne)  sum  res  Skipper  Way  Ter  (Davis  Section) 
West  rNewton  Mass 
Dunbar  Sally  M  tchr  h43  Ocean  Av 
Duncan  Carol  sum  res  Nashua  Av  rMedford  Mass 
Duncan  Clark  sum  res  Nashua  Av  rMedford  Mass 
Duncan  David  sum  res  Nashua  Av  rMedford  Mass 
Duncan  Gertrude  sum  res  h22  Witham  St 

Duncan  Marjorie  A  ofc  sec  Addison  Gilbert  Hosp  hll  Granite  St  (R* 
Duncan  Ordway  sum  res  Nashua  Av  rMedford  Mass 
Duncan  Robt  J  (Barbara  M)  eng  (Bev)  h3  Hesperus  Cir 
Dundon  Wm  T  (Evelyn  B)  retd  hRear  138  Eastern  Av 
Dundun  Richd  P  rll  Shepherd  St 

Dunham  Betty  tchr  West  Parish  Sch  rC-O  Gordon  Conwell  Seminary 
(S  Hamilton) 

Dunham  Gregory  (Paula)  artist  h91  Main  St  (R) 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 
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Dunham  Paula  (Jaq’lyn  Designs)  r91  Main  St  (R) 

Dunkerton  Nancy  rll  Chapel  St 

Dunkin  Donuts  (Juniors  Inc)  211  Main  St 

Dunlap  Joseph  P  (Dorothy  E)  retd  h3  Meadow  Rd  (R) 

Dunlap  Sarah  weaver  h5  Mason  Sq 
Dunn  Cheryl  A  studt  r5  Day  Av 

Dunn  Donald  R  (Saralee)  tchr  Milton  L  Fuller  Sch  hl5  Dalton  Av 
Dunn  Harold  J  retd  hlO  Langsford  St 

Dunn  James  H  (Janice)  slsmn  Building  Center  h5  Day  Av 
Dunn  James  T  (Stella)  firemn  Addison  Gilbert  Hosp  h90  Bond  St 
Dunn  Janice  Mrs  ofc  sec  Lawrence  Ross  r5  Day  Av 
Dunn  Joseph  B  (Margt)  laundry  Addison  Gilbert  Hosp  h64  Grove  St 
Dunn  Madelyn  nurse  Addison  Gilbert  Hosp  rManchester  Mass 
Dunn  Ruth  A  (Wid  Arth  H)  bkpr  Union  Hill  Laundry  h339  Main  St 
Dunn  Wayne  dispr  Gloucester  Dispatch  rAmesbury  Mass 
Dunnack  John  M  Rev  pastor  Riverdale  Methodist  Church  r264 
Washington  St 

Dunnbier  Timothy  cabt  mkr  r73  High  St  (R) 

Dunphy  Edw  D  Jr  (Katherine  A)  emp  N  E  T  &  T  hWolf  Hill  St 
Dunphy  Rita  h55  Western  Av 

Dunphy  Robt  T  (Joann)  emp  N  E  T  &  T  hl9  Laurel  St 

Dunsky  David  M  tchr  Maplewood  Sch  rl  Wise  PI 

Dunsky  Donald  rl  Wise  PI 

Dunsky  Stella  F  Mrs  retd  hi  Wise  PI 

Dunton  Kath  tchr  Geo  J  Tarr  Sch  rBoston  Mass 

Dunton  Lewis  W  Jr  (Mary  E  G)  retd  hPenzance  Rd  (R) 

Dunton  Wm  slsmn  hi  Eastern  Point  Rd 
Dupere  Robt  (The  Eagle  House; 

Du  Pois  Danl  h96  Middle  St 

Duprey  Edgar  sr  interviewer  State  Div  Employment  Security 
Dupuis  Ray  elk  Stop  &  Shop  rHaverhill  Mass 
Durand  Louis  J  retd  h8  Shepherd  St 

Durant  Rosemary  sec  &  hd  bkpr  Modern  Heat  Inc  r4  Ronna  Rd 

Durant  Sherman  (Rosemary)  retd  h4  Ronna  Rd 

Durell  Alice  (Wid  Wallace  O)  retd  h56  Poplar  Pk 

Durkee  Robt  A  mech  Sudbay  Pontiac  Cadillac  Buick  rRowley  Mass 

Durken  Laurence  (Nancy)  chem  tchr  hl45  Essex  Av  Apt  6 

Durocher  Wilbur  L  retd  rl40  Wheeler  St 

Durocher  Wilbur  L  Jr  (June)  banker  (marblehead)  hl40  Wheeler  St 
Dussard  Steve  security  guard  Index  Security  (LYNN)  h236  Granite  St 
(R) 

Dussourd  Cath  waitress  Luigi’s  rl40  Magnolia  Av  (M) 

Duston  Charles  H  (Marjorie  S)  sum  res  hAtlantic  Rd 

Duston  Ellen  studt  rAtlantic  Rd 

Dutcher  Polly  (Wid  Danon)  retd  hEden  Rd  (R) 

Duthie  Marcia  S  nurse  Addison  Gilbert  Hosp  rEssex  Mass 
Dutrow  Richd  E  (Eliz  S)  retd  hll  Oakes  Av 

Dutrow  Richd  S  v-pres  Endicott  Jr  College  (BEV)  rll  Oakes  Av 

Dutton  Ethel  Mrs  (Telephone  Answering  Serv)  r52  Harrison  Av 

Dutton  Geo  M  (Ethel)  opr  City  Sewer  Div  h52  Harrison  Av 

Dutton  Geo  M  Jr  (Jean  I)  firefighter  City  Fire  Dept  h48  Langsford  St 

Duval  Edw  P  (Nancy  E)  mach  Murmac  Mfg  hi  Lynwood  Av 

Duval  Richd  beautician  h522  Washington  St 

Duwart  Augustus  S  retd  hl4  Webster  St 

Duwart  Carleton  E  (Mary  L)  policemn  City  Police  Dept  hl7  Sadler  St 
Duwart  Irene  C  studt  rl7  Sadler  St 


tyames  C*.  Greelu  funeral  Service,  ~3nc. 

C/  *r/  ..  Z  ^  i  o o a ' 1 


Duwart  John  D  (Cheryl  M)  freezer  wkr  hi 35  Maplewood  Av 

Duwart  Mildred  V  retd  h55  Concord  St  .  _ 

Duwart  Richd  E  (Serina  H)  fish  wkr  Gorton’s  h22  Friend  St 
Duwart  Richd  E  Jr  emp  Gorton’s  r22  Friend  St 

Dwyer  David  A  treas  Chisholm  &  Hunt  Printers  Inc  rSaugus  Mass 

Dwyer  Dorothy  Mrs  h3  Summit  St  „ 

Dwyer  Patk  J  (Margeretta)  (Holland  House)  hSouth  Rd  (R) 

Dwyer  Wm  J  (Isabel)  hRear  34a  Marmion  Wy  (R) 

Dyer  Beatrice  A  h301  Washington  St 

Dyer  Jean  Mrs  sum  res  23  Point  Rd  rBeverly  Mass 

Dyer  Jeanne  elk  Sacred  Cod  rHale  St  (BEV) 

Dyer  Sandra  L  Mrs  h21  Cherry  St 

Dyer  Walter  (Walter  Dyer  Leather  Shop)  r  (Lynn  Mass) 

Dyer  Walter  Leather  Shop  (Walter  Dyer)  leather  goods  Tuna  Wharf 

(R) 

Dyer  Wm  W  retd  hl4  Linwood  PI 

Dyett  Dorothy  (Wid  Cyril  W)  retd  h58  Grove  St 

Dyett  Jean  (Wid  Clayton  R)  hlO  Russell  Av 

Dykeman  Myrtle  (Wid  Wendell)  retd  hNashua  Av 

Dymond  Geo  C  (Laura  M)  grillmn  Ernie’s  Cape  Ann  Diner 

Dyson^^E  (Jeanne  M)  atty  Bridge  &  Dyson  (Bedford)  h988 

Washington  St  ,  , 

Dziubinskas  Walter  (Josephine)  retd  hEastern  Point  Blvd 

ESP  Gifts  (Leo  &  Lillian  Russo)  35  Main  St  (R) 

Eacker  E  H  sum  res  h828  Washington  St 
Eady  Dennis  (Lois)  h60  Magnolia  Av 

Eagen  Donna  Mrs  elk  Mac  Dowell’s  Stationery  rBeverly  Mass 
Eagle  House  The  (Robt  Dupere)  motel  8  Cleaves  St  (R) 

Eale  Marjorie  (Wid  Allan  C)  h543  Washington  St 

Eames  Janice  R  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  h28 

Sumner  St 

Eames  Susan  studt  r28  Sumner  St 

Earl  Paul  M  (Patricia  M)  (Blue  Shutters)  hi  Nautilus  Rd 
Earle  Frank  Jr  mtcemn  Gorton’s  h227  Granite  St  (R)  Apt  3a 
Earle  Richd  (Patricia)  sum  res  h74  Langsford  St 

Earle  Sheila  G  elk  r543  Washington  St  Harvard 

Earlywine  Dorothy  E  Mrs  hostess  Capt  Courageous  Restr  rl2  Harvard 

St 

Earthworm  The  169 Va  E  Main  St 

Easier  Marjorie  (Wid  James)  retd  h26  Lincoln  Pk 

Eason  Brian  (Norma  L)  emp  Beverly  Airport  hGreat  Hill  Rd 

pacon  Helen  Mrs  h424  Essex  Av  A 

Eason  James  A  (Barbara  J)  emp  U  S  M  Corp  (BEVl  h96  Western  v 

Eason  Madeline  A  hl3V2  Cleveland  St 
Eason  Marion  M  domestic  r500  Essex  Av 

Eason  Mvles  P  group  ldr  Matheson  Gas  r565  Essex  Av  . 

East  Gloucester  Elementary  School  Glenn  R  White  Prm  a*ls 
East  Gloucester  Rest  Home  (Mrs  Grace  M  Ercolam  And  Mrs  Louise 

EasNGdcnicester^ Service  Station  (Ralph  G  Hobbs)  120  E  Main  St 
East  Gloucester  Shellfish  (Robt  Muise)  184  Washington  St 
East  Terry  pres  Moldtool  Corp  rManchester  Mass 

Easterly  Inn  Inc  restr-cocktail  loange  Atlantic  Rd  Pastern 

Eastern  Avenue  School  Glenn  R  White  Supervising  Prm  85  Eastern 

Av 
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JEWELER 


REG  JEWELER 
AM.  GEM  SOC 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Eastern  Point  Yacht  Club  Inc  Eastern  Point  Blvd 
Eastman  Anna  L  homemkr  Action  Inc  h73  Maplewood  Pk 
Eastman  Cheryl  Mrs  h32  Warner  St 

Eastman  David  truck  driver  Eastman  Trucking  hi  12  Atlantic  St 

Eastman  Deborah  Mrs  h.22  Maplewood  Pk 

Eastman  James  constn  wkr  rll2  Atlantic  St 

Eastman  Joan  M  retd  r49  Bond  St 

Eastman  Kenneth  W  (Muriel  L)  lumper  hLarady  Rd 

Eastman  Michl  V  sis  mn  Cape  Ann  Automotive  Sup  rLarady  Rd 

Eastman  Pamela  bkpr  Strong’s  Garage  hl2  Washington  St 

Eastman  Pamela  Y  elk  Gloucester  Daily  Times  rLarady  Rd 

Eastman  Ruby  E  retd  h49  Bond  St 

Eastman  Ursela  Mrs  elk  Babson-Elwell  &  Davis  rl6  Marchant  St 
Eastman  Wellesley  C  (Cath  R)  carp  h6  Cedar  St 
Eastman  Wm  carp  Cape  Ann  Modernizing  Corp  r6  Cedar  St 
Eaton  Gary  USAF  r73Vfe  High  St  (R) 

Eaton  Howard  R  Jr  (Rose)  retd  h.25  Prospect  Sq 
Eaton  Osborne  T  retd  r73x/2  High  St  (R) 

Eaton  Rebecca  studt  r7  Railroad  Av  (R) 

Eaton  Roger  L  (Norma  M)  field  eng  h73Vfe  High  St  (R) 

Eaton  Wm  A  (Nellie  S)  custdn  Geo  J  Tarr  Sch  h7  Railroad  Av  (R) 
Ebbs  Helen  F  typist  h8  Middle  St 

Ebeling  Nancy  B  social  wkr  Welfare  Dept  hl21  Granite  St  (R) 
Eben’s  Oil  Service  Marshall  T  Moulton  Jr  Mgr  oil  9  Phillips  Av  (R) 
Eberts  Irene  P  (Wid  Walter  R)  retd  h27  Poplar  Pk 
Eckardt  Arth  R  (Gladys)  laundry  wkr  Saugas  h6  Riverside  St 
Ectman  Wm  (Rose)  sum  res  6  Bayle  La  rMalden  Mass 
Eddie  Charles  E  (Mary  Lee)  retd  h59  Marmion  Wy  (R) 

Eddie  Margt  A  tchr  Gloucester  High  Sch  hl5  Squam  Rd  (R) 

Eddy  Maude  T  retd  r44  South  St  (R) 

Eden  Pines  (John  Sullivan)  inn  Eden  Rd  (R) 

Edgerton  Lorraine  (Wid  Halsey  C)  sum  res  Highland  Av  rHanover 
NH 

Edgerton  Wm  C  (Patricia)  podiatrist  45  Middle  St  h31  Decatur  St 
Edgren  J  Urban  (Wid  John  U)  retd  h84  Main  St  (R) 

Edling  Jean  D  Mrs  tchr  Action  Inc  hl84  Granite  St  (R) 

Edmands  Nathl  M  (Elinor  L)  mgr  W  J  Breed  (Swampscott)  h5  Bray 
St 

Edmonds  Annie  Mrs  retd  hl5  Perkins  St 
Edmonds  Cheryl  L  studt  r61  Shore  Rd 

Edmonds  Francis  J  (Grace)  driver  Harrison  Dispatch  hl7  Fair  St 
Edmonds  John  F  (Eliz  R)  oilburner  servmn  hl34  Magnolia  Av 
Edmonds  John  F  Jr  appr  carp  Frank  Sawyer  Co  rl34  Magnolia  Av 
Edmonds  Paul  W  custdn  Sinterbond  rl34  Magnolia  Av 
Edmonds  Shirley  M  Mrs  admn  aide  Ralph  B  O’Maley  Mdl  Sch  r26 
Acacia  St 

Edmonds  Thos  carp  h6l  Shore  Rd 

Edmonds  Wm  E  (Mary  J)  retd  hl37  Magnolia  Av 

Edmonds  Wm  E  (Shirley  M)  supt  Metcom  Inc  (S)  h26  Acacia  St 

Edmonds  Wm  E  Jr  (Nancy)  (Frank  Sawyer  Co)  h61  Shore  Rd 

Edwards  Carolyn  B  Mrs  bkpr  Peter  Smith  r7  Perkins  Rd 

Edwards  David  B  studt  r65  High  St  (R) 

Edwards  Dean  (Something  Else  Antiques)  rl23  E  Main  St 
Edwards  E  J  member  Rock  port  Finance  Committee  rWhale  Cove  Rd 
(R) 

Edwards  Norma  M  pkr  Gortons  r8  Clifford  Ct 
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Edwards  Paul  N  (Henrietta  E)  asst  treas  I  B  M  (B)  h65  High  St  (R) 
Edwards  Robt  (Honora)  mgr  Garton  s  h4  St  Peter  s  La 
Edwards  Roger  C  (Carolyn  B)  chairmn  City  Of  Gloucester  Bd  Of 
Assessors  h7  Perkins  Rd 
Edwards  Wm  J  sum  res  hl5  Marmion  Wy  (R) 

Edwards  Wm  J  (Rosalie  C)  asst  treas  H  P  Hood  &  Co  (B)  h Whale 
Cove  Rd  (R) 

Egan  John  J  Jr  (Frances  B)  phys  23  Dale  Av  h23  Dale  Av 
Egan  Paul  E  (Joyce)  tchr  Pigeon  Cove  Sch  hl07  Phillips  Av  (R) 
Egyptian  Art  (Gabriel  Hakim)  art  goods  2  Lexington  Av 
Ehler  David  J  truck  driver  rl4  High  St 

Ehler  James  J  (Gertrude  M)  driver  Gloucester  Bldg  Sup  hl4  High  St 
Ehler  James  J  Jr  driver  Gloucester  Bldg  Sup  rl4  High  St 
Ehler  Joseph  A  r97  Western  Av 
Ehler  Margt  h30  Rockport  Rd 

Ehrich  Thos  writer  Wall  St  Journal  h972  Washington  St 

Eirich  Robt  T  (Priscilla  H)  pres  Cape  Ann  Auto  Supplies  hThatcher 

Rd  (R) 

Eirich  Robt  T  Jr  treas  Cape  Ann  Automotive  Supplies  Inc  rThatcher 
Rd  (R) 

Ekborg  Carl  capt  G1  Fire  Dept  rN  Hartz  St 
Ekborg  Carleton  P  (Helen)  lumper  hArland  Ter 

Ekborg  Carleton  P  Jr  (Virginia  A)  capt  City  Fire  Dept  h22  Hartz  St 
Ekborg  David  K  fish  wkr  r31  Exchange  St 
Ekborg  Dennis  P  (Denise)  hl08  E  Main  St 

Ekborg  Edith  nurse  Gloucester  Manor  Rest  Home  r28  Decatur  St 
Ekborg  Edw  F  (Edith  A)  meter  rdr  City  Water  Div  hl3  Hawthorne 

Rd 

Ekborg  Eliz  tchr  rArland  Ter 

Ekborg  Harold  (Hilda  L)  retd  h26  Decatur  St 

Ekborg  Kenneth  M  (Nellie  L)  press  hlpr  Cape  Ann  Anchor  &  Forge 
h31  Exchange  St 

Ekborg  Paul  W  (Candace)  mgr  North  Shore  Gas  Company  h32  Beach 

Rd 

Eklund  U  Walter  (Miriam  G)  rug  clnr  hl7  Hampden  St 
Elaine  Miss  Hair  Stylist  (Elaine  Coffey)  Rear  17  Railroad  Av  (Ri 
Eldridge  Kath  retd  h7  South  Street  Ct  (R> 

Eldridge  Svea  (Wid  Parker  E)  retd  h4  Pier  Av  (R) 

Electron  Dynamics  Inc  mfrs  high  voltage  equip  Sadler  St 
Elevitch  Evelyn  B  Mrs  retd  hl5  Ketchopulos  Cir  (R>  Apt  F 
Elevitch  Natalie  M  Mrs  rlO  Meadow  Rd  (R) 

Elich  Steven  (Diane)  h81  Friend  St 
Eliot  Mather  (Meda)  retd  hl99  Concord  St 
Elks  Home  42  Pleasant  St 

Ellard  John  P  (Natalie)  wldr  Gloucester  Eng  hi  Harbor  View  Ct 
Ellen’s  Coffee  Shop  Inc  James  W  Balzarini  Pres-Treas  15  Mt 
Pleasant  St  (R) 

Ellen’s  In  The  Ruff  (James  Balzarini)  restr  T  Wharf  (R> 

Ellenberger  Katheryn  R  retd  h42  Broadway  (R) 

Elliott  A  J  Motor  Transportation  Inc  (Br)  Frank  J  Elliott  Pres  & 
Treas  trucking  Rowe  Sq 

Elliott  Frank  J  pres  &  treas  A  J  Elliott  Trans  Inc  rRoxbury  Mass 
Elliott  Ira  J  (Concetta  D)  mtcemn  Endicott  College  (BEV)  hll 
Knowlton  Sq 

Elliott  John  tchr  Rockport  Jr  Sr  Hi  Sch  rJerdens  La  (R) 

Elliott  Linda  daycare  mother  Action  Inc  r671  Western  Av  (M> 
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Elliott  Mary  Mrs  tchr  Milton  L  Fuller  Sch  rLynnfield  Mass 
Elliott  Peter  C  (Barbara)  sports  reporter  Gloucester  Daily  Times 
hSouth  St  (R) 

Elliott  Stevedoring  Inc  Frank  J  Elliott  Pres-Treas  ships  agcy  Rowe 
Sq 

Elliott  Stuart  hPoole’s  Ter  (R) 

Elliott  Walter  E  (Linda  M)  mech  Sparky’s  Garage  h671  Western  Av 
Elliott’s  Robt  Gosselin  Mgr  6  Thatcher  Rd 

Ellis  Anthony  J  (Mildred)  meat  ctr  Friend  St  Mkt  hl8  Marsh  St 
Ellis  Arnold  W  (Alice  M)  mtcemn  Atlantic  Gelatine  (Woburn)  hl5 
Spring  St 

Ellis  Arnold  W  Jr  (Hazel  I)  trooper  State  Police  h6  Concord  St 
Ellis  Barbara  slswn  Ann  Sheinwald  Fashion  Boutique  r540 
Washington  St 

Ellis  Beverly  A  emp  Seafood  Kitchen  rl5  Spring  St 
Ellis  Carleton  Jr  (Josephine)  emp  U  S  M  Corp  (BEV)  h3  Babson  St 
Ellis  Charles  J  (Dora  F)  (Friend  Street  Market)  h6  Harbor  Rd 
Ellis  David  R  (Marion  M)  pub  relations  Mass  Lottery  h27  Highland 
St 

Ellis  Donald  formn  Modern  Heat  rEssex  Mass 
Ellis  Dorothy  L  (Wid  C  Groverman)  hFort  Hill  Av 
Ellis  Fannie  M  retd  r32  River  Rd 

Ellis  Fred  L  (Eliz  E)  carp  7  Madison  Av  h7  Madison  Av 
Ellis  Fredk  W  (Jean  C)  glass  ctr  Industrial  Cab  (Essex)  h36  Mansfield 
St 

Ellis  Grace  homemkr  Action  Inc  r32  Witham  St 

Ellis  Helen  R  (Wid  Chas  A)  stitcher  Mighty-Mac  rS^Harvard  St 

Ellis  Janet  homemkr  Action  Inc  h46  Friend  St 

Ellis  Joseph  C  (M  Regina)  admn  mgr  Gorton’s  h22  Hampden  St 

Ellis  Josephine  tchr  aide  Hovey  Sch  r3  Babson  St 

Ellis  Kevin  A  carp  Bob  &  Bell  Andrews  Wg  r7  Madison  Av 

Ellis  Lillian  G  (Wid  Carleton  F)  hl4  Ashland  PI 

Ellis  Louise  M  sec  Mass  Elec  rl4  Ashland  PI 

Ellis  M  Regina  tch  aide  Forber  Sch  r22  Hampden  St 

Ellis  Mark  elk  Natl  Butchers  r7  Madison  Av 

Ellis  Mary  E  Mrs  night  supvr  Le  Page’s  rR158  Western  Av  Essex 

Ellis  Rachel  H  (Wid  Frank  L)  retd  h27  Lincoln  Pk 

Ellis  Robt  Y  pres  Rockport  Bd  Of  Trade  hl04  Granite  St  (R) 

Ellis  Sheryl  A  Mrs  nurse  Addison  Gilbert  Hosp  h34  Alper  Rd 
Ellis  Wendy  A  hi 40a  Main  St  (R) 

Ellis  Wm  V  (Dorothy  E)  stock  broker  Moors  &  Cabot  (B)  hMussel 
Point  Rd 

Ellis  Winfred  mech  Modern  Heat  rl5  Spring  St 
Ellis  Winfred  J  retd  h540  Washington  St 
Ellis  Winston  T  (Barbara)  sht  mtl  wkr  Harrington  (B)  h540 
Washington  St 

Ellison  Bertha  Mrs  hRear  lx/i  Riggs  St 
Ellison  Margt  sum  res  h3  Mt  Locust  PI 
Ells  Wilfred  S  (Marjorie)  retd  hFerry  Lower  End 
Elmer  Gerald  S  elec  tech  r718  Washington  St 
Elmer  John  V  (Althea  T)  fl  mstr  Gloucester  High  Sch  ,h718 
Washington  St 

Elms  Charles  corp  elk  Thermet  Inc  rBoston  Mass 

Elmwood  Guests  (Connie  E  Wood)  guest  house  Rear  36  South  St  (R) 

Elso  Albinus  fish  wkr  Empire  Fish  hll  Norwood  Ct  (R) 

Elso  Mary  H  (Wid  John  A)  retd  hl70  Main  St  (R) 

Elso  Robt  cook  h5  Norwood  Ct  (R) 

Elwell  Bernice  M  retd  h48  Cleveland  St 

Elwell  Charles  O  (Carolyn)  elk  Stop  &  Shop  h28  Pigeon  Hill  (R) 
Elwell  Dora  M  (Wid  Norman  E)  h5  Norwood  Ct 
Elwell  Ellen  F  rl  Taylor  St 

Elwell  Elwood  W  sailmkr  Thomas  Sail  &  Awning  hi  12  Mt  Pleasant 
Av 
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Elwell  Geo  (Ruth  E)  carp  8  Elwell  St  h8  Apple  St 
Elwell  Geo  Jr  lab  r8  Apple  St 

Elwell  Gordon  M  (Maybelle  M)  retd  h638  Washington  St 
Elwell  Henry  E  (Priscilla  S)  retd  h5  Mt  Pleasant  PI  (R) 

Elwell  Herbert  L  (Pauline  W)  formn  United  Shoe  (BEV)  hl8  Wallace 
Rd  (R) 

Elwell  Janies  R  (Edith  L)  lab  Gorton’s  h7  Chestnut  St 
Elwell  Janet  jr  elk  Gloucester  Welf  Serv  Of'c  rl5  Western  Av 
Elwell  John  B  (Eliz  A)  constn  wkr  h32  Mt  Vernon  St 
Elwell  Keith  (Janice)  formn  hl5  Western  Av 

Elwell  Muriel  E  Mrs  nurses  aide  Denmar  Nursing  Home  h79  Eastern 
Av 

Elwell  Oscar  (Lillian)  bldg  contr  13  Summit  St  hl3  Summit  St 

Elwell  Russell  (Margt)  constn  wkr  Walsh  Constn  hll  Norseman  Av 

Elwell  Sheila  emp  Gorton’s  r32  Mt  Vernon  St 

Elwell  Stephen  h81  Friend  St 

Elwell  Steven  driver  Robt  C  Hiltz  rEastern  Av 

Elwell  Theora  retd  r44  South  St  (R) 

Elwell  Theresa  L  Mrs  pkr  Gorton’s  hi  Taylor  St 
Elwell  Wm  R  studt  rl8  Wallace  Rd  (R) 

Ely  Cynthia  J  deitary  wkr  Addison  Gilbert  Hosp  r28  Summer  St 
Embrey  Wendy  h3  Norwood  Ct  (R) 

Emero  Brian  W  mail  handler  Post  Office  r24  Grove  St 
Emero  Geo  A  (Mary  G)  bldg  contr  Links  Rd  hLinks  Rd 
Emero  Mary  F  (Wid  Geo)  fishpkr  Gorton’s  h30  Sayward  St 
Emero  Walter  H  (Shirley)  mech  Means  Chevrolet  (Ipswich)  h24  Grove 
St 

Emerson  Agnes  H  nurse  Addison  Gilbert  Hosp  rDrumlin  Rd  (R) 
Emerson  Helen  retd  r44  South  St  (R) 

Emerson  Ralph  Waldo  Inn  (Fredk  S  Wemyss)  3  Cathedral  Av  (R) 
Emerson  Wendell  D  (Agnes  H)  genl  contr  Drumlin  Rd  (R)  hDrumlin 
Rd  (R) 

Emmanul  Richd  (Ann  N)  pastor  The  Church 

Emmons  Virginia  W  Mrs  artist  470  Essex  Av  h470  Essex  Av 

Emo  Wm  (Judith)  h25  Granite  St 

EMPIRE  CLOTHING  CO  (Frederick  Axelrod),  Women’s,  Men’s 
And  Children’s  Apparel,  171  Main  St  (01930),  Tel  283-3212 
Empire  Fish  Co  Inc  James  A  Bordinaro  Jr  Pres  James  R  Faro  Treas 
whol  fish  Rear  99  Duncan  St 

Empire  Fish  Company  Inc  James  Bordinaro  Pres  11-13  Harbor  Loop 
Empire  Wharf  Rear  99  Duncan  St 

Enes  Alexandre  D  (Gail  S)  mach  Varian  (BEV)  h3  Cedarwood  Rd 
Enes  Dominic  (Toni  Ann)  emp  Gorton’s  hl6  Allen  St 
Enes  Dominic  A  genl  hlpr  Gorton’s  r91  Prospect  St 
Enes  Mary  A  Mrs  homemkr  Action  Inc  h91  Prospect  St 
Engel  Barbara  nurse  Addison  Gilbert  Hosp  r4  Tregony  Bow  Rd  (R) 
Engel  John  F  (Marion)  (The  Addison  Choate  House)  rTregony  Bow  Rd 
(R) 

Engel  John  F  Jr  (Barbara)  chiropractor  1  School  St  h4  Tregony  Bow 
Rd  (R) 

Engel  Theo  F  Jr  sum  res  hSouth  St  (R) 

English  Book  Shop  (Margt  Sibley)  22  Rocky  Neck  Av 
English  William  sum  res  Brooks  Rd  rStoneham  Mass 
Enos  Albert  Jr  (Dorothy)  civil  eng  hl6  Magnolia  Av  Apt  6 
Enos  Albert  H  (Ethel  G)  pres  Gloucester  Sea  Food  Wks  Union  Dist 
Local  15  h202a  Washington  St 
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Enos  Amy  I  (Wid  Anthony)  retd  hl2  Abbott  Rd 
Enos  Austin  S  (Elinor)  flremn  B&M  h27  Commonwealth  Av 
Enos  Eliz  C  sr  elk  Probation  Ofc  r337  Essex  Av 
Enos  Francis  D  retd  h5  Allen  St 
Enos  Geo  (Kath)  slsmn  hlOO  Riverdale  Pk 
Enos  Gerard  A  (Virginia)  pres  Eno’s  Marine  Inc  hLedge  Rd 
Enos  Harriett  (Wid  Antone)  h337  Essex  Av 
Enos  Helen  B  Mrs  ofc  sec  Earle  R  Andrews  rl7  Conant  Av 
Enos  James  (Nancy)  emp  Quality  Control  h50  Langsford  St 
Enos  James  M  custdn  Gortons  h71  Friend  St 
Enos  John  E  (Mary  M)  emp  Gorton’s  hlO  Forest  St 
Enos  John  E  (Lillian  B)  retd  hl4  Woodbury  St 
Enos  John  E  Jr  (Joan  E)  city  editor  Gloucester  Daily  Times  h2 
Haskell  Ct 

Enos  Joseph  A  (Allie  A)  (Enos  Fish  Market)  hl68  Granite  St  (R) 

Enos  Joseph  W  (Ruth)  hThurston’s  Pt 

Enos  Kathleen  Mrs  inhalation  therapy  Addison  Gilbert  Hosp 
rPeabody  Mass 

Enos  Laurinda  L  studt  rl8  Centennial  Av 

Enos  Manuel  H  (Lillian  C)  eng  Judith  Lee  Rose  hll  Trask  St 
Enos  Manuel  H  Jr  (Patricia)  mach  Babco  Co  hl3  Sargent  St 
Enos  Marine  Inc  Gerard  A  Enos  Pres  marine  serv  75  Essex  Av 
Enos  Pamela  studt  r202a  Washington  St 

Enos  Paul  F  (Helen  B)  genl  hlpr  Gloucester  Yacht  Yds  rl7  Conant 
Av 

Enos  Paul  K  emp  G1  Eng  rl7  Conant  Av 

Enos  Phillip  inhalation  therapy  Addison  Gilbert  Hosp  rPeabody  Mass 
Enos  Robt  R  (Diane)  sailmkr  16  Riverview  Rd  hl6  Riverview  Rd 
Enos  Ruth  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  rThurston 
Point  Rd 

Enos  Stacy  J  retd  h20  Pleasant  St  Apt  5 
Enos  Steph  genl  hlpr  Bldy  Cetes  rll  Trask  St 

Enos  Steven  (Conceicaco)  drftsmn  Stone  &  Webster  h42  Millett  St 
Enos  Wm  F  (Mary  E)  flshermn  hl8  Centennial  Av 
Enright  Frances  elk  h3  Point  De  Chene  Av  (R) 

Enslow  Mildred  (Wid  James)  h90  Prospect  St 
Enslow  Russell  (Susan  J)  carp  Torr’s  La  hTarr’s  La  (R) 

Epstein  Abraham  (Leah  R)  retd  hAtlantic  Rd 
Ercolani  Everett  A  USAF  rl4  Cedar  St 

Ercolani  Everett  I  (Evelyn  W)  formn  of  del  &  colln  PO  h!4  Cedar  St 
Ercolani  Gary  emp  Lobsterland  Inc  rl4  Cedar  St 

Ercolani  Grace  M  Mrs  (East  Gloucester  Rest  Home)  hi 28  E  Main  St 
Ercolani  Harold  E  (Nancy  L)  driver  A  J  Elliot  Mtr  Trans  (B)  h89 
Eastern  Av 

Ercoloni  Fred  (Grace)  (Lobsta  Land)  rEssex  Mass 

Erickson  Arth  R  (Freda  S)  (Erickson  Guest  House)  h23  King  St  (R) 

Erickson  Christine  waitress  rl2  Hodgkins  St  (R) 

Erickson  Edwin  R  elk  Ranta’s  Market  h63  Langsford  St 
Erickson  Eino  E  (Margaret  A)  mtee  formn  B  F  Goodrich  h32  Holly 
St 

Erickson  Emma  I  (Wid  Gustaf  V)  retd  h!12  Granite  St  (R) 

Erickson  Freda  S  Mrs  (Erickson  Guest  House)  r23  King  (R) 

Erickson  Geo  H  (Shirley)  retd  h2a  Oak  Cir  (R) 

Erickson  Guest  House  (Arth  R  And  Mrs  Freda  S  Erickson)  23  King 
St  (R) 

Erickson  Herbert  sum  res  Brooks  Rd  rDedham  Mass 
Erickson  Herman  E  (Doris  V)  sum  res  Waterman  Rd  rWinchester 
Mass 

Erickson  Jane  D  nurse  (N  Conway  Nh)  r23  King  St  (R) 

Erickson  Jane  F  studt  r64  Langsford  St 
Erickson  Janice  Mrs  hl2a  Prospect  St  (R) 

Erickson  Karen  L  inhal  therapist  Addison  Gilbert  Hosp  rWakefield 
Mass 
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Erickson  Neil  A  studt  rRust  Island 

Erickson  Richd  N  (Gloria  A)  exec  Walbar  Mach  Prod  Inc  (P)  hRust 
Island 

Erickson  Richd  N  Jr  chem  rRust  Island 

Erickson  Robt  T  (Frances)  emp  Cape  Ann  Tool  hl2  Hodgkins  St  (R) 
Erickson  Robt  T  Jr  driver  Browns  rl2  Hodgkins  St  (R) 

Erickson  Roy  K  (Barbara  K)  (Shamrock  Stables)  h41  Gee  Av 

Erickson  Waino  W  (Phyllis)  heater  Cape  Ann  Tool  h64  Langsford  St 

Erkkila  Barbara  woman’s  editor  Gloucester  Daily  Times  r332  High  St 

Erkkila  John  W  (Betty  A)  slsmn  Tally’s  Auto  Sales  h65  Langsford  St 

Erkkila  Onni  R  (Barbara)  mach  United  Shoe  (BEV)  hHigh  St 

Erkkila  Sulo  S  (Alice)  carp  High  St  hHigh  St 

Ernest  Chester  emp  Gortons  r23  Liberty  St 

Ernest  Kath  studt  r23  Liberty  St 

Ernest  Margurite  Mrs  h23  Liberty  St 

Ernest  Marjorie  h57  Maplewood  Pk 

Ernie’s  Market  (James  A  Johnson)  67  Broadway  (R) 

Ernies  Cape  Ann  Diner  Inc  Ernie  Spanos  Pres  &  Treas  restr  216Vz 

Main  St 

Ernst  Henry  (Marion)  retd  h31  Harriett  Rd 

Ernst  Walter  M  (Agnes)  mach  B  F  Goodrich  hl4  Englewood  Rd 
Erskine  Kath  (Wid  Harry)  retd  h42  School  St 

Erwin  Eileen  M  Mrs  tchr  Gloucester  High  Sch  rManchester  Mass 
Erwin  Gail  Mrs  ofc  mgr  Empire  Clo  h8  Mystic  Av 
Erwin  Herman  C  (Shirley  S)  retd  hl5  Beach  St  (R) 

Erwin  James  R  (Pauline)  (Peg  Leg  Motel)  h3  Squam  Rd  (R) 

Erwin  Mary  M  (Wid  Leo  C)  ofc  wkr  Gorton’s  h4  Traverse  St 
Espada  Antonio  (Maria  T)  emp  Cape  Ann  lool  hi  15  Pleasant  St 
Essex  County  Newspaper  Inc  Philip  S  Weld  Pres  &  Treas  Alex  N 
Stoddart  Publisher  44  Whittemore  St 
ESSEX  COUNTY  OF 

DISTRICT  COURT  (EASTERN  ESSEX),  H  Lawrence  Jodrey 
Presiding  Justice,  Wm  G  Clark  Jr  Special  Justice, 
Harold  L  Armstrong  Court  Clerk,  193  Main  St 
PROBATION  OFFICE,  193  Main  St 

Esson  James  E  (Elsie)  retd  hMagnolia  Av 

Estabrooks  Maureen  bkpr  Glouc  Sup  h39  Revere  St 

Estella  Cindy  social  serv  wkr  Action  Inc  rBeverly  Mass 

Estella  Roger  counselor  Action  Inc  rBeverly  Mass 

Estes  Marjorie  (Wid  Harold  D)  retd  hHesperus  Av 

Estey  Frank  C  (Laura)  retail  exec  Marshall’s  h6  Brier  Rd 

Estey  Geo  read  lab  Babson  Sch  r3  &  4  Broadway  (Newburyport) 

Estey  Maureen  lpn  Addison  Gilbert  Hosp  rBeverly  Mass 
Estey  Paula  studt  r6  Brier  Rd 

Esty  Arlon  (Kath  M)  mach  Gloucester  Engineering  hl5  Eastern  Av 

Esty  Helen  M  Mrs  h3  Haskell  St 

Esty  Robt  hl45  Essex  Av  Apt  1 

Etc  antiques  386  Main  St 

Eustis  Harry  T  retd  h92  Prospect  St 

Evangelista  Richd  C  (Eliz  M)  truck  driver  Avon  Dispatch  (Reading) 
h83  High  St  (R) 

Evans  Donald  W  (Maureen  A)  truck  driver  hl4  Foster  St 
Evans  Eliz  D  (Wid  Wm  E)  waitress  Benj  Orlando  h8  Perkins  Rd 
Evans  Elsie  (Wid  E  Maynard)  retd  hHesperus  Av 
Evans  Faye  elk  Mai’s  r28  Highland  St 

Evans  Herbert  pntr  Gloucester  Marine  Railway  hRear  2  Highland  St 
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Evans  Howard  E  (Eleanor  M)  retd  hl7  Taylor  St 
Evans  John  Jr  (M  Isabelle)  jan  PO  h22  King  St  tR) 

Evans  John  P  studt  r22  King  St  (R) 

Evans  Laura  S  Mrs  retd  h3  New'ton  Rd 

Evans  M  Isabelle  sr  elk  typ  Social  Services  r22  King  (R> 

Evans  Mildred  S  (Wid  Edw  E)  retd  h2a  Clark  Av  (R) 

Evans  Priscilla  Mrs  counterwn  Oleana  Restr  (R)  r72a  Main  St  (R) 
Evans  Richd  H  (Marjorie  M)  extension  opr  h3  Puerto  Dr 
Evans  Robt  T  (Priscilla)  driver  J  Raymond  Smith  h72b  Main  St  ( R ) 
Everett  Alan  elk  r8  Agawam  La  (R) 

Everett  Edw  mtcemn  Town  Of  Rock  port  r8  Agawam  La  (R) 

Everett  Nancy  pkr  Empire  Fish  h8  Agawam  La  (R) 

Everett  Paul  D  (Mary  R)  summer  res  hThurston's  Pt 
Evers  Alicia  E  sec  (B)  r4c  Pleasant  St  (R) 

Ewing  Eleanor  sum  res  hl5  Gale  Av  (R) 

Fabbri  Alberto  (Marie  I)  sum  res  Waterman  Rd  rLynnfield  Mass 
Fabian  Frank  (Dorothy)  emp  Mass  Elec  h44  Lexington  Av  Apt  G  6 
Facchetti  Francis  A  (Marie  M)  2  sum  res  Bungalow  Rd  rNeedham 
Mass 

Faerber  Esther  L  hlO  Thatcher  Rd 
Faherty  Mildred  mgr  Gloucester  News  rHillside  Rd 
Faherty  Richd  tchr  h8  Flume  Rd  Apt  2 
Fahlen  Lars  A  (Ellen)  retd  h25b  Pigeon  Hill  (R) 

Fahy  John  admn  Cape  Ann  Medical  Center 
Fair  Winds  (Edw  Rogers)  art  &  gifts  Wharf  Rd  (R) 

Fairbanks  Cora  E  retd  h39  Mt  Pleasant  St  (R) 

Fairfield  Grace  V  Mrs  hRear  Folly  Point  Rd 

Fairview  Inn  Mrs  Marguerite  Kippen  Mgr  summer  hotel  52a  Eastern 
Point  Rd 

Fairweather  Alma  (Wid  Richd)  eng  Bell  Allen  Trucking  h26  Bass  Av 
Fairweather  Debra  L  nurses  aide  Den  Mar  Nursing  Home  r88  High 
St  (R) 

Fairweather  Harold  D  carp  r93  Maplewood  Av 
Fairweather  Marilyn  r88  High  St  (R) 

Fairweather  Robt  M  (Mary  A)  emp  United  Shoe  (BEV)  h88  High  St 
(R) 

Fairweather  Russell  J  (Anna)  retd  h93  Maplewood  Av 
Falk  See  Also  Faulk 

Falk  Ida  H  (Wid  Wm  S)  retd  h4  Hawthorne  Rd 

Falk  W  Leonard  (Mary)  plstr  Faulk  Bros  hlO  Juniper  Rd 

Fall  Alice  F  auditor  City  Of  Gloucester  h20  Ocean  Av 

Fall  Harold  P  retd  h49  River  Rd 

Fallica  Phillip  J  (Glennis)  retd  h391  Western  Av 

Fallon  Gene  mgr  Gift  Shop  h63a  Curtis  St  (R) 

Fallon  John  J  Rev  pastor  Sacred  Heart  R  C  Ch  r5  High  St 

Familiari  Spartaco  (Mary  C)  (Sparky’s  Garage)  h689  Western  Av 

Familiari  Tino  J  (Ann  M)  firefighter  City  Fire  Dept  h2  Flume  Rd 

Family  Day  Care  Geraldine  Polansky  Dir  24  Elm  St 

Fanion  Dean  studt  rlO  Englewood  Rd 

Fanion  Leane  M  waitress  SURF  rlO  Englewood  Rd 

Fanion  Ronald  (Dorothy)  mgr  Friendly  Ice  Cream  hlO  Englewood  Rd 

Fanion  Ronald  D  Jr  studt  rlO  Englewood  Rd 

Fanjoy  Frank  Mrs  sum  res  89  Long  Beach  St  (R)  r Watertown  Mass 
Fankbonner  Doris  K  (Dorpha  Studio)  h5  Prospect  St  (R) 

Fanning  Mary  K  chairman  City  Registrars  Of  Voters  hll  Madison 
Av 

Faraci  Frank  (Frances)  care  tkr  hWarwick  Rd 

Faraday  Inn  (Irwin  &  Florence  Heintz)  hotel  South  St  (R) 

Farazza  Carlo  L  (Betty)  mach  h3  Harold  Ct 
F arazza  Niva  instr  Mitchell’s  Driving  Sch  rRiverdale  Mass 
Farber  H  Lennel  summer  res  h84  Eastern  Point  Rd 
Farina  Santo  (Josephine)  fishermn  h42  Fort  Sq 
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Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


Farina  Santo  J  (Nancy  P)  driver  United  Parcel  Serv  h29  Riverside 
Av 

Farina  Thos  J  (Joanne)  die  ctr  Tadco  Mfg  rMiddleton  Mass 
Farley  Alice  A  (Wid  James  J)  retd  h32  Wheeler  St 
Farmer  Edw  B  sum  res  Landmark  La  (R)  rWaban  Mass 
Farney  Virginia  sum  res  Rockwood  La  rHartford  Conn 
Farnham  Albert  N  (Frances)  sum  res  hPenzance  Rd  (R) 

Farnham  Alice  (Wid  Joseph)  pkr  Gorton’s  hl45  Essex  Av  Apt 
Farnsworth  Henry  (Dorothy)  retd  h4  Exchange  St 
Farnsworth  Herbert  (Nathalie  B)  retd  hFolly  Point  Rd 
Faro  James  R  treas  Empire  Fish  Co  Inc  rSaugus  Mass 
Farraher  Jean  F  supervising  prin  Hovey  Sch  r38  School  (K> 

Farrara  Josephine  retd  hi 2  Addison  St 
Farrell  Ann  J  acct  h6  Haddow  Rd  (R) 

Farrell  Eleanor  retd  hValatie  La 

Farrell  John  F  (Abigail)  pntr  Feldman  Constn  h4  Sylvan  St 
Farrell  Kath  acct  r6  Haddow  Rd  (R) 

Farrell  Marjorie  cook  h31  Squam  Rd  (R)  XT  , 

Farrell  Martin  P  (Angelia)  sum  res  81  Wingaersheek  Rd  rNor 

Wilmington  Mass 

Farrell  Stanton  (Lora)  retd  hlO1^  Clarendon  St 

Farrenden  Andrew  J  (Ann)  (Cape  Ann  Highlander  Center)  h44 

Lexington  Av  Apt  42  0 _ 

Farrender  Andrew  (Josie)  retd  h44  Lexington  Av  Apt  27 
Farrenkopf  Francis  J  summer  res  hCedar  La  , 

Farrenkopf  Francis  J  Jr  (Alice)  dept  hd  Milton  L  Fuller  Sch  h 

Marshall  St  (R)  .  ,  ,  -.o  Cmith 

Farrer  John  H  (Kath  H)  mgr  Gloucester  Drive  In  Theater  hl3  Sm 

Rd  (R)  _  *  a  *.  o 

Farrington  Esther  (Wid  Thos  R)  retd  h2  Ocean  Av  Apt  2a 

Farrington  Wm  D  studt  rl8  Carlisle  St 
Farrington  Wm  L  retd  hl8  Carlisle  St 
Faruch  J  B  site  mgr  CAPE  h.2  Prospect  St  (R) 

Fauazza  Ben  (Antoinette)  retd  hl4  Mason  St 
Fauazza  Benodetto  (Rosario)  fishermn  h41  Hartz  St 
Fauazza  Salvatore  (Assunta)  emp  Gorton’s  h5  Columbia  St 

Faulk  See  Also  Falk 
Faulk  A  Glenn  studt  r6  Linwood  Pl_ 


FAULK  BROS  INC 

PRESIDENT 

HERMAN  A  FAULK  JR 
CORPORATION  CLERK 
EMIL  MACKEY  JR 
MASON  CONTRACTORS 
BRICK,  PLASTERING,  STUCCO 
TILE  SETTING  AND  WATER  PROOFING 
35  WHITTEMORE  STREET 
GLOUCESTER,  MASS  01930 
TELEPHONES 

283-1771,  283-1772 
(See  Index  To  Advertisers) 

Faulk  Herman  A  (Hilda  T)  retd  h6  Linwood  PI 
Faulk  Herman  A  Jr  (Doris  M)  pres  Faulk  Bros  Inc  h6  Linwood 
Faulk  N  Alston  (Ruth  M)  retd  h2  Gloucester  Av 
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Faulkner  Beulah  A  (Wid  Andrew  A)  retd  hRear  14  King  St  (R) 
Faulkner  Raymond  L  (Genevieve)  sum  res  hJohn  Coggeshall  Rd 
Favalora  Cheryl  h4  Dexter  PI 

Favalora  Christine  dental  asst  Dr  Brown  r4  Dexter  PI 
Favalora  Frances  Mrs  custdn  Milton  L  Fuller  Sch  r44  Middle  St 
Favalora  Grace  Mrs  cafeteria  wkr  Gloucester  High  Sch  r30  Summer 
St 

Favalora  Gus  retd  rl7  Bond  St 

Favalora  James  A  (Mary)  flshermn  hi  16  Magnolia  Av 
Favalora  Lena  A  Mrs  hlpr  Beeman  Mem  Sch  r4  Dexter  PI 
Favalora  Mark  handymn  rll6  Magnolia  Av 
Favalora  Marsha  emp  Custom  Magnetics  rWillow  St 
Favalora  Mary  studt  rl2  Liberty  St 

Favalora  Vito  A  (Grace  M)  electn  Deering  Elec  h30  Summer  St 
Favalora  Wanda  asmblr  rl2  Liberty  St 

Favaloro  Anthony  (Geraldine)  (Solutions  Sup)  h5  School  St 
Favaloro  Anthony  F  USN  r35a  Mt  Pleasant  Av 
Favaloro  Charles  L  (Mary  Ann)  h51  Western  Av 
Favaloro  Gussie  (Wid  Vito)  retd  hl2  Liberty  St 
Favaloro  Joseph  studt  r9  Sunset  Hill  Rd 

Favaloro  Joseph  A  (Julianne)  eng  Vol  Industries  (NJ)  h9  Sunset  Hill 
Rd 

Favaloro  Leo  (Roseline)  retd  h53  Summer  St 
Favaloro  Leslie  A  studt  rBrier  Neck  Av 

Favaloro  Mary  Ann  mgr  Boulevard  Grocery  r51  Western  Av 
Favaloro  Mary  C  Mrs  ofc  sec  Kline  &  Gardner  rBrier  Neck  Av 
Favaloro  Paula  studt  rl5  Squam  Hill  Rd  (R) 

Favaloro  Rose  (Wid  Anthony)  retd  h29  Summer  St 
Favaloro  Salvatore  J  rl5  Squam  Hill  Rd  (R) 

Favaloro  Salvatore  J  (Evelyn  C)  pres  Progressive  Oil  hl5  Squam  Hill 
Rd  (R) 

Favaloro  Salvatore  J  (Frances  J)  flshermn  h35a  Mt  Pleasant  Av 
Favaloro  Serafino  (Elizabeth)  retd  hll  Leslie  O  Johnson  Rd 
Favaloro  Serafino  lab  Tarr  &  Wonson  r53  Summer  St 
Favaloro  Serafino  J  (Josie)  flshermn  hl2  Liberty  St 
Favaloro  Serafino  J  (Mary  A)  flshermn  h22  Mason  St 
Favaloro  Serafino  J  Jr  (Mary  C)  ship  Gloucester  Pnts  hBrier  Neck 
Av 

Favaloro  Vito  M  (Marsha  A)  elect  Deering  Elec  hl2  Knowlton  Sq 
Favaza  Joseph  R  (Priscilla)  bkpr  Fisherman’s  Wharf  Of  Gloucester 
h34  School  St 

Favaza  Ramona  teller  Cape  Ann  Bk  &  Trust  (R)  r34  School  St 
Favazz  Kathleen  stitcher  r99  Centennial  Av 
Favazza  Anthony  (Grace)  mach  hl7V2  Commonwealth  Av 
Favazza  Antonio  (Rosalie)  carp  Gloucester  Marine  Railway  h99 
Centennial  Av 

Favazza  Antonio  Jr  mach  r99  Centennial  Av 

Favazza  Benedetto  (Rosaria)  flshermn  h21  Addison  St 

Favazza  Benj  (Grace)  flshermn  h29  Prospect  St 

Favazza  Betty  daycare  mother  Action  Inc  r36  Nally  Av 

Favazza  Carlo  (Lucy)  carp  Beacon  Marine  Basin  h7  Puritan  Ct . 

Favazza  Carlo  L  (Betty  Ann)  laby  tech  Gloucester  Eng  h3b  Nally  Av 

Favazza  Carlo  M  studt  r4  Warner  St 

Favazza  Cath  fish  wkr  Gorton’s  r24  Western  Av 

Favazza  Charles  J  (Shirley)  genl  wkr  Star  Fisheries  h9  Winchester  Ct 
Favazza  Danny  mach  r99  Centennial  Av 
Favazza  Dorothy  home  aide  Action  Inc  r7  Lynndale  Av 
Favazza  Gaye  M  sec  Glou  Eng  h3  Maplewood  Av 
Favazza  Grace  admn  aide  Babson  Sch  r44  Middle 
Favazza  Jack  (Jennie  G)  flshermn  h4  Liberty  St 
Favazza  James  (Mona  J)  Gloucester  Eng  hl5  Cleveland  PI 
Favazza  James  R  (Cathryn  M)  equip  mn  Gloucester  High  Sch  h5 
Riggs  St 
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Favazza  Jean  Mrs  hl4  Marchant  St 

Favazza  Jefery  (Barbara)  emp  B  F  Goodrich  h5  Elwell  St 
Favazza  Joanne  studt  r21  Addison  St 

Favazza  John  M  (Maria)  driver  Robt  C  Hiltz  hl4  Beacon  St 

Favazza  John  P  (Mary  J)  custdn  Gloucester  High  Sch  h4  Warner  St 

Favazza  Jos  (Sheila)  nurse  Addison  Gilbert  Hosp  h26  Summer  St 

Favazza  Joseph  (Catherine)  retd  h42  Summer  St 

Favazza  Joseph  A  driver  Rose’s  Oil  Serv  rSummit  St 

Favazza  Joseph  J  (Grace)  custdn  Milton  L  Fuller  Sch  h44  Middle  St 

Favazza  Josephine  E  sec  Boley’s  rll  Beacon  St 

Favazza  Karen  Ann  studt  r28  Madison  Sq 

Favazza  Kevin  studt  rl4  Marchant  St 

Favazza  Kim  emp  Gorton’s  rl26  Centennial  Av 

Favazza  Maria  (Wid  Salvatore)  retd  h2  Lookout  St 

Favazza  Maria  A  waitress  rl4  Beacon  St 

Favazza  Michl  A  (Lena  R)  fish  handler  Orlando  Fish  hll  Beacon  St 
Favazza  Michl  J  (Nona  A)  extruder  opr  B  F  Goodrich  Chem  hl26 
Centennial  Av 

Favazza  Michl  J  (Linda  S)  meat  ctr  First  Natl  Stores  h3  Trask  St 

Favazza  Michl  W  USCG  r3  Millett  St 

Favazza  Nina  Mrs  hl40  Riverdale  Pk 

Favazza  P  Serafino  (Margt  R)  fishermn  h8  York  Rd 

Favazza  Peter  pkr  Empire  Fish  h24  Western  Av 

Favazza  Peter  (Rita)  fisherman  h29  Beacon  St 

Favazza  Peter  Jr  (Phyllis  A)  fishermn  hl3  Knowlton  Sq 

Favazza  Peter  A  studt  r21  Addison  St 

Favazza  Peter  L  Jr  (Grace)  fishermn  h6  Commonwealth  Av 
Favazza  Peter  P  (Dorothy  G)  custdn  Fuller  Sch  h7  Lynndale  Av 
Favazza  Peter  S  (Ann  M)  repr  NET&T  hl7  Allen  St 
Favazza  Phyllis  A  nurse  Addison  Gilbert  Hosp  rl3  Knowlton  Sq 
Favazza  Robt  C  studt  r3  Millett  St 

Favazza  Salvatore  corp  elk  Cape  Ann  Pkg  Store  r44  Middle  St 
Favazza  Salvatore  retd  r6  Whittemore  St 

Favazza  Salvatore  (Donna  M)  tchr  Gloucester  High  Sch  h432 
Washington  St 

Favazza  Salvatore  C  (Mary  L)  lab  Volpe  Constn  (B)  h6  Mystic  Av 
Favazza  Salvatore  J  (Mary  J)  ins  119  Main  St  h28  Madison  Sq 
Favazza  Sami  treas  Gloucester  Discount  Sis  r6  Mystic  Av 
Favazza  Sami  J  (Jean  I)  mach  Mold  Tool  h4  Malcolm  Rd 
Favazza  Sara  r2  Lookout  St 

Favazza  Thos  (Virginia  A)  boat  capt  hlO  Granite  St 
Favazza  Valentina  hairdresser  r4  Liberty  St 
Favero  Olga  V  (Wid  John)  retd  h999  Washington  St 
Favolora  Joseph  A  studt  r30  Summer  St 
Favolora  Thos  (Gertrude  P)  h4  Alpine  Ct 
Favolora  Thos  D  r4  Alpine  Ct 

Fawcett  Barbara  C  (Wid  Wm  V)  retd  hl9  River  Rd 

Fay  Cath  (Wid  Clifford)  retd  h66  Maplewood  Pk 

Fay  Edw  fishermn  h4  Perkins  St 

Fear  Harvey  retd  hl6  Ketchopulos  Cir  (R)  Apt  B 

Fears  Bruce  appr  serv  mn  Prompt  TV  Serv  r39  Webster  St 

Fears  Denise  M  teller  Gloucester  Natl  Bk  r4  Pigeon  Hill  Ct  (R) 

Fears  Harrison  Jr  truck  driver  rl5  Hale  St  (R) 

Fears  Margt  C  Mrs  chambermaid  Peg  Leg  Motel  h231  Main  St  iR' 
Fears  Marion  K  (Wid  Harrison  B)  retd  hRear  15  Hale  St  (R) 

Fears  Martha  Mrs  retd  hl6  Ketchopulos  Cir  (R)  Apt  F 

Fears  Paul  J  (Sylvia  M)  mach  United  Shoe  (BEV)  h4  Pigeon  Hill  Ct 

(R) 

Fedoruk  John  (Agnes)  importer  h29  Atlantic  Av  (R) 

Feener  Dorothy  M  (Wid  Carlton  R)  emp  Mai’s  h32  Hartz  St 
Feener  Forrest  H  (Priscilla  G)  sis  estimator  Elliott’s  h6  Old  Ford  Rd 
Feener  Glenn  F  studt  r6  Old  Ford  Rd 

Feener  James  E  (Eliz  A)  plmb  L  E  Andrews  &  Co  h23  Wesley  St 
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Feener  Kathleen  M  nurse  Addison  Gilbert  Hosp  rEssex  Mass 
Feener  Lilia  M  (Wid  Clifford  W)  retd  h34  Cherry  St 
Feener  Malvina  E  (Wid  Russell  M)  retd  r32  Hartz  St 
Feener  Martha  E  ofc  sec  Lambros  Inti  rl20  Centennial  Av 
Feener  Mary  Mrs  tchr  Milton  L  Fuller  Sch  rPage  St 
Feener  Mary  P  Mrs  elk  Papa  Gino’s  h41  Riverdale  Pk 
Feener  Olive  rCape  Ann  Nursing  Home 

Feener  Philip  R  (Louise)  member  City  Traffic  Commission  h73 
Wheeler  St 

Feener  Richd  H  (Mary  E)  elk  Quincy  Mkt  &  Cold  Storage  h28 
Lookout  St 

Feener  Rodger  (Kathryn  A)  emp  Cape  Ann  Tool  h8  Centennial  Av 
Feener  Seddie  M  (Wid  Edgar)  h23  Essex  Av 
Feener  Sereda  M  inhalation  therapy  Addison  Gilbert  Hosp  r80 
Concord  St 

Feener  Sharon  sec  r28  Lookout  St 

Feener  Stanley  E  (Mary  T)  emp  Gorton’s  hl20  Centennial  Av 
Feener  Stanley  M  (Norma  T)  television  service  80  Concord  St  h80 
Concord  St 

Feener  Steven  USAF  r41  Riverdale  Pk 

Feener  Thos  S  tchr  r28  Lookout  St 

Feener  Walter  R  r34  Cherry  St 

Feener  Wm  USMC  r41  Riverdale  Pk 

Feener  Winslow  C  (Kath  J)  sht  mtl  wkr  h269  Essex  Av 

Feeney  Jon  J  real  estate  agt  hRouse  Rd 

Feine  H  Mrs  sum  res  hRockwood  La 

Feit  Kenneth  J  tchr  h!236  Washington  St 

Feldman  Construction  Co  Inc  Michl  L  Feldman  Pres  &  TreaS~7V2 
Parker  St  (R) 

Feldman  Debra  studt  r7VS>  Parker  St  (R) 

Feldman  Michl  L  (Jane  E)  pres  &  treas  Feldman  Constn  h7Vz  Parker 
St  (R) 

Feldman  Neil  h30  Atlantic  St 

Feldman  Simon  dir  &  mgr  Easler’s  Inc  hl9  Duncan  St  Rm  4 
Felicia  Oil  Co  Inc  John  B  Nicastro  Pres-Treas  78  Commercial  St 
Fellows  Harda  K  (Wid  John  B  Jr)  retd  h230  Granite  St  (R) 

Fellows  Nick  (Viva)  (Viva’s  Beauty  Salon)  h84a  Washington  St 
Fellows  Sanna  asst  head  romance  languages  Harvard  Univ  r230 
Granite  St  (R) 

Femino  Donat  B  tchr  Gloucester  High  Sch  rBeverly  Mass 
Fence  Post  Gallery  (Larry  Kritcher)  61  Main  St  (R) 

Fendle  Arth  H  (Marilyn)  hRear  14  Harrison  Av 
Fendle  Helen  S  wrapper  Cape  Ann  Mkt  r3  Addison  St 
Fenn  Thoams  L  III  (Linda)  studt  hlO  Oakes  Av 
Fennessey  Joan  M  Mrs  hl50  Riverdale  Pk 
Fenton  Ernest  (Nancy  P)  field  eng  hl45  Essex  Av  Apt  24 
Fenton  Nancy  Mrs  tchr  Milton  L  duller  Sch  rlpswich  Mass 
Fenzel  Sally  P  domestic  r72  Mt  Pleasant  Av 

Ferazzi  Aldo  J  (Laura  M)  filter  plant  opr  hlO  Breakwater  Av  (R) 
Ferazzi  Charles  L  (Ellen  I)  die  mn  Cape  Ann  Tool  h6  Cunningham 
Rd 

Ferazzi  Pauline  (Wid  Jerome)  retd  hlO  Breakwater  Av  (R) 

Ferazzi  Peter  appr  plmb  rlO  Breakwater  Av  (R) 

Fereant  Peter  hill  Washington  St 

Ferguson  Kenneth  (Mildred  E)  retd  h398  Western  Av 

Ferguson  Thos  P  retd  hRiverside  St 

Feriante  Vito  (Serena)  Fisherman  h53  Mansfield  St 

Fernald  Albert  prsr  Imperial  Cleaners  hl97  E  Main  St 

Fernandes  Anthony  J  (Mary  D)  sum  res  h41  Wingaersheek  Rd 

Fernandes  Mary  Mrs  retd  hl9  Friend  St 

Ferrant  Anthony  E  (Lillian  H)  carp  Hobbs  &  Mackey  h50  Harrison 
Av 

Ferrant  David  gas  sta  atndt  r22  Bass  Av 
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Ferrant  Dora  retd  h43  Prospect  St 

Ferrant  Eileen  dietary  wkr  Addison  Gilbert  Hosp  r22  Bass  Av 
Ferrant  Eliz  nurse  Addison  Gilbert  Hosp  r48  Harrison  Av 
Ferrant  Frank  P  (Eillen  A)  carp  R  V  Hunt  h22  Bass  Av 
Ferrant  Michael  h43  Prospect  St 

Ferrant  Robt  E  (Eliz  J)  opr  Gloucester  Ice  &  Cold  Stge  h46  Harrison 
Av 

Ferrant  Sandra  emp  Glouc  Eng  r8  Stanley  Ct 

Ferranta  Peter  (Frances)  retd  hl5  Pine  St 

Ferrante  Joseph  (Frances)  plstr  I1IIV2  Proctor  St 

Ferrante  Michl  (Alberta)  fishermn  h39  Prospect  St 

Ferrante  Michl  (Marcia)  asst  community  sch  r8  Pleasant  St  (R) 

Ferrante  Peter  N  (Ann  M)  lab  Hulbig  Constn  (Roxburg)  h6  Beauport 
Av 

Ferrante  Ursula  (Wid  Gabriele)  retd  h34  Washington  Sq 
Ferrara  Antonino  (Frances)  fishermn  hl06  Pleasant  St 
Ferrara  Giocamo  (Katherina)  fishermn  hl48  Washington  St 
Ferrara  Jack  (Rosetta)  fishermn  hl4  Chestnut  St 
Ferrara  Matteo  fisherman  rl4  Western  Av 
Ferrara  Salvatore  (Serafina)  fisherman  h6  Exchange  St 
Ferrara  Vito  (Josephine)  emp  Gorton’s  hl4  Western  Av 
Ferreira  James  h9  Luzitana  Av 

Ferreira  Joseph  C  (Grace  L)  fishermn  hl79  Cherry  St 
Ferretti  Humbert  (Florence  M)  retd  h.20  Forest  St  (R) 

Ferri  Larry  tchr  hArland  Ter 

Ferrini  Owen  J  (Marianne)  culler  Elliott  Stevedore  hRear  52a  Eastern 
Point  Rd 

Ferrini  Vincent  picture  frame  mkr  126  E  Main  St  rWay  Rd 
Ferris  John  E  (Mary)  retd  h54  E  Main  St 
Ferris  Richd  A  (Hilda  M)  retd  h53  E  Main  St 

Ferris  Richd  A  Jr  (Toribia  M)  carp  C  B  Wells  (Lynnfield)  h22  Apple 
St 

Ferson  Wm  Chapter  (R  A  M)  27  Eastern  Av 

Fett  Margt  h31  Western  Av  Apt  20 

Fialho  Bernice  E  (Wid  Joseph  A)  retd  h6  Forest  La 

Fialho  Donald  (Vivian  G)  driver  Northshore  Drilling  (Wakefield)  hl4 

Sumner  St 

Fialho  Felisbut  E  (Kath)  retd  h27  Riverside  Av 

Fialho  Frank  L  (Olga  M)  accts  elk  typ  US  Dept  Of  Interior  hl45 

Prospect  St 

Fialho  Paul  (Ellen)  sht  mtl  wkr  (Bev)  h49  Magnolia  Av 
Fialho  Richd  F  (Margt  T)  retd  h44  Perkins  St 
Fialho  Vivian  cafeteria  hlpr  Plum  Cove  Elementary  School  rl4 
Sumner  St 

Fiedet  Thorp  artist  h28  Fort  Sq 

Field  Donald  (Michelle)  exec  dir  Overall  Economic  Devel  Committee  Of 
Cape  Ann  h53  Bass  Av 

Field  Lawrence  (Eleanor)  sum  res  Rockholm  Rd  rWiston  Mass 
Fields  Chas  L  lobster  dir  New  England  Lobster  Co  h43  Pigeon  Hill 

(R) 

Fields  Lawrence  B  (Jean  E)  retd  hl5  Warner  St 
Fields  Russell  (Christine)  sum  res  h25  Atlantic  Av  (R) 

Fields  Sarah  M  retd  h2  Ketchopulos  Cir  (R)  Apt  9e 

Fiener  James  E  Jr  (Kath)  emp  NET&T  h9  Hammond  St 

Fiero  Douglas  C  community  med  Cape  Ann  Med  Center  rAnnisquam 

Fiero  Douglas  C  (Patricia)  phys  Blakburn  Pk  hl21  Mt  Pleasant  Av 

Fiers  Alice  D  Mrs  retd  hl53  Magnolia  Av 

Fiers  Carl  lobstermn  hl82  E  Main  St 

Fiers  Cath  h3  Lincoln  Pk 

Fiers  Francis  V  retd  h42  Derby  St 

Fiers  Joseph  custdn  Milton  L  Fuller  Sch  rllO  Prospect  St 
Fiers  Joseph  R  mtcemn  City  Pub  Prop  Div  h31  Warner  St 
Fiers  Joseph  R  Jr  custdn  Milton  L  Fuller  Sch  r31  Warner  St 
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Fiers  Robt  (Janice)  mach  Glouc  Eng  h6  Magnolia  Av 
Fiers  Robt  H  (Shirley)  mtcemn  City  Water  Div  hl37  Riverdale  Pk 
Fiers  Robt  H  Jr  mach  Williams  Mach  (R)  rl37  Riverdale  Pk 
Fiers  Russell  USN  rl37  Riverdale  Pk 

Fiers  Shirley  ward  aide  Addison  Gilbert  Hosp  rl37  Riverdale  Pk 
Fiers  Sylvia  tchr  Pigeon  Cove  School  r54  Stockholm  Av  (R) 

Fifleld  Richd  T  hSalt  Island  Rd 

Figurido  Bruce  E  (Josephine)  mach  Industrial  Cab  (Essex)  h33  Perkins 
St  Apt  2 

Figurido  Carol  clk-sten  Gloucester  Housing  Authority  r669  Western 
Av 

Figurido  Grace  teller  Cape  Ann  Bk  &  Tr  r7  Stanwood  Av 
Figurido  Grace  A  Mrs  tchr  h7  Stanwood  Av 
Figurido  Gregory  asst  mgr  Mai’s  Of  Gloucester  rNew  Way  La 
Figurido  John  R  Jr  (Irene  M)  produce  dept  mgr  First  Natl  Stores  hlO 
Oak  St  A 

Figurido  Richd  M  (Winifred  N)  freezermn  Quincy  Market  Cold  Stge 
h33  Perkins  St  Apt  1 

Figurido  Stephan  B  (Carol  V)  elk  First  Natl  Stores  h669  Western  Av 

Figurido  Vera  ward  aide  Addison  Gilbert  Hosp  rNew  Way  La 

Figurido  Wayne  USA  r33  Perkins  St  Apt  1 

Figurido  Yvonne  studt  rlO  Oak  St 

Filetto  Cosmo  (Deep  Sea  Fish  Mkt)  h231  Western  Av 

Filfalt  Dorothy  homemkr  Action  Inc  rMontvale  Av 

Filfalt  John  A  (The  Anchorage  Motor  Lodge)  h5  Hawthorne  La 

Filfalt  Violet  (Wid  Carl  S)  pkr  OUF  h8  Springfield  St 

Filfolt  Carl  S  (Dorothy  E)  hlO  Montvale  Av 

Filistowicz  Walter  (Evelyn  A)  lab  North  Shore  Waste  Paper  (S)  hl96 
Concord  St 

Finazzo  Antonio  (Antonia)  mtcemn  Gortons  hi  Babson  Ct 
Finazzo  Philip  (Venzie)  constn  wkr  h6  Liberty  St 
Finch  Christopher  hl4  Perkins  Rd 
Fine  David  E  mgr  Patio  Shop  r4  South  Rd  (R) 

Fine  Joseph  J  (Eva)  (Patio  Shop)  h4  South  Rd  (R) 

Fineberg  Nathan  L  (Bertha  O)  sum  res  hl2  Barberry  Wy 
Finegan  Paul  J  Rev  curator  Saint  Ann’s  Roman  Catholic  Church  r60 
Prospect  St 

Finkle  Harry  mgr  Brown’s  Shoe  Dept  rLynn  Mass 
Finley  Gary  (Beverly  A)  emp  Denvers  Times  h51  Cherry  St 
Finn  Doris  Mrs  h77  Centennial  Av 
Finn  Geo  T  (Mildred  K)  carp  h27  Beacon  St 

Finn  Walter  K  (Janice  P)  store  mgr  Gloucester  Paint  hl04  Western 
Av 

Fioravanti  Nancy  E  asst  trust  ofer  Cape  Ann  Bank  &  Trust  hl9 
Harvard  St 

Fioravanti  Richd  (Evelyn)  retd  rl9  Harvard  St 

IFIRE  DEPARTMENT  (See  Gloucester-City  Of;  Rockport-Town  Of) 

Fire  G  (Mildred  Gouzie)  274  Washington  St 

First  Baptist  Church  Robt  W  Markham  III  Pastor  High  St  (R) 

First  Baptist  Church  Rev  Robt  W  Markum  III  Pastor  1  Mt  Pleasant 
St  (R) 

First  Baptist  Church  Of  Gloucester  Rev  J  Vance  Williams  Pastor  38 
Gloucester  Av 

First  Church  Of  Christ  Scientist  7  Main  St  (R) 

First  Church  Of  Christ  Scientist  6  Wonson  St 

First  Congregational  Church  Rev  Cameron  R  Borton  Pastor  Main  St 
(R)  Cor  School  St 

First  Methodist  Church  Rev  Lee  Danl  Downs  Pastor  36  Broadway  (R) 
First  National  Bank  Of  Ipswich  (Br)  David  Williams  V-Pres  14 
Lexington  Av 
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FIRST  NATIONAL  BANK  OF  IPSWICH  THE  Wilmot  E  Hall 

Chairman  Of  Board  William  C  Woodhull  2d  President  Harold 
E  Porter  Vice-President  Gordon  M  Densmore  Vice-President 
And  Cashier  Bank,  Market  St  (Ipswich-  01938),  Tel  356-4361 
(See  Index  To  Advertisers) 

First  National  Stores  Inc  (Br)  Herman  Lemp  Mgr  gro  137  Eastern  Av 
First  School  House  The  78  Curtis  St  (R) 

First  Universalist  Church  7  Cleaves  St  (R) 

Firth  E  Annabelle  (Wid  Lemuel  R)  retd  hl5  Kent  Rd 

Firth  Gladys  A  (Wid  Douglas  W)  retd  h23  Sargent  St 

Firth  Patricia  A  dietary  wkr  Addison  Gilbert  Hosp  r23  Sargent  St 

Fischer  Max  C  lwyr  123  Main  St  rBurlington  Mass 

Fish  Edw  A  (Betty  D)  artist  h7  Ledge  La 

Fish  Edw  Gallery  77  Rocky  Neck  Av 

Fish  House  (Lars  E  Wiberg)  gifts  South  Rd  (R) 

Fisher  Bernard  B  (Lillian)  auto  sis  Gibbs  Ford  h200  Granite  St  (R) 
Fisher  Cheryl  C  r200  Granite  St  (R) 

Fisher  Eleanor  A  (Wid  Harold  C)  tchr  Rockport  Sch  Dept  hl8  Pigeon 
Hill  (R) 

Fisher  Geo  D  (Barbara  G)  archt  Boston  hl91  Main  St  (R) 

Fisher  Geo  E  (Gracie  E)  male  nurse  State  Hosp  (D)  hNew  Way  La 

Fisher  Gladys  (Wid  Joseph)  retd  h2  Poplar  Pk 

Fisher  Gladys  E  rl045  Washington  St 

Fisher  James  R  (Jennie  T)  mtcemn  OUF  h3  Proctor  St 

Fisher  Kathy  ofc  mgr  Sea  Pak  (Div  W  R  Grace  Co)  r52  Raymond  St 

Fisher  Raymond  (Nancy)  cook  Gloucester  Hse  h98  Pleasant  St 

Fisher  Richd  (Sandra)  driver  Knight  Fuel  &  Lbr  (BEV)  h8  Fair  St 

Fisher  Robt  hlO  High  St  (R) 

Fisher  Scott  tchr  Ralph  B  O’Maley  Mdl  Sch  r74  Main  St  (R) 

Fisher  Wm  instr  NET&T  (BEV)  rl8  Pigeon  Hill  (R) 

Fisherman’s  Wharf  Of  Gloucester  Inc  Dominick  Spinola  Pres  Rosario 
Testa verde  Treas  37  Rogers  St 

Fishman  Arth  D  (Anne)  plmb  L  E  Andrews  &  Co  hRear  13  Plum  St 
Fishman  Bernard  (Betty)  emp  Natl  Boat  Works  (North  Carolina)  hl9 
Flume  Rd 

Fisk  Amelia  W  (Wid  Brenton  K)  retd  h8  Pasture  Rd  (R) 

Fisk  Ann  L  Mrs  artist  8  Pasture  Rd  (R)  h8  Pasture  Rd  (R) 

Fisk  C  B  Inc  Chas  B  Fisk  Pres  &  Treas  organ  mfrs  Rear  105 
Maplewood  Av 

Fisk  Charles  B  (Ann  L)  pres  &  treas  C  B  Fisk  Inc  h8  Pasture  Rd  (R) 
Fitts  Kathryn  (Wid  C  Norman)  retd  hPigeon  Hill  Wharf  (R) 

Fitts  Michl  C  hl45  Essex  Av  Apt  15 
Fitzgerald  A  Grover  sum  res  hEden  Rd  (R) 

Fitzgerald  James  (Geraldine)  flshermn  h46  Harrison  Av 
Fitzgerald  Jerimiah  (Joan)  mach  opr  B  F  Goodrich  h7a  Summit  Av 
(R) 

Fitzgerald  Joan  M  Mrs  sec  First  Baptist  Ch  r231  Main  St  (R) 
Fitzgerald  John  M  (Sally  B)  fish  wkr  h94  Wheeler  St 
Fitzgerald  Joseph  A  (Delaine)  fish  wkr  O’Donnell  USEN  hl81  Main 
St  (R) 

Fitzgerald  Kevin  S  (Karen  T)  studt  hll  Ellery  St 

Fitzgerald  Lynne  tchr  Ralph  B  O’Maley  Mdl  Sch  rl4  Wonson  St 

Fitzgerald  Muriel  E  h2  Hawthorne  La 

Fitzgerald  Paul  (Eleanor  V)  summer  res  Riverview  St  rWinchester 
Mass 

Fitzgerald  Sally  Mrs  tchr  Beeman  Mem  Sch  r94  Wheeler  St 
Fitzpatrick  Jeremiah  L  (Mary  E)  retd  h4  Phillips  Av  (R) 

Fitzpatrick  John  M  (Carole  V)  staff  supvr  NET&T  (B)  hl40 
Hesperus  Av 

Fitzpatrick  Julia  retd  h227  Granite  St  (R)  Apt  2c 
Fitzpatrick  Mary  E  Mrs  sr  elk  Gloucester  Welf  Serv  Ofc  r4  Phillips 
Av  (R) 

Fitzpatrick  Wm  Jr  studt  r!3  Ryan  Rd 
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Fitzpatrick  Wm  J  (Shirley  R)  sis  mgr  (Lynn)  hl3  Ryan  Rd 
Fitzsimmons  Robt  L  (Claire  E)  (Gloucester  Traveler  Mtr  Inn)  h612 
Essex  Av 

Five  Corners  Antiques  (Janette  Kohli)  6  Railroad  Av  (R) 

Flagg  Nina  Mrs  nurse  Oak  wood  h2  Middle  St 
Flaherty  Deborah  slswn  Patio  Shop  r4  South  Rd  (R) 

Flaherty  Evelyn  F  (Wid  Edw)  retd  h27a  Elm  St 

Flaherty  Harold  F  (Cath  B)  retd  hi 76  E  Main  St 

Flaherty  James  M  (Jeannette)  emp  OUF  h94  Maplewood  Av 

Flaherty  Wm  emp  OUF  h4  Oak  St 

Flamant  Daryle  archt  hi  Eastern  Point  Rd 

Flanagan  John  studt  rlOl  Leonard  St 

Flanagan  John  retd  h47  Bass  Av 

Flanagan  Susanna  (Wid  John  J)  hlOl  Leonard  St 

Flanagan  Virginia  C  (Wid  Thos)  credit  mgr  Empire  Clothing  Co  hl3 
Beach  Rd 

Flannagan  Flora  B  (Wid  Wm  E)  h6  Bond  St 

Flannagan  John  (Linda)  (Bob’s  Haberdashery)  h90  Mt  Pleasant  Av 
Flannagan  Sandra  hi  Maplewood  Pk 
Flannagan  Terry  D  truck  driver  r6  Bond  St 

Flannagan  Thos  W  (Susan  C)  tchr  Ralph  B  O’Maley  Mdl  Sch  h321 
Essex  Av 

Flannagan  Virginia  C  Mrs  credit  mgr  Empire  Clothing  Co  r321  Essex 
Av 

Flasher  Geo  (Elsie  H)  traffic  mgr  h4  Harriett  Rd 
Flasher  Ida  rCape  Ann  Nursing  Home 

Flasher  Nathan  lumper  h336  Main  St  v_ 

Flasher  Olive  nurse  Gloucester  Manor  Rest  Home  hl2  Cross  St 
Flasher  Philip  J  (Gertrude  E)  lumper  hl91  Western  Av 
Flashman  Esther  N  Mrs  sum  res  6  Bungalow  Rd  rMelrose  Mass 
Flashman  Sadie  (Wid  Sami  B)  sum  res  18  Sleepy  Hollow  Rd 
rBrookline  Mass 

Flavin  Danl  (Patricia)  sis  rep  hl45  Essex  Av  Apt  22 
Flavin  Margt  dental  asst  J  Wain  Baker  rSouth  St 
Fleischmann  Glenn  I  (M  Phyllis)  stm  fir  L  E  Andrews  &  Co  h70 
Sumner  St 

Fleischmann  M  Phyllis  Mrs  hairdrsr  Peggy  Page  Beauty  Salon  r50 
Sumner  St 

Fleming  Arth  studt  r8  Highland  PI 
Fleming  Arth  E  (Lillian  V)  retd  h9  Doane  Rd 
Fleming  Edw  F  (Evelyn  A)  constn  wkr  h28  Hodgkins  St 
Fleming  John  studt  r8  Highland  PI 

Fleming  John  T  (Madonna)  lab  Me  Carthy  Contr  h8  Highland  PI 

Fleming  Ray  W  (Brownie)  sum  res  h82  Rocky  Neck  Av 

Fleming  Wm  A  (Kathy  J)  carrier  PO  h7  Smith  Street  Ct  (R) 

Flemming  Edw  (Deborah)  h31  Western  Av  Apt  17 

Fletcher  Edw  (Alberta  M)  h86  E  Main  St 

Fletcher  John  (Sandra)  slitter  opr  Le  Page’s  hll  Summit  St 

Flett  Louis  E  retd  hRowley  Shore 

Flint  Mera  L  retd  r51  Broadway  (R) 

Flint  Rebbeca  C  retd  h5  Bickford  Wy 
Flint  Timothy  sum  res  hHesperus  Av 

Florentine  Gem  Shop  (Vincent  Carmonsino)  13  Broadway  (R) 

Flores  Ronald  (Theresa)  pilot  TWA  (EB)  hl45  Essex  Av  Apt  5 
Floyd  Alice  Mrs  retd  hl7  Ketchopulos  Cir  (R)  Apt  B 
Floyd  Peter  L  (Diana)  sum  res  1  Bridgewater  St  rNewton  Mass 
Flume  Road  Apts  8  Flume  Rd 

Flygare  Albert  E  (Louisa  M)  retd  h77  Eastern  Av 
Flygare  Clinton  E  (Bertha  O)  boat  eng  h3  Green  St 
Flygare  Eliz  A  retd  h7  Winchester  Ct 

Flygare  Joann  L  Mrs  jr  acct  elk  Gloucester  Housing  Authority  r3 
Green  St 

Flygare  Joanne  ofc  sec  Oceanview  News  Agency  r5  Mt  Vernon  St 
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Flygare  Kenneth  (Joanne)  mgr  Ocean  View  News  h5  Mt  Vernon  St 
Flygare  Wm  H  Jr  (Joyce  L)  claims  ofc  supvr  Kemper  Ins  (LYNN) 
hl8  Concord  St 

Flynn  Art  Gallery  (Wm  J  Flynn)  57  Main  St  (R) 

Flynn  Arth  E  (Rita)  sum  res  hUncas  Rd 

Flynn  Dorothy  (Thos  Robards  House  1740  Accomodations)  rl7  Parker 
Rd  (R) 

Flynn  Edw  P  (Mary  D)  v-chairmn  City  Industrial  Development 
Commission  hl4a  Wonson  St 
Flynn  Gertrude  retd  rll60  Washington  St 
Flynn  Mary  D  Mrs  (Rocky  Neck  Apts)  rl4a  Wonson  St 
Flynn  Maurice  (Phyllis)  sum  res  hSalt  Island  Rd 

Flynn  Michl  F  (Mary  J)  caretaker  Puritan  Lawn  (B)  h2  Madison  Ct 

Flynn  Raymond  r5  Eastern  Point  Rd 

Flynn  Raymond  emp  Whiting  Milk  (L)  h29  Elm  bt 

Flynn  Wm  (Dorothy)  (Thos  Robards  House  1740  Accomodations)  rl7 

Parker  Rd  (R) 

Flynn  Wm  J  (Flynn  Art  Gallery)  rSouth  St  (R) 

Foissano  John  (Jean)  h5  Starknaught  Hts 
Foley  Bertha  M  rl07  Prospect  St 

FOLEY  CLIFFORD  F  (Margaret  F)  Real  Estate  Sales-Appraisals 
37  Beacon  St  (01930)  Tels  283-0621  Or  526-7723 

Foley  Cora  Mrs  retd  h6  Ketchopulos  Cir  (R)  Apt  lOh 
Foley  Evelyn  (Blue  Spruce  Motel)  r24  Cleaves  St  1 R) 

Foley  Geraldine  M  bkpr  H  C  Brown  Inc  hl45  Prospect  St 
Foley  Janet  M  tchr  h9  Loma  Dr 

Foley  John  tchr  Milton  L  Fuller  Sch  r44  E  Main  St 

Foley  John  J  emp  Gorton  s  h91  Prospect  St 

Foley  Kath  A  retd  hlO  Riverside  St 

Foley  Laura  M  h22  Shepherd  St 

Foley  Mary  (Wid  Patk  T)  retd  h23  Barberry  Wy 

Foley  Maurice  F  (Evelyn)  retd  h24  Cleaves  St  (R) 

Foley  Nina  emp  Cape  Ann  Mfg  h2  Dexter  PI 
Foley  Paul  D  photog  r37  Beacon  St 

Foley  Paula  tchr  Plum  Cove  Elementary  Sch  rManchester  Mass 

Foley  Richd  (Mary  Jane  E)  hlpr  hl4a  Hodgkins  St 

Foley  Robt  W  (Sylvia  R)  fishermn  h36  Beacon  St 

Foley  Sylvia  elk  Canteen  Discount  r36  Beacon  St 

Folly  Cove  Tourist  Cottages  (John  C  Sanidas)  Folly  Cove  (R) 

Folsom  Ethel  P  (Wid  James  K)  counselor  hO  Cathedral  Av  (R) 
Folsom  Susan  USN  rO  Cathedral  Av  (R) 

Fong  Chin  (China  Port  Restr)  h3  Beauport  Av 

Fong  Sam  mgr  China  Port  Restr  rBoston  Mass 

Fontana  Maria  sis  elk  Trupiano’s  Superette  r71  Washington  St 

Fontana  Maria  (Wid  Michl)  retd  h71  Washington  St 

Fontana  Michl  L  (Catherine)  fishermn  h71  Washington  St 

Fonti  Rocco  tchr  Milton  L  Fuller  Sch  rBeverly  Mass 

Foote  Earl  J  (Katherine  A)  (Lil  Earl’s)  h2  Ocean  View  Dr 

Foote  Frank  J  (Marion)  retd  h4  Norseman  Av 

Foote  Geo  B  sum  res  hSquam  Rock  Rd 

Foote  John  A  (Carolyn  M)  fisherman  h39  Mt  Vernon  St 

Foote  John  A  Jr  hsemn  Addison  Gilbert  Hosp  r39  Mt  Vernon  St 

Foote  Ronald  E  carp  Gloucester  Marine  Railway  h31  Elm  St 

Forbes  Alan  studt  rBarberry  Heights  Rd 

Forbes  Kath  F  (Wid  W  Stuart  Jr)  h26  River  Rd 

Forbes  Marion  (Wid  Everett  C)  nurse  Milton  L  Fuller  Sch  hbaville 
Rd 

Forbes  Robt  A  (Doreen  M)  phys  hBarberry  Heights  Rd 
Forbes  School  Jean  F  Farraher  Prin  41  Washington  St 
Forbes  Susan  studt  rSaville  Rd 
Forcier  Geo  studt  h205  Western  Av 
Ford  Friendly  retd  hDrumlin  Rd  (R> 

Ford  Ruth  H  hl45  Essex  Av  Apt  24 
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Ford  Tressie  R  hskpr  Shetland  Rd  rShetland  Rd  (R) 

Fordham  Herbert  sum  res  h7  Ships  Bell  Rd 

Forest  Brenda  waitress  Ernie’s  Cape  Ann  Diner  r93  Concord  St 
Forgette  Harold  R  (Pauline  M)  formn  Brewster’s  Lbr  (Wilmington) 
h69  Commercial  St 

Forrest  Alf  (Georgia)  emp  Connors  Pharm  h96  Maplewood  Av 
Forrest  Georgine  L  Mrs  teller  Gloucester  Co-Op  Bank  r96 
Maplewood  Ave 

Forsberg  Olga  S  (Wid  Frank  E)  hl4  Oakland  Av  ( R) 

Forsbergh  Peter  W  (Anne  J)  retd  b34  Granite  St  (R) 

Forse  Emil  H  (Gladys)  retd  hl6  Magnolia  Av  Apt  1 
Forsman  Everett  W  (Carrie  M)  retd  hHodgkins  St  (R) 

Forsyth  Harry  (Linda)  investment  broker  hNorwood  Hts 

Fort  Cold  Storage  Sami  Scandalito  Mgr  whse  54  Commercial  St 

Fort  Wharf  130  Commercial  St 

Fortado  Cath  A  tchr  St  Ann’s  Sch  r70  Pleasant  St 
Fortado  Fred  L  (Katherine  C)  retd  h354  Essex  Av 
Fortado  James  T  Jr  r877  Washington  St 

Fortado  Janice  H  therapeutis  aide  Addison  Gilbert  Hosp  r877 
Washington  St 

Fortado  Louis  P  (Leonora  V)  supvr  Cape  Ann  Mfg  h3  Williams  Ct 
Fortado  Mary  H  Mrs  h877  Washington  St 
Fortado  Mathew  D  (Mary  A)  coml  artist  h27  Sumner  St 
Fortado  Michl  hsemn  Addison  Gilbert  Hosp  r877  Washington  St 
Fortado  Pamela  M  dietary  wkr  Addison  Gilbert  Hosp  r877 
Washington  St 

Fortado  Pauline  mach  Rockport  Twine  &  Rope  h877  Washington  St 
Fortado  Steph  USA  r3  Williams  Ct  -v 

Fortado  Vincie  Mrs  activities  dir  Cape  Ann  Nursing  Home  h63 
Riverdale  Pk 

Fortado  Walter  C  (Emma  M)  emp  Star  Mkt  hNew  Way  La 
Fortmiller  Fred  treas  Rockport  Twine  &  Rope  rW  Newton  Mass 
Fortunato  Virginia  hl49  E  Main  St 
Fosberry  Charles  F  retd  h8  Colonial  St 
Fosberry  Margt  R  h5  Barberry  Wy 

Fosberry  Wm  (Claire  F)  mach  reprmn  Thermet  (Magnolia)  r8  Colonial 
St 

Foss  Peter  (Marie)  instr  North  Shore  Community  College  (BEV)  h7 
Oakland  Av  (R) 

Foster  Anna  (Wid  Larkin)  retd  hl22  Centennial  Av 
Foster  Arth  S  (Irene  M)  sum  res  High  Popples  Rd  rNewton  Mass 
Foster  Bion  R  (Donna)  loan  of'cr  Cape  Ann  Bk  &  Trust  hl45  Essex 
Av  Apt  13 

Foster  Charles  C  (Marilyn  J)  (U  Haul  Rental  Trailer)  h4  Elizabeth 
Rd 

Foster  Clinton  C  (Mabel  J)  retd  hRear  259  E  Main  St 
Foster  F  Leon  (Molly)  sum  res  Norwood  Hts  rGreenwich  Conn 
Foster  From  Gloucester  Inc  Chas  C  Foster  Pres  &  Treas  107  Eastern 
Av 

Foster  Gladys  E  (Wid  Fred)  h7  Tucker  St 
Foster  Janet  of‘c  sec  r7  Tucker  St 
Foster  John  (Eliz  K)  instlr  h6  Bayfield  Rd 

Foster  Linda  nurses  aide  Addison  Gilbert  Hosp  r3  Bayfield  Rd 

Foster  Lucius  F  (Marian)  retd  hl5  Clarendon  St 

Foster  Marion  r7  Tucker  St 

Foster  Mary  rCape  Ann  Nursing  Home 

Foster  Nora  Mrs  retd  h4  Eastern  Point  Rd 

Foster  Paul  h2  Forest  St  (R) 

Foster  Penelope  emp  Bldg  Cntr  h259  E  Main  St 
Foster  Peter  (Linda)  tax  exam  I  R  S  h3  Bayfield  Rd 
Foster  Phillip  A  retd  h27  Friend  St 

Foster  Robt  G  (Joan  N)  serv  mgr  Sudbay  Pontiac  Cadillac  Buick  h35 
Reynard  St 
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Foster  Susan  ofc  sec  r7  Tucker  St 

Fothergill  Joan  med  tech  Addison  Gilbert  Hosp  r3  Smith  St  Ct  (R) 

Four  Seasons  Beauty  Salon  (Anthony  Colarosso)  164  Mt  Pleasant  Av 
Fournier  Edw  J  (Christine  M)  h5  Viking  St 
Fournier  Joseph  formn  L  E  Andrews  &  Co  rLawrence  Mass 
Fowler  Henry  A  (Eleanor)  hSalt  Island  Rd 
Fowler  Serafina  h55  Fort  Sq 

Fowler  Willard  Jr  emp  Gorton  s  r4a  Perkins  St 
Fowler  Wilma  hl2  Middle  St 
Fowlow  Gertrude  retd  rl90  Western  Av 
Fox  Edw  W  sum  res  Adams  Hill  Rd  rNew  York  NY 
Fox  Ethel  D  retd  r7  Cliff  Rd 

Fox  Lorenzo  S  (Dorothy)  summer  res  3  Adams  Av  rUtica  NY 
Fox  Pamela  artist  hl41  Main  St  (R) 

Fox  Robt  (Ann  T)  sum  res  106  Long  Beach  St  (R)  rLowell  Mass 
Fox  Sally  K  (Wid  Warren)  elk  Ciolino’s  Pharmacy  h22  Lake  Rd 
Fracesco  Everett  h96  Middle  St 
Frade  Jose  O  (Mary  V)  fishermn  hl9  Friend  St 
Fradoca  Maria  h32  Friend  St 
Fraga  Joan  M  studt  rll  Colonial  St 
Fraga  Lillian  T  (Wid  Wm  D)  hsekpr  Addison  Gilbert  Hosp  hll 
Colonial  St 

Fraga  Lorien  (Tina)  retd  h22  Friend  St 

Fraga  Wm  (Nancy)  slsmn  B  P  Oil  Corp  Danvers  Mass  h34  Englewood 

Rd 

Fragata  Mary  Mrs  dom  h23  Taylor  St 
Fraher  Vincent  retd  hHesperus  Av 

Fralic  Diamentina  (Wid  Robt  A)  retd  h27  Thatcher  Rd 
Frame  Shop  E  A  Leavitt  Jr  Mgr  235  E  Main  St 
Framery  The  5  Main  St  (R) 

Fran’s  Lunch  Inc  Richd  L  Murray  Pres  Thos  J  Murray  Jr  Treas  313 
Main  St 

Frances  Anna  S  (Wid  Frank  H)  hairdrsr  h58  Perkins  St 
Frances  Donald  (Patricia)  emp  Gorton’s  h3  Ryan  Rd 
Francis  Agatha  M  (Wid  Charles)  retd  h20  Decatur  St 
Francis  Albert  electn  h236  E  Main  St 
Francis  Alice  (Wid  Louis)  retd  h8  Middle  St 
Francis  Almeda  P  retd  hl8  Ketchopulos  Cir  (R)  Apt  H 
Francis  Anna  B  (Wid  John  J)  retd  h47a  High  St  (R) 

Francis  Anthony  R  (Madeline  R)  genl  production  mgr  Gorton’s  Corp 
h53  Harrison  Av 

Francis  Anthony  R  Jr  fish  wkr  r53  Harrison  Av 

Francis  Arita  (Wid  Leonard  T)  retd  h658  Western  Av 

Francis  Arth  J  Jr  (Mary  E)  landscape  formn  Corliss  Tree  Serv  (Essex) 

h7  Norseman  Av 

Francis  Charles  C  (Mary  A)  retd  h67  High  St  (R) 

Francis  Earl  F  (Joanna  M)  meat  ctr  Cape  Ann  Mkt  h68  Riverdale  Pk 
Francis  Edw  A  working  formn  City  Water  Div  r91  Maplewood  Av 
Francis  Elinor  S  Mrs  tchr  E  G  Elementary  Sch  r60  Eastern  Av 
Francis  Evelyn  T  (Wid  Marion  J)  hl42  Main  St  (R) 

Francis  Frances  A  Mrs  retd  hRear  22  Reynard  St 
Francis  Frank  C  (Cath)  prod  wkr  Gortons  h75  Iiiend  St 
Francis  Frank  C  Jr  h75  Friend  St 

Francis  Franklin  S  (Marion  F)  retd  hl7  Norwood  Av  (R) 

Francis  Gladys  E  (Wid  Miles  E)  retd  h36  Warner  St 

Francis  Hazel  E  (Wid  Everett  E)  ofc  elk  William  W  Babson  hi  17 

Maplewood  Av 

Francis  Howard  J  carp  Julian  Homes  rl09*/2  Pleasant  St 
Francis  Janet  slswn  Briney  Breeze  rMt  Pleasant  Ave 
Francis  Janet  E  r60  Eastern  Av 
Francis  John  C  studt  r67  High  St  (R) 

Francis  John  S  (Emma  M)  elk  R  R  (B)  hlO  Squam  Rd  (R) 
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Francis  Joseph  R  (Virginia  A)  bldg  contr  56  Eastern  Av  h56  Eastern 
Av 

Francis  Judith  E  asst  tchr  Pigeon  Cove  Sch  r67  High  St  (R) 

Francis  Lewis  J  (Marylyn)  h4V2  Perkins  St 
Francis  Linda  J  Mrs  bus  driver  hl2  Fair  St 
Francis  Manuel  hl4  Maplewood  Pk 

Francis  Marion  F  librn  The  Story  Library  rl7  Norwood  Av  (R) 

Francis  Mary  hd  bkpr  Geo  H  Todd  Corp  rl42  Main  St  (R) 

Francis  Mary  M  retd  r75  Friend  St 

Francis  Michl  kitchen  hlpr  Cape  Ann  Nursing  Home  rRiverdale  Pk 
Francis  Mildred  E  (Wid  Henry)  retd  hl09Vz  Pleasant  St 
Francis  Norman  W  air  pollution  insp  hi  Mt  Locust  PI 
Francis  Patricia  Mrs  tchr  Milton  L  Fuller  Sch  rRyan  Rd  (M) 

Francis  Philip  G  (Nina  M)  elk  Cumberland  Farms  Dairy  h4  Foster  St 
Francis  Robt  G  emp  Gloucester  Eng  h2  Spring  St 

Francis  Ronald  L  (Hannah)  mach  Murmac  Mfg  hl34  Mt  Pleasant  Av 
Francis  Shirley  A  Mrs  h28  Riverdale  Pk 
Francis  Susan  elk  Douglass  Pharm  r2  Spring  St 
Francis  Virginia  R  (Wid  Lester  H)  h54  Warner  St 
Francis  Wilfred  A  (Elinor  L)  mech  Geo  W  Thurston  Inc  h60  Eastern 
Av 

Francis  Wm  retd  h5  South  Rd  (R) 

Francis  Wm  W  (Eliz  A)  exec  sec  Dept  Youth  Serv  hi  Pool  PI  (R) 
Francisco  Lee  h8  Prospect  St 

Frank’s  Variety  (Frank  A  Azevedo)  106  Centennial  Av 
Fraooca  Jose  C  (Eliz  A)  mach  Gloucester  Eng  h60  Friend  St 
Fraser  See  Also  Frazier 

Fraser  Eve  T  emp  Gen  Elec  (LYNN)  h282  Concord  St 
Fraser  James  A  furn  rooms  11  Chestnut  St  hll  Chestnut  St 
Frasso  Louise  E  retd  h35  Lincoln  Pk 
Frazier  Alice  (Wid  Sherman  M)  hl2  Gloucester  Av 
Frazier  G  Earl  (Marie  F)  emp  Northshore  Janitorial  Serv  h5541/2 
Essex  Av 

Frazier  Geo  truck  driver  h5  Herrick  Ct 

Frazier  James  retd  hl9  Duncan  St  Rm  5 

Frazier  Maureen  F  counter  hlpr  Mai’s  rl4  Sayward  St 

Frazier  Robt  (Norma)  hRear  5  Chestnut  St 

Frazier  Robt  I  (Mary)  h8  Centennial  Av 

Frazier  Sada  R  (Wid  Joseph  W)  retd  h28  Grove  St 

Frechette  Pauline  G  tchr  St  Ann’s  Sch  r70  Pleasant  St 

Freda  Faith  hsekpr  Addison  Gilbert  Hosp  r23  Beach  St 

Freda  Robt  F  (Beverly)  archt  Haldeman  Goransson  h23  Beach  Rd 

Freda  Wayne  emp  Centerbon  r23  Beach  Rd 

Freddy’s  Barber  Shop  (Alf  Carbonaro)  42  Main  St 

Frederick  See  Also  Fredrick 

Frederick  Betty  D  jr  elk  Dist  Ct  Of  Eastern  Essex  rR  56  Eastern  Av 
Frederick  Clarence  P  (Betty)  formn  Gloucester  Ice  &  Cold  Storage 
hRear  56  Eastern  Av 

Frederick  Diana  (Wid  Peter  N)  h77  High  St 
Frederick  Psyche  Mrs  hStanwood  Av 

FREDRICK  AGENCY  (Walter  W  Fredrick  Associates  Inc),  Walter 
W  Fredrick  President,  Lila  F  Fredrick  Treasurer,  Real 
Estate,  Sales  And  Rentals  Residential-Industrial-Commercial 
1074  Washington  St,  (01930),  Tel  283-1174 

Fredrick  Lila  A  studt  r620  Washington  St 

Fredrick  Lila  F  Mrs  treas  Walter  W  Fredrick  Associates  Inc  r620 
Washington  St 

Fredrick  Walter  D  Jr  studt  r620  Washington  St 

Fredrick  Walter  W  (Lila  F)  pres  Walter  W  Fredrick  Assoc  Inc  h620 
Washington  St 

Fredrick  Walter  W  Associates  Inc  Walter  W  Fredrick  Pres  Mrs  Lila 
F  Fredrick  Treas  real  estate  1074  Washington  St 
Fredrickson  Harold  A  (Olga  E)  retd  hl36  Eastern  Av 
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Fredriksen  Clifford  r72  Pigeon  Hill  (R) 

Fredriksen  Hilda  E  (Wid  Harry  J)  retd  h72  Pigeon  Hill  (R) 

Freeberg  Carl  (Carl’s  Antiques) 

Freebody  Gary  R  (Christine  B)  city  planner  Sasaski  Dawson  Demay 
Assoc  Inc  h201  E  Main  St 
Freedburg  Alan  P  phys  43  Pleasant  St  rSalem  Mass 
Freeman  David  (Holly)  field  rep  hl45  Essex  Av  Apt  1 
Freeman  Florence  E  sum  res  hSalt  Island  Rd 
Freeman  Jennie  L  (Wid  Paul  F)  retd  h4  Madison  Ct 
Freeman  Wendell  R  (Claire)  sum  res  638  Washington  St  Rear  rWest 
Newton  Mass 

I  Freitas  Belmira  (Wid  Sylvester  T)  cln  Gorton’s  h22  Perkins  St 
Freitas  Margt  F  (Wid  Ray  H  Jr)  hi  10  Riverdale  Pk 
Freitas  Sylvester  Jr  lumper  r22  Perkins  St 
Fremont-Smith  Paul  summer  res  hl71  Concord  St 
French  Albert  retd  rRear  66  Magnolia  Av 

French  Albert  S  Jr  tv  sis  89  Maplewood  Av  h66  Magnolia  Av 
French  Alden  (Eleanor)  sum  res  4  Chester  Sq  rConcord  Mass 
French  Alden  Jr  (Dorothy)  sum  res  Cambridge  Av  rConcord  Mass 
French  Eliz  W  Mrs  retd  h31  School  St  (R) 

French  Gerald  N  (Florence  L)  mach  Gar  Mfg  (BEV)  h39  Revere  St 
French  Gerald  N  Jr  (Mary  J)  mach  Gar  Mfg  Co  (BEV)  h40  Revere  St 
French  Hollis  II  (Lennette)  sum  res  21  Leonard  St  rManchester  Mass 
French  Hollis  S  sum  res  hSquam  Rock  Rd 
French  Hollis  S  (Mary  N)  retd  h3  Chester  Sq 

French  Hortense  W  Mrs  emp  Me  Clepman  &  Fish  (B)  r31  School  St 

(R) 

French  Jonathan  E  studt  rRockholm  Rd 
French  Kevin  M  studt  r39  Revere  St 

French  Marjorie  A  admn  asst  US  Dept  Of  Commerce  rManchester 
Mass 

French  Mark  W  (Shirley)  music  tchr  (B)  h4  Butman  Av 
French  Peter  W  studt  rRockholm  Rd 

French  Robt  L  (Eliz  G)  treas  Addison  Gilbert  Hosp  hRockholm  Rd 
French  Wm  C  summer  res  hGott  Av  (R) 

Frey  Wm  E  sum  res  hlO  Hillside  Rd  (R) 

Friedline  Jay  int  designer  hl51  Granite  St  (R) 

Friedman  Morton  H  (Charlotte)  sum  res  hPenzance  Rd  (R) 

Friend  Horace  W  (Dulce  G)  retd  h208  Washington  St 

Friend  Natalie  S  (Wid  Stuart  T)  summer  res  hWolf  Hill  La 

Friend  Roscoe  (Clara)  truck  driver  D  P  W  hl2  Ryan  Rd 

Friend  Roscoe  H  retd  h8  Laurel  St 

Friend  Ruth  C  retd  rl  Hayward  Rd 

Friend  Street  Market  (Chas  J  Ellis)  21  Friend  St 

Friend  Wm  summer  res  hWolf  Hill  La 

Friendly  Ice  Cream  Shop  David  Terley  Mgr  Washington  St 
Friendship  House  (Cape  Ann  Girl  Scouts)  211  Western  Av 
Frigard  Aarne  A  (Barbara  C)  retd  h3a  Stan  wood  Pt 
Fritch  Ralph  G  (Nancy  W)  sum  res  hEden  Rd  (R) 

Frithsen  Carl  R  (Louise  F)  elk  PO  hl2  Forest  St  (R) 

Frithsen  Charles  A  studt  r29  Haskell  St 

Frithsen  Eug  L  (Colleen  B)  supt  P  O  (Pigeon  Cove  Br)  h82  High  St 
(R) 

Frithsen  Fredk  C  (Sally)  town  elk  Town  Of  Rockport  h30  School  St 

(R) 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel  283-0884 
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Frost  Ivan  B  (Shirley  L)  automotive  mgr  Sears  Serv  Sta  h91  Wheeler 
St 

Frost  James  USAF  r89  Maplewood  Pk 

Frost  James  H  Jr  (Lulu  V)  driver  C  F  Tompkins  Co  h9  Russell  Av 
Frost  James  K  retd  hll  Sylvan  St 
Frost  Jane  studt  r21  Concord  St 

Frost  John  (Roberta)  mach  Glouc  Eng  h23  Thatcher  Rd 

Frost  Lillian  Mrs  ofc  wkr  Cape  Ann  Elec  r6  Perkins 

Frost  Lula  V  Mrs  jr  elk  Gloucester  Welf  Serv  Ofc  r9  Russell  Av 

Frost  Lydia  R  (Wid  James  H)  retd  hlO  Springfield  St 

Frost  Margt  P  Mrs  tchr  Eastern  Av  Sch  rl9  Poplar 

Frost  Marie  E  (Wid  Albert  H)  sum  res  h5  Point  De  Chene  Av  (R) 

Frost  Marion  (Wid  Elliott  P)  retd  hPenryn  La  (R) 

Frost  Mary  nurse  Addison  Gilbert  Hosp  r21  Concord  St 
Frost  Mary  E  retd  r44  South  St  (R) 

Frost  Maurice  H  (Dorothy  C)  retd  h6  Dean  Rd  (R) 

Frost  Oresta  C  Mrs  hsekpg  aide  Addison  Gilbert  Hosp  h26  Riverdale 

Pk 

Frost  Robt  r26  Riverdale  Pk 

Frost  Sandra  A  racker  TADCO  hRear  217c  Main  St  (R) 

Frostholm  M  Mildred  E  retd  h998  Washington  St 
Frosyte  Carmel  Mrs  retd  hl4  Atlantic  Av  (R) 

Frusteri  Arlene  rlO  Spring  St 

Frye  Ina  R  elk  Addison  Gilbert  Hosp  r7  Dennison  St 
Frye  Ruth  E  (Wid  Chas)  h7  Dennison  St 

Frye  Virginia  E  sec  Gordon  College  h59  Lexington  Av  Apt  1 
Fryett  Norma  R  editor  hll  Summit  Av  (R) 

Frykland  David  J  (Cynthia)  eng  Microwave  Assocs  (Burlington) 
rFrank  St  (R) 

Fryklund  Donald  rFrank  St  (R) 

Fryklund  Donald  H  Jr  pres  Accumetrics  Corp  (Cambridge)  hFrank  St 
(R) 

Fryklund  Louise  real  est  broker  h2  Gott  St  (R) 

Fryklund  Margt  real  estate  broker  h8  Mt  Pleasant  St  (R) 

Frvsteri  Giacomo  (Roberta)  mach  Kettle  Cove  Ind  Pk  h8  Flume  Rd 
Apt  6 

Fucci  Dominic  (Pauline)  sum  res  Brooks  Rd  rLynn  Mass 
Fucci  John  (Ann)  sum  res  Brooks  Rd  rLynn  Mass 
Fugalli  Jack  T  (Susan)  floor  mech  Glover’s  Floor  Covering  h368 
Washington  St 

Fugalli  Susan  daycare  mother  Action  Inc  r368  Washington  St 
Fugalli  Thos  J  (Florence)  retd  h6  Rowe  Av  (R) 

Fuge  Arnold  W  (Edna)  retd  hl018  Washington  St 
Fulford  Michl  r96  Maplewood  Pk 
Fulford  Robt  C  (Mary)  fisherman  hlO  Calder  St 
Fulford  Sandra  J  r96  Maplewood  Pk 
Fulford  Thelma  A  (Wid  Edw)  h96  Maplewood  Pk 
Fulford  Wm  A  (Mary)  formn  Tadco  Mfg  hll  Forest  St 
Fulginitte  Rebecca  tchr  Masconomet  h70  Lexington  Av  Apt  31 
Fuller  Bradford  A  home  chore  wkr  Action  Inc  r3  Bickford  Way 
Fuller  Carl  T  (Edith)  member  Rockport  Personnel  Board  hl7  Dean 
Rd  (R) 

Fuller  Doris  hl45  Essex  Av  Apt  16 

Fuller  Ernest  M  (Hazel  L)  sum  res  h3  Bass  Rocks  Rd 

Fuller  Kenneth  (Rosalind)  (Patio  Lounge  Bar)  h2  Ocean  Av  Apt  lw 

Fuller  Meryl  L  studt  rl45  Essex  Av  Bldg  7  Apt  16 
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Fuller  Milton  L  (Evelyn  M)  retd  h92  Bond  St 

Fuller  Milton  L  sum  res  hVine  St 

Fullerton  Rita  M  prsr  Jean’s  Inc  hl26  Prospect  St 

Funcheon  Judith  tchr  Ralph  B  O’Maley  Mdl  Sch  rMarblehead  Mass 

Funk  Annette  E  (Wid  John  A)  retd  h5  Holbrook  Ct  (R) 

Furey  John  J  (Delores  A)  tchr  Gloucester  High  Sch  h23  Flume  Rd 
Fusco  Pascal  A  (Susan  E)  sum  res  hNorth  Rd  (R) 

G  &  B  Service  Carmen  P  Gentile  Pres  &  Treas  6  Thatcher  Rd 
Gabielle  Natale  (Phyllis)  fishermn  h5  Bellevue  Av 
Gabin  Carol  studt  rl21  Main  St  (R) 

Gabin  Ellen  elk  Krames  Gift  Shop  rl21  Main  (R) 

Gabin  Gallery  (Geo  J  Gabin)  121  Main  St  (R) 

Gabin  Geo  J  (Ellen)  artist  Rear  53  Main  St  hl21  Main  St  (R) 

Gabin  Nancy  studt  rl21  Main  St  (R) 

Gabriel  Apartments  72  Lexington  Av 

Gabry  Beatrice  V  (Wid  Chester  E)  (Mapleledge  Motor  Court)  h2 
Overlook  Av 

Gabry  Horace  E  (Mary  C)  mason  hl6  Overlook  Av 

Gabry  Joan  A  (Wid  Edw  E)  emp  Woodman’s  (Essex)  hl7  Overlook  Av 
Gadbois  Donald  F  (Georgia)  chem  Natl  Oceanic  Atmospheric  Admn 
h42  Perkins  St 

Gaechter  Raymond  R  (Clayre  M)  (French  Chef)  h328  Main  St 

Gage  Harry  L  retd  hl6  River  Rd 

Gagliano  Eleanora  (Wid  Frank;  retd  h48  School  St 

Gagliano  Nicholas  J  (Lena)  lab  Faulk  Bros  hl2  Mason  St 

Gagnon  Collette  activities  asst  Cape  Ann  Nursing  Home  h6  Granite 

St 

Gagnon  Florence  (Wid  Fred)  maid  h30  Elm  St 
Gagnon  Grace  M  Mrs  retd  hl3  Fair  St 

Gagnon  Jean  Mrs  teller  Cape  Ann  Savings  Bank  r3  Rio  Dr 
Gagnon  Lizzie  W  retd  r2  Phillips  Av  (R) 

Gagnon  M  Rita  dist  supt  State  Div  Of  Emp  Sec  (B)  h8  Wonson  St 

Gagnon  Robt  J  (Jean)  eng  State  D  P  W  h3  Rio  Dr 

Gagnon  Robt  J  Jr  (Janice)  eng  Mass  Elec  h6a  Magnolia  Av 

Gagnon  Ronald  G  tchr  U  Of  M  r6  Gran:te  St 

Gagnon  Russell  T  (Marion  P)  ofc  mgr  Murmac  Mfg  h21  Bray  St 

Gaige  Ruth  A  retd  r26  Mt  Pleasant  St  (R) 

Gaimster  Reginald  (Alice  B)  retd  hi  139  Washington  St 

Gaipo  Manuel  O  (Geraldine  T)  lab  Hagstrom  h78  Friend  St 

Gaipo  Manuel  T  Jr  (Maria  C)  pntr  Cameron  (R)  h33  Taylor  St 

Gaipo  Maria  C  reept  Gorton’s  r33  Taylor  St 

Gaither  Linda  J  nurse  Addison  Gilbert  Hosp  r40  Atlantic  St 

Galano  Fina  sum  res  275a  Granite  St  (R)  rNew  York  NY 

Galante  Jenny  opr  Net  &  T  hl2  Prospect  St 

Galante  Lori  lpn  Cape  Ann  Nursing  Home  r42  Granite  St 

Galante  Michelle  L  studt  rll  Forest  St 

Galante  Onorato  S  (Diane)  acting  formn  mails  P  O  hll  Forest  St 

Galante  Paul  J  (Josephine)  firefighter  City  Fire  Dept  hl2  Prospect  St 

Galante  Salvatore  (Lori)  stock  ctr  Tadco  Mfg  r42  Granite  St 

Galati  Rocco  (Rosalie)  emp  Gorton’s  h89  Pleasant  St 

Galazzi  Pauline  M  sum  res  hRowley  Shore 

Gale  A  John  (Lilian  R)  sum  res  hWaterman  Rd 

Gale  Barbara  E  Mrs  teller  Gloucester  Co-Operative  Bank  hl9 

Haskell  St 

Gale  Clifford  H  (E  Lillian)  retd  h6  Lookout  St 
Gale  Clifford  J  asst-mgr  Cinema  (P)  r6  Lookout  St 


PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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Frost  Ivan  B  (Shirley  L)  automotive  mgr  Sears  Serv  Sta  h91  Wheeler 
St 

Frost  James  USAF  r89  Maplewood  Pk 

Frost  James  H  Jr  (Lulu  V)  driver  C  F  Tompkins  Co  h9  Russell  Av 
Frost  James  K  retd  hll  Sylvan  St 
Frost  Jane  studt  r21  Concord  St 

Frost  John  (Roberta)  mach  Glouc  Eng  h23  Thatcher  Rd 

Frost  Lillian  Mrs  ofc  wkr  Cape  Ann  Elec  r6  Perkins 

Frost  Lula  V  Mrs  jr  elk  Gloucester  Welf  Serv  Ofc  r9  Russell  Av 

Frost  Lydia  R  (Wid  James  H)  retd  hlO  Springfield  St 

Frost  Margt  P  Mrs  tchr  Eastern  Av  Sch  rl9  Poplar 

Frost  Marie  E  (Wid  Albert  H)  sum  res  h5  Point  De  Chene  Av  (R) 

Frost  Marion  (Wid  Elliott  P)  retd  hPenryn  La  (R) 

Frost  Mary  nurse  Addison  Gilbert  Hosp  r21  Concord  St 
Frost  Mary  E  retd  r44  South  St  (R) 

Frost  Maurice  H  (Dorothy  C)  retd  h6  Dean  Rd  (R) 

Frost  Oresta  C  Mrs  hsekpg  aide  Addison  Gilbert  Hosp  h26  Riverdale 

Pk 

Frost  Robt  r26  Riverdale  Pk 

Frost  Sandra  A  racker  TADCO  hRear  217c  Maii^St  (R) 

Frostholm  M  Mildred  E  retd  h998  Washington  St 
Frosyte  Carmel  Mrs  retd  hl4  Atlantic  Av  (R) 

Frusteri  Arlene  rlO  Spring  St 

Frye  Ina  R  elk  Addison  Gilbert  Hosp  r7  Dennison  St 
Frye  Ruth  E  (Wid  Chas)  h7  Dennison  St 

Frye  Virginia  E  sec  Gordon  College  h59  Lexington  Av  Apt  1 
Fryett  Norma  R  editor  hll  Summit  Av  (R) 

Frykland  David  J  (Cynthia)  eng  Microwave  Assocs  (Burlington) 
rFrank  St  (R) 

Fryklund  Donald  rFrank  St  (R) 

Fryklund  Donald  H  Jr  pres  Accumetrics  Corp  (Cambridge)  hFrank  St 

(R) 

Fryklund  Louise  real  est  broker  h2  Gott  St  (R) 

Fryklund  Margt  real  estate  broker  h8  Mt  Pleasant  St  (R) 

Frysteri  Giacomo  (Roberta)  mach  Kettle  Cove  Ind  Pk  h8  Flume  Rd 
Apt  6 

Fucci  Dominic  (Pauline)  sum  res  Brooks  Rd  rLynn  Mass 
Fucci  John  (Ann)  sum  res  Brooks  Rd  rLynn  Mass 
Fugalli  Jack  T  (Susan)  floor  mech  Glover’s  Floor  Covering  h368 
Washington  St 

Fugalli  Susan  daycare  mother  Action  Inc  r368  Washington  St 
Fugalli  Thos  J  (Florence)  retd  h6  Rowe  Av  (R) 

Fuge  Arnold  W  (Edna)  retd  hl018  Washington  St 
Fulford  Michl  r96  Maplewood  Pk 
Fulford  Robt  C  (Mary)  fisherman  hlO  Calder  St 
Fulford  Sandra  J  r96  Maplewood  Pk 
Fulford  Thelma  A  (Wid  Edw)  h96  Maplewood  Pk 
Fulford  Wm  A  (Mary)  formn  Tadco  Mfg  hll  Forest  St 
Fulginitte  Rebecca  tchr  Masconomet  h70  Lexington  Av  Apt  31 
Fuller  Bradford  A  home  chore  wkr  Action  Inc  r3  Bickford  Way 
Fuller  Carl  T  (Edith)  member  Rockport  Personnel  Board  hl7  Dean 
Rd  (R) 

Fuller  Doris  hl45  Essex  Av  Apt  16 

Fuller  Ernest  M  (Hazel  L)  sum  res  h3  Bass  Rocks  Rd 

Fuller  Kenneth  (Rosalind)  (Patio  Lounge  Bar)  h2  Ocean  Av  Apt  lw 

Fuller  Meryl  L  studt  rl45  Essex  Av  Bldg  7  Apt  16 
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Fuller  Milton  L  (Evelyn  M)  retd  h92  Bond  St 

Fuller  Milton  L  sum  res  hVine  St 

Fullerton  Rita  M  prsr  Jean’s  Inc  hl26  Prospect  St 

Funcheon  Judith  tchr  Ralph  B  O’Maley  Mdl  Sch  rMarblehead  Mass 

Funk  Annette  E  (Wid  John  A)  retd  h5  Holbrook  Ct  (R) 

Furey  John  J  (Delores  A)  tchr  Gloucester  High  Sch  h23  Flume  Rd 
Fusco  Pascal  A  (Susan  E)  sum  res  hNorth  Rd  (R) 

G  &  B  Service  Carmen  P  Gentile  Pres  &  Treas  6  Thatcher  Rd 
Gabielle  Natale  (Phyllis)  fishermn  h5  Bellevue  Av 
Gabin  Carol  studt  rl21  Main  St  (R) 

Gabin  Ellen  elk  Krames  Gift  Shop  rl21  Main  (R) 

Gabin  Gallery  (Geo  J  Gabin)  121  Main  St  (R) 

Gabin  Geo  J  (Ellen)  artist  Rear  53  Main  St  hi 21  Main  St  (R) 

Gabin  Nancy  studt  rl21  Main  St  (R) 

Gabriel  Apartments  72  Lexington  Av 

Gabry  Beatrice  V  (Wid  Chester  E)  (Mapleledge  Motor  Court)  h2 
Overlook  Av 

Gabry  Horace  E  (Mary  C)  mason  hl6  Overlook  Av 

Gabry  Joan  A  (Wid  Edw  E)  emp  Woodman’s  (Essex)  hl7  Overlook  Av 
Gadbois  Donald  F  (Georgia)  chem  Natl  Oceanic  Atmospheric  Admn 

Ih42  Perkins  St 

Gaechter  Raymond  R  (Clayre  M)  (French  Chef)  h328  Main  St 

Gage  Harry  L  retd  hl6  River  Rd 

Gagliano  Eleanora  (Wid  Frank)  retd  h48  School  St 

Gagliano  Nicholas  J  (Lena)  lab  Faulk  Bros  hl2  Mason  St 

Gagnon  Collette  activities  asst  Cape  Ann  Nursing  Home  h6  Granite 

!St 

Gagnon  Florence  (Wid  Fred)  maid  h30  Elm  St 
Gagnon  Grace  M  Mrs  retd  hl3  Fair  St 

Gagnon  Jean  Mrs  teller  Cape  Ann  Savings  Bank  r3  Rio  Dr 
Gagnon  Lizzie  W  retd  r2  Phillips  Av  (R) 

Gagnon  M  Rita  dist  supt  State  Div  Of  Emp  Sec  (B)  h8  Wonson  St 

Gagnon  Robt  J  (Jean)  eng  State  D  P  W  h3  Rio  Dr 

Gagnon  Robt  J  Jr  (Janice)  eng  Mass  Elec  h6a  Magnolia  Av 

Gagnon  Ronald  G  tchr  U  Of  M  r6  Gran’te  St 

Gagnon  Russell  T  (Marion  P)  ofc  mgr  Murmac  Mfg  h21  Bray  St 

Gaige  Ruth  A  retd  r26  Mt  Pleasant  St  (R) 

Gaimster  Reginald  (Alice  B)  retd  hi  139  Washington  St 

Gaipo  Manuel  O  (Geraldine  T)  lab  Hagstrom  h78  Friend  St 

Gaipo  Manuel  T  Jr  (Maria  C)  pntr  Cameron  (R)  h33  Taylor  St 

Gaipo  Maria  C  reept  Gorton’s  r33  Taylor  St 

Gaither  Linda  J  nurse  Addison  Gilbert  Hosp  r40  Atlantic  St 

Galano  Fina  sum  res  275a  Granite  St  (R)  rNew  York  NY 

Galante  Jenny  opr  Net  &  T  hl2  Prospect  St 

Galante  Lori  lpn  Cape  Ann  Nursing  Home  r42  Granite  St 

Galante  Michelle  L  studt  rll  Forest  St 

Galante  Onorato  S  (Diane)  acting  formn  mails  P  O  hll  Forest  St 
Galante  Paul  J  (Josephine)  firefighter  City  Fire  Dept  hl2  Prospect  St 
Galante  Salvatore  (Lori)  stock  ctr  Tadco  Mfg  r42  Granite  St 
Galati  Rocco  (Rosalie)  emp  Gorton’s  h89  Pleasant  St 
Galazzi  Pauline  M  sum  res  hRowley  Shore 
Gale  A  John  (Lilian  R)  sum  res  hWaterman  Rd 
Gale  Barbara  E  Mrs  teller  Gloucester  Co-Operative  Bank  hl9 
Haskell  St 

Gale  Clifford  H  (E  Lillian)  retd  h6  Lookout  St 
Gale  Clifford  J  asst-mgr  Cinema  (P)  r6  Lookout  St 
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Gale  E  Lillian  Mrs  smstrs  De  Marco’s  Cleaning  &  Dyers  r6  Lookout 
Gale  John  S  (Frances)  phys  302  Washington  St  h24  Beach  Rd 
Gale  John  W  studt  r24  Beach  Rd 
Gale  Judith  studt  r24  Beach  Rd 

Gale  Lyman  W  sum  res  Squam  Rock  Rd  rBoston  Mass 
Gale  Lynne  (Gale  Modeling  Guild)  (B)  h22r  Magnolia  Av 
Gale  Wetzell  L  (Gladys  B)  mgr  Rocky  Shores  Cottages  hEden  Rd  (R) 
Gale  Winsor  (Natalie)  sum  res  Squam  Rock  Rd  rBoston  Mass 
Galen  Rose  F  retd  r7  Cliff'  Rd 

Gall  Eva  P  (Wid  James  N)  retd  hl63b  Main  St  (R) 

Gallagher  Alton  H  (Lona  M)  (Al’s  Sunoco)  (Newburyport)  hMacomber 
Rd 

Gallagher  Ann  tchr  Rockpcrt  Sch  Dept  h9  Gap  Head  Rd  (R) 

Gallagher  Cathy  Ann  studt  rl54  Prospect  St 

Gallagher  Gladys  rCape  Ann  Nursing  Home 

Gallagher  Gladys  V  retd  rMacomber  Rd 

Gallagher  John  fcty  wkr  Le  Page’s  r8  Taylor  St 

Gallagher  Joseph  studt  r8  Taylor  St 

Gallagher  Joseph  E  (Kath)  h8  Taylor  St 

Gallagher  Kathleen  H  sis  elk  R  H  Stearns  h3  Llo^d  St 

Gallagher  Kathleen  M  nurses  aide  Addison  Gilbert  Hosp  r8  Taylor  St 

Gallagher  Richd  J  (Mary  L)  lumper  hl54  Prospect  St 

Gallagher  Sara  (Wid  Rollin)  hlrvana  Rd  (R) 

Gallant  Gloria  slswn  Self  Serv  Shoe  r29  Green  St 
Gallant  M  Madeline  (Wid  Alt')  emp  Cape  Ann  Mfg  h4  Harold  Ct 
Gallant  Richd  P  (Gloria  J)  firefighter  City  Fire  Dept  h29  Green  St 
Gallant  Ronald  (Susan)  truck  driver  B  &  G  Express  hl83  Washington 
St 

Gallante  Richd  fire  fighter  City  Fire  Dept  rGreen  St 
Galley  Lunch  (Michl  E  Parillo)  restr  Doyle  Cove  Rd  (R) 

Galley  Restaurant  (Mike  E  Parrilo)  8  South  Rd  (R) 

Galligan  John  F  (Mary  A)  sum  res  197  Long  Beach  St  (R) 
rCambridge  Mass 

Gallo  Angelo  (Janet)  artist  h7  Haddow  Rd  (R) 

Gallo  Anna  G  pkr  h26  Orchard  St 

Gallo  Anthony  S  (Lorenzia  N)  fishermn  h24  Orchard  St 
Gallo  Anthony  S  Jr  r24  Orchard  St 
Gallo  Carnella  r26  Orchard  St 

Gallo  Salvatore  ser  mgr  Coastal  Tire  &  Appl  rPeabody  Mass 
Galvin  Margt  T  (Wid  Maurice  F)  hlO  High  St  (R) 

Galvin  Wm  (Frances)  sum  res  hBrooks  Rd 

Gamage  Albert  M  (Laura  E)  mach  United  Shoe  (BEV)  h410  Western 
Av 

Gamage  Charles  H  (Barbara  K)  v-pres  Gloucester  Transit  Mix  Co  Inc 
hRiverview  Rd 

Gamage  Laura  asst  mgr  Elliotts  r410  Western  Av 
Gamage  Sydney  S  (Winifred  J)  plmb  109  Main  St  (R)  hRear  109 
Main  St  (R) 

Gamboa  Armando  phys  hAtlantic  Rd  Apt  42 
Games  Harry  G  (Caroline  A)  sum  res  22  Long  Beach  St  (R) 
rLexington  Mass 

Gammons  Ethel  T  rEastern  Point  Blvd 

Gamradt  Anthony  R  (Marilyn  P)  mach  opr  Borneo  Inc  hl2  Spring  La 
(R) 

Gamradt  Charles  retd  h6  Traverse  St 
Gamradt  John  W  retd  h2  Fair  St 
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Gamradt  John  W  (Mary  E)  caretkr  hMussel  Point  Rd 
Ganey  Gertrude  retd  hl5  Short  St 
Ganey  Ruth  M  (Wid  Michl)  nurse  h72a  High  St  (R) 

Gannett  Danl  (Deborah)  mech  h72  Lexington  Av 
Gannett  Dennis  (Grace)  carp  h6  Magnolia  Av 
Gannon  Carol  A  Mrs  hl08  Concord  St 

Gannon  Diane  public  health  nurse  hl45  Essex  Av  Apt  10 
Garcia  James  F  leather  wkr  (P)  r31  Friend  St 

Garcia  Julia  nurses  aide  Cardinal  Cushing  Villa  rl9  Overlook  Av 
Garcia  Manuel  (Francesca)  eng  Gloucester  Eng  h31  Friend  St 
Garcia  Manuel  Jr  fish  wkr  Gorton’s  r31  Friend  St 
Garcia  Manuel  I  (Judith  A)  fishermn  hl9  Overlook  Av 
Garden  Patch  The  (Donald  A  Wonson)  22  Whittemore  St 
Gardini  John  retd  hRowley  Shore 
Gardner  Alice  hlO  Tolman  Av 

Gardner  C  Warren  (Charlotte  E)  retd  h34  Marmion  Wy  (R) 

Gardner  Charles  W  Jr  (Dianne  B)  prod  splst  Glouc  Eng  hRear 

High  St  (R) 

Gardner  David  hSouth  St  (R) 

Gardner  David  B  (Kline  &  Gardner)  h5  Harbor  Rd 
Gardner  Dorothy  A  (Wid  Allen)  hNorwood  Hts 
Gardner  Frank  C  (Lillian  M)  retd  hPenzance  Rd  (R) 

Gardner  George  studt  r34  Marmion  Wy  (R) 

Gardner  Herbert  M  studt  rl26  Eastern  Av 
Gardner  Jeffrey  J  (Judith  A)  librn  h35  Squam  Rd  (R) 

Gardner  Minnie  K  (Wid  Herbert  L)  retd  hl26  Eastern  Av 
Gardner  Patricia  Mrs  elk  Harry  A  Stathopoulos  Ins  Agcy  rBever  y 

M&ss 

Gardner  Roger  W  waiter  h  1047a  Washington  St 

Gardner  Virginia  M  h22  Alper  Rd  . 

Gardner  Wm  B  traffic  mgr  Caribon  Fisheries  hl63  Hesperus  Av 
Gardner  Wm  D  journalist  Fairchild  Publications  (Bl  r35  Squam  Rd 

(R)  >, 

Gardner  Wm  Q  (Mary  B)  pres  v-pres  sis  mgr  Boston  Wire  Brush  Co 

hWhale  Cove  Rd  (R) 

Garfield  Harriet  W  (Wid  Mason)  retd  hSouth  St  (R) 

Garfield  Marjorie  S  retd  r9  Meadow  Rd  (R) 

Gargill  Sami  L  Mrs  sum  res  h43  Atlantic  Rd 
Garland  Esther  M  supvr  Cape  Ann  Bank  &  Tr  r2  Atlantic  St 
Garland  Frances  L  Mrs  (Ye  Olde  Barn)  h554  Essex  Av 
Garland  Fredk  W  emp  Cape  Ann  Animal  Aid  Associates  Inc  hll 

Parker  St  (R) 

Garland  Joseph  (Rebecca)  writer  hEastern  Point  Blvd 

Garland  Judith  M  acct  Sea  Cold  Serv  r554  Essex  Av  R  , 

Garland  Leroy  H  (Eleanore  J)  firefighter  City  Fire  Dept  hSaville  Rd 

Garland  Nancy  A  r554  Essex  Av 
Garland  Norman  M  retd  h2  Atlantic  St 

Garland  Norman  M  Jr  (Mildred)  firefighter  City  Fire  Dept  h 
Atlantic  St 

Garland  Trudy  F  stewardess  hl45  Essex  Av  Apt  21 
Garlick  Christopher  B  mech  r80  Granite  St  (R) 

Garlick  Helen  <Wid  John  Wl  h8  Mt  Locust  Av  (R) 

Garlick  Lester  J  (Violet  E)  heater  Cape  Ann  Tool  h67  Curtis  bi  t 
Garlick  Lester  J  Jr  (Esther  1)  wldr  Ideal  Corp  (Wakefield)  h57  Mt 

Pleasant  St  (R)  c  D 

Garlick  Wm  H  (Priscilla)  traffic  consultant  h80  Granite  St  (K) 
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Garlick  Wm  J  Nancy1  mach  opr  h8  Morgan  Av 

Garner  Alice  Z  laby  tech  Addison  Gilbert  Hosp  rlO  Tolman  Av 

Garret  Don  studt  h53  Main  St 

Garrett  Gardner  Darlene1  mach  Williams  &  Co  hi  187  Washington  St 

Garrett  Jane  A  retd  h36  Poplar  Pk 

Garrett  Robt  emp  Polaroid  Corp  r26  School  St  iR) 

Garrette  Evelyn  retd  r24  Lynndale  Av 
Garrisi  Angeline  Wid  Garland  retd  h4  Leighton  Ct 
Garrisi  Salvatore  P  Patricia  A  security  guard  Addison  Gilbert  Hosp 
hl38  Riverdale  Pk 

Garrity  Wm  L  Eliz  pres  Shoffer  Tay  Man  (MINN)  hOakes  Av 
Garron  Cath  admitting  elk  Addison  Gilbert  Hosp  r71  Wheeler  St 
Garron  Chester  E  Barbara  L  mtcemn  North  Shore  Sports  Center  (L> 
h3ob  Mt  Pleasant  Av 

Garron  Eldridge  S  (Georgenai  retd  hl3  Traverse  St 
Garron  Everett  Ruth1  h62  E  Main  St 

Garron  G  Sinclair  switchboard  operator  Addison  Gilbert  Hosp  rl3 
Traverse  St 

Garron  Grace  Wid  Freeman  retd  h31  Myrtle  Sq 
Garron  Lillian  S  retd  h44  Lincoln  Pk 

Garron  Lloyd  O  swtchbd  opr  Addison  Gilbert  Hosp  rl3  Traverse  St 
Garron  Mary  teller  Cape  Ann  Bank  &  Trust  r71  Wheeler  St 
Garron  Ronald  Christina  C1  fndry  wkr  hLa  Rose  Av 
Garron  Susan  T  lpn  Addison  Gilbert  Hosp  r71  Wheeler  St 
Garvey  Frances  M  Mrs  retd  h6  Parker  Ct 
Garvey  Hilda  M  (Wid  Henry)  retd  h6  Granite  St 
Garvey  Pauline  summer  res  h9  Stage  Fort  Av 
Garvey  Peter  J  hd  teller  Gloucester  Natl  Bk  r9  Stage  Fort  Av 
Garvey  Wm  J  Jr  (Jean  H  carrier  P  O  h  Thurston’s  Pt 
Gasdik  Margt  A  elk  hRear  15  Madison  Av 
Gas  par  Carlos  Cath  B  fishermn  h880  Washington  St 
Gas  par  Cath  Mrs  admn  aide  Gloucester  High  Sch  r880  Washington 
St 

Gas  par  Karen  studt  r9  Marehant  St 

Gas  par  Kevin  D  tchr  Tina’s  Sch  Of  Dance  r9  Marehant  St 
Gaspar  Pearl  D  Mrs  h9  Marehant  St 
Gas  par  Silvario  fishermn  r35  Mt  Vernon  St 
Gaspar  Silvario  sum  res  hRockport  Rd 

Gaspar  Silvario  R  'Carlene;  acct  Devo  (D)  r9  Marehant  St 
Gas  par  Carla  sec  r880  Washington  St 
Gaspar  Carline  monitor  Action  Inc  r9  Marehant  St 
Gaspar  Deborah  sec  r880  Washington  St 

Gatchell  Creighton  E  Jr  (Lucile)  tr  ofer  State  St  Bk  &  Tr  <B)  hl003 
Washington  St 

Gates  Eliz  A  mgr  N  E  Mut  Ins  <B>  h5  Haddow  Rd  (R) 

Gateway  Marina  Inc  Frank  W  Abbott  Pres  Rust  Island 
Gattuso  Dominic  Anna  N)  sum  res  191  Long  Beach  St  (R)  rMedford 
Mass 

Gaudreau  Edna  Wid  Arth  J)  retd  h8  Duley  St 
Gauthier  Annette  home  aide  Action  Inc  rManchester  Mass 
Gavin  Irene  dir  of  nurses  Addison  Gilbert  Hosp  rManchester  Mass 
Gaw  Ella  E  retd  hl2  Ocean  Av  (R( 

Gay  Charles  J  (Gladys  L>  retd  hi  10  Prospect  St 
Gay  Margt  L  Mrs  hl26  Main  St 

Gaylardo  Wm  i  Lorraine  Ml  electn  Deering  Elec  hl45  Essex  Av  Apt 
17 


ROSE’S  OIL  SERVICE  Inc. 

& 

ROSE’S  TRANSPORTATION 

Inc. 

WHOLESALE  DISTRIBUTORS 

283-3334 

395  Main  St. 

Gloucester,  Mass.  01930 

283-3335 

137 

Gaylord  Dorothy  H  registrar  Endicott  Jr  College  <BE\  h35  Shore  Rd 
Gayton  Albert  A  Jr  (Edith)  mtcemn  Mass  Elec  h40  Millett  St 
Gayton  Edith  E  hsekpr  St  Peters  Rectory  r40  Millett  St 
Gayton  Foster  E  opr  D  O  Frost  hll  Proctor  St 

Gayton  Linda  M  nurse  aide  Cape  Ann  Nursing  Home  r40  Millett  St 
Gayton  Richd  h.23  School  St 

Gayton  Richd  driver  Yankee  Cab  Serv  r6  Proctor  St 
Geary  Carleton  T  (Patricia  E)  servmn  Sozio's  hT  Marshfield  St 
Geary  Gladys  E  (Wid  Harold  B)  retd  h8  Madison  Ct  Extn 
Geary  Helen  T  teller  Gloucester  Co-Op  Bank  r8  Madison  Ct  Extn 
Geary  John  R  (Linda)  emp  Haydens  (S)  h5  Cedar  St 
Geary  Robt  D  (Irene  E)  mech  Sudbay  Pontiac  Cadillac  Buick  hl2 
Stanley  Ct 

Geary  Thos  h8  Flume  Rd  Apt  14 

Gebhardt  Brian  mach  Rockport  Twine  &  Rope  hlO  High  St  <R' 
Gebhardt  Lisa  studt  r50  South  St  (R) 

Gebhardt  Norma  E  (Wid  John)  emp  Cape  Ann  Med  Center  h50  South 
St  (R) 

Gee  Charles  W  (Joan  E)  emp  B  F  Goodrich  h8  Beacon  St 

Geer  Charles  A  mtcemn  P  O  hlOO  Prospect  St 

Geer  Stephn  L  (Ann  M)  slitter  opr  Le  Page's  h5  Perkins  Rd 

Gelasakis  Geo  (Lea)  emp  Murmac  Mfg  h8  Allen  St 

Gelinas  Beverly  A  classified  sis  Gloucester  Daily  Times  r6  Bass  Av 

Gelinas  Robt  A  (Beverly  A)  h6  Bass  Av 

Geller  Myron  S  (Eileen)  rabbi  Temple  Ahavath  Achim  hLedge  Rd 
Geller  Sally  G  (Wid  Louis  G)  pres-treas  Sterling  Drug  Store  Of 
Gloucester  Inc  h35  Haskell  St 
Geller  Simon  (Wvca)  rl85  Main  St 
Gelliss  Michl  (Eilleen  R)  h3  Tolman  St 
Genawese  Charles  (Laura  S)  stevedore  h7  Norman  Av 
Genawese  Charles  J  studt  r  >  Norman  Av 
Genawese  Donna  emp  Mighty  Mac  r89  Concord  St 
Genawese  Ernest  (Genawese  Bait)  rl4  Eastern  Av 
Genawese  James  (Christine  B)  fisherman  hl4  Eastern  Av 
Genawese  Joseph  retd  r9  Stage  Fort  Park  Av 
Genawese  Mary  A  pkr  Gorton  s  hl4  Eastern  Av 
Genawese  Peter  rl4  Eastern  Av 

Genawese  Vincent  (Charlotte  I)  retd  h89  Concord  St 
Genawese  Vincent  Jr  (Pauline)  pres-treas  N  Shore  Pallet  Inc  P 
hl09  Western  Av 

Gendreau  Gwendolyn  retd  h20  Andrews  St 

Gendreau  J  Harvey  (Gwendolyn)  retd  h20  Andrews  St 

Genest  Charles  E  emp  Gorton  s  r  104  Pleasant  St 

Genest  John  J  utility  wkr  Gloucester  Eng  rl04  Pleasant  St 

Genest  Raymond  T  (Ann  A)  fish  ctr  Gorton's  hl04  Pleasant  St 

Genest  Robert  J  asmblr  Gloucester  Eng  h6  Bond  St 

Genest  Rose  kitchen  hlpr  Cape  Ann  Nursing  Home  rl04  Pleasant  St 

Genest  Thos  R  Jr  (Stephanie  L)  lab  Creese  &  Cook  <D>  h7  Maplewood 

Pk 

Genovese  Albert  (Lucille  A)  fishermn  h5  Clifford  Ct 
Genovese  Andrew  hl9  Duncan  St  Rm  6 

Genovese  Cath  Mrs  cafeteria  wkr  Ralph  B  O  Maley  Mdl  Seh 

rMacomber  Rd 

Genovese  Donna  tchr  Tina  s  Sch  Ot  Dance  r5  C  liiford  f  t 
Genovese  John  retd  r9  Western  Av 
Genovese  Marco  reta  hll  Gould  ft 
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Genovese  Marco  P  (Pamela  L)  fishermn  h7Vfe  Gloucester  Av 
Genovese  Paul  R  (Cath  G)  fishermn  hMacomber  Rd 
Gentile  Albina  studt  rl7  Ledgemont  Av 
Gentile  Antonio  J  (Dorothy)  production  h9  Mystic  Av 
Gentile  Antonio  J  studt  r7  Curtis  Sq 

Gentile  Carmen  P  (Mary  P)  pres  &  treas  G  &  B  Serv  h7  Curtis  Sq 
Gentile  Donna  perferator  Gloucester  Daily  Times  rl7  Lincoln  Av 
Gentile  Frank  P  (Mary  A)  whsemn  Quincy  Mkt  hl7  Ledgemont  Av 
Gentile  James  F  (Marie)  mach  Glouc  Eng  h47  High  St  (R) 

Gentile  Joanne  rl7  Lincoln  Av 

Gentile  Rosario  J  (Mildred  R)  hl7  Lincoln  Av 

Gentile  Teresa  L  counter  girl  r7  Curtis  Sq 

Gentile  Wm  W  fl  mstr  Gloucester  High  Sch  rBeverly  Mass 

Geoffrion  Norma  ofc  sec  Gloucester  Natl  Bk  r2  Ocean  Av 

George  Alan  (Susan)  lobstermn  h6  Langsf’ord  St 

George  Danl  H  (Nancy  L)  adj  Amer  Mutual  Ins  Co  (B)  h25  Marsh  St 
George  Danl  H  Jr  chem  r25  Marsh  St 
George  Donald  R  U  S  N  rll  Forest  St  (R) 

George  Earl  W  (Ruth  E)  (Highlander  Ctr  Laundromat)  hll  Forest  St 
(R)  v: 

George  John  F  (Jean)  mtcemn  O’Donnell-USEN  hl3  Walker  St 
George  Joseph  Jr  (Anna)  (George’s  Store)  hl74  Washington  St 
George  Joseph  U  (Hassnie  E)  retd  hl76  Washington  St 
George  Lewis  C  (Judith  A)  broker  r9  Briarstone  Rd  (R) 

George  Margt  E  (Wid  Austin  M)  tchr  Eastern  Av  Sch  h3  Harraden 
Av  (R) 

George  Melvin  (Christine)  emp  Town  Of  Rockport  r3  Harraden  Av  (R) 
George  Priscilla  J  (Puff  &  Stuff)  rll  Forest  St  (R) 

George  Ruth  C  ward  aide  Addison  Gilbert  Hosp  r3  Harraden  Av  (R) 
George  William  A  (Deborah)  fcty  lab  hRear  11  Forest  St  (R) 

George’s  Auto  Body  Shop  (Geo  Skinner)  18  Mondello  Sq 
George’s  Car  Wash  (Geo  Polisson)  18  Railroad  Av 
George’s  Store  (Joseph  George  Jr)  gro  178  Washington  St 
Geraci  Lucian  (Josephine  D)  (Geraci  Studio  &  Galleries)  h6  South  St 
(R) 

Geraci  Studio  &  Galleries  (Lucian  Geraci)  6  South  St  (R) 

Geraghty  Richd  B  (Patricia  G)  whsemn  Quincy  Mkt  &  Cold  Stge  hl06 
Magnolia  Av 

Gerbino  Vincent  sum  res  50  Beach  St  (R)  rHuntington  Long  Beach  N 
Y 

Gerety  Agnes  M  (Wid  Eug  P)  retd  h4b  Pleasant  St  (R) 

Germain  Rima  tchr  hl28  Leonard  St 
Gerniglaro  Emanuel  S  retd  h8  Poplar  Pk 
Gerrard  Dana  A  studt  rl57  Main  St  (R) 

Gerrard  Doris  E  nurse  Addison  Gilbert  Hosp  rl57  Main  St  (R) 

Gerrard  Everett  A  (Doris  E)  emp  B  F  Goodrich  hl57  Main  St  (R) 
Gerrard  Jill  D  rl57  Main  St  (R) 

Gerring  A  Clyne  (Eliz)  lab  W  G  Brown  Co  h32  Harrison  Av 
Gerring  Jacquelyn  (Wid  Richd)  h2  Ocean  Av  Apt  2g 
Gerring  Kath  A  r3  Sunset  Rd 

Gerring  Robt  K  (Mary  E)  driver  Poirier  Elec  Contr  h3  Sunset  Rd 
Gerring  Ronald  J  (Gail)  sr  acct  Univ  Of  Mass  (B)  h8  Blake  Ct 
Gerrior  John  J  (Carolyn  E)  stockmn  Woolworth’s  (BEV)  h25  Harrison 
Av 

Gerrish  Frank  rl8  Hancock  St 

Getty  Robt  mech  Stevens  Mtr  Sis  rEssex  Mass 


Glover's  Floor  Coverings,  Inc 
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Geyer  Eleanor  M  (Wid  Geo)  retd  hl3  Lincoln  Pk 
Geyer  Geo  C  (Barbara  A)  testmn  NET&T  hl73  Cherry  St 
Geyer  James  R  (E  Irene)  emp  Cape  Ann  Tool  h45  Pigeon  Hill  (R) 
Giacalone  Angelina  M  fish  pkr  h7  Summer  St 

Giacalone  Claudia  Mrs  maid  Cape  Ann  Nursing  Home  h8  Maple  St 

Giacalone  Jack  J  (Antonina)  food  insp  State  h23  Grapevine  Rd 

Giacalone  Jennie  (Wid  Vito)  retd  h69  Washington  St 

Giacalone  John  (Grace  A)  asst  mgr  Coastal  Tire  &  Appl  h30  Pine  St 

Giacalone  Joseph  (Margaret)  retd  hl3  Proctor  St 

Giacalone  Joseph  S  (Marie  G)  fisliermn  hl3  Addison  St 

Giacalone  Kathleen  stitcher  Cape  Ann  Mfg  rl3  Proctor  St 

Giacalone  Nicholas  landscape  gdnr  10  Lookout  St  hlO  Lookout  St 

Giacalone  Paolo  (Esther)  retd  hlO  Lookout  St 

Giacalone  Rosita  M  tchr  St  Ann’s  Sch  r70  Pleasant  St 

Giacalone  Vito  P  constn  wkr  rlO  Lookout  St 

Giamanco  Joseph  C  (Grace  L)  fishermn  h26  Grove  St 

Giamanco  Joseph  P  hlpr  r26  Grove  St 

Giamanco  Pamela  E  Mrs  h40  Grove  St 

Giamanco  Rosario  (Lena)  hSaville  Rd 

Giambanco  Enzo  corpmn  Action  Inc 

Giambanco  Rosaria  ward  aide  Addison  Gilbert  Hosp  r52  Middle  St 
Giambanco  Vi  Enzo  (Rosalie)  retd  h52  Middle  St 
Giammanco  Cath  ofc  sec  rll  Washington  Sq 
Giammanco  Philip  (Rosa)  retd  hll  Washington  Sq 
Giammanco  Rosalie  retd  rll  Washington  Sq 

Giammanco  Rosario  A  (Kathleen)  (Gussie’s  Roast  Beet  Shop)  h3 
Mason  St 

Giardi  Anthony  (Helen)  sum  res  Rear  81  Wingaersheek  Rd  rSalem 
Mass 

Giardi  John  J  (Annette)  h536  Atlantic  St 

Giarla  Richd  J  (Julie  A)  constn  wkr  hl2  Summer  St 

Gibbons  Charles  H  (Barbara  L)  pipeftr  (Nyc)  h59  South  St  (R) 

Gibbons  Michl  (Donna)  emp  NET&T  hll2  Thatcher  Rd 
Gibbons  Robt  (Judith)  poet  h22  Lynndale  Av 
Gibbs  Beatrice  W  (Wid  Wm  H)  retd  h377  Magnolia  Av 
Gibbs  C  Henry  (Muriel  E)  asst  treas  Geo  W  Thurston  Inc  h5 
Lynwood  Av 

Gibbs  Charles  H  Jr  (Natilie  J)  interviewer  State  Div  Emp  Secutiry 
h477  Washington  St 

Gibbs  Gerilda  I  hsekpr  47  Marion  Wy  (R)  r47  Marmion  Wy  (R) 

Gibbs  John  (Margt)  retd  hl6  Ketchopulos  Cir  (R)  Apt  C 
Gibbs  John  D  U  S  N  rVine  St 
Gibbs  John  J  (Ann  L)  freezer  wkr  hLa  Rose  Av 
Gibbs  Margo  emp  Day  Care  Cntr  h2  Cove  Hill  La  (R) 

Gibbs  Mary  C  retd  hVine  St 

Gibbs  Ralph  W  comptroller  Gloucester  Daily  Times  rNewbury  Mass 
Gibbs  Richd  (Patricia  A)  sht  mtl  wkr  (Woburn)  hl78  Essex  Av 
Gibbs  Richd  Jr  opr  Le  Pages  rl78  Essex  Av 
Gibbs  Vera  C  (Wid  Wm  F)  retd  hGap  Head  Rd  (R) 

Gibney  Michl  slsmn  Radio  Shack  r74  Main  St  (R) 

Gibney  Philip  mach  Rockport  Twine  &  Rope  rl6  School  St  (R) 

Gibney  Richd  M  (Diana  C)  artist  h74  Main  St  (R) 

Gibran  Gregory  N  rll  Burnham  St 

Gibran  Horace  J  (Mary  A)  tchr  Gloucester  High  Sch  hll  Burnham  St 
Gibran  Mary  A  Mrs  sr  elk  Gloucester  Welf  Serv  Ofc  rll  Burnham  St 
Gibson  Eliz  A  Mrs  ofc  sec  Dist  Nursing  hlO  Highland  St 
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Gibson  Gregory  A  wldr  h31  Webster  St 

Giddins  Eliz  hsekpr  Addison  Gilbert  Hosp  rl37  Wash  St 

Giers  Wm  P  Jr  driver  hl45  Essex  Av  Apt  18 

Gifford  Harry  M  (Eleanor  F)  retd  h20  Mt  Pleasant  St  (R) 

Giglio  Irma  nurse  Addison  Gilbert  Hosp  rl6  Cedar  Wood  Rd 
Giglio  John  J  (Irma)  mach  Gen  Elect  (L)  hl6  Cedarwood  Rd 
Gigliott  Edw  F  studt  h498  Washington  St 
Gilardi  Anthony  (Mary)  h.22  Cleveland  St 
Gilardi  Anthony  plastic  wkr  r22  Cleveland  St 
Gilardi  Anthony  J  emp  Gortons  rl5  Commonwealth  Av 
Gilardi  John  (Mary  A)  pkr  Gorton’s  h29  Centennial  Av 
Gilardi  Joseph  utility  wkr  Le  Page’s  h26  Riverside  Av 
Gilardi  Lawrence  V  mach  Herb  Wood  Mach  Shop  (P)  r22  Cleveland 
St 

Gilardi  Maria  bkpr  Curtain  Shop  r22  Cleveland  St 
Gilardi  Michl  (Angelina)  fishermn  hl5  Commonwealth  Av 
Gilardi  Michl  Jr  rl5  Commonwealth  Av 
Gilardi  Salvatore  emp  Gortons  rl5  Commonwealth  Av 
Gilbert  Deborah  C  bkpr  Cape  Ann  Ticket  &  Label  rThurston’s  Pt 
Gilbert  Home  Margt  Johnson  Supvr  home  for  aged  1  Western  Av 
Gilbert  Kenneth  J  (Ellen  M)  genl  mgr  Sea  Cold  Services  h5  Haskell 
Ct 

Gilchrist  John  K  (Margaret  M)  retd  hSummer  St  Extn  (R) 

Gilchrist  Paul  W  therapist  Addison  Gilbert  Hosp  rGeorgetown  Mass 

Giles  Of  Gloucester  (Irving  Margolis)  accessories  232  Main  St 

Gilfillan  Edw  (Kath)  Oceanographer  h64  Leonard  St 

Gilflllan  Edw  (Eleanor)  retd  hHesperus  Av 

Gill  Edw  (Gloria  J)  hi  16  Riverdale  Pk 

Gill  Gloria  ofc  sec  W  S  Prince  Ins  Agcy 

Gill  Inda  nurse  hi  Andrews  Ct 

Gillespie  Dorothy  Mrs  retd  h9  Norman  Av 

Gillespie  Marilyn  E  coml  artist  h29b  Mt  Pleasant  St  (R) 

Gillespie  Michl  F  studt  r9  Norman  Av 
Gillespie  Noreen  L  studt  r9  Norman  Av 

Gillette  Norma  fiscal  mgr  Sr  Home  Care  Serv  rl07  Essex  Av 
Gillette  Robt  A  (Norma)  eng  Gloucester  Eng  hl07  Essex  Av 
Gillie  Arth  C  Jr  shipping  &  receiving  B  F  Goodrich  Chem  h22 
Millett  St 

Gillie  Bartlett  J  cook  Dory  Mate  Coffee  Shop  r28  Orchard  St 
Gillie  Fred  elk  Cape  Ann  Auto  h22  Millett  3t 
Gillie  Henry  C  retd  h54  Centennial  Av 

Gillie  Margt  E  Mrs  lpn  Huntress  Pub  Med  Inst  h28  Orchard  St 
Gillie  Wm  P  ctr  Huston  Fish  r54  Centennial  Av 
Gillies  John  S  (Marion  S)  retd  hThatcher  Rd  (R) 

Gillies  Ruth  W  editor  Mit  Press  (B)  rThatcher  Rd  (R) 

Gillies  Wm  T  Jr  carp  Frank  Sawyer  Co  rManchester  Mass 
Gillis  See  Also  Gilliss 

Gillis  Christine  E  studt  rll2  Maplewood  Av 

Gillis  Danl  (Vicki)  emp  Gorton’s  h44  Eastern  Point  Rd 

Gillis  Eliz  A  retd  hAtlantic  Rd 

Gillis  Jane  nurse  Addison  Gilbert  Hosp  r40  Atlantic  St 
Gillis  Jennie  J  Mrs  jr  elk  typ  Gloucester  Welf  Serv  Ofc  hi  12 
Maplewood  Av 

Gillis  John  E  mix  eng  hlpr  Le  Page’s  rl6  Friend  St 
Gillis  Milton  driver  Yankee  Cab  Serv  r34  Witham  Av 
Gillis  Nancy  nurse  Addison  Gilbert  Hosp  rManchester  Mass 


3amei  C.  Qreely  Suneral  Service ,  Jnc. 

" Quality  &  Service  Since  1884" 

Tel.  283-0698  m.  „,QOn 

212  Washington  St.  Gloucester,  Mass.  01930 


Gillis  Robt  (Josephine)  emp  Sinter  Bond  h6  Herrick  Ct 
Gillis  Robt  C  (Harriett  G)  electn  Parks  Bros Hamjnond  St 
Gillis  Robt  J  (Pauline  M)  golf  pro  Bass  Rocks  Golf  Club  h27  Beach 

Rd 

Gillis  Robt  J  Jr  studt  r27  Beach  Rd 

Gillis  Stephen  repr  Cape  Ann  TV  r282  Essex  v 

Gillis  Steve  tech  G  &  B  Serv  rGloucester  Mass 

(Lillis  Steven  (Diane)  carp  hlO  Oakes  Av  . 

Gillis  Vincent  A  (Alice)  sum  res  5  Elmo  La  rCambridge  Mass 

Gilliss  Bradford  L  r36  Riverdale  Pk 

Gilliss  Judith  A  opr  NET&T  (S)  r36  Riverdale  Pk 

Gilliss  Sean  A  lumper  hlOl  Pleasant  St 

Thelma  L  Mrs  waitress  h36  Riverdale  Pk 
GUlS  Wm  Jr  (Elaine,  opr  B  F  Goodrich  h!05  Washington  St 
Gills  Judv  opr  N  E  T  &  T  (S)  hl6  Magnolia  Av  Apt  16 
Gilman  Geo  W  (Dorothy  E)  retd  h27 'A  Atlantic  Av  (  ) 

Gilpatrick  Honor  S  retd  rl26  Granite  St  (R> 

Gilpatrick  Naomi  A  retd  hl26  Granite  St  (R> 

Gilson  Gertrude  H  ofc  sec  Gorton’s  h4  Winchester  Ct 

^  PamX  “=dfC“rsing  Some  rl43  Essex 

Gazing Rgoht  H^emp  Gorton's  r!45  Essex  i Av  Bldg  2  Apt  23 

Gilzinger  Steph  P  USAF  rl45  Essex  Av  Bldg  2  Apt 

Ginda  R  N  hl47  E  Main  St  Apt  2 

Ginn  Gretchen  Mrs  retd  h39  Lincoln  Pk 

Ginns  Myrtle  G  (Wid  Oscar)  retd  h5  D«an  ™  tR)  ,  R 

Ginns  Shirley  E  tchr  Beeman  Mem  Sch  r5  Dean 

Oiordana  Frances  stitcher  rl9  Cleveland  bt 

Giordano  Antoniette  emp  Mighty  Mac  rl9  C eveland  St 

Giordano  Joseph  (Marianne)  emp  ,°°r1t0n f  A  st 
Giordano  Peter  (Maria)  mason  h23  Cleveland  S 
Giovanni  Eug  F  (Providenza)  lishcutter  h44  Granite  St 

Giovanni  Kath  P  (Wid  Celestine  Washington  St 

Giovanni  Patricia  nurse  Addison  Gilbert  Hosp  r29»  wa  g 
Giovanni  Priscilla  pkr  Le  Page’s  r56  Mt  Vernon  St 
Giovanni  Thos  F  h44  Granite  St 

Girouard  Camille  (Alice.  -^^^‘^“^  Norwood  Hts  rPalm  Beach 
Giullano  Charles  E  (Josephine  R)  sum  res  iNorwou 

Gladding  Martha  W  (Wid  Douglas  V.  sum  res  47  River  Rd  rNewport 
RI 

Glante  Charlene  A  pkr  Gorton’s  h7  WarnerSt  rMelrose 

Glaser  Louis  H  (Estelle)  summer  res  19  Sleepy  Hollow 

Glaslei^John  (Sheri  Lynn)  mgr  Radio  Shack  rl45  Essex  Av 
Glass  Art  (James  E  Viola  Jr)  77  Rocky  Neck  Av 

Glass  Elihu  (Ruth)  retd  hStanwood  Pt  rProvidence  R  I 

Gleadow  Charles  pres  &  lr®as  a  r  Water  Div  r40  Bass  Av 

Gleason  Charles  B  (Gertrude  E.  mwe>nn  ££  ^[gsLmit  St 
Gleason  Edith  corp  elk  Gleason  s  Ref  rig 
Gleason  Edw  (Carol)  h20  Bass  Av 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM.  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware’ 
etc. 

•  Watch  & 
Jewelry 
Repairing 


TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Gleason  Edw  F  Jr  (Ann)  sum  res  Longview  Rd  rSaugus  Mass 
Gleason  Eleanor  E  Mrs  nurses  aide  Addison  Gilbert  Hosp  h Woodman 
St 

Gleason  Geo  W  (Doris  H)  bait  dir  196  Washington  St  hl98 
Washington  St 

Gleason  Herbert  (Karen)  flshermn  hLedge  Rd 

Gleason  Kenneth  W  (Edith  J)  pres-treas  Gleason  Refrig  Serv  Inc  hl5 
Summit  St 

Gleason  Loring  P  (Helen)  sum  res  hl42  Wheeler  St 
Gleason  Mary  E  summer  res  Longview  Rd  rMalden  Mass 

GLEASON  REFRIGERATED  SERVICE  INC  Kenneth  W  Gleason 
President,  Loren  A  O’Brien  Office  Manager,  Coast  To  Coast 
Refrigerated  Trucking  Covering  48  States  284  Main  St  (01930) 
Tel  (617)  281-1684 

Gleason  Sidney  (Madeleline)  sum  res  Squam  Rock  Rd  rBelmont  Mass 
Gleason  Stanley  laby  tech  Addison  Gilbert  Hosp  rlO  Dock  Sq  (R) 
Gleason  Stanley  E  (Jane)  tchr  Gloucester  Hi  Sch  hl4  Story  St  (R) 
Gleason  Timothy  (Toni  L)  fish  wkr  h89  Riverdale  Pk 
Gleibus  Robt  (Carol)  h204  Hesperus  Av  Apt  1 
Glenn  Helena  M  retd  hAtlantic  Rd 

Glenn  Roland  D  (Eleanor)  summer  res  hlO  Highland  St  (R) 

Glenn  Thos  A  dishwasher  Addison  Gilbert  Hosp  rll9  Western  Av 
Glenn  Thos  A  (Dawn  B)  air  traffic  control  Faa  (B)  hll9  Western  Av 
Glenn  Thos  J  (Florence  R)  retd  h96  Prospect  St 
Glidden  Earl  T  (Jenny  J)  lab  Feldman  Constn  h65  Riverdale  Pk 
Gloucester  Assembley  Of  God  211  Washington  St 


GLOUCESTER  BUILDING  SUPPLY  CO  INC  Leonard  Kessel 
President,  Lumber,  Building  Material,  Doors,  Windows, 
Plywood,  12  Cleveland  PI  (01930),  Tel  283-4900  (See  Index  To 
Advertisers) 


GLOUCESTER  CAMERA  &  PHOTO  Harold  Adams  President, 
Photographic  Sales  &  Finishing,  10  Pleasant  St  (01930),  Tel 
283-5959 

Gloucester  Central  Package  Store  Inc  S  T  Tracy  Pres  B  J  Tracy 
Treas  liquor  263  Main  St 


GLOUCESTER  CITY  DIRECTORY 

R  L  POLK  CO  PUBLISHERS 
600  WASHINGTON  STREET 
BOSTON,  MASS  02111 


Gloucester  City  Hall  (side  ent)  4  Warren  St 

GLOUCESTER  CITY  OF 
CITY  HALL,  9  Dale  Av 
POLICE  COURT  BUILDING,  193  Main  St 
BOARD  OF  ASSESSORS,  Roger  C  Edwards  Chairmn,  Louis 
E  Russell  Jr  And  Mrs  Ruth  Goodwin  Assessors,  9  Dale 
Av,  Tel  283-3390 

BOARD  OF  HEALTH,  Michl  R  Stelluto  Chairman,  Paul  B 
Kenyon  Jr  Member,  9  Dale  Av,  Tel  283-0251 


GL0UCES1 

Tels 

4  Parker  Street 

rER  SUP 

283-7800- 

PI 

LY  CC 

283-780 

dloucestei 

III 

1 

r,  » 

IP 

flass. 

ANY 

01930 
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GLOUCESTER  CITY  OF— CONTD 

CITY  AUDITOR,  Alice  F  Fall,  9  Dale  Av,  Tel  283-0397 
CITY  CLERK,  Fred  J  Kyrouz,  9  Dale  Av,  Tel  283-0143 
CITY  ENGINEER,  John  T  Goodwin  Jr  Civil  Eng,  9  Dale  Av, 
Tel  283-0494 

CITY  FORESTER,  Gerald  A  Isaacsen,  Emerson  Av 
CITY  MANAGER,  Paul  F  Talbot,  9  Dale  Av,  Tel  283-0043 
CITY  PHYSICIAN,  9  Dale  Av,  Tel  283-1138 
CITY  SOLICITOR,  Geo  P  Laventis  9  Dale  Av 
CITY  TREASURER  AND  TAX  COLLECTOR,  John  W 
Hartford,  9  Dale  Av,  Tel  283-0308 
CIVIL  DEFENSE  26  Poplar  St  Tel  283-0340 
DIRECTOR,  Wesley  C  Tucker,  9  Dale  Av 
COUNCIL,  J  Stanley  Boudreau  Robert  L  French,  Steve 
Moynahan  Francis  G  Kennedy,  Gasper  J  Lafata,  Mrs 
Virginia  C  Flannagan  Members,  9  Dale  Av 
FIRE  DEPARTMENT,  Albert  Noble  Chf,  8  School  St,  Tel  283- 

2424 

ENGINE  COMPANY  NO  3,  75  Mt  Pleasant  Av  Tel  283- 
2424 

ENGINE  COMPANY  NO  4,  Geo  W  Belezos  Capt  30  Fuller 
St  (M)  Tel  283-2424  And  895  Washington  St 
COMBINATION  A,  8  School  St 
LADDER  1  &  2,  8  School  St 
RESCUE  SQUAD,  8  School  St 

WEST  GLOUCESTER  STA,  Randall  T  White  Capt, 
Concord  St 

FOREST  WARDEN,  Albert  Noble  8  School  St 
HARBOR  MASTER,  John  J  Coyle,  193  Main  St 
HUNTRESS  PUBLIC  MEDICAL  INSTITUTION,  Mrs  Doris  L 
Roberts  Supt,  1  Emerson  Av,  Tel  283-0439 
INDUSTRIAL  DEVELOPMENT  COMMISSION,  Edw  P  Flynn 
V-Chairmn,  9  Dale  Av  And  14  Pleasant  St 
INSPECTOR  OF  ANIMALS  AND  SLAUGHTERING,  Leonard 
T  Letendre,  9  Dale  Av 

INSPECTOR  OF  BUILDINGS  AND  PLUMBING,  Chester  H 
Dennen  Jr,  9  Dale  Av,  Tel  283-2906 
INSPECTOR  OF  WIRES,  Charles  W  Newman  Jr,  8  School  St 
LICENSE  BOARD,  Richd  K  Jeffery  Chairman,  James  O 
O’Hara,  Wm  W  Goodwin  Comnrs,  9  Dale  Av 
LICENSE  COMMISSION,  Albert  Noble,  Robt  J  Cooney  And 
Fred  J  Kyrouz  Comnrs,  9  Dale  Av 
MAYOR’S  OFFICE,  Hon  Nate  Ross  Mayor,  9  Dale  Av 
OFFICE  OF  BURIAL  OF  DECEASED  SOLDIERS  AND 

SAILORS,  John  H  Alto  Veterans  Burial  Ofcr,  9  Dale  Av 
POLICE  DEPARTMENT,  John  J  Coyle  Chief,  193  Main  St 
PUBLIC  HEALTH  DISPENSARY,  9  Dale  Av 
PUBLIC  PROPERTY  DIVISION,  John  H  Alto  Formn, 

Emerson  Av 

PUBLIC  WORKS  DEPARTMENT,  Gerald  A  Isaacsen  Dir,  26 
Poplar  St,  Tel  283-5940 

PUBLIC  WORKS  DEPARTMENT,  9  Dale  Av,  Tel  283-5940 
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GLOUCESTER  CITY  OF— CONTD 
PUBLIC  WORKS  DEPARTMENT,— CONTD 

SEWER  DIVISION,  Herbert  D  Nickerson  Eng,  26  Poplar 
St 

WATER  DIVISION,  26  Poplar  St 

HIGHWAY  DIVISION,  Edmund  C  Culver  Supt,  26  Poplar 
St 

PARKS,  PLAYGROUNDS  AND  PUBLIC  BUILDINGS 

DIVISION,  Gerald  A  Isaacsen  Acting  Dir,  26  Poplar  St 
BABSON  RESERVOIR,  100  Poplar  St 
PURCHASING  AGENT,  Robert  H  White,  9  Dale  Av,  Tel  283- 
4322 

REGISTRARS  OF  VOTERS,  Mary  K  Fanning  Chairman, 

Fred  J  Kyrouz  Clerk,  Wm  A  McCarthy,  Henry  L  Lufkin 
Members,  9  Dale  Av 

SANITARY  INSPECTOR  AND  AGENT,  Artell  B  Crowley,  9 
Dale  Av 

SCHOOL  COMMITTEE,  Norman  C  Ross  Clifford  E  Arvilla, 
Richd  D  Lumbard  Gerald  K  Parker,  Wm  E  Blanchard 
III,  Robert  D  McCormack,  Richd  D  Wilson  Members, 
Blackburn  Cir 

SCHOOL  DEPARTMENT,  Geo  P  Lane  Supt  Of  School, 
Blackburn  Cir,  Tel  283-0606 

SEALER  OF  WEIGHTS  AND  MEASURES,  Donald  Sheedy,  9 
Dale  Av,  Tel  283-2906 

TRAFFIC  COMMISSION,  Kenneth  S  Joyce  Chairman,  Leland 
Digou  Philip  R  Feener,  Michl  Linquata^-Albert  E  Noble 
Members,  9  Dale  Av 

VETERANS  BENEFITS,  Louis  V  Palelli  Dir  And  Agt,  9  Dale 
Av,  Tel  283-1288 

Gloucester  Co-Operative  Bank  Alex  J  Guittarr  Pres  John  C  Frithsen 
Sr  V-  Pres  Melvin  P  Olson  Jr  Treas  85  Middle  St 
Gloucester  Community  Fish  Pier  Association  Alf  G  King  Jr  Pres  2 
Gloucester  Fish  Pier 

Gloucester  Credit  Union  Leo  R  Hansbury  Mgr  196  Main  St 


GLOUCESTER  DAILY  TIMES 

PHILIP  S  WELD  PRESIDENT 

ALEXANDER  N  STODDARD  VICE-PRESIDENT- 
PUBLISHER 

44  WHITTEMORE  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE  283-7000 
(See  Index  To  Advertisers) 


GLOUCESTER  DELICATESSEN  (Harry  Goldstein),  Good  Things 
To  Eat — Every  Sandwich  A  Meal  Sandwiches  Put  Up  For 
Parties  Banquets,  Wedding  Receptions  Booth-Counter  Take 
Out  Service  151  Main  St  (01930),  Tel  283-4500 

Gloucester  Dental  Laboratory  (Perce  M  Story)  7  Center  St 

Gloucester  Discount  Sales  Leo  Frontiero  Pres  Sami  Avazza  Treas  226 
Main  St 

Gloucester  Dispatch  Inc  James  Montagnina  Pres  Veronica  Naves 
Treas  274  Main  St 

Gloucester  District  Nursing  Association  Mrs  Theo  E  Lannefeld  Pres  8 
Angle  St 

Gloucester  Drive  In  Theater  55  Concord  St 

Gloucester  Engineering  Co  Inc  Ingvar  E  Tornberg  Pres  Wm 
Bonneville  Treas  Blackburn  Dr 

Gloucester  Engineering  Co  Inc  Plant  No  2  G  Wilbur  Tracey  Chairmn 
Of  Bd  Ingvar  E  Tornberg  Pres  mach  mfg  18  Sargent  St 

Gloucester  Fire  Department  Relief  Association  Lester  W  Chick  Jr 
Pres  A  T  Frost  Sec  8  School  St 


GLOUCESTER  PAINTS,  Inc 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Gloucester  Fish  Pier  26  Parker  St  ,on  ..  •  n. 

Gloucester  Fisherman’s  Fund  Michl  P  Orlando  Admn  120  Main  St 

Rm  9 

Gloucester  Fraternity  Club  27  Webster  St 
Gloucester  Fraternity  Drum  Corps  27  Webster  St 

Gloucester  Grocery  &  Boat  Supply  Inc  Salvatore  Ciarametaro  Pres  & 
Treas-  Agt  17  Rogers  St 

Gloucester  High  School  Robt  H  Natti  Prm  Leslie  O  Johnson  Rd 
Gloucester  House  Restaurant  Inc  Michl  L  Linquata  Pres  Leonard 

Linquata  Treas  63  Rogers  St  _  „ 

GLOUCESTER  HOUSING  AUTHORITY  John  W  Sheedy  Exec 
Dir,  55  Maplewood  Pk  (01930),  Tel  283-4435 
Gloucester  Ice  &  Cold  Storage  Co  Inc  John  Ryan  Pres  John  W  Ryan 
V-Pres  James  A  Ryan  Treas  Gloucester  Fish  Pier 

Gloucester  Life  Boat  Sta  Duncans  Pt  G  .  ,  ,  Qc  F 

Gloucester  Lobster  Co  (Robt  L  Kearsey  And  Melvin  Spitz)  whol  95  L 

Glou^eTte/Ldge  No  892  (BPOE)  John  Remeik  Exalted  Ruler  42 

Pleasant  St  ,  .  . 

Gloucester  Lyceum  And  Sawyer  Free  Library  Waldon  J  Anderson 

Pres  88  Middle  St  c 

Gloucester  Manor  Rest  Home  June  Cahoon  Supvr  46  Summer  St 
Gloucester  Manufacturing  Co  Inc  Harry  James  Pres  &  Treas  264 
Main  St  Women’s  Knitwear 

GLOUCESTER  MARINE  RAILWAYS  CORP 

ANTHONY  PARISI  PRESIDENT 
9  HARBOR  LOOP 
GLOUCESTER  MASS  01930 
TELEPHONE  283-2775 

Gloucester  Mothers  Club  8  Angle  St 

GLOUCESTER  NATIONAL  BANK  OF 
GLOUCESTER 

O  FFICERS 

BENJAMIN  CURCURU,  CHAIRMAN  OF  THE  BOARD 
DAVID  L  MARSH,  PRESIDENT 
FRFnFRICK  H  TARR,  VICE-PRESIDENT 
WARREN  F  PARSONS,  ASSISTANT  VICE-PRESIDENT 
JOHN  J  KENNEDY  ASSISTANT  VICE  PRESIDENT 
JOHN  S  LUCAS,  CASHIER 
GEORGE  H  ROARK 

ASSISTANT  VICE-PRESIDENT 
147  MAIN  STREET 
GLOUCESTER,  MASS  01930 
TELEPHONE  (617)  283-0610 
Gloucester  News  Mildred  Faherty  Mgr  38  Taylor  St 

GLOUCESTER  PAINTS  INC 

(HENDERSON  &  JOHNSON  INC) 

JAMES  N  ABBOTT  JR,  PRESIDENT-TREASURER 
WHOLES  ALERS-RETAILERS 

MARINE  AND  HOUSE  PAINTS 
LOCATION 
2  HARBOR  LOOP 
GLOUCESTER,  MASS  01930 
TELEPHONE  283-1416 
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GLOUCESTER  PAINTS  INC— CONTD 
(See  Index  To  Advertisers) 


Gloucester  Paints  Inc  James  N  Abbott  Jr  Pres-Treas  52  Duncan  St 
Gloucester  Post  No  32  (Amvets)  14  Prospect  St 
Gloucester  Schoaner  Co  (.Richd  &  Sheila  Looney »  antiques  &  used 
furniture  338  Main  St 


GLOUCESTER  SEA  FOOD  WORKERS  UNION 
DISTRICT  LOCAL  15 

ALBERT  H  ENOS  PRESIDENT 
144  ^  MAIN  STREET 
GLOUCESTER  MASS  01930 
TELEPHONE 
283-4100 


Gloucester  Shoe  Repairing  (Antonio  Pascucci1  33  Main  St 
Gloucester  Stevedoring  Co  Carl  Moores  Pres  Walter  Ingle  Treas 
Rogers  St 


GLOUCESTER  SUPPLY  COMPANY 

SAM  W  GORDON,  PRESIDENT 

HAROLD  GOULD,  VICEPRESIDENT-TREASURER 

4  PARKER  STREET 

GLOUCESTER,  MASS  01930 

TELEPHONE  283-7800 

(See  Index  To  Advertisers) 


Gloucester  Television  &  Radio  Co  (Alf  Parady  Jr)  11  Cleveland  PI 

GLOUCESTER  TRANSIT  MIX  INC  P  Lloyd  Me  Comiskey 
President,  Phillip  L  Me  Comiskey  Jr  Treasurer-Corporate 
Clerk,  Concrete,  Emerson  Av  (01930),  Tel  283-2060 

Gloucester  Transportation  Co  Inc  John  Madruga  Jr  Pres-Treas  16 
Parker  St 

Gloucester  Traveler  Motor  Inn  (Robt  L  Fitzsimmons)  612  Essex  Av 

Gloucester  Tree  Surgeons  (Maurice  F  Roberts)  Fernald  St 

Gloucester  Used  Furniture  &  Antiques  (Mrs  Bella  Sandier)  53  Main 
St 

Gloucester  Vocational  Sch  Kenneth  E  Stickney  Dir  Leslie  C  Johnson 

Rd 

GLOUCESTER  WEST  END  TAXI  SERVICE  INC  Walter  J 
Johnson  President,  Helen  M  Johnson  Treasurer,  Taxicab 
Service,  Radio  Dispatched  Cabs  Sent  Anywhere,  Anytime  46 
Main  St  (01930),  Tel  283-3200 

Gloucester  Whiting  Association  Rear  37  Rogers  St 

Gloucester  Yacht  Yards  Inc  Mrs  Margt  P  Brown  Treas  6  Montgomery 

PI 

Gloucester  Yankee  Marine  Service  Inc  (David  Grant)  boat  yard 
Parker  St 

Glover  Willard  F  treas  Glover  Floor  Covering  Inc  rBoston  Mass 

GLOVER’S  FLOOR  COVERINGS  INC  Mark  R  Glover  President 
Willard  F  Glover  Treasurer  Floor  Coverings,  Armstrong 
Floors,  Ceramic  Wall  Tile,  Wall  To  Wall  Carpeting,  Room 
Size  Rugs  And  Formica  Counter  Top,  18  Whittemore  St 
(01930),  Tel  283-3940  (See  Index  To  Advertisers) 

Glovsky  C  Joel  dentist  339  Washington  St 

Glussner  Eleanor  V  (Wid  Howard  P)  h27l4  High  St  (R) 

Gnerre  James  (Hope  T)  sum  res  74  Long  Beach  St  (R)  rCambridge 
Mass 

Gobb  Eliz  tchr  North  Shore  Cnty  Day  Sch  (BEV)  h227  Granite  St  (R) 
Apt  la 


FAULK  BROS.,  Inc. 


35  Whittemore  St. 


MASON  CONTRACTORS 

Gloucester,  Mass.  01930 

TEL.  283-1771 


Gobeil  Joseph  A  (Phyllis  L)  emp  O’Donnell  USEN  Fisheries  hi 

Woodward  Av  . 

Goble  Margt  P  (Wid  Emerson)  retd  h41  Atlantic  Av  iKi 

Gocay  Ahmet  (Rana)  mach  Glouc  Eng  h25  Elm  St  ,  R 

Goddard  Geoffrey  (Barbara)  emp  Boston  Blueprint  r2  Pleasant  St  R- 

Goddette  Beatrice  retd  r44  South  St  (R)  w  R 

Godfrey  Ellen  S  (Wid  Fredk)  (Ccman  Sales  Co)  h38  Marmion  Wy  (R 

Godinha  Carlos  (Margie)  carp  hi  Sayward  St 
Godinha  Marge  (Marge’s  Beauty  Salon)  rl  Sayward  St 
Godinho  Carol  hsekpr  Cape  Ann  Nursing  Home  rl  Sayward  St 
Godinho  John  kitchen  hlpr  Cape  Ann  Nursing  Home  rl  Sayward  St 
Goebel  Nancy  Mrs  mgr  Rockport  General  Store  hl27  Leonard  St 

Goerling  Alice  h5  Beacon  St  .  _  _ 

Goerschner  Ted  L  (Michelle)  artist  hi43  Maui  ot  (R) 

Goggin  W  Benson  (Genevieve  D)  acct  O  Brien  &  Htzge.ald 

Ocean  Av 

Goiran  Anne  studt  hl3  Page  St 

Goiran  Jo  studt  rl3  Page  St 

Goiran  Roger  (Carolyn)  retd  hl3  Page  St 

Goldberg  Louis  (Svea  M)  retd  h4  Prospect  St  (K> 

Goldberg  Max  C  (Lall  J)  sum  res  15  Sleepy  Hollow  Rd  rMalden  Mass 
Goldberg  Olive  K  Mrs  treas  Art  Jewelry  Co  Inc  rBeverly  Farms  J  as* 

Goldberg  Richd  H  sum  res  h27  Broadway  (R>  R 

Goldberg  Svea  M  Mrs  pres  Golden  Age  Club  r4  Prospect St  l 
Golden  Age  Club  Mrs  Svea  Goldberg  Pres  Mrs  Minnie  Sheen  Sec  135 

Prospect  St 

Golden  Gull  Art  &  Crafts  The  262  E  Main  St 

Golden  Kath  E  legal  sec  Jerome  P  Facher  (B)  h,  Sylvan 

Golden  Mary  A  retd  r7  Sylvan  St 

Golden  Richd  sum  res  hSalt  Island  Rd 

<~'<-virior»v>nrcr  .Tack  mgr  rl3  Leslie  O  Johnson  Rd 

Goldings  Morris  (Mahoney  Atwood  &  Goldings)  rW  Newton  Mass 

Goldman  Benj  (Sarah)  director  Goldman's  Inc  h44  Lexington  Ai  .  p 

Goldman  Charlotte  Z  Mrs  treas  Goldman’s  Inc  rl5  Beach  Rd 
Goldman  Glenn  studt  rl5  Beach  Rd 

Goldman  Monte  (Rita)  summer  res  3  Bayle  La  rNewton  -  lass 

Goldman  Nancy  studt  rl5  Beach  Rd  ,  R  h  Rd 

Goldman  Sidney  (Charlotte  Z)  pres  Goldman is  nc  hlo  Bea ^  ™ 
Goldman’s  Inc  Sidney  Goldman  Pres  Mrs  Charlotte  Z  Goldman 

Goldsmith1  May^P*Mrs  summer  res  4  Wyoma  Rd  rWenhamtes 
Goldstein  Harry  (Sylvia)  (Gloucester  Delicatessen)  rLynn  Mas 
Goldstein  Morris  J  (Henry  The  Hatter )  rSwampscott  Mass 
Goldthwaite  Carlton  E  (Pearl  V)  mgr  Kellehers  Inn  Inc  hl9 

GoldGmaite' Christine  W  Mrs  tchr  Maplewood  Sch  hl58  Essex  Av 
Goldthwaite  Mabel  retd  rl  Western  Av 

Goldthwaite  Pearl  homemkr  Action  Inc  rl9  Mainstield  bt 
Goldthwaite  Willard  C  chief  City  Fire  Dept  h!4  Rocky  Pasture  Rd 
Goll  Ellen  H  tchr  Manchester  Hi  Sch  h8  Atlantic  A\ 

Golub  Symond  (Lelia  J)  h71  Western  Av 
Gomes  Frank  USA  r9  Highland  PI 

Gomes  Frank  P  Jr  (Helen  L)  emp  Gorton  s  h9  Highland 
Gomes  Salvatore  h65  Friend  St 

Gonsalo  Edw  A  emp  I  B  M  (Boston)  rlrvana  Rd  (R) 
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Gonsalves  Joseph  (Mary)  emp  Mighty  Mac  h8  Luzitana  Av 
Gonsalves  Joseph  F  retd  h35  Harrison  Av 
Gonsalves  Richd  A  (Yvonne  E)  constn  wkr  (R)  h6  Haskell  St 
Gonsalves  Richd  A  tchr  hi  13  Pleasant  St 

Gonzaga  Retreat  House  Rev  Brian  S  Duffy  Superior  Lake  Av 
Good  Harbor  Beach  Inn  (Danl  J  Mac  Donald)  summer  hotel  Salt 
Island  Rd 

Good  Timothy  W  III  (Eliz)  slsmn  h7  Decatur  St 

Goodard  John  M  (Joyce  M)  pres  Boston  Blueprint  h2  Pleasant  St  (R) 
Goodenough  Helen  L  Mrs  retd  h27a  Atlantic  Av  (R) 

Goodhue  Allan  M  Jr  driver  Manuel  R  Perry  Oil  Serv  h40  Riverdale 
Pk 

Goodhue  Allan  M  III  custdn  Ralph  B  O’Maley  Mdl  Sch  r5lA>  Sadler 
St 

Goodhue  Allen  (Gail)  emp  City  Water  Dept  h5‘/2  Sadler  St 
Goodhue  David  L  seafood  wkr  O  U  F  r6V2  Winchester  Ct 
Goodhue  Doris  (Wid  Philip  E)  (Studio  G)  h32  Haven  Av  (R) 

Goodhue  Elliott  F  (Edith  A)  seafood  wkr  O  U  F  h6‘/2  Winchester  Ct 
Goodhue  Geo  A  (Gertrude  E)  mtcemn  h21  Harold  Av 
Goodhue  Harriet  rlO  Staten  St 

Goodhue  James  B  (Shirley  M)  fish  wkr  Seafood  Kitchens  hi 29 
Riverdale  Pk 

Goodhue  James  B  Jr  fish  wkr  rl29  Riverdale  Pk 

Goodhue  Kevin  studt  r40  Riverdale  Pk 

Goodhue  Mark  studt  r40  Riverdale  Pk 

Goodhue  Robin  Mrs  h42  Granite  St 

Goodhugh  Geo  bartndr  Busy  Bee  Inc  h8  Prospect  St 

Goodick  Bruce  M  (Priscilla  F)  carp  584  Essex  Av  h584  Essex  Av 

Goodick  Charlotte  M  (Wid  Clifford  A)  retd  h4  Curtis  St  (R) 

Goodick  Cherryl  lpn  Addison  Gilbert  Hosp  h73  Riverdale  Pk 
Goodick  Deborah  studt  r3  Forest  St 
Goodick  Douglas  E  (Nancy  E)  ship  h20  Mystic  Av 
Goodick  Edw  A  (Leonora  A)  retd  h27  Mt  Vernon  St 
Goodick  Ella  S  (Wid  Manley  C)  retd  hl9  Acacia  St 
Goodick  Harry  C  (Martha  B)  formn  Gloucester  Marine  Railway  h3 
Forest  St 

Goodick  Herbert  summer  res  hi 7  Beach  Rd 
Goodick  Joseph  A  r20  Centennial  Av 
Goodick  Louise  W  r4  Curtis  St  (R) 

Goodick  Marion  E  Mrs  hl03  Riverdale  Pk 
Goodick  Mary  L  r27  Mt  Vernon  St 
Goodick  Steph  studt  rl4  Corliss  Av 
Goodick  Suzanne  L  studt  rl4  Corliss  Av 
Goodick  Virginia  M  Mrs  hl3  Centennial  Av 

Goodick  W  Herbert  (Ruth  M)  bldg  contr  14  Corliss  Av  hl4  Corliss  Av 
Goodman  Irving  (E  Natalie)  pres  Fisherman’s  Institute  h24  Highland 
St 

Goodmine  Nelson  sum  res  hRear  79  Granite  St  (R) 

Goodnow  Margt  E  (Wid  Robt)  retd  hl2  Marshfield  St 
Goodrich  B  F  Chemical  Co  Dan  Clark  Operations  Mgr  plastic  film 
mfrs  Causeway  St 

Goodrich  Clarence  B  (Lois  J)  regional  rep  Lysol  Products  h2 
Thompson  St 

Goodrich  Harold  A  (Joan  D)  (Annisquam  Marine  &  Auto  Shop)  h749 
Washington  St 

Goodspeed  Francis  E  prsmn  Cape  Ann  Ticket  &  Label  h88  Main  St 
(R) 

Goodspeed  Paul  C  (Patricia)  (Goodspeed’s  Leather)  rl008  Washington 
St 

Goodspeed’s  Leather  (Paul  Goodspeed)  3  Mt  Pleasant  St  (R) 

Goodwin  Arth  L  (Ruth  A)  slmn  Sears  (S)  hl4a  Carlisle  St 
Goodwin  Barbara  (Wid  Donald)  nurse  Addison  Gilbert  Hosp  h94 
Washington  St 


1 

PETROLEUM,  INC. 

Serving  Cape  Ann  With 
^  Warmth  Without  Worry 
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Goodwin  Bruce  studt  r94  Washington  St 

Goodwin  Carl  B  (Winifred  M)  fisherman  h2  York  Rd 

Goodwin  Carl  B  Jr  bartender  r2  York  Rd 

Goodwin  Carl  D  Jr  (Eleanor  G)  carp  Hobbs  hl3  Marshall  St  (R) 
Goodwin  Constance  B  slswn  M  B  Wright  Stationery  Store  rRear  150 
E  Main  St 

Goodwin  Harold  (Marylin)  truck  driver  hl5  Marble  St 

Goodwin  Harold  M  (Louise  E)  emp  Thurston’s  h9  Magnolia  Av 

Goodwin  Jane  tchr  hl46  Leonard  St 

Goodwin  Joan  tchr  Plum  Cove  Elem  Sch  r98  Holly  St 

Goodwin  John  T  Jr  (Olive  T)  jr  civil  eng  City  Eng  h22  Norman  Av 

Goodwin  Judith  studt  r94  Washington  St 

Goodwin  Laura  E  (Wid  Carl  D)  retd  hRear  150  E  Main  St 

Goodwin  Madith  E  sec  Ganteaume  &  Me  Millian  (B)  r6  Atlantic  Rd 

Goodwin  Marilyn  H  (Wid  Wm  W)  h43  Harrison  Av 

Goodwin  Marion  L  ofc  mgr  Rule  Indus  r2  Colonial  St 

Goodwin  Mark  N  (Donna  M)  musician  h39  Harrison  Av 

Goodwin  Mary  retd  h55a  Main  St  (R) 

Goodwin  Mary  V  (Wid  James  H)  retd  h20  Pine  St 
Goodwin  Mary  W  retd  r44  South  St  (R) 

Goodwin  Melody  studt  rl3  Rockport  Rd 

Goodwin  Olive  Mrs  library  aide  Milton  L  Fuller  Sch  r22  Norman  Av 
(M) 

Goodwin  Paul  B  (Mava  E)  dept  hd  Gloucester  High  Sch  h6  Atlantic 
Rd 

Goodwin  Percy  E  Jr  (E  Pearl)  custdn  Milton  L  Fuller  Sch  h2 
Colonial  St 

Goodwin  Robt  H  rRear  150  E  Main  St 

Goodwin  Ruth  Mrs  assessor  City  Bd  Of  Assessors  rl4a  Carlisle  St 

Goodwin  Warren  r2  York  Rd 

Goodwin  Wm  W  Jr  plmb  r43  Harrison  Av 

Goolart  Joseph  H  (Sandra)  emp  Gloucester  Eng  h6  Proctor  St 
Goold  James  D  (Evelyn)  retd  hi  Tarr’s  La  (R) 

Goos  Albert  E  (Wilma)  (Carroll  Cut  Rate  Perfumer)  hll  Foley  Rd 
Goozey  Martha  E  (Wid  Ervin  A)  retd  hl31  Wheeler  St 
Gordon  See  Also  Gorton 

Gordon  Bernard  M  (Sophia)  eng  (Wakefield)  hl36  Hesperus  Av 
Gordon  Geo  R  (Lorraine)  emp  Elliott  Trucking  hl45  Essex  Av  Apt  2 
Gordon  Helen  S  (Wid  Stanley  G)  retd  r60  Leonard  St 
Gordon  Irwin  B  (Thelma)  slsmn  Metro  Greetings  h3  Long  Branch  Av 

(R) 

Gordon  Irwin  F  sum  res  hAtlantic  Rd 

Gordon  Irwin  F  (Gertrude  F)  personnel  dir  Brigham’s  Inc  (Arlington) 
hSouth  St  (R) 

Gordon  Leah  rCape  Ann  Nursing  Home 

Gordon  Lowell  M  elec  dept  mgr  Glouc  Sup  rHaverhill  Mass 
Gordon  Sami  W  (Helen  C)  pres  Glouc  Sup  h36  Eastern  Point  Rd 
Gore  Kenneth  L  (Alice  S)  art  gallery  186  E  Main  St  hl86  E  Main  St 
Gorfinkle  Abr  sum  res  hPenzance  Rd  (R) 

Gorin  Lawrence  W  emp  mgr  (B)  r201  Hesperus  Av 
Gorin  Miriam  (Wid  Joseph  H)  h201  Hesperus  Av 
Gorman  Helena  M  retd  r6  Old  Ford  Rd 

Gorman  James  D  (Ethel  F)  refrigeration  repr  16  Butman  Av  hl6 
Butman  Av 

Gorman  Merrill  A  retd  r5  Centennial  Av 
Gorse  Dennis  L  (Sorrell  R)  retd  h235  Concord  St 
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Gorse  Dorrell  daycare  mother  Action  Inc  r235  Concord  St 
Gorton  See  Also  Gordon 

Gorton  Corp  The  Inc  Ross  Clouston  Pres  Harvey  H  Bundy  Exec  V- 
Pres  &  Treas  whol  fish  &  coldstorage  327  Main  St 
Gorton  Michl  (Phillis)  sum  res  hAdams  Hill  Rd 
Gorton  Nathl  M  (Jodi)  sum  res  hAdams  Hill  Rd 
Gosbee  Gray  B  (Judith)  san  eng  hl5  S  Kilby  St 
Goss  A  Irene  opr  Beauty  Nook  h35  Pigeon  Hill  (R) 

Goss  James  studt  r96  Middle  St 
Gosselin  Robt  mgr  Elliott’s  r3  Beckford  St 

Gossom  Geo  H  Jr  (Nora  M)  tchr  Ralph  B  O’Maley  Mdl  Sch  hl6 
Arlington  St 

Gossom  Gilbert  C  (Nancy)  tree  surgeon  hl047  Washington  St 
Gossom  Kathleen  A  studt  rl6  Arlington  St 
Gossom  Kenneth  J  Jr  studt  r20  Brierwood  St 
Gossom  Michele  Ann  elk  rl047  Washington  St 

Gossom  Nancy  Mrs  nurse  Addison  Gilbert  Hosp  rl047  Washington  St 

Gossom  Sheila  M  studt  rl6  Arlington  St 

Gosson  Constance  Mrs  h20  Brierwood  St 

Gothlander  Selma  E  retd  r317  Washington  St 

Gott  Dorothy  E  retd  hl32  Granite  St  (R) 

Gott  Eliz  rCape  Ann  Nursing  Home 

Gott  Mary  (Wid  Arth)  retd  h42  School  St 

Goucher  Geo  F  retd  r453  Washington  St 

Goucher  Ralph  H  (Faye  W)  retd  h Whale  Cove  Rd  ( R ) 

Goulart  Dionisio  (Arcangela)  h9  Perkins  St 
Goulart  Erban  J  (Bertha  L)  retd  hi  14  Maplewood  Av 
Goulart  Gerald  (Patricia)  emp  Gloucester  Eng  h5  Mt  Vernoq^St 
Goulart  Jerome  G  (Julia  M)  policemn  City  Police  Dept  h45  Hartz  St 
Goulart  Joao  utility  mn  Le  Page’s  r6  Marchant  St 
Goulart  John  J  (Dorothy  M)  bkpr  Gloucester  Gro  &  Boat  Sup  h31 
Chapel  St 

Goulart  John  P  (Adeline  S)  fish  wkr  Gorton’s  rl4  Sadler  St 
Goulart  Jose  (Louisa)  utilitymn  Le  Page’s  h25  Millett  St 
Goulart  Joseph  A  (Linda  A)  mach  hl4  Ellery  St 
Goulart  Leonard  D  fish  ctr  Gorton’s  h96  Prospect  St 
Goulart  Linda  pkr  Le  Page’s  rl24  Wash  St 
Goulart  Linda  S  h9  Harold  Av 
Goulart  Madeline  I  (Wid  Wm)  retd  h45  Hartz  St 
Goulart  Marcia  E  studt  rl23  Riverdale  Pk 

Goulart  Margt  swtchbd  opr  Addison  Gilbert  Hosp  r3  Sadler  St 
Goulart  Maria  emp  Gorton’s  r9  Perkins  St 
Goulart  Mary  B  (Wid  Manuel  J)  h9  Friend  St 
Goulart  Michl  chef  Gloucester  House  Restr  r8  Washington  Sq 
Goulart  Michl  D  studt  rl23  Riverdale  Pk 
Goulart  Phyllis  homemkr  Action  Inc  h24  Alper  Rd 
Goulart  Ralph  Jr  emp  Brown  Yacht  Yard  r3  Sadler  St 
Goulart  Ralph  E  (Margt  M)  comp  &  lino  Cape  Ann  Ticket  &  Label 
h3  Sadler  St 

Goulart  Ralph  P  (Caroline  C)  fishermn  hl23  Riverdale  Pk 
Goulart  Stephanie  P  studt  rl23  Riverdale  Pk 
Goulart  Steph  W  studt  rl23  Riverdale  Pk 

Goulart  Wm  P  Jr  (Margt)  equip  opr  City  Water  Div  h8  Washington 
Sq 

Gould  Donald  J  (Carolyn  J)  summer  res  h5  Broadway  (R) 

Gould  Harold  v-pres  Glouc  Sup  r43  Raymond  St  Manchester 
Gould  Jackson  A  (Eva)  hSt  Louis  Av 
Gould  Judith  stewardess  rSt  Louis  Av 

Gould  Susan  teller  First  Natl  Bk  Of  Ipswich  h44  Lexington  Av  Apt 
28 

Goulter  Jennie  Mrs  retd  hl8  Ketchopulos  Cir  (R)  Apt  F 
Goulter  Richd  T  (Mary  M)  asst  mgr  Wm  E  Blanchard  Jeweler  h3 
Wiley  St 
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Gounaris  Arth  G  (Vincie  R)  securities  broker  Mut  Of  Omaha  (P)  h229 

Washington  St 

Gouzie  Mildred  (Five  G)  rMacomber  Rd 
Gouzie  Tom  USN  rMacomber  Rd 

Gouzie  Wilfred  J  (Mildred  M)  tchr  Milton  L  Fuller  Sch  hMacomber 

Gove  A  Kilby  (Ethel  F)  (Gove’s  Gulf  Station)  h25  Riverside  Av 
Gove  A  Kilby  Jr  (Beverly  A)  (Gove’s  Gulf  Station)  hl77  Cherry  St 
Gove  Clarence  A  (Doris  R)  mach  United  Shoe  (BEV)  h23  Bass  Av 
Gove  Donald  F  (Renaud)  (Gove’s  Gulf  Station)  h23  Ferry  St 
Gove  Herbert  L  (Barbara  W)  (Gray  Porter  &  Gove)  (B)  hPenzance  Rd 

(R) 

Gove  Ilene  sec  St  Anns  Rectory  rWestern  Av 

Gove  John  W  retd  h37  Cleveland  St  .  _  , 

Gove  John  W  Jr  (Carolyn  R)  equip  installer  Net  &  T  h8  Linden  Rd 

Gove  Kenneth  W  (M  Eileen)  plumb  se  h584  Western  Av 

Gove  Patricia  Mrs  tchr  West  Parish  Sch  r3  Highwood  Rd  Manchester 

Mass 

Gove  Peter  S  (Susan)  hPenzance  Rd  (R) 

Gove’s  Gulf  Station  (A  Kilby  A  Kilby  Jr  &  Donald  F  Gove)  132 
Washington  St 

Goveny  Gordon  wldr  Modern  Heat  rll  Cleveland  P 
GOVERNMENT  OFFICES  (See  United  States  Government) 
Goyetche  Doris  J  tchr  (Essex)  r2  Myrtle  Sq 
Goyetche  Flora  M  (Wid  Wilfred  C)  retd  h2  Myrtle  Sq 

Goyetche  Mary  A  (Wid  Thos  W)  retd  h2  Myrtle  Sq 

Goyetche  Walter  L  (Mary  E)  policemn  City  Police  Dept  h34  k  Hartz 
St 

Goyetche  Walter  L  Jr  bartndr  h282  Essex  Av 

Goyette  Charles  H  (Meri  R)  2  summer  res  2  Point  Rd  rNashua  NH 
Grace  Albert  F  (Mary  L)  signal  mtcemn  City  Ot  Gloucester  hl2 

Stanwood  Av 

Grace  Alice  J  retd  r87  Bond  St  7 

Grace  Carleton  J  (Stella  F)  quality  mgr  United  Shoe  (BEV)  h40 

Madison  Av 

Grace  Floyd  B  (Grace)  carp  h723  Washington  St 

Grace  Geo  C  (Francesca  M)  emp  Cape  Ann  Mfg  hl3  Green  S 

Grace  J  Carlton  retd  hl3  Green  St 

Grace  James  P  constn  wkr  rl3  Green  St 

Grace  Joseph  dir  Gloucester  Community  Fish  Pier  Assn  rNickolane 

Grace  Joseph  F  (Saima  I)  organ  bldr  C  B  Fisk  Inc  h!9  "nry  St 
Grace  Joseph  R  (Georgina  A)  sht  mtl  wkr  L  E  Andrews  &  Co  h75 

Grace°Judith  J  dietary  wkr  Addison  Gilbert  Hosp  r95  Holly  St 

Grace  Leonard  R  (Bell)  h78  Friend  St 

Grace  Mary  C  (Wid  Antone)  retd  h76  Friend  St 

Grace  Patricia  r78  Friend  St 

Grace  Robin  L  studt  rl2  Stanwood  Av 

Gracie  Edw  A  (Helen  E)  mach  opr  Liberty  Research  (Essex) 

Gracte°HeeienSE  Mrs  asst  treas  Granite  Sav  Bank  rl8  Prospect  St  (R) 
Gracie  Wilbur  B  retd  h23  School  St 

Grade’s  Beauty  Lounge  (Grace  Pastagal)  43  Mam  St  ( 

Gradwhol  Bruce  A  real  est  &  bldr  Bsmnt  21  Shore  Rd  hBsmt  21 

Shore  Rd 

Gradwohl  Lucien  (Eve)  retd  h21  Shore  Rd 
Grady  Roberta  D  tel  opr  hlO  Beacon  St 
Graff  Joseph  pntr  hRear  2  Lexington  Av 
Graff  Wm  studt  r2  Lexington  Av  . 

Graffix  Studio  (Frank  Molinski)  photog  964  nMfDlewood  Av 

Graham  Andrew  F  (Eileen)  pntr  Glou  Yacht  Yd  h  P 

Graham  Betty  bkpr  The  Pewter  Shop  rUpper  Mam  St  (R> 
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Graham  Bonnie  tchr  Geo  J  Tarr  Sch  r6  Parker  St  (R) 

Graham  Grace  F  Mrs  domestic  h4c  Pleasant  St  (R) 

Graham  Helen  bkpr  Graham  Marine  Electronics  r548  Essex  Av 
Graham  J  Stewart  sum  res  154  Wheeler  St  rFramingham  Mass 
Graham  John  E  emp  Probation  Ofc  r4a  Oak  Cir  (R) 

Graham  John  N  (Bonnie  N)  probation  ofcr  Essex  Cnty  (S)  h6  Parker 
St  (R) 

Graham  Kenneth  B  theatrical  tech  (B)  r922  Washington  St 
Graham  Margt  (Wid  Henry)  rRear  185  Concord  St 
Graham  Marine  Electronics  (Ronald  W  Graham)  sis  &  serv  marine 
equip  10  Rogers  St 

Graham  Robt  M  (Grace)  greenhouse  (burlington)  hRust  Island 
Graham  Robt  M  Jr  (A  Eliz)  yard  mn  B&M  hl46  Main  St  (R) 

Graham  Ronald  W  (Helen  M)  (Graham  Marine  Electronics)  h548 
Essex  Av 

Graham  Ronald  W  Jr  studt  r548  Essex  Av 
Grammas  Arth  G  sum  res  hl25  Long  Beach  St  (R) 

Grammas  Arth  G  (Joyce  A)  retd  hl41  Western  Av 
Grammas  Geo  (Trudy)  supvr  Bickford’s  (B)  hlO  Oakes  Av 
Grammas  Peter  A  (Nancy  J)  mgr  Honeywell  (Lowell)  h4  Lowe  Dr 
Grand  Army  Republic  Hall  47  Washington  St 
Grande  Antoinette  E  sum  res  Thatcher  Rd  rWest  Roxbury  Mass 
GRANGE  THE  (Jon  E  Steinberg  Thomas  L  Gardner)  Antiques 
Bought  &  Sold,  We  Invite  You  To  Browse  457  Washington  St 
(01930)  Tel  283-4021 
Granger  Ella  M  retd  r7  Cliff  Rd 

Granite  Garage  Inc  Roger  E  Perkins  Pres  Mrs  Nancy  G  Perkins  V 
Pres  &  Treas  66  Granite  St  (R) 

GRANITE  SAVINGS  BANK  Charles  G  Burbank  President,  N  O 
Bruno  Pearson  Vice-President,  Neil  Campbell  Treasurer, 
Isabel  D  Poole  Assistant  Treasurer,  Helen  E  Gracie  Assistant 
Treasurer,  26  Broadway  (Rockport;  01966),  Tel  546-6813  (See 
Index  To  Advertisers) 

Grant  Allen  rCape  Ann  Nursing  Home 

Grant  Allen  F  Jr  exec  sec  Natl  Sec  &  Res  Corp  (B)  hl8  Poplar  St 
Grant  Beatrice  S  (Wid  Clinton  T)  pkr  Gorton’s  h23Vfe  Church  St 
Grant  David  (glouc  yankee  marine  serv  co)  (Hesperus  Marine  Service 
Co) 

Grant  Douglas  S  (Barbara  A)  oil  burner  tech  h42  Curtis  St  (R) 

Grant  Ella  C  Mrs  pkr  Gorton’s  h6  Winchester  Ct 
Grant  Geo  R  emp  Gortons  hi  10  Prospect  St 
Grant  Geo  R  Jr  electn  rl4  Exchange  St 
Grant  Helen  (Wid  Geo)  summer  res  hRiverview  Rd 
Grant  Helen  E  (Wid  Chester  H)  retd  h5  Englewood  Rd 
Grant  May  M  (Wid  Melville  W)  hl5  Phillips  Av  (R) 

Grant  Nancy  Mae  rl5  Phillips  Av  (R) 

Grant  W  T  Co  Edw  Bowman  Mgr  dept  store  181  Main  St 
Grapevine  The  (Robt  T  Moses)  newspaper  15  Lexington  Av 
Grass  Roots  (Paul  Me  Lay)  20  Main  St  (R) 

Grassett  John  H  (Bertha  M)  lathe  opr  h8b  Bray  St 
Grasso  Doris  E  artist  15  Langsford  St 

Grasso  Salvatore  (Sheila)  artist  Tucker  Toys  h46  Langsford  St 
Grattan  Gertrude  B  retd  r8  Cunningham  Rd 
Grau  Leonard  A  r78  Friend  St 
Gravalese  Edw  studt  rPresson  Point  Rd 

Gravalese  Edw  M  (Doris  J)  pres-treas  Epstein’s  Inc  Of  Gloucester 
hPresson  Point  Rd 

Graves  Constance  ofc  mgr  Tally’s  Auto  Sales  Inc  r4  Spring 
Graves  Danl  A  retd  h5  Franklin  Sq 
Graves  Danl  A  Jr  r5  Franklin  Sq 

Graves  Hollis  F  (Constance  P)  carrier  P  O  h4  Spring  St 
Graves  Weston  O  (Sally  E)  sis  mgr  h84  Granite  St  (R) 

Graves  Wilfred  (Cicely)  retd  rHudson  Mass 
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Gravity  Research  Foundation  Geo  Rideout  Pres  58  Middle  St 
Gray  Anne  J  Mrs  ofc  wkr  Sudbay  Pontiac  Cadillac  Buick  r43 
Wheeler  St  Rear 

Gray  Carol  studt  r6  Clarendon  St 
Gray  Carol  S  Mrs  h34  Beach  St  (R) 

Gray  Charles  J  h2  Stanwood  Pt 

Gray  Christopher  (Erika)  h63  Friend  St 

Gray  Claude  Jr  (Sandra  A)  fishermn  hl5  Oakes  Av 

Gray  Clyde  A  Jr  (Louise  W)  pharm  Douglass  Pharm  h31  Englewood 

Rd 

Gray  Colleen  M  USN  r393  Western  Av 
Gray  David  studt  r6  Clarendon  St 
Gray  Donald  (Joan)  USA  h65  Friend  St 
Gray  Donald  USN  r2  Stanwood  Pt 

Gray  Donald  G  oil  burner  tech  Todd  Corp  h66  High  St  (R) 

Gray  Donald  J  (Joan)  tech  Matheson  Gas  rl65  Washington  St 
Gray  Donald  P  (Judith)  supvr  Le  Page’s  hRear  43  Wheeler  St 
Gray  Donald  S  (Rowena  C)  acct  Gorton’s  hl9  Dalton  Rd 
Gray  Eleanor  nurses  aide  Huntress  Pub  Med  Inst  r35  Elm  St 
Gray  Eliz  Mrs  nurses  aide  Cape  Ann  Nursing  Home  h35‘/2  Elm  St 
Gray  Elsie  T  bkpr  Natl  Lead  (B)  r3  Hooper  Ct  (R) 

Gray  Erika  T  dietary  wkr  Addison  Gilbert  Hosp  r42  Friend  St 
Gray  F  Robt  (May)  sum  res  14-F  Long  Beach  St  (R)  rWoburn  Mass 
Gray  Frances  W  nurse  h44  Lexington  Av  Apt  G  1 
Gray  Francis  D  (Mary  E)  retd  h5  Birch  Grove  Hts 
Gray  Frank  C  (Carol)  elk  PO  r34  Beach  St  (R) 

Gray  Gene  R  U  S  A  F  r35V2  Elm  St 

Gray  Geo  F  (Janice)  fishermn  h3  Millett  St 

Gray  Glenn  A  tester  Genl  Elect  (LYNN)  rl<±  Atlantic  Rd 

Gray  Harold  E  (Bertha)  retd  h7  Albion  Ct 

Gray  Helen  homemkr  Action  Inc  rl3  Hale  St  (R) 

Gray  Helen  A  Mrs  sum  res  hEastern  Point  Blvd 
Gray  J  Robt  (Georgia  A)  constn  wkr  h393  Western  Av 
Gray  Joan  daycare  mother  Action  Inc  r63  Friend  St 
Gray  John  S  Mrs  summer  res  hWay  Rd 

Gray  John  W  (Isabel  W)  carp  contr  6  Eastern  Point  Rd  h6  Eastern 
Point  Rd 

Gray  Kenneth  (Bonnie)  h79r  High  St  (R) 

Gray  Manor  tourist  14  Atlantic  Rd 

Gray  Margt  M  (Wid  Herbert  D  Jr)  hlO  Parker  St  (R) 

Gray  Michael  r31  Englewood  Rd 

Gray  Myrtle  M  (Wid  Herbert  D)  retd  h3  Hooper  Ct  (R) 

Gray  Nancy  studt  r6  Clarendon  St 

Gray  Paul  R  (Nancy)  v-pres  Waterworks  Installations  (Canton)  hbl8 
Essex 

Gray  Phillip  L  (Hilda  A)  insp  Honeywell  (Lawrence)  h70  Pigeon  Hill 

(R) 

Gray  Richd  N  (Elaine  D)  tchr  Middle  Sch  h202  Granite  St  (R) 

Gray  Richd  W  (Cecilia  M)  plmb  h381  Magnolia  Av  . 

Gray  Robt  B  (Madeline  A)  elec  supvr  Varian  (BEV)  hl4  Atlantic  Rd 
Gray  Robt  D  (Alice)  pres  Biomarine  Laby  h6  Clarendon  St 
Gray  Robt  J  lobstermn  rlO  Parker  St  (R) 

Gray  Rodney  D  studt  r618  Essex  Av  .  0  _ 

Gray  Russell  antiques  201  Granite  St  (R)  hBsmt  170  Granite  St  ( 
Gray  Russell  D  (Janet  L)  fish  wkr  OUF  hl7  Millett  St 
Gray  Stanley  L  (Joan  F)  reprmn  NET&T  h72  High  St-(R) 

Gray  Thelma  F  (Wid  Chas  R)  retd  h4  Cabo  Dr 

Gray  Thos  studt  r6  Clarendon  St 

Gray  Victoria  mgr  Waterfront  Gifts  &  Arts 

Grayce  Margt  A  (Wid  Manuel  A)  retd  hl41  Main  St  (R) 

Grayce  Robt  tchr  rl41  Main  St  (R) 

Grazen  Mary  E  tchr  Ralph  B  O’Maley  Mdl  Sch 

Great  Atlantic  &  Pacific  Tea  Co  Anthony  Porcello  Mgr  201  Main  St 
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Grebe  Betty  A  Mrs  tchr  Milton  L  Fuller  Sch  rManchester  Mass 
Greek  Donald  (Ann)  h5  Elizabeth  Rd 

Greeke  Dell  E  (Martha  E)  pres  Independent  Machine  Co  h4  Juniper 
Rd 

Greeke  Linda  studt  r4  Juniper  Rd 

Greeke  Linda  home  aide  Action  Inc  rl45  Essex  Av 

Greeke  Lola  R  hl6  Magnolia  Av  Apt  9 

Greeke  Paul  studt  r4  Juniper  Rd 

Greeke  Peter  D  agt  Hancock  Mut  Life  r34  Webster  St 
Greeke  Robt  W  (Ellen  M)  formn  Gorton’s  h24  Dalton  Av 
Greeke  Timothy  L  (Charlene)  hlO  Perkins  St 
Greeke  Woodrow  (Cora)  h26  Dale  Av 
Greel  Barbara  studt  r53  Langsford  St 

Greel  Donald  F  (Carolyn  A)  formn  United  Shoe  h4  Bayfield  Rd 

Greel  E  A  Inc  Wm  Blanchard  III  Pres  &  Treas  clns  64  Main  St 

Greel  Ethel  M  (Wid  Frank)  retd  h7  Lincoln  Pk 

Greel  Everett  A  (Christina)  hlpr  E  A  Greel  Inc  h30  Langsford  St 

Greel  Everett  A  Jr  asst  mgr  E  A  Greel  r311  Washington  St 

Greel  Gary  dishwasher  Cape  Ann  Nursing  Home  rHarrison  Av 

Greel  Kathleen  E  tchr  r53  Langsford  St 

Greel  Michl  B  genl  hlpr  r4  Bayfield  Rd 

Greel  Richd  E  (Norma)  asst  serv  mgr  h53  Langsford  St 

Greel  Robt  A  genl  hlpr  r53  Langsford  St 

Greel  Sharon  A  studt  r4  Bayfield  Rd 

Greel  Terry  kitchen  hlpr  Cape  Ann  Nursing  Home  rHarrison  Av 
Greel  Wm  D  emp  Cape  Ann  Mkt  r54  Harrison  Av 
Greeley  John  W  emp  Greeley  Funeral  Home  h448  Essex  Av 
Greely  Gerald  D  (Mary  Anne)  treas  James  C  Greely  Funefal  Serv  Inc 
hl8  Mt  Pleasant  Av 

Greely  James  C  Jr  (Mary  E)  pres  James  C  Greely  Funeral  Serv  Inc 
hl8  Gloucester  Av 

Greely  James  C  III  (Helen  M)  v-pres  James  C  Greely  Funeral  Serv 
Inc  h8  Atlantic  Rd 

GREELY  JAMES  C  FUNERAL  SERVICE  INC 

FUNERAL  DIRECTORS 
JAMES  C  GREELY  JR,  PRESIDENT 
JAMES  C  GREELY  III,  VICE-PRESIDENT 
GERALD  D  GREELY,  TREASURER 
212  WASHINGTON  STREET 
GLOUCESTER,  MASS  01930 
TELEPHONE  283-0698 
(See  Index  To  Advertisers) 

Greely  John  B  asst  James  C  Greely  Funeral  Serv  h45  Poplar  Pk 

Greely  John  W  funeral  dir  rl8  Gloucester  Av 

Greely  Nancy  E  studt  rl8  Gloucester  Av 

Greely  Priscilla  bkpr  rll08  Washington  St 

Green  See  Also  Greene 

Green  Aaron  consultant  hla  Holbrook  Ct  (R) 

Green  Alberta  Mrs  hRear  54a  Broadway  (R) 

Green  Aubrey  (Marion)  retd  hl3a  South  Rd  (R) 

Green  Burges  (Eliz  P)  sum  res  Eden  Rd  (R)  rProvidence  RI 
Green  Conrad  J  (Margt  Z)  retd  hl3  School  St  (R) 

Green  Dennis  parts  mgr  Works  Chev-Olds  rEssex  Mass 
Green  Florence  nurse  r85  Granite  St  (R) 

Green  Geo  H  (Edith)  retd  hi  Cole  Av 

Green  James  sum  res  63  Atlantic  Rd  rChevy-Chase  Md 

Green  Lawrence  E  (Belva  J)  eng  hSouth  St  (R) 

Green  Margt  M  r5  Marmion  Wy  (R) 

Green  Robt  M  (Mary  J)  eng  h5  Marmion  Wy  (R) 

Green  Ruth  M  (Wid  Sidney  J)  retd  h34  King  St  <R) 

Green  Sigrid  A  (Wid  Carl  J)  retd  hl3  School  St  (R) 

Green  Tavern  Inc  Mrs  M  B  Sears  Pres  Mrs  C  D  Adams  Treas  264 
Main  St 
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Green  Wm  R  retd  h8  Forest  St 

Greenbaum  Benj  M  pres-treas  Benjamin’s  rMarblehead  Mass 
Greenbaum  Wm  (Marcia)  reporter  Boston  Herald  h26  Bray  St  (B) 
Greene  See  Also  Green 

Greene  Edith  summer  res  h2  Woodward  Av 

Greene  Hanford  A  (Vera)  supvr  Gorton’s  hl80  Washington  St 

Greene  Myra  F  retd  r95  Concord  St 

Greene  Raymond  G  (Patricia  J)  constn  wkr  Me  Neff  Co  hi  Shehan 
Ter  (R) 

Greene  Vera  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl80  Washington 
St 

Greene  Wayne  studt  rl80  Washington  St 

Greene  Wm  Gallery  (Wm  H  Greene)  art  Tuna  Wharf  (R) 

Greene  Wm  H  (Lelia  A)  (Wm  Greene  Gallery)  h7  Norwood  Av  (R) 
Greenleaf  Edward  L  sum  res  hPresson  Point  Rd 
Greenleaf  Eliz  sum  res  h630  Washington  St 
Greenlee  Sarah  Mrs  h48  Riverdale  Pk 

Greenough  David  S  Jr  Mrs  sum  res  hEastern  Point  Blvd 
Greenquist  Roy  (Ruth)  freezer  formn  Quincy  Cold  Storage  Mkt  h6 
Magnolia  Av 

Greenspan  Morris  (Rose)  sum  res  hBeachcroft  Rd 
Greenwood  Clifford  retd  hRear  197  Essex  Av 

Greenwood  Earle  F  (June  B)  asst  mech  City  Fire  Dept  h328  Essex  Av 
Greenwood  Fletcher  A  (Charlotte  D)  retd  h324  Essex  Av 
Greenwood  Florence  E  (Wid  Lester  B)  retd  hl99  Essex  Av 
Greenwood  Geo  R  retd  hl97  Essex  Av 

Greenwood  Geo  R  Jr  (Shirley  L)  mstr  mech  City  Fire  Dept 
hStanwood  Pt 

Greenwood  Jane  B  (Wid  Walter)  retd  hl35  Main  St  (R) 

Greenwood  June  Mrs  media  aide  Gloucester  High  Sch  r328  Essex  Av 
Greenwood  Shirley  L  Mrs  nurse  Addison  Gilbert  Hosp  rStanwood  Pt 
Greenwood  Susan  x-ray  Addison  Gilbert  Hosp  rStanwood  Pt 
Greer  See  Also  Grier 

Greer  Donald  M  (Mary  D)  retd  h30  Bray  St 
Greer  Lillian  A  (Wid  Wm  E)  hThurston’s  Pt 

Greer  Marylynn  K  med  sec  Wm  W  Babson  r485  Washington  St 

Greer  Robt  A  (Marilyn  K)  analyst  h485  Washington  St 

Gregg  Miriam  emp  Gorton’s  h5  Mason  Ct 

Gregory  Maynard  R  Jr  studt  r98  Wheeler  St 

Gregory  P  Edwin  tchr  Gloucester  High  Sch  r21  Beach  Rd 

Gregory  Ruth  E  (Wid  Maynard  R)  h98  WLeeler  St 

Grenier  Eileen  nurse  Gloucester  Dist  Nursing  Assoc  rLawrence  Mass 

Greteschischnikow  Alex  (Nanine)  mach  Gloucester  Eng  hi  14  Essex  Av 

Grey  Victoria  h78  E  Main  St 

Grier  See  Also  Greer 

Grier  Gerald  U  S  C  G  r2  Brooks  Rd  (R) 

Grier  John  Jr  (Susan)  electn  h22a  Chapel  St 

Grier  John  H  (Frances  C)  wldr  Gorton’s  h2  Brooks  Rd  iR) 

Griewck  Larry  (Theresa)  tchr  hl06  Granite  St  (R) 

Griffen  Dorothy  counselor  St  Ann’s  Sch  r70  Pleasant  St 
Griffin  Alice  P  (Wid  John  H)  retd  hl60  Washington  St 
Griffin  Burton  S  (Florence  M)  retd  hll  Green  St 
Griffin  Dana  R  studt  r46  Perkins  St 
Griffin  David  USN  rl33  Wheeler  St 

Griffin  Edward  O  (Irene  G)  formn  Addison  Gilbert  Hosp  r70 
Maplewood  Av 

Griffin  Ernest  S  (Christine)  mtcemn  Metcom  (S)  h7  Vulcan  St 
Griffin  Gertrude  L  retd  h59  River  Rd 

Griffin  Helen  C  (Wid  Francis  J)  ofc  sec  Elliot  W  Grimes  h70  Mam  St 
(R)  0 

Griffin  James  E  firefighter  City  Fire  Dept  rll  Vulcan  St 
Griffin  Kath  Mrs  elk  Addison  Gilbert  Hosp  rBeverly  Mass 
Griffin  Madeline  E  retd  h!61  Granite  St  (R) 
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Griffin  Margt  E  retd  h30  Bass  Av 

Griffin  Mary  studt  rl33  Wheeler  St 

Griffin  Nancy  E  read  lab  Babson  Sch  r70  Main  St  (R) 

Griffin  Percy  (Helen)  v-pres  Binks  Mfg  (Chicago)  hl33  Wheeler  St 

Griffin  Richd  studt  rl33  Wheeler  St 

Griffin  Richd  N  (Delores)  USN  r70  Main  St  (R) 

Griffin  Robt  E  (Lynn)  steel  forger  Cape  Ann  Tool  h2  Pleasant  St  (R) 
Griffin  Roy  W  plmb  h46  Perkins  St 

Griffin  Thos  lab  City  Pub  Prop  Div  r70  Maplewood  Ave 

Griffin  Wm  (Carol)  glass  blower  h9  Norman  Av 

Griffin  Wm  D  (Sheila  A)  firefighter  City  Fire  Dept  hll  S  Kilby  St 

Griffiths  Wm  C  sum  res  hSeaview  St  (R) 

Grigg  Robt  E  (Cecilia  C)  carrier  PO  hl3  Prospect  St  Extn  (R) 

Grigg  Roland  retd  hl5  Poplar  Pk 

Grigg  Roland  J  Jr  (Martha  J)  with  Merchant  Marines  h36  Trask  St 

Griggs  Edith  G  (Wid  Edw  W)  hMussel  Point  Rd 

Grille  Angela  aide  Glou  Manor  Rest  Home  h5  Rockmoor  Ter 

Grillo  Bartolo  (Rosa)  fishermn  h26  Chestnut  St 

Grillo  Charles  (Helen  F)  writer  h6  N  Kilby  St 

Grillo  Elisa  A  studt  r6  N  Kilby  St 

Grillo  Francesco  A  insp  Gorton’s  r6  Warner  St  Mighty  Mac 
Grillo  Gerry  (Linda)  fishermn  hl3  Trask  St 
Grillo  Ignazio  A  studt  r6  Warner  St 
Grillo  John  (Rosalie)  emp  Gorton’s  h6  Warner  St 
Grillo  Joseph  (Olinda)  genl  hlpr  Gorton’s  hl6  Elwell  St 
Grillo  Joseph  J  (Madeline)  guidance  counselor  Gloucester  High  Sch 
hlO  Abbott  Rd 

Grillo  Joseph  S  fish  ctr  Gorton’s  rl6  Elwell  St 

Grillo  Madeline  Mrs  tchr  Gloucester  High  Sch  rlO  Abbott  Rd 

Grillo  Nancy  tchr  Geo  J  Tarr  Sch  r4  Curtis  St  (R) 

Grillo  Paula  studt  rlO  Abbott  Rd 

Grillo  Raffaele  (Mary)  retd  hi 7  School  St 

Grillo  Rosario  (Antonia)  fisherman  hl7  Granite  St 

Grimes  Alex  J  retd  h2  Spring  St 

Grimes  Brenda  studt  rl6  Webster  St 

Grimes  Calvin  C  (Virginia  M)  emp  Gorton’s  hl6  Webster  St 
Grimes  David  B  ins  agt  Elliot  W  Grimes  r30  Main  St  (R) 

Grimes  Elliot  W  (Evelyn  B)  real  est  ins  &  notary  pub  67  Main  St  (R) 
h30  Main  St  (R) 

Grimes  Geo  G  (Evelyn  E)  gdnr  Louise  Condit  hl3  Hammond  St 
Grimes  Georgina  Mrs  hll  Prospect  Sq 
Grimes  John  D  lobstermn  r2  Martha’s  La  (R) 

Grimes  John  H  (Marion  E)  retd  h2  Martha’s  La  (R) 

Grimes  Mildred  (Wid  Wm)  retd  h30  Addison  St 
Grimes  Mildred  L  wrtr  hla  Smith  St  (R) 

Grimes  Paul  A  (Irene)  tchr  Bev  High  Sch  h433  Washington  St 
Grimes  Robt  E  elk  Poole’s  Drug  Store  r30  Main  St  (R) 

Gring  Helen  B  (Wid  Paul)  sum  res  Castle  Pt  rCambridge  Mass 

Grinnell  Dorothy  A  (Wid  Russell  Jr)  hLedge  Rd 

Grogan  Gertrude  (Wid  John)  hl7  Ketchopulos  Cir  (R)  Apt  F 

Grogan  Marjorie  retd  h301  Washington  St 

Grogan  Maureen  r301  Washington  St 

Grogan  Wm  slsmn  r301  Washington  St 

Grok  Shop  The  (Laurence  Purdy)  Rear  17  Railroad  Av  (R) 

Gronblad  Albert  A  (Mildred  E)  treas  Albert  A  Gronblad  Inc  hl099 
Washington  St 

GRONBLAD  ALBERT  INC 

OVER  40  YEARS  OF  CONTINUEOUS  SERVICE 

ALBERT  A  GRONBLAD,  TREASURER 

SAND,  GRAVEL,  LOAM 

BUILDING  STONE,  BLASTING 

REAR  14  PINE  STREET 

1099  WASHINGTON  STREET 
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GRONBLAD  ALBERT  INC— CONTD 
GLOUCESTER,  MASS  01930 
TELEPHONE  283-4241 
IF  NO  ANSWER 
TELEPHONE  283-4301 
(See  Index  To  Advertisers) 

Gronin  John  h245  E  Main  St 

Groome  Geo  F  (Grisell)  retd  h2  Wallace  Rd  (R) 

Groppo  Geoppo  fishermn  r8  Lookout  St 

Groppo  Joseph  (Rosa)  fishermn  h21  Elm  St 

Groppo  Matteo  (Geraldine)  fishermn  h8  Lookout  St 

Gross  Anthony  fishermn  rElm  Av 

Gross  Clarence  G  retd  r7  Stanwood  St 

Gross  Jennifer  D  (Wid  Robt)  h34  Maplewood  Pk 

Gross  Kath  E  asst  sanitary  insp  &  agt  Bd  Of  Heath  hElm  Av 

Gross  Martin  rElm  Av 

Gross  Ralph  (Eleanor  A)  summer  res  23  Sleepy  Hollow  Rd  rBelmont 
Mass 

Grossi  Michl  rl72  E  Main  St 

Grossi  Nicholas  S  (Jane  E)  constn  wkr  hl72  E  Main  St 

Grossman  Steven  (Diane)  prof  (B)  h3  Tower  Rd 

Grotto  Kenneth  M  (Margt  A)  tech  Varian  (BEV)  hlO  Oakes  Av 

Grover  Andrew  retd  hl6  Marchant  St 

Grover  Cynthia  studt  rl  Riggs  Point  Rd 

Grover  Ed  R  studt  r20  South  St  (R) 

Grover  Edw  F  (Florence  G)  retd  h3  Essex  St 

Grover  F  R  Co  (Fredk  R  Grover)  chrome  plating  12  Summer  Street 
Ct  (R) 

Grover  Florence  dietary  wkr  Addison  Gilbert  Hosp  r3  Essex  St 
Grover  Fredk  R  (Anita  Y)  (F  R  Grover  Co)  h20  South  St  (R) 

Grover  Gloria  J  hNorwood  Hts 

Grover  Hannah  R  (Wid  A  Pierce)  piano  tuner  1  Broadway  Av  (R)  hi 
Broadway  Av  (R) 

Grover  Jeanne  F  (Wid  Edw  F)  h23  Haven  Av  (R) 

Grover  Joseph  S  (Daisy  M)  retd  h5  Essex  St 
Grover  Louise  G  r85  Centennial  Av 

Grover  Lynn  nurses  aide  Addison  Gilbert  Hosp  rHaven  Av  (R) 
Grover  Marjorie  June  waitress  Seashell  r20  South  St  (R) 

Grover  Nancy  E  nurse  Addison  Gilbert  Hosp  rl  Riggs  Pt  Rd 
Grover  Robt  W  (Diane)  emp  Sterling  Modern  (B)  h28  School  St 
Grover  Robt  W  Jr  (Florence  S)  pres-treas  Busy  Bee  Inc  h7  Prospect 
Sq 

Grover  Ronald  E  (Barbara  J)  electn  United  Elec  h5  Green  St  (R) 

Grover  Wm  H  (Nancy  E)  acct  Gen  Elect  hi  Riggs  Point  Rd 

Groves  Charles  (Ruth  A)  slsmn  hl23  E  Main  St 

Groves  Clifford  I  (Irene  R)  carp  (S)  h302  Western  Av 

Grovestine  Helen  L  h728  Washington  St 

Grumley  Martha  C  tchr  St  Ann’s  Sch  r70  Pleasant  St 

Gruppe  Emile  A  (Dorothy  R)  (Gruppe’s  Gallery)  h9  Wonson  St 

Gruppe’s  Gallery  (Emile  A  Gruppe)  11  Wonson  St 

Grusmark  Robt  h227  Granite  St  (R)  Apt  4b 

Guarino  Vincent  (Rose)  retd  hl6  Parker  St  (R) 

Guarnera  Anthony  M  (Aldora  R)  (Pinxit  Gallery)  h3  Briarstone  Rd 
(R) 

Guarnera  David  h227  Granite  St  (R)  Apt  3b 

Guarrasi  Antonio  V  studt  r27  Prospect  St 

Guarrasi  Joseph  D  emp  N  E  T  &  T  h8  Summit  St 

Guarrasi  Julia  Mrs  tchr  Milton  L  Fuller  Sch  h34  Exchange  St 

Guarrasi  Nicholas  P  (Joan  C)  (Nick’s  Arco  Serv)  r40  Atlantic  St 

Guarrasi  Vincent  (Rose)  fishermn  h27  Prospect  St 

Guarrisi  Tony  emp  Foster  From  Gloucester  r34  Exchange  St 

Guest  Emmett  h2  Ocean  Av  Apt  le 

Guest  Margt  R  Mrs  cash  Mass  Elec  r32  Blynman  Av 
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Guest  Rhonda  Mrs  r4  Stanwood  Av 

Guest  Robt  carp  Cape  Ann  Modernizing  Corp  h5  Cabo  Dr 
Guest  Susan  ofc  sec  Cape  Ann  Nursing  Home  r5  Cabo  Dr 
Guest  Tim  (Ancient  Mariner  Of  Gloucester)  r2  Ocean  Av 
Guggenheimer  Robt  K  (Barbara  P)  retd  hSouth  St  (R) 

Guiffre  Jean  hl4  Forest  St  (R) 

Guild  Isable  G  Mrs  retd  h72  Poplar  Pk 

Guilfoy  Valentina  ofc  sec  Sandler  Sandler  &  Laramee  r21  Addison  St 
Guittarr  Alexander  J  (Mildred  M)  pres  Gloucester  Co-Operative  Bank 
hl9  Abbott  Rd 

Guittarr  Glenn  S  fisherman  rRear  7  Tolman  Av 
Guittarr  Roy  G  (Margt  C)  ofc  mgr  Glouc  Sup  hRear  7  Tolman  Av 
Guizzardi  Eug  A  (Anita)  capr  Gloucester  Marine  Railway  hlO 
Cleveland  St 

Guizzardi  Richd  sht  mtl  wkr  rlO  Cleveland  St 

Gullette  Paul  (Carol)  prof  North  Shore  Community  Sch  hl45  Essex 
Av  Apt  23 

Gullifer  W  Harry  dentist  hProspect  Ter 

Guluzian  John  (M  Kath)  pres  Home  Savings  Bank  (B)  h3  Gould  Ct 
Guluzian  Paula  J  tchr  r3  Gould  Ct 
Gunderson  Edw  retd  rl5  Willow  St 

Gunderson  Edw  H  kitchen  wkr  Addison  Gilbert  Hosp  rll  Willow  St 

Gunn  Alex  (Karin)  phys  302  Washington  St  h6  Cambridge  Av 

Gurley  Peter  C  (Sue  A)  serv  mgr  h3  Leverett  La 

Gurr  Wolfgang  K  tchr  (B)  h27e  Elm  St 

Gurry  James  sum  res  Penzance  Rd  (R)  rNewton  Mass 

Gustafson  Carl  mech  desgnr  h24  King  St  (R) 

Gustafson  Linda  ins  sec  (boston)  hi  126  Washington  St  1126HB) 
Gustafson  Saima  I  sr  elk  typ  City  Sch  Dept  rll26  Washington  St 
Gustafson  Toivo  W  retd  rll26  Washington  St 
Gustafson  Wilhelmina  retd  rll26  Washington  St 
Gustin  Otto  T  (Ruth)  sum  res  Nashua  Av  rRoslindale  Mass 
Gutch  John  (Linda)  emp  Gorton’s  h44  Lexington  Av  Apt  7 
Gutierrez  Louis  h8  Perkins  St 
Guyer  Mary  E  Mrs  r31  Webster  St 

Guyotte  Allan  L  (Geraldine  M)  emp  Gorton’s  h8  Fair  St 
Habe  Andrew  T  (Agnes  T)  retd  h23  Eastern  Av 
Haber  Edgar  phys  Cape  Ann  Med  Serv  rBoston  Mass 
Haberland  Craig  (Marjorie)  carp  Jack  Gray  (S)  hStanwood  Av 
Haberland  Mark  (Joan  J)  counselor  Gloucester  High  Sch  h31 
Hodgkins  St  (R) 

Haberland  Virginia  (Wid  Homer)  elk  Empire  Clothing  hStanwood  Av 
Habitat  Apartments  (Wm  &  Nancy  S  Stewart)  10  High  St  (R) 

Hackett  Sara  (Wid  David)  sum  res  h7  Union  Ct 

Hackler  John  F  (Lucinda)  civil  eng  (B)  hl45  Essex  Av  Apt  1 

Haddow  James  B  (Agnes)  retd  hl4  South  St  (R) 

Hadley  Harold  bkpr  Gloucester  Gro  &  Boat  Sup  rl85  Concord  St 

Hadley  Jairus  N  (Alta)  retd  h6  Avon  Ct 

Hadley  Julia  rCape  Ann  Nursing  Home 

Hadley  Norman  formn  Gorton’s  r6  Avon  Ct 

Hadley  Norman  (Theresa)  h69  Bass  Av 

Hadley  Roland  L  (Edith  G)  retd  hRear  185  Concord  St 

Hadley  Roland  S  acct  rl85  Concord  St 

Hadley  Sylvia  studt  r6  Avon  Ct 

Hadley  Vera  sum  res  h39a  Witham  St 

Hady  Emil  M  Jr  (June  I)  mech  Michaud  Bus  Co  (S)  hl4  Riverdale 
Pk 

Hady  June  studt  rl4  Riverdale  Pk 

Hagen  Edith  L  (Wid  Obert  A)  h20  Ocean  Av 

Hagen  Edw  retd  r44  South  St  (R) 

Hagen  Thos  A  studt  r5  Gott  St  (R) 

Hagen  Wm  L  (Barbara  S)  emp  Anderson  Nichol  (B)  h5  Gott  St  (R) 
Hagenes  Magnus  (Siri)  (The  Sea  Gull  House)  hl4  Mt  Pleasant  St  (R) 
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Haggerty  Nancy  L  comp  analyst  hSouth  St  (R) 

Hagstrom  Alan  G  (Grace  C)  treas  Hagstrom  Co  Inc  hlO  Riverside  Av 
Hagstrom  Alf  U  (Dorothy  M)  dept  hd  Gloucester  High  Sch  rl37 
Maplewood  Av 

Hagstrom  Co  Inc  Geo  P  Hagstrom  Pres  Alan  Hagstrom  Treas  genl 
contr  241  Eastern  Av 

Hagstrom  Geo  P  (Alice  M)  pres  Hagstrom  Co  Inc  h241  Eastern  Av 
Hagstrom  Grace  Mrs  tchr  Eastern  Av  Sch  rDanvers  Mass 
Hagstrom  Helmi  S  Mrs  bkpr  Milton  F  Fuller  Sch  h9  Lloyd  St 
Hagstrom  Ilmari  A  (Wanda  L)  ctr  Atlantic  Seafood  h22  Addison  St 
Hagstrom  Mary  S  (Wid  August)  retd  r9  Lloyd  St 
Hagstrom  R  C  Studio  (Mrs  Ruth  C  Hagstrom)  art  instructor  & 
paintings  248  Western  Av 

Hagstrom  Ruth  C  (Wid  Edw  A)  (R  C  Hagstrom  Studio)  h248  Western 
Av 

Hague  J  Bradford  retd  h45  Mt  Pleasant  St  (R) 

Hahn  Andrew  M  tchr  Brookwood  Sch  (Manchester)  hRear  211  E 


Main  St 

Hahn  Herbert  (Ina)  (The  Sacred  Cod)  h257  Granite  St  (R) 

Hahn  Rose  rCape  Ann  Nursing  Home 

Haight  David  A  (Joanne  S)  emp  Gloucester  Eng  hl4  Stanwood  Av 
Haight  Julius  A  (Jessie  E)  emp  OUF  h53  Woodward  Av 
Haight  Lawrence  J  (Shirley  A)  mech  Tony’s  House  Of  Tires  h368 

Magnolia  Av 

Haight  Richd  J  (Dorothy  M)  mtce  Quincy  Mkt  hLa  Rose  Av 
Haines  Allan  D  (Madeline)  drftsmn  h7  Langsford  St 
Haines  Allan  D  Jr  USN  r7  Langsford  St 

Haines  D  Bruce  make  up  mn  Gloucester  Daily  Times  rl3  School  St 
(R) 

Haines  Sami  F  (Emily  W)  sum  res  Adams  Hill  Rd  rRochester  Minn 

Haines  Sandra  J  studt  r7  Langsford  St 

Hakala  Mary  E  (Wid  John  O)  retd  h21  Squam  Rd  (R) 

Hakim  Gabriel  (Egyptian  Art)  h93  Lexington  Av 
Hale  Distributing  Co  Inc  James  C  Paxson  Mgr  trans  3  Duncan  S 
Hale  Edw  E  (Patricia  A)  eng  United  Shoe  (B)  h73  Curtis  St  (R) 
Hale  Eleanor  aide  Hill  Crest  Nursing  Home  hl2  Middle  St 
Hale  Irene  E  retd  h24  Marmion  Wy  (R) 

Hale  Lillian  studt  r73  Curtis  St  (R) 

Hale  Myra  E  (Wid  Ralph)  retd  hl02  Main  St  (R) 

Hale  Olive  retd  h5  Smith  Rd  (R) 

Hale  Richd  C  (Dora  W)  (Wiberg  Brothers)  h3  Allen  Av  (R) 

Hale  Richd  C  Jr  (Gail  W)  USAF  h3  Allen  Av  (R) 

Hale  Richd  L  (Pamela  A)  emp  Richd  Poole  Co  hi  Story  St  ( 

Hale  Ronald  A  studt  rl2  Summer  St  (R) 

Hale  Rose  F  (Wid  Edw  E)  retd  h294  Main  St 
Hale  Russell  carp  rl2  Summer  St  (R) 

Hale  Steven  studt  rl08  Main  St  (R) 

Hale  Virginia  emp  Gorton’s  h60  Mt  Vernon  St 

Hale  Virginia  M  Mrs  emp  Hale  Co  (B)  hRear  108  Main  St  ( 

Hale  W  Munroe  (Pauline  F)  with  Hale  Seafood  h52  Phdhps  Av  ( 
Hale  W  Scott  (Deborah  A)  eng  Atlantic  Richfield  (B)  h2  Seagull  St 


(R) 

Hale  Wayne  h9  Broadway  (R) 

Hale  Wm  A  (Annabelle  E)  oil  burner  serv  mn 


Geo  Pickering  (S)  hl2 


Summer  St  (R)  _  ,  _  „  . 

Hale  Wm  B  (Patricia  A)  carp  6  Country  Club  Rd  (R)  h6  Country 

Club  Rd  (R) 

Haley  See  Also  Healey 

Haley  Gladys  M  (Wid  Benj  C)  retd  r51  Middle  St 

Haley  Warren  (Eliz)  sum  res  Pasture  Rd  (R)  rWinchester  Mass 

Hall  Ann  S  Mrs  retd  hl2  Middle  Rd  (R) 

Hall  Bristol  (Marilyn  R)  budget  analyst  Am  Mut  Ins  (Wakefield 
Colburn  St 
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Hall  Brothers  Marine  Corp  Charles  Gleadow  Pres  &  Treas  L  C  Me 
Ewen  V-Pres  pile  drivers  92  Rocky  Neck  Av 
Hall  Charles  B  sum  res  hAthena  Wy  (R) 

Hall  Doris  B  retd  r9  Harbor  View  Ct 

Hall  Elsa  exec  sec  North  Shore  Arts  Assn  rManchester  Mass 
Hall  Everett  (Ruth)  retd  h7  Railroad  Av  (R) 

Hall  Freeman  L  retd  h271  E  Main  St 

Hall  Geo  H  (Gladys  I)  retd  hl4  Ashland  PI 

Hall  Grace  M  domestic  h95  Prospect  St 

Hall  James  B  (Deborah)  musician  h439  Western  Av 

Hall  Jeanette  I  hi 45  Essex  Av  Apt  16 

Hall  Loretta  bkpr  John  A  Johnson  r Essex  Mass 

Hall  Margt  E  summer  res  Thatcher  Rd  (R)  rHolyoke  Mass 

Hall  Mary  A  (Wid  Arth  J)  retd  h32  South  St  (R) 

Hall  Mildred  H  (Wid  Clinton  A)  h256  Essex  Av 

Hall  Ralph  B  (Alice  M)  mtcemn  OUF  h92  Mt  Pleasant  Av 

Hall  Ruth  E  (Wid  Raymond)  retd  h47  Bass  Av 

Hall  Wm  S  (Emma)  retd  h5  Gee  Av 

Hallett  John  A  sum  res  hNashua  Av 

Hallett  Ronald  P  (Doreen)  phys  63  Middle  St  h33  Beach  Rd 
Halligan  Carrie  mgr  hl45  Essex  Av  Apt  24 

Halloran  Paul  J  (Theresa  M)  flshermn  Curlew  Fishing  Corp  hl2 
Holly  St 

Halloran  Paul  J  (Loretta  J)  flshermn  h White  Mountain  Rd 
Halloran  Theresa  M  asst  treas  Cape  Ann  Bank  &  Trust  Co  rl4  Holly 
St 

Halmen  Ida  M  (Wid  Elmer  E)  retd  h4  Stockholm  Av  (R) 

Halmen  John  A  (Marilyn)  tchr  Milton  L  Fuller  Sch  h6  Stockholm  Av 

(R) 

Haluska  Geo  (Mary  A)  pilot  Delta  Airlines  (B)  h2  Boulder  Av 

Haluska  Michl  studt  r2  Boulder  Av 

Haluska  Richd  C  studt  r2  Boulder  Av 

Halverson  Sadie  Mrs  retd  h28V£  Warner  St 

Hamad  Sharon  A  lpn  Addison  Gilbert  Hosp  rl4  Ashland  PI 

Hamburg  Carl  (Karen)  sum  res  hBrooks  Rd 

Hamilton  Brian  K  emp  City  Pub  Wks  r7  Forest  St 

Hamilton  Clarence  R  (Eliz)  chef  The  Surf  h53  Beacon  St 

Hamilton  Dinah  L  retd  h86  Friend  St 

Hamilton  Eliz  Mrs  nurse  Addison  Gilbert  Hosp  r53  Beacon  St 
Hamilton  Franklin  B  (Lois  A)  sign  pntr  City  h46  Grove  St 
Hamilton  Franklyn  E  (Dolores  A)  sign  pntr  City  Highway  Div  h7 
Forest  St 

Hamilton  G  Reed  prin  Maplewood  Sch  rManchester  Mass 
Hamilton  Harold  P  formn  Empire  Fish  h7  Commonwealth  Av 
Hamilton  Helen  Mrs  h458  Washington  St 

Hamilton  James  F  hlpr  Garden  City  Car  Wash  r7  Commonwealth  Av 
Hamilton  Maude  Mrs  h68  Magnolia  Av 

Hamilton  Milton  v-pres  Omni- Wave  Electronics  rWenham  Mass 
Hamilton  Milton  R  (Sally  S)  sum  res  18  Point  Rd  rBeverly  Farms 
Mass 

Hamlen  Mary  D  artist  h Whale  Cove  Rd  (R) 

Hammond  Bruce  F  (Shirley)  (Bruce’s  Arco  Serv)  h8  Story  St  (R) 
Hammond  Grace  P  retd  h4  High  Street  Ct  (R) 

Hammond  Grace  P  Mrs  retd  hll  Broadway  (R) 

Hammond  Helen  retd  h7  White  Wy  (R) 

Hammond  John  W  sum  res  137  Long  Beach  St  (R)  rWilmington  Mass 
Hammond  June  Mrs  prin  ck  City  Clerk  r641  Washington  St 
Hammond  Kath  retd  h48  Pleasant  St 

Hammond  Museum  Mrs  Corinne  B  Witham  Dir  &  Curator  80 
Hesperus  Av 

Hammond  Raymond  E  mech  Geo  W  Thurston  Inc  hl3‘/2  Cleveland  St 
Hammond  Ronald  H  (June  S)  retd  h641  Washington  St 
Hammons  Rosalynde  r21x/2  Mason  St 
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Hammons  Violet  Mrs  h21V2  Mason  St 
Hamor  John  C  (Emily  E)  retd  h3  Perkins  Rd 

Hamor  John  C  Jr  (Christine)  emp  Employees  Group  Ins  (B)  hl58  Mt 
Pleasant  Av 

Hancock  John  Mutual  Life  Insurance  Co  (Br)  John  A  Keith  Dist  Mgr 
Michl  Lattoff  Staff  Mgr  63  Rogers  St 
Hancock  S  Deane  studt  rHigh  St 

Hancock  Walker  K  (Saima  E)  sculptor  High  St  hHigh  St 
Handran  Edna  M  elk  City  Sch  Dept  hl5V2  Say  ward  St 
Handran  Thos  J  gdnr  Eastern  Point  Blvd  rl5  Say  ward  St 
Handy  Clifford  W  (Evelyn  L)  slsmn  h21  Horton  St 
Hanibal  Walter  L  retd  h37  Derby  St 
Hanlon  Kate  studt  rl9  Mansfield  St 

Hanna  Wm  J  Jr  (Margt)  sum  res  15  River  Rd  rGarden  City  N  Y 
Hannaford  John  (Carol)  emp  First  Natl  Store  h20  Gee  Av 
Hannah  Jumper  Restaurant  Erma  A  Carter  Mgr  Tuna  Wharf  (R) 
Hannibal  Barbara  E  ofc  mgr  Grants  rBeverly  Mass 
Hannibal  Florence  nurse  Beverly  Hosp  (BEV)  hSouth  St  (R) 

Hannibal  Florence  elk  City  Sch  Dept  rSummit  Av  (R) 

Hannibal  Gordon  C  (Dorothy  A)  retd  h8  Riverside  Av 

Hannibal  Jean  Mrs  ward  aide  Addison  Gilbert  Hosp  h32  Granite  St 

Hannibal  Norman  S  (Florence  E)  retd  hl7  Summit  Av  (R) 

Hannibal  Ralph  W  (Anne)  emp  Gorton’s  h37  Derby  St 
Hannibal  Ralph  W  Jr  cook  Village  Restr  r32  Granite  St 
Hannifan  Mary  E  sum  res  111  Long  Beach  St  (R)  rMalden  Mass 
Hannigan  Danl  H  Rev  pastor  St  Peter’s  R  C  Ch  rl  Brightside  Av 
Hannon  Wesley  h3  Mondello  Sq 

Hanrahan  Emma  C  (Wid  Leo  P)  retd  h24  Friend  St 

Hanrahan  H  Emily  Mrs  bkpr  Loyal  Order  Of  Moose  1471  r48  Grove 

Hanrahan  John  J  retd  h9  Cleveland  St 
Hanrahan  John  J  Jr  emp  OUF  r9  Cleveland  St 
Hanrahan  Leo  C  (H  Emily)  fish  wkr  Gorton’s  h48  Grove  St 
Hanrahan  Martin  J  Jr  (Carol)  asst  mech  City  Fire  Dept  h7 
Grandview  Rd 

Hanrahan  Sylvia  A  r6  Andrews  St 
Hanrahan  Timothy  L  drftsmn  r48  Grove  St 
Hansbury  Benj  studt  rStraitsmouth  Wy  (R) 

Hansbury  Leo  R  (Veronica)  mgr  Gloucester  Credit  Union  rDanvers 
Mass 

Hansbury  Steph  D  Jr  (Jacky)  emp  B  &  M  hStraitsmouth  Wy  (R> 
Hansbury  Susan  P  retd  rStraitsmouth  Wy  (R) 

Hansbury  Thos  C  studt  rStraitsmouth  Wy  (R) 

Hansis  Jeffrey  dir  youth  corp  Action  Inc  rStoneham  Mass 

Hanson  Ethel  L  (Wid  John  G)  h34  Orchard  St 

Hanson  Everett  hl9  Duncan  St  Rm  17 

Hanson  John  E  (Harriett  J)  retd  h34  Witham  St 

Hanson  Margt  M  (Wid  Arth  M)  retd  h22  Poplar  Pk 

Hanson  Mary  E  h7  Cedarwood  Rd 

Hanson  Mary  S  Mrs  h75  Phillips  Av  (R) 

Hanson  Michl  h4  Norwood  Ct  (R)  Apt  4 

Hanson  Sherry  marine  bio  Marine  Lab  r75  Phillips  Av  (R) 

Hanson  Steph  studt  r75  Phillips  Av  (R) 

Hanson  Yvonne  cook  Oakwood  Nursing  Home  h9  Norman  Av 
Hanzlik  John  hsemn  Addison  Gilbert  Hosp  r4  Harvey  PI 
Hapgood  Richd  L  retd  hi  115  Washington  St 

Happy  Whale  (Mrs  Ruth  P  &  Robt  A  James)  toys  South  Rd  (R> 
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MOTOR 
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Inc. 
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43 

Gloucester 
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(01930) 
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Haran  Ann  (Touch  Of  Earth)  r8  Hale  St  (R) 

Harbor  Bell  (Wm  Trayes  Jr)  summer  guest  house  Rear  20  Eastern 
Point  Rd 

Harbor  Cafe  Inc  The  Fred  R  Akerley  Pres  Philip  O  Akerley  Treas 
liquors  40  Railroad  Av 

Harbor  Coffee  Hsop  (Bertha  Richan  Lynn  Burnham)  66  E  Main  St 
Harbor  International  Corp  Peter  Miller  Ofc  Mgr  Geo  Doughty  Whse 
Mgr  whse  cold  stge  Gloucester  Fish  Pier 
Harbor  Loop  Gifts  Francis  A  Bruni  Pres  Charles  T  Herbie  Treas  1 

Harbor  Loop 

Harbor  Rock  Tea  Room  (Mary  J  Daniels)  South  Rd  (R) 

Harbour  House  Apartments  44  Lexington  Av 

Hardaman  Patricia  h96  Western  Av 

Hardeman  Joanne  M  Mrs  hlO  Whittemore  St 

Hardenbergh  Thos  E  (Linda)  archt  hToronto  Rd 

Harding  Bertha  (Wid  Walter)  stitcher  Mighty-Mac  h429  Essex  Av 

Harding  Carol  Mrs  nurse  Addison  Gilbert  Hosp  rl  Warwick  Rd 

Harding  Clara  h80a  Middle  St  Apt  5 

Harding  Edw  h9  Western  Av 

Harding  Jeanne  studt  r6  Lynndale  Av  v_- 

Harding  Lawrence  B  (Marion  A)  personnel  asst  Instrumentation  Laby 
(Lexington)  rl  South  St  (R) 

Harding  Lena  rCape  Ann  Nursing  Home 
Harding  Richd  E  hl5  Allen  St 

Harding  Steven  eng  Gloucester  Eng  hl45  Essex  Av  Apt  3 
Hardman  Patricia  Mrs  h20  Columbia  St 

Hardy  Bernard  J  (Margt)  sum  res  109  Long  Beach  St  (R)  rMalden 

Mass  .cue 

Hardy  Cynthia  Mrs  dietn  aide  Denmar  Nursing  Home  r26  South  St 

(R) 

Hardy  Edw  A  mtcemn  Peabody  Elec  (P)  h6  E  Main  St 
Hardy  Eliz  retd  r8  Gould  Ct 

Hardy  Elliott  C  (A  Luarilla)  retd  h28  Woodward  Av 
Hardy  Geo  hArland  Ter 

Hardy  Richd  emp  City  Park  Dept  h42  Granite  St 
Hardy  Robert  R  (Ethyl  A)  h79  Maplewood  Pk 

Hardy  Roger  A  (Carolyn  W)  prof  State  College  (S)  hl03Vfe  Granite  St 

(R)  , 

Hardy  Rose  kitchen  wkr  Addison  Gilbert  Hosp  r79  Maplewood  P 

Hardy  Wilbur  H  (Ellen  C)  retd  hl2  Cove  Ledge  La 
Harhay  Sadie  retd  hlO  Pearl  St 

Harling  David  F  (Andrea  L)  electron  microscopist  Jeol  Corp  Medford 
h8  Forest  St  (R) 

Harling  Paul  T  tchr  Milton  L  Fuller  Sch  r482  Washington  St 
Harling  Percy  H  (Dorothy  M)  retd  h482  Washington  St 
Harloff  Beverly  tchr  aide  Action  Inc  r39  Webster  St 
Harloff  Nellie  E  retd  hl9  Warner  St 
Harloff  Robt  (Mary  A)  h4  Stage  Fort  Av 

Harloff  Wm  emp  Cape  Ann  Animal  Aid  Associates  Inc  rl  Oak  St 
Harloff  Wm  T  (Beverly  J)  emp  Gorton’s  hl9  Warner  St 
Harlow  Robt  M  (Frances  F)  sum  res  hl27  Marmion  Wy  (R) 
Harmaala  Doris  E  (Wid  Frank)  retd  hl4  Mt  Locust  Av  (R) 

Harman  J  Boyce  (Cathleen  B)  retd  hl25  Marmion  Wy  (R) 

Harman  J  Boyce  Jr  tchr  rl25  Marmion  Wy  (R) 

Harman  J  Frank  cook  Surf  Magnolia  rl25  Marmion  Wy  (R) 

Harmon  Carol  nurses  aide  Addison  Gilbert  Hosp  r!2  Andrews  St 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Harmon  Gertrude  F  (Wid  Leo  W)  retd  hl5  Madison  Av 
Harmon  Glenn  L  USN  r6  Morton  PI 

Harmon  Leo  W  Jr  (Mary  E)  mason  Faulk  Bros  h6  Morton  PI 
Harmon  Mark  studt  r6  Morton  PI 

Harmon  Mary  A  elk  State  St  Trust  (B)  rl5  Madison  Av 
Harmon  Philip  E  constn  wkr  Feldman  Constn  rl5  Madison  Av 
Harmon  Phillip  (Carol)  hl2  Andrews  St 

Harmon  Ronald  J  (Gertrude  M)  mason  Faulk  Bros  h31  Hodgkins  St 
Harmon  Sharon  hsekpr  Addison  Gilbert  Hosp  r31  Hodgkins  St 
Harmon  Steven  USN  r6  Morton  PI 
Harmon  Wm  R  USA  r31  Hodgkins  St 

Harnett  James  V  (Ruth  M)  sum  res  4  Long  Beach  St  (R)  rBelmont 
Mass 

Harnish  Ralph  H  (Dorothy  M)  formn  Gorton’s  hlO  Springfield  Ct  (R) 
Harnish  Robt  B  emp  Fish  Tanks  (BEV)  rlO  Springfield  Ct  (R) 

Harnish  Ronald  A  (Amy  A)  pilot  Delta  Airlines  (B)  hSeagull  St  (R) 
Harnish  Russell  (Kathleen)  tchr  Essex  Elementary  Sch  h8  Springfield 
Ct  (R) 

Harnish  Russell  J  (M  Patricia)  parts  mgr  Spencer  Mtr  Sup  hl25 
Riverdale  Pk 

Harper  Amelia  M  retd  rl07  South  St  (R) 

Harper  Jean  retd  h97  Leonard  St 
Harper  Michl  hl4  Alper  Rd 

Harrigan  Christabel  nurse  Addison  Gilbert  Hosp  rBeverly  Mass 
Harrigan  Earle  F  retd  h50  Marmion  Wy  (R) 

Harrington  Diane  sec  Natl  Marine  Fisheries  rPeabody  Mass 
Harrington  Edith  R  (Wid  Thos  E)  sum  res  h7  Arlington  St 
Harrington  Helen  sum  res  Middle  Rd  (R)  rFitchburg  Mass 
Harrington  Judith  M  sum  res  h7  Arlington  St 
Harrington  Kevin  studt  rLinden  Av 

Harrington  Lee  (Nancy)  pres  treas  Mass  Coastal  Seafoods  Inc  hLinden 
Av 

Harrington  Nelson  flshwkr  Mass  Coastal  r49  E  Main  St 
Harrington  Paul  emp  Mass  Coastal  Seafoods  rLinden  Av 
Harris  Barry  L  (Carole  F)  pres  Alliance  Corp  hl5  Edgemoor  Rd 
Harris  D  F  &  Sons  Inc  Danl  F  Harris  Pres  Robt  J  Harris  Treas  sails 
awnings  105  Maplewood  Av 

Harris  Danl  F  (Mary  C)  lwyr  18  Dale  Av  h20  Traverse  St 

Harris  Edw  emp  B  F  Goodrich  h908  Washington  St 

Harris  Geo  S  Jr  (Susan  J)  forger  Cape  Ann  Tool  hl7  Broadway  (R) 

Harris  Grace  E  Mrs  nursing  home  9  Parker  St  (R)  h9  Parker  St  (R) 

Harris  Hart  (Mary)  retd  hl2  Lookout  St 

Harris  Hortense  L  retd  h23  Mason  St 

Harris  Hugh  B  (Carolyn  P)  mgr  of  eng  (Watertown)  hMacomber  Rd 

Harris  Idelyn  D  retd  h668  Washington  St 

Harris  Isabelle  Mrs  bkpr  Deering  Elec  rMagnolia  Av 

Harris  James  (Louise)  male  nurse  hl23  Main  St  (Ri 

Harris  James  F  mgr  Sea  Lion  Motel  hl38  Eastein  A\ 

Harris  John  W  retd  h70  Washington  St 

Harris  L  Elsworth  (Mary  E)  policemn  Rockport  Police  Dept  h46  High 
St  (R) 

Harris  Leonard  (Cathy)  emp  Gorton’s  h6l6  Western  Av 
Harris  M  Jean  noon  supvr  E  G  Elementary  r7  Elizabeth  Rd 
Harris  Marion  hsekpr  Addison  Gilbert  Hosp  rEssex  Mass 
Harris  Mason  D  (Zaydie)  sum  res  h20  King  St  (R) 

Harris  Milton  A  tchr  Gloucester  High  Sch  rEssex  Mass 
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HAROLD  N.  PIKE,  Director 
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Harris  Richd  F  (M  Jean)  custdn  Milton  L  Fuller  Sch  h7  Elizabeth  Rd 
Harris  Robt  J  (Susan)  treas  D  F  Harris  &  Sons  hl5  Old  Garden  Rd 

(R) 

Harris  Robin  decorator  Sherwin  Williams  rGreenland  NH 
Harris  Ruth  C  (Wid  Of  Edw  H)  h44  Lexington  Av  Apt  32 
Harris  Sandra  Mrs  lab  Addison  Gilbert  Hosp  hl43  Riverdale  Pk 
Harris  Sanford  (Nancy)  h5  Lawrence  Ct 

Harris  Thos  J  (Muiel  C)  asst  sis  mgr  Zina  Goodell  &  Co  h971 
Washington  St 

Harris  Thos  J  Jr  (Isabelle  B)  eng  Sylvania  (D)  hi  13  Magnolia  Av 
Harris  Uno  (Margt)  mach  Borneo  (S)  hl6  Brierwood  St 
Harrison  Arth  B  lab  D  P  W  r5  Viking  St 

Harrison  David  (Antoinette)  (Harrison’s  Houseware)  h38  Derby  St 
Harrison  David  E  Attorney-At-Law  David  E  Babson  Associate  111 
Main  St  Rm  7  (01930),  Tel  283-7432 
Harrison  Dean  (Nancy)  atty  State  St  Bk  &  Tr  (B)  h5  Rocky  Pasture 

Rd 

Harrison  Ella  (Wid  Geo)  retd  h5  Viking  St 
Harrison  Eva  A  (Wid  John)  retd  h35b  Elm  St 
Harrison  Grace  retd  r44  South  St  (R) 

Harrison  Hazel  O  (Wid  Lester  W)  retd  h3  Rocky  Pasture  Rd 
Harrison  Heather  studt  r4  Hudson  Rd 

Harrison  Kenneth  E  (Margt  M)  mach  Gloucester  Eng  h4  Hudson  Rd 
Harrison  Mary  A  homemkr  Action  Inc  rl84  Upper  Main  St  (R) 
Harrison’s  Housewares  (David  Harrison)  114  Main  St 
Harry’s  Barber  Shop  (Harry  T  Savage)  65  Pleasant  St 
Hart  Ashton  W  (Wilhelmina  M)  retd  hl34  Eastern  Av 
Hart  Chester  E  (Ellen  B)  furn  repr  h2  Haddow  Rd  (R) 

Hart  Ella  h69  Poplar  St 

Hart  Frank  C  (Ramona)  mtcemn  Manchester  Elec  h280  Essex  Av 

Hart  Lalia  M  (Wid  Clayton  L)  retd  h60  Eastern  Av 

Hart  Martha  summer  res  hPrentiss  Rd 

Hart  Peter  M  (Margt  L)  sum  res  hPrentiss  Rd 

Hart  Richd  H  retd  h20  Pleasant  St  Apt  3 

Hart  Wm  L  (Virginia  E)  lab  Me  Carthy  Contracting  hl28  Magnolia 

Ay 

Hartford  John  W  (Madeline  M)  treas  &  tax  collr  City  Of  Gloucester 
hi  Woodman  St 

Hartford  M  Joanne  asst  City  Treas  &  Tax  Collr  r636  Essex  Av 
Hartford  Matthew  G  studt  rl  Woodman  St 
Hartford  Mollie  A  (Wid  Chas  W)  h636  Essex  Av 
Hartford  Orville  E  (Olive  L)  retd  hRear  353  Essex  Av 
Hartford  Timothy  (Pamela)  emp  Dodge  Tree  Serv  (Wenham)  h26 
Chestnut  St 

Harting  Evelyn  A  (Wid  Robt  E)  elk  Empire  Clothing  Store  h34 
Harrison  Av 

Harting  Ruth  P  (Wid  Robt  A)  retd  h2  Harrison  Av 
Hartnett  Charles  F  (Joan  P)  sum  res  201  Long  Beach  St  (R) 
r Winchester  Mass 

Hartnett  James  V  sum  res  h4  Long  Beach  St  (R) 

Hartnett  Wm  (Florence)  summer  res  Riverview  St  rStoneham  Mass 
Hartung  Nancy  hSouth  St  (R) 

Hartwell  Paula  h33  Maplewood  Pk 
Harty  Dorothy  h31  Western  Av  Apt  14 
Harty  Gladys  (Wid  Wm  F)  h51  Eastern  Point  Rd 
Harty  Rosalie  F  counselor-social  wkr  h9  Marina  Dr 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966 _ Tel.  546-6813 


Harty  Sharon  fish  pkr  Gortons  r9  Marina  Dr 
Hartzell  Carl  D  h27  Englewood  Rd 

Harvard  John  tchr  Milton  L  Fuller  Sch  rBeverly  Farms  Mass 
Harves  Gordon  F  (Anne  F)  sum  res  Waterman  Rd  rLexington  Mass 
Harvey  Arth  W  (Harriet  E)  retd  hCove  Av  (R) 

Harvey  Barbara  ibm  Standard  Wholesale  (B)  r8  Ashland  PI 
Harvey  Barry  S  (Gloria  M)  tool  &  die  mkr  h7  Ryan  Rd 
Harvey  C  Victoria  Mrs  tchr  Milton  L  Fuller  Sch  rlO  Andrews  St 
Harvey  Carrie  G  (Wid  Dana  R)  h870  Washington  St 
Harvey  Clinton  F  lobster  trap  mfr  19  Lincoln  St  hl9  Lincoln  St 
Harvey  Dorothea  sum  res  hSquam  Rock  Rd 

Harvey  Edna  H  (Wid  Donald  G)  pres  E  H  Bickford  Inc  h5  Wesley  St 
Harvey  Geo  R  (Victoria)  tchr  Milton  L  Fuller  Sch  hlO  Andrews  St 
Harvey  Glen  H  tchr  h27d  Elm  St 

Harvey  Helen  M  elk  Shepherd’s  Mkt  hl9  Lincoln  Pk 
Harvey  Hilda  A  retd  hl216  Washington  St 

Harvey  John  M  (Grace  M)  glazer  Cape  Ann  Glass  h526  Washington 


St 

Harvey  Marion  O  (Wid  Luther  B)  retd  h450  Washington  St 
Harvey  Oscar  C  Jr  (Gertrude  G)  emp  Gorton’s  h26  Reynard  St 
Harvey  Philip  E  (Lillian  J)  mgr  Cape  Pond  Ice  hThurston  s  Pt 
Harvey  Philip  E  Jr  (Elaine  J)  mtcemn  hCedar  La 
Harvey  Ralph  W  (Eleanor  F)  lab  D  P  W  City  h8  Ashland  PI 
Harvey  Ruth  R  hsemother  Addison  Gilbert  Hosp  h551  Washington  St 
HARVEY  S  R  CO  THE  (Richard  Moalli),  Coal-Oil-  Utility  Gas  & 
Appliances,  1052  Washington  St  (01930),  Tel  283-1076  (See 
Index  To  Advertisers) 

Harvey  Susan  elk  Gorton  s  r26  Reynard  St 

Harvey  Thos  E  (Margaret)  inventory  controller  Gloucester  Eng  hl5 
Russell  Av 

Harvey  Vera  retd  rl216  Washington  St 

Harvey  Vivian  L  Mrs  pres  treas  &  pastor  Massasoit  Spiritualist  Camp 
rl9  Lincoln 

Harvy  Charlotte  (Wid  Charles  F)  retd  h63  Middle  St 
Harz  Estelle  Mrs  retd  r3  Marion  Wy 

Haselgard  Albert  Jr  (Marion  C)  mach  Gremar  Mfg  (Wakefield)  hl2  N 

Kiiby  St  n  ,  ,_u 

Haselgard  Carleton  (Mary)  mtcemn  Carden  Codhena  Realty  h58 

Granite  St  c 

Haselgard  Dana  elect  tech  Honeywell  r58  Granite  St 

Haselgard  Diane  r58  Granite  St 

Haselgard  Eliot  R  emp  D  P  W  h58l/2  Granite  St 

Haselgard  Harold  L  coater  hlpr  Le  Page’s  h58‘/2  Granite  St 

Haselgard  John  mach  Rockport  Twine  &  Rope  r58  Granite  St 

Haselgard  Marion  nurses  aide  Addison  Gilbert  Hosp  rl2  N  Kilby  St 

Haselgard  Wm  lobstermn  h58y2  Granite  St 

Haselgarde  Hazel  (Wid  Leland)  sis  elk  ^Thurston’s  Pt 

Hasersdt  Ethel  O  Mrs  sum  res  hCaleb’s  La  (R) 

Haskell  Annie  M  (Wid  Frank)  retd  r209  Main  St  (R) 

Haskell  Donald  pntr  r244  Western  Av 

Haskell  Francis  E  (Gladys  I)  formn  Town  Water  Dept  h209  Main  St 
(R) 

Haskell  James  E  mech  Stevens  Garage  r209  Main  St  (R) 

Haskell  Karen  A  tchr  (Attleboro)  r209  Main  St  (R) 

Haskell  Marguerite  D  retd  h75  Leonard  St 

Haskell  Marion  (Wid  Leverett  A)  retd  h244  Western  Av 
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ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

Lanosvillo,  Sta.,  Gloucester,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tel.  283-1076 
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Haskell  Peter  studt  r209  Main  St  (R) 

Haskell  Sherman  E  (Emma  F)  retd  hRear  260  Essex  Av 
Haskins  Block  37  Main  St  (R) 

Haskins  Mary  E  bio  aid  Natl  Oceanic  Atmospheric  Admn  r630 
Western  Av 

Haskins  Nancy  studt  r630  Western  Av 

Haskins  Phillip  T  (Mary  E)  mach  Murmac  Mfg  h630  Western  Av 
Haskins  Terry  dining  rm  hlpr  Shore  Cliff  Retirement  Home  r630 
Western  Av 

Haskins  Wm  (Eleanor  J)  retd  h2  Clifford  Ct 
Hastings  Robt  M  (Elvera  H)  caretkr  hAtlantic  Rd 
Hatch  Dana  summer  res  h7  Broadway  Av  (R) 

Hatch  Geraldine  sum  res  Vine  St  r Andover  Mass 
Hatch  Joanne  rl30  Marmion  Wy  (R) 

Hatch  Julian  (Raye)  emp  Gortons  h5  Valatie  La 

Hatch  Marion  D  (Wid  James  B)  retd  hl30  Marmion  Wy  (R) 

Hatch  Wm  sum  res  Vine  St  r Andover  Mass 
Hatcher  Kath  studt  r8  Marchant  St 

Hatcher  Robt  A  Jr  (Maureen  E)  acct  Ocean  Crest  Seafoods  h8 
Marchant  St 

Hatfield  Color  Shop  (William  L  Mitchell)  9  Dock  Sq  (R) 

Hatfield  Wm  sis  Lambros  Inti  rMelrose  Mass 

Hathaway  Alice  M  exec  sec  Cape  Ann  Area  C  Of  C  h38  Summer  St 
Hathaway  Corally  tchr  Geo  J  Tarr  Sch  rN  Reading  Mass 
Hathaway  Gordon  L  (Louise  B)  summer  res  107  Wingaersheek  Rd 
rMaitland  Fla 

Hattman  David  (Eliz)  stat  hl45  Essex  Av  Apt  17 
Hatton  Rita  C  retd  rl43  Main  St  (R) 

Haun  James  C  (Florence  K)  (Jim’s  Pet  Shop)  hlO  Summit  St 
Hautala  Arne  J  (Marianne  L)  carp  h3  Shehan  Ter  (R) 

Hautala  Helen  M  retd  h51  Hartz  St 

Hautala  John  E  (Ruth  A)  firefighter  City  Fire  Dept  hl9  Derby  St 
Hautala  Matt  A  (Vennie  M)  retd  h26  Stockholm  Av  (R) 

Hautala  Richd  studt  r26  Stockholm  Av  (R) 

r 

Hautala  Ruth  nurse  Addison  Gilbert  Hosp  rl9  Derby  St 

Havener  See  Also  Havner 

Havener  Albert  L  clammer  r32  Wheeler  St 

Havener  Eleanor  F  Mrs  h32  Warner  St 

Havener  John  P  (Leah  R)  utilitymn  Le  Page’s  h36  Maplewood  Pk 
Havener  John  P  Jr  (Valerie  A)  mech  Le  Page’s  h6  Prospect  Ct 
Havener  Stanley  L  (Camille)  retd  h36  Mansfield  St 
Havens  Michl  K  (Kath  J)  studt  hi  Holbrook  Ct  (R) 

Havican  John  R  (Joan  F)  sum  res  h33  Long  Beach  St  (R) 

Havner  See  Also  Havener 

Havner  Elsie  L  retd  h8  Winchester  Ct 

Havner  Geo  E  (Kath  E)  retd  hll  Allen  St 

Havran  Philip  E  (Cath  M)  retd  h2  Country  Club  Rd  (R) 

Havran  Philip  S  (Jeanne  E)  public  rel  Mass  Port  Authority  h81 
Granite  St  (R) 

Hawes  Edw  V  (Thelma  C)  fish  wkr  OUF  h7  Mansfield  St 

Hawes  Orrin  F  (Antonette)  emp  Gorton’s  hl9  Riggs  St 

Hawes  Robt  A  (Susan)  emp  Gorton’s  hi  13  Mt  Pleasant  Av 

Hawes  Ronald  emp  Gorton’s  rl9  Riggs  St 

Hawes  Susan  pkr  Le  Page’s  rll3  Mt  Pleasant  Av 

Hawes  Thos  USN  rl9  Riggs  St 

Hawkes  Brett  studt  r86  Hesperus  Av 


Cape  Ann  Area 
Chamber  of  Commerce 

,30  MAIN  STTELS-  283-16<>1  ANP0L208»^T6E°R2  MASS.  0.930 
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Hawkes  Dana  studt  r86  Hesperus  Av 

Hawkes  William  S  (Jean  K)  pres  Cape  Cod  Tuna  Corp  (Eastport  Me) 
h86  Hesperus  Av 

Hawkesworth  Norman  O  (Mildred  W)  retd  hl21  Phillips  Av  (R) 
Hawkins  Lawrence  K  (Carol)  sum  res  Eden  Rd  (R)  rBoston  Mass 
Hawkins  Robt  studt  hl6  Alper  Rd 
Hawkins  Wayne  (Debra)  slsmn  h9  Summit  Av  (R) 

Hawks  Allen  artist  hl09  E  Main  St 
Hawks  Frank  (Rachel)  wldr  rl09  E  Main  St 
Hawks  Marie  A  h2  Wonson  St 

Hawks  Rachel  Mrs  nurse  Addison  Gilbert  Hosp  rl09  E  Main  St 
Hawks  Steven  studt  rl09  E  Main  St 
Hawley  Geo  R  (Jean  E)  drivei  h62  Riverdale  Pk 
Hayden  Carol  retd  r55a  Main  St  (R) 

Hayes  Andrea  H  studt  rl2  Old  Garden  Rd  (R) 

Hayes  Charles  F  (Dorothy  M)  emp  Gorton’s  h2  Oak  St 

Hayes  Charles  F  Jr  mtce  Gorton’s  r2  Oak  St 

Hayes  Clement  F  (Audrey  T)  retd  hl2  Old  Garden  Rd  (R) 

Hayes  Clifford  E  acct  hlrvana  Rd  (R) 

Hayes  Donald  O  (Pauline  V)  emp  New  England  Power  hlO  Brightside 
Av 

Hayes  James  M  (Mary  F)  tchr  Lexington  Sch  Dept  hl33  Main  St  (R) 
Hayes  John  T  studt  rlO  Dean  Rd  (R) 

Hayes  Joseph  E  (Edith  S)  sum  res  51  Wingaersheek  Rd  rDanvers 

Hayes  Joseph  T  (Helen  M)  atty  (B)  hlO  Dean  Rd  (R) 

Hayes  Joseph  T  Jr  studt  rlO  Dean  Rd  (R) 

Hayes  Julitta  M  ofc  sec  hl27  Main  St  (R) 

Hayes  Kenneth  M  (Madelyn  M)  mech  New  England  Power  h8 
Cedarwood  Rd 

Hayes  Lisa  lpn  Addison  Gilbert  Hosp  rHamilton  Mass 
Hayes  Louise  sum  res  hMiddle  Rd  (R) 

Hayes  Marcia  studt  rlO  Dean  Rd  (R) 

Hayes  Mary  Mrs  tchr  Rockport  Jr  Sr  Hi  Sch  rl33  Main  St 

Hayes  Mary  J  studt  rlO  Dean  Rd  (R) 

Hayes  Oscar  W  (Dorothy)  retd  hlOO  Friend  St 

Hayes  Robt  (Mary  L)  prof  Boston  Univ  (B)  hl3  Ships  Bell  Rd 

Hayes  Ruth  emp  Wander  Inn  Shop  r70  Harrison  Av 

Hayes  Ruth  Mrs  cafeteria  wkr  Gloucester  High  Sch  r70  Harrison  Av 

Hayes  Wm  S  sum  res  h24  Langsford  St 

Haynes  Mary  retd  hl8  Ketchopulos  Cir  (R)  Apt  B 

Hays  Kenneth  (Ronna)  (Adams  Apple)  hLinden  Av 

Hays  Walter  I  (Virginia  C)  sum  res  8  Waterman  Rd  rWaltham  Mass 
Hays  Warren  M  (Sophie)  (Warren  Hays  &  Sons)  (B)  hl4  Ocean 
Highlands 

Hazelhurst  Helen  K  h39  River  Rd 

Hazen  Lebaron  L  Jr  (Barbara  J)  mech  Boudreau  Bros  hi  12  Bass  Av 

Apt  1 

Hazen  Margt  H  nurse  hi  Ketchopulos  Cir  (R)  Apt  1 

Hazzard  Charlotte  sum  res  12  Doyle  Cove  Rd  (R)  rBaltimore  Md 

Hazzard  Robt  summer  res  hRiverview  Rd 

Head  Jonathan  (Mary  Ann)  stock  broker  hl45  Essex  Av  Apt  22 

Head  Lester  D  (Eliz  L)  retd  hl4  Bond  St 

Head  Lillian  M  (Wid  Irving  F)  retd  hi  Green  St  (R) 

Heal  Debbie  tchr  Geo  J  Tarr  Sch  h41  High  St  (R) 

Heald  Annie  M  (Wid  Benj)  retd  h30  School  St  (R) 
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Heald  Harvey  retd  h28  Smith  Rd  (R) 

Heald  Harvey  E  estimator  (somerville)  h30  Smith  Rd  (R) 

Healey  See  Also  Haley 

Healey  J  Donald  (Audrey)  furn  mfr  (somerville)  hFerry  Hill  St 
Healey  Thos  rCape  Ann  Nursing  Home 

Heanue  Joseph  M  (Dolores)  ind  eng  Sylvania  (D)  hl68  Hesperus  Av 
Heaphy  Marie  T  tchr  St  Ann’s  Sch  r70  Pleasant  St 
Heaps  John  F  member  bd  Cape  Ann  Area  C  Of  C  rSmith  St  Ct  (R) 
Heath  Brian  L  (Fatima)  plmb  Ralph  Luongo  Inc  hlO  Ferry  La 
Heath  Clark  W  (Katharine  W)  retd  hi  19  Phillips  Av  (R) 

Heath  Fatima  daycare  mother  Action  Inc  rlO  Ferry  La 
Heath  L  Marion  (Wid  Eldon  R)  member  Rockport  Pub  Health  Nursing 
Comn  hi  Lamb  Hts  (R) 

Heath  Marianna  (Wid  Gordon  B)  sum  res  h5  Cove  Hill  La  (R) 

Heath  Warren  E  hl2  Horton  St 
Heathfield  Robt  W  artist  rll  Friend  St 
Heaton  Michl  H  hThurston’s  Pt 

Heberle  Bertha  Mrs  co-chairmn  Annisquam  Exch  r53  Leonard  St 
Heberle  Charles  T  (Bertha)  treas  The  Building  Center  Inc  Of  Rockport 
h53  Leonard  St  V_ 

Heberle  Margt  stewardist  TWA  r53  Leonard  St 

Hebert  Denise  studt  r427  Essex  Av 

Hebert  Fernand  L  supvr  Mighty  Mac  h427  Essex  Av 

Hebert  Wilfred  sum  res  Middle  Rd  (R)  rNashua  NH 

Heckman  Kathleen  C  (Wid  Robt  J)  retd  hl51  Washington  St 

Heckmen  Mary  E  rl51  Washington  St 

Hedblom  Juliana  S  (Wid  Richd  P)  hNorwood  Hts 

Hedetniemi  Vivian  Mrs  h8a  Atlantic  St 

Hedham  Benj  S  emp  Merchant  Box  Co  hNorwood  Hts 

Hedlund  Marie  C  retd  h8a  Pleasant  St  (R) 

Hedniemi  Herbert  retd  hi  111  Washington  St 
Heffern  Peter  rl42  E  Main  St 

Hefte  Eric  graphic  arts  specialist  84  Marmion  Wy  (R) 

Hegarty  Edw  J  (Loretta  F)  pilot  Eastern  Airlines  h727  Washington  St 
Hegarty  Nora  Mrs  hl6  Ocean  Av  (R) 

Heim  Rose  mgr  Orb  Silversmith  hl6  Hodgkins  St  (R) 

Heinonen  Donna  slitter  opr  Le  Page’s  r4  Riverdale  Pk 
Heinonen  Walter  J  (Eliz  M)  constn  wkr  O  Menici  &  Sons  h4 
Riverdale  Pk 

Heinonon  Arth  kitchen  hlpr  Cape  Ann  Nursing  Home  r4  Riverdale 
Pk 

Heintz  Florence  Mrs  (Faraday  Inn)  rSouth  St  (R) 

Heisey  Bruce  U  S  N  rll7  Magnolia  Av 

Heisey  Paul  B  (Margt  E)  produce  mgr  First  Natl  Store  (S)  hi  17 
Magnolia  Av 

Heisey  Paul  R  mach  Gloucester  Eng  rll7  Magnolia  Av 
Helie-Krazowski  Suellen  r259  E  Main  St 

Heilman  Margt  R  laby  tech  Addison  Gilbert  Hosp  rlO  Mill  La  (R) 
Helman  Bernard  sum  res  hPenzance  Rd  (R) 

Helsberg  Uno  S  emp  Sylvania  (S)  hl6  Stockholm  Av  (R) 

Hemenway  John  (Carolyn  S)  (Holland  Hse)  (Essex)  h7  Landmark  La 
(R) 

Hemenway  Russell  G  retd  hi  Jewett  St  (R) 

Hemeon  Alf  L  (Virginia)  bk  mgr  h7  Samuel  Riggs  Cir 
Hemingway  Peter  W  (Frances  M)  emp  Ind  Eng  h30  Decatur  St 
Hemingway  Steven  (Nancy)  wtr  h4  Tolman  Av 


ROSE’S  OIL  SERVICE  Inc.  & 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 


395  Main  St. 

Gloucester,  Mass.  01930 


283-3334 

283-3335 
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Hemmer  Albert  H  (Eunice  A)  cook  Gorton’s  h77  Wheeler  St 
Hemmer  Albert  H  Jr  r77  Wheeler  St 
Hemmer  Kathryn  elk  Glouc  Eng  r77  Wheeler  St 
Hemmer  Maureen  r77  Wheeler  St 

Hemmer  Robt  P  (Winifred  M)  lab  H  C  Brown  Inc  h38  Hodgkins  St 
Hemmer  Winifred  elk  Empire  Clo  r381  Hodgkins  St 
Hemple  Herbert  atndt  Tony’s  House  Of  Tires  rWestern  Av  (Essex) 
Henault  Arth  F  (Constance)  agt  Boston  Mut  Ins  rl4  Bellevue  Av 
Henault  Constance  P  Mrs  ofc  wkr  N  Shore  Furn  rl4  Bellevue  Av 
Henderson  Lester  C  (Eliz  O)  supt  Harbor  House  Apts  h44  Lexington 
Av  Apt  G  5 

Henderson  Wm  L  (Paulette  C)  (Henderson  Refrigeration  &  Air 
Condtng  Serv)  h506  Essex  Av 

Hendrickson  Alfred  (Valarie)  emp  State  Fish  Pier  h24a  Eastern  Av 
Hendrickson  Arth  (Ruth  M)  h9  Squam  Rd  (R) 

Hendrickson  Chester  P  (Barbara  L)  group  ldr  Matheson  Gas  h56 
Washington  St 

Hendrickson  Cynthia  A  studt  r3  Kent  Cir 
Hendrickson  Edw  T  (Mary  R)  mach  United  Shoe  (BEV)  h326 
Washington  St 

Hendrickson  Edw  T  Jr  studt  r326  Washington  St 
Hendrickson  Eino  A  (Margaret  C)  fdry  wkr  Cape  Ann  Tool  hi  185 
Washington  St 

Hendrickson  Henry  retd  r44  South  St  (R) 

Hendrickson  Henry  E  (Norma  C)  emp  Mystic  Vaily  hi  13  Granite  St 
(R) 

Hendrickson  Hilda  rCape  Ann  Nursing  Home 

Hendrickson  John  (Mary  J)  exam  Registry  Of  Motor  Vehicles  (B) 
hl034  Washington  St 

Hendrickson  John  (Selma  F)  retd  hl09  Prospect  St 
Hendrickson  John  D  (K  Ann)  retd  hll  Maple  St 
Hendrickson  John  E  studt  r3  Kent  Cir 
Hendrickson  Nancy  studt  r56  Washington  St 

Hendrickson  Ralph  E  (Shirley  P)  civ  eng  D  P  W  (B)  h3  Kent  Cir 
Hendrickson  Raymond  E  (Dorothy)  emp  Rockport  Sch  Dept  h2 
Shehan  Ter  (R) 

Hendrickson  Thos  retd  hl3  Summit  St 

Hendrickson  Tolvo  insp  Cape  Ann  Tool  h5/  Middle  St 

Hendrickson  Wm  studt  r3  Kent  Cir 

Hendy  Fredk  C  (Alice  J)  pntr  14  Lookout  St  hl4  Lookout  St 
Hendy  Kenneth  W  (Ruth  M)  carrier  P  O  h21  Riverside  Av 
Hendy  Laurence  W  studt  r21  Riverside  Av 

Henken  Earl  (Esther  H)  sum  res  Bayberry  La  rLynnfield  Mass 
Hennenlotter  Edw  acct  h3  Forest  St  (R) 

Hennessey  David  (Kathleen)  chef  Capt  Courageous  hRear  211  E  Main 
St 

Hennessey  Mary  E  pkr  Gorton’s  hl47  Western  Av 
Hennessy  Thos  (Irene  E)  retd  hRidgewood  Ter  (R) 

Hennessy  Thos  M  studt  rRidgewood  Ter  (R) 

Henry  Bert  (Artemus)  sum  res  hBeachcroft  Rd 
Henry  Robt  h8  Flume  Rd  Apt  7 

Henry  The  Hatter  (Morris  J  Goldstein)  men’s  furnishings  93  Main  St 
Herbert  J  Eliot  sum  res  h8  Riverside  St 

Herdman  Charleton  J  (Muriel  R)  guidance  counselor  (daurcis)  hl7 
Riverview  Rd 

Herdman  Dale  rl7  Riverview  Rd 
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Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 


37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


CN 


Glass  >x 

it 

EV6RY  PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Glass  (Installed  Whil«-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST.— GLOUCESTER 
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Herdman  Geo  R  (Priscilla  D)  (Gloucester  Marina  Inc)  h24  Hesperus 
Av 

Herdman  Kenneth  B  (Shirley  J)  mech  r24  Hesperus  Av 

Herdman  Margt  E  (Wid  Charleton  J)  retd  hlO  Marshfield  St 

Herdman  Nina  studt  rl7  Riverview  Rd 

Herdman  Robt  G  (Barbara  J)  h49  Warner  St 

Herdman  Steven  studt  rl7  Riverview  Rd 

Herig  Robt  teller  Shamut  Bk  (B)  h28  Mt  Pleasant  St  (R) 

Herlehy  Etta  Mrs  retd  h28  High  St  (R) 

Herlihey  Ellen  C  nurse  hFolly  Point  Rd 

Herlihy  David  H  (Michelle  F)  tchr  Middle  Sch  hl5  Hale  St  (R) 

Herlihy  Ella  A  retd  h2  Broadway  Av  (R) 

Herman  See  Also  Hermann 
Herman  Adolf  summer  res  h30  Beach  Rd 
Herman  Bruce  W  (Margt  M)  studt  h6a  Bass  Av 
Herman  Ethel  U  Mrs  h6  Prospect  St 

Hermann  Russell  (Anderson  &  Herman)  hl2  Magnolia  Av 
Hermans  Mark  S  (Charlene)  U  S  C  G  hEastern  Point  Blvd 
Hermion  Temple  No  9  (K  Of  P)  203  Granite  tst  (R) 

Herrick  Augustine  R  (Edith)  retd  h5  Revere  St  , 

Herrick  Barbara  Mrs  cafeteria  wkr  West  Parish  Sch  rlO  Laurel  St 
Herrick  Danl  C  elec  Gloucester  Eng  h3b  Oak  Cir  (R) 

Herrick  Donald  D  lab  City  Water  Div  r5  Revere  St 
Herrick  Eliz  fish  pkr  North  Atlantic  r8  Ronna  Rd 

Herrick  Geo  R  (Miriam  A)  whsemn  Quincy  Mkt  Cold  Storage  &  Whse 
h99  Leonard  St 

Herrick  Harvey  G  (Bessie)  retd  h4  Babcock  R  (R) 

Herrick  Joanne  C  pkr  r8  Ronna  Rd 
Herrick  John  USCG  r22  Riverview  Rd 
Herrick  Maude  A  (Wid  Otto)  retd  hl07  Concord  St 
Herrick  Paul  (Besse)  pkr  Connelly  &  Daggart  (Saugus)  h8  Ronna  Rd 
Herrick  Robt  E  (Barbara  J)  driver  Progressive  Oil  hlO  Laurel  St 
Herrick  Robt  L  (Dorothy  P)  fisherman  h39  Mt  Pleasant  Av 
Herrick  Robt  L  Jr  (Geraldine)  photographic  dir  Tadco  Mfg  hl24 
Essex  Av 

Herrman  Joan  B  buyer  W  G  Brown  Co  h49  Reynard  St 
Herrmann  Russell  pres  Magnolia  Library  Inc  rl2  Magnolia  Av 
Herro  Joan  E  h45  Cherry  St 
Hersee  Fredk  C  Mrs  sum  res  hll  Eden  Rd  (R) 

Hersey  Burnell  A  h65  South  St  (R) 

Hersey  Eliza  S  (Wid  Cheever  L)  h45  Beacon  St 
Hersey  Laura  (Wid  Benj)  hl2  St  Louis  Av 

Hersey  Lawrence  C  (Rita  M)  whsemn  Quincy  Mkt  h45  Beacon  St 
Hersey  Paula  sec  r45  Beacon  St 

Hershey  Sami  F  (Eleanor  W)  retd  h8  Pleasant  St  (R) 

Hertig  Arth  T  phys  (winchester)  hMussel  Point  Rd 

Herzelle  Vernon  L  hlO  Oakes  Av 

Heslin  John  M  (Alice  M)  retd  h85  Granite  St  (R) 

Hesperus  Bottle  House  (Edwin  Lowe)  38  Lexington  Av 
Hesse  Herman  R  (Gertrude)  sanitation  eng  Gordon  College  (BEV)  h24 
Hartz  St 

Hesse  Jane  L  U  S  A  F  r24  Hartz  St 
Hesse  Richd  U  S  A  F  r24  Hartz  St 

Hession  James  J  (Martha  A)  buyer  Varian  Assoc  (BEV)  h2  Frank  St 

(R) 

Heurer  Charles  R  retd  h!45  Essex  Av  Apt  24 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 

18  Whittemore  St. _ Gloucester,  Mass.  01930 
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Heurlin  Anna  retd  rSouth  St  (R) 

Hever  Clinton  data  processing  hl45  Essex  Av  Apt  19 
Hewart  Roy  tree  dept  Town  Of  Rockport  h6  Paradis  Cir  (R) 

Hewett  Virginia  W  Mrs  tchr  aide  Beeman  Mem  Sch  rl50  Wheeler  St 
Hewett  Warren  A  (Virginia  W)  retd  hl50  Wheeler  St 
Hewitt  Linda  ofc  sec  Gloucester  High  Sch  h74  E  Main  St  Apt  1 
Heyl  Edna  M  Mrs  retd  hRuthern  Wy  (R) 

Heywood  Francis  C  (Harriet  F)  retd  h5  Plum  Ct 
Hiawatha  Hotel  (massasoit  spiritualist  camp)  17  Lincoln  St 
Hibbard  Steph  B  (Edith)  sum  res  Squam  Rock  Rd  rPillsfield  Mass 
Hibbard  Steph  B  (Virginia)  sum  res  hAdams  Hill  Rd 
Hibbard  Winifred  (Wid  Aldro  T)  (Ledgensea  Gallery)  h38  Granite  St 

(R) 

Hibel  Edna  Gallery  (Lena  Hibel)  art  21  Mt  Pleasant  St  (R) 

Hibel  Lena  (Edna  Hibel  Gallery)  rBrookline  Mass 
Hickey  Ernest  C  (Thelma)  retd  h448  Washington  St 
Hickey  Jacqueline  bkpr  Action  Inc  rGranite  St  (R) 

Hickey  James  P  studt  rSouth  St  (R) 

Hickey  John  dentist  94  Prospect  r4  Juniper  Rd  (Ipswich) 

Hickey  John  J  (Jane  F)  tchr  hSouth  St  (R) 

Hickey  Marie  A  Mrs  sum  res  hRiverside  St 

Hickey  Paul  S  policemn  Rockport  Police  Dept  (R)  rSouth  St  (R) 

Hickey  Peter  (Ruth)  policemn  City  Police  Dept  hl2  Elizabeth  Rd 
Hickey  Robt  F  emp  Sinterbond  Corp  rSouth  St  (R) 

Hickey  Rosaire  Sister  tchr  St  Mel  Day  Sch  rEdgemoor  Rd 
Hickl  2r  Walter  R  (Gilda  M)  consulting  chemist  h6  South  Street  Ct 

(R) 

Hickory  Judith  elk  Caribou  Fisheries  rlpswich 
Hicks  Geo  A  retd  h5a  Ashland  PI 

Hidonen  Gertrude  E  retd  h3  Ketchopulos  Cir  (R)  Apt  11a 
Hietala  Aili  S  (Wid  Emil  Jr)  hi  Haven  Av  (R) 

Hietala  Eric  A  (Olga)  emp  Industrial  Cab  (Essex)  h31  Haskell  St 
Higgins  Gerald  C  wrtr  &  translator  h22  Rocky  Neck  Av 
Higgins  Gladys  A  (Wid  Geo  C)  retd  h5  Ketchopulos  Cir  (R)  Apt  12a 
Higgins  Judith  Mrs  tchr  Rockport  Jr  Sr  Hi  Sch  r37  Mt  Pleasant  St 

(R) 

Higgins  Lincoln  (Judith)  (The  Tresnon  House)  r37  Mt  Pleasant 

Higgins  Mary  J  hll  Norseman  Av 

Higgins  Myrtle  retd  hi 45  Essex  Av  Apt  15 

Higgins  Paul  security  guard  (B)  rl45  Essex  Av  Apt  15 

High  Cliffe  Lodge  (Gregory  A  Mac  Leod)  tourists  Atlantic  Rd 

High  Street  Cemetery  16  Prospect  St 

Highlander  Center  Laundromat  (Earl  W  George)  Rear  17  Railroad  Av 

(R) 

Hiland  Edw  F  firefighter  City  Fire  Dept  h80  Middle  St 
Hildebrand  Charles  W  (Ann  M)  emp  Genl  Elec  (P)  h7  Bray  St 
Hildonen  Edith  M  (Wid  Geo  E  Jr)  ofc  elk  Seacoast  Petroleum  h78 

Bass  Av 

Hildonen  Frank  t  v  reprmn  hAtlantic  Rd  Apt  7 
Hildonen  Geri  E  studt  r56  Langsford  St 

Hildonen  Gertrude  hostess  Ralph  Waldo  Emerson  Inn  rl008 
Washington  St 

Hildonen  Jeffery  studt  r26  Summit  Av  (R) 

Hildonen  Keith  mgr  J  K  Systems  r Atlantic  Rd 
Hildonen  Keith  A  (Jennie  R)  USN  r26  Summit  Av  (R) 

Hildonen  Kenneth  mgr  I  G  A  Store  rEssex  Mass 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

_  NIGHTS:  546-2009  -  283-3046  -  546-3249 
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Hildonen  Lois  hd  cash  IGA  rEssex  Mass 
Hildonen  Louise  H  domestic  wkr  h80a  Middle  St  Apt  14 
Hildonen  Mary  (Wid  Wm)  retd  r80a  Middle  St  Apt  14 
Hildonen  Newton  dept  mgr  Mai’s  r78  Bass  Av 
Hildonen  Raymond  H  (Rena)  electn  h56  Langsf’ord  St 
Hildonen  Raymond  H  Jr  studt  r56  Langsford  St 
Hildonen  Roland  A  (Nancy)  (Roland’s  For  Flowers)  h26  Summit  Av 
(R) 

Hildreth  Lottie  retd  r44  South  St  (R) 

Hill  Adrian  (Marjorie  A)  retd  h20  Reynard  St 
Hill  Aili  retd  h34  Pine  St 
Hill  Alan  lab  r5  Harold  Ct 

Hill  Alan  G  Jr  (Rocky  Neck  Sports  Fishing  Dock  Trust)  r27  Ferry  St 

Hill  Albert  emp  Lipman’s  rl8  Columbia  St 

Hill  Augusta  H  (Wid  Andrew)  retd  h74  Maplewood  Pk 

Hill  Beverly  A  studt  r37  Perkins  St 

Hill  Bruce  W  rl8  Columbia  St 

Hill  Charles  (Diana)  emp  Paxon  Trucking  hl7  Chestnut  St 

Hill  Edw  W  (Esther  M)  teller  Cape  Ann  Bank  &  Trust  hll  Ocean  Av 

(R) 

Hill  Elmer  J  custodial  wkr  P  O  rManchester  Mass 
Hill  Erma  (Wid  Raymond)  hl8  Columbia  St 
Hill  Georgine  C  h5  Harold  Ct 

Hill  House  The  (Mrs  Mona  &  Gordon  F  Hull  Jr)  guests  2  Jewett  St 

(R) 

Hill  James  A  studt  r20  Reynard  St 

Hill  Joanne  T  artist  3  Pigeon  Hill  h3  Pigeon  Hill  (R) 

Hill  John  emp  Metal  Shop  h9  Willow  St 
Hill  John  J  retd  hlOa  Langsford  St 

Hill  John  M  (Lorraine  F)  fish  ctr  State  Fish  Pier  h37  Perkins  St 

Hill  John  M  Jr  carp  r37  Perkins  St 

Hill  Lenna  J  sum  res  hPalfrey  Rd 

Hill  Lillian  L  retd  rl35  Wheeler  St 

Hill  Martha  retd  h6  Ketchopulos  Cir  (R)  Apt  lOe 

Hill  Martha  E  packer  Gorton’s  hl2  Eastern  Av 

Hill  Robin  stdt  r5  Page  St 

Hill  Rowland  E  (Lydia  T)  mech  eng  O’Donnell-USEN  h5  Page  St 
Hill  Rowland  E  Jr  mech  eng  Syl vania  r5  Page  St 
Hill  Thos  summer  res  h  Wood  ward  Av 

Hill  Top  Manor  (Mrs  Marie  A  Attaya)  nursing  home  32  Haskell  St 
Hill  Wilma  S  phys  science  tech  Natl  Oceanic  Atmospheric  Admn 
rSouth  Hamilton  Mass 
Hillery  Rena  H  retd  rl44  Wheeler  St 

Hilliard  Anthony  emp  Hilliard  Frames  Shop  h57  Mt  Pleasant  St  (R) 
Hilliard  Fern  J  glazer  Industrial  Cab  (Essex)  r3  Cleaves  St  (R) 
Hilliard  Frame  Shop  (Geo  T  Hilliard)  2c  Jewett  St  (R) 

Hilliard  Geo  T  (Nancy)  (Hilliard  Frame  Shop)  h3  Cleaves  St  (R) 
Hilliard  Geo  T  trustee  Town  Public  Library  r2c  Jewett  St  (R) 

Hilliard  Harold  J  radio  announcer  r3  Cleaves  St  (R) 

Hilliard  Michl  mech  r3  Cleaves  St  (R) 

Hilliard  Thos  F  B  policemn  Rockport  Police  Dept  hSouth  St  (R) 
Hillier  Doris  A  Mrs  registrar  of  voters  Town  Of  Rockport  r2  Castle 
La  (R) 

Hillier  Fred  C  (Karen  A)  lobstermn  hSeagull  St  (R) 

Hillier  Marion  S  (Wid  Fredk  T)  retd  r2  Castle  La  (R) 

Hillier  Pingree  F  (Doris  A)  lobster  mn  h2  Castle  La  (R) 


%atnei  C.  Qreely  3unera(  Service,  3nc. 

"Quality  &  Service  Since  1884" 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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Hillman  Leslie  retd  h31  Western  Av  Apt  10 
Hills  Julian  F  artist  hFarrington  Av 
Hills  Wendy  h28  Pine  St 

Hilshey  Charlene  ofc  sec  Star  Fisheries  r2  Blossom  La 
Hilshey  Charlotte  comp  opr  City  Treas  rBlossom  La 

Hilshey  Eliz  retd  r6  Day  Av  ~  * 

Hilshey  Gordon  G  custdn  Plum  Cove  Elementary  Sch  r6  Day  Av 

Hilshey  H  Virginia  Mrs  hll  Elizabeth  Rd 

Hilshey  Harold  O  Jr  (Lillia  M)  chem  analyzer  Matheson  Gas  hb 
Foley  Rd 

Hilshey  Robt  M  (Charlotte  M)  custdn  Milton  L  Fuller  Sch  h2 
Blossom  La 

Hilshey  Valerie  genl  hlpr  Carbon’s  r2  Blossom  La 

Hilshey  Valerie  A  nurses  aide  Addison  Gilbert  Hosp  rMagnolia  Mass 
Hilshey  Wm  A  studt  r6  Foley  Rd 

Hilshey  Wm  F  (Eliz)  firefighter  City  Fire  Dept  h20  Chapel  St 
Hilskey  Robt  custdn  Milton  L  Fuller  Sch  rBlossom  La  (M) 

Hilton  Eleanore  F  Mrs  prin  elk  Gloucester  Welf  Serv  Ofc  rRear  452 

Washington  St  0 

Hilton  Henry  A  (Eleanor  R)  genl  asst  formn  United  Shoe  (BEV)  hb7 

Hilton°H^irySA  Jr  (Geraldine  G)  gro  Natl  Butchers  h67  Prospect  St 
Hilton  Jessie  M  (Wid  F  Harvey)  summer  res  hAtlantic  Rd 
Hilton  Laura  B  (Wid  Harold)  h34  Prospect  St 
Hilton  Lester  C  (Eleanore  F)  carrier  P  O  h452  Washington  St 
Hilton  Lois  A  nurses  aide  Cape  Ann  Nursing  Home  r67  Prospect  St 
Hilton  Stillman  P  librn  Sawyer  Free  Library  hl23  Leonard 
Hiltz  Donald  R  (Pauline  M)  treas  Robt  C  Hiltz  Inc  h26  Waterman 
Hiltz  Douglas  (Diane)  driver  Robt  C  Hiltz  hl2  Centennial  v 
Hiltz  Eleanor  retd  rRowley  Shore 
Hiltz  Ethel  K  retd  hRowley  Shore 
Hiltz  Gary  emp  Gloucester  Eng  h66  Grove  St 
Hiltz  Jane  sec  &  file  elk  Robt  C  Hiltz  rGranite  St 
Hiltz  Pauline  M  bkpr  Robt  C  Hiltz  rWaterman  Rd  .  _ 

Hiltz  Robt  C  Jr  (Margt  T)  mover  Robt  C  Hiltz  Inc  h261  E  Main 
HILTZ  ROBERT  C  INC  Donald  R  Hiltz  Treasurer  Agents  tor 
American  Red  Bell  World  Wide  Movers  Local  &  Long 
Distance  Packing,  Storage  Kondelin  Rd,  Cape  Ann  Industri 
Park  (01930)  Tel  283-2520  (See  Index  To  Advertisers) 

Hinchey  Alice  L  Mrs  nurse  Addison  Gilbert  Hosp  hl2  Wheeler. 
Hinchey  Deborah  emp  Jolie’s  Salonde  Coiffure  r3  W^chester  Ct 
Hinchey  Francis  dishwasher  Gloucester  Delicatessen  hl9  Duncan  S 

Rm  9 

Hinchey  Jane  E  studt  r52  Maplewood  Pk 
Hinchey  Michl  (Christine)  h52  Maplewood  Pk 
Hinchey  Mildred  h50  Maplewood  Pk 
Hinckley  Adeline  Mrs  retd  h38  Summer  St 

Hinckley  Angus  C  (Madeline)  (O’Connell’s  Variety  Store)  hlli 

Prospect  St  „  , 

Hinckley  Ann  tchr  E  G  Elementary  Sch  r3  Gardner  Rd 
Hinckley  Charles  D  (Helen)  ctr  Gorton’s  hl25  E  Main  St 
Hinckley  Edw  P  (Esther  M)  retd  h2  Malcolm  Rd 
Hinckley  Estella  F  (Wid  Franklin  R)  ofc  sec  Building  Center  h28 

£sS6X 

Hinckley  Fred  P  (Evelyn  S)  fish  ctr  Gorton’s  h9  Shepherd  St 
Hinckley  John  E  merchant  marine  r2  Malcolm  Rd 
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REG  JEWELER 
AM  GEM  SOC 

®  Diamonds 

•  Watches 

©  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 
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DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce”  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 


174 


Hinckley  Kenneth  A  (Cynthia  E)  crane  opr  R  Bernard  &  Sons 
h Woodland  Rd  (R) 

Hinckley  Kristine  ofc  elk  Grants  r Woodland  Rd  (R) 

Hinckley  Linda  L  (Wid  James)  hi  Highland  St 
Hinckley  Lois  M  emp  Glou  Manor  Rest  Home  rll  Gee  Av 
Hinckley  Milton  E  (Lois  M)  retd  hll  Gee  Av 
Hinckley  Nancy  (Wid  Fred  Jr)  h9  Shepherd  St 
Hinckley  Patricia  studt  rll2  Prospect  St 

Hinckley  Richd  E  (Ruth  H)  mach  Murmac  Mf'g  r5  Commonwealth  Av 

Hinckley  Robt  P  custdn  Forbes  Sch  r2  Malcolm  Rd 

Hinckley  Ruth  E  cash  N  Shore  Gas  r5  Wise  PI 

Hinckley  Ruth  H  Mrs  tchr  Babson  School  r5  Commonwealth  Av 

Hinckley  Sally  J  studt  rll2  Prospect  St 

Hinckley  Sarah  M  (Wid  John  J)  retd  h5  Wise  PI 

Hinckley  Wm  F  (Ann)  emp  Gloucester  Eng  h3  Gardner  Rd 

Hinckley  Wm  F  (Victoria  E)  retd  hi  Gardner  Rd 

Hinderliter  Caroline  rl4  Hodgkins  St 

Hinderliter  James  F  (Ruth)  retd  hl4  Hodgkins  St 

Hine  G  J  sum  res  h Valley  Rd 

Hines  See  Also  Hynes 

Hines  Constance  M  Mrs  bldg  admn  Blynman  Sch"r40  Magnolia  Av 
Hines  Geo  A  (Constance)  formn  Gorton’s  h40  Magnolia  Av 
Hines  Margt  F  (Wid  Geo  D)  retd  h87  Prospect  St 
Hines  Mary  Anne  studt  r40  Magnolia  Av 

Hines  Paul  E  Jr  (Frances  C)  contr  40  Dalton  Rd  h40  Dalton  Rd 

Hines  Steph  M  studt  r40  Magnolia  Av 

Hines  Susan  studt  r40  Dalton  Rd 

Hinkley  Seddie  rCape  Ann  Nursing  Home 

Hinshey  Sharon  Mrs  h23  Mt  Vernon  St 

Hintilian  James  T  sum  res  Athena  Wy  (R)  rWinchester  Mass 
Hintlian  Margt  T  (Wid  Michl  H)  h32  Marmion  Wy  (R) 

Hintlian  Mary  F  (Wid  Coren  H)  sum  res  Richards  Av  (R)  rArlington 
Mass 

Hird  Malcolm  (Kath)  retd  h26  Cleaves  St  (R) 

Hirota  J  (Hazel)  retd  hl63a  Granite  St  (R) 

Hirshberg  Louise  h203  Washington  St 

Hiscock  Roland  V  (Nancy  C)  mech  hl96  Main  St  (R) 

Hoagland  Mahlon  tchr  Milton  L  Fuller  Sch  r4  Cross  St 
Hoagland  Malcomb  studt  rl5  Mt  Locust  PI 
Hoague  Theo  (Susan)  crane  opr  h6  Leverett  La 
Hoare  James  (Sarah)  pntr  hl2  Hutchins  Ct 

Hobbs  Douglas  G  (Linda  M)  elk  Sterling  Drug  Store  h6  Willow  St 
Hobbs  Florence  G  retd  h3  Prospect  St  Extn  (R) 

Hobbs  Fred  retd  hi 00  Prospect  St 

Hobbs  Harold  (Priscilla)  carp  h5  White  Wy  (R) 

Hobbs  Jeff'  (Bertha)  h3  Lloyd  St 

Hobbs  Lester  E  (Priscilla)  asst  Harbor  Master  h48a  Beach  St  (R) 

Hobbs  Michl  (Nancy  L)  emp  Boston  Gas  (B)  h20  Russell  Av 

Hobbs  Philip  monitor  Action  Inc  r76  Maplewood  Pk 

Hobbs  Ralph  G  (May  F)  (East  Glouc  Serv  Sta)  hi  Rio  Dr 

Hobbs  Ralph  G  Jr  (Joanne  F)  firefighter  City  Fire  Dept  h7  Marble  St 

Hobbs  Rebekah  hi 52  Leonard  St 

Hobbs  Richd  E  (Cath  L)  eng  h20  Madison  Av 

Hobin  Mary  F  sum  res  h34  Brooks  Rd 

Hochberger  Fred  sum  res  55  Long  Beach  St  (R)  rNewton  Mass 
Hocter  Edw  rCape  Ann  Nursing  Home 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parksr  Street  Gloucester,  Mass.  01930 
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Hodess  Joseph  (Sadie)  summer  res  1  Sleepy  Hollow  Rd  rBrighton 
IVI3.SS 

Hodgdon  Dorothy  I  (Wid  Geo  H)  emp  Cape  Ann  Mfg  hlO  Sadler  St 
Hodgdon  Gordon  M  (Ann)  retd  h3  Witham  St 
Hodgdon  Isabelle  O  retd  h36  Hartz  St 
Hodge  Judith  studt  r545  Washington  St 

Hodge  Maxine  dental  asst  Marney  Williams  rl5  Revere  St 
Hodge  Thos  N  (Marvel  V)  atndt  Hodge’s  Battery  Station  rl39  Mt 

Pleasant  Av 

Hodge  Thos  N  Jr  (Helen  C)  (Hodge’s  Battery  Sta)  h545  Washington 

St  ,  \ 

Hodge’s  Battery  Station  (Thos  N  Hodge  Jr)  27  Maplewood  Av 

Hodgkins  Charles  A  (Marjorie  E)  landscape  gdnr  36  Pleasant  St  (R) 
h36  Pleasant  St  (R) 

Hodgkins  David  E  (Marlene  B)  servmn  North  Shore  Gas  h550  Essex 
Av 

Hodgkins  Edna  C  retd  h642  Washington  St 

Hodgkins  Ellis  (Captain  Hodgkins  Iii)  hi  la  Mt  Pleasant  St  (R) 
Hodgkins  Helen  H  (Wid  Herbert  R)  retd  h6  Gloucester  Av 
Hodgkins  Horace  E  retd  h33  Dennison  St 

Hodgkins  Horace  E  Jr  emp  A  J  Elliott  Motor  Trans  h47  Wheeler  St 
Hodgkins  Ken  carp  hl3  Riverside  Av 
Hodgkins  Leonard  studt  r36  Pleasant  St  (R) 

Hodgkins  Mae  retd  r25  Hodgkins  St  (R) 

Hodgkins  Marian  E  bkpr  Hood’s  (S)  h365  Essex  Av 
Hodgkins  Nancy  nurse  h649  Washington  St 
Hodgkins  Olive  G  retd  h8  Forest  La 
Hodgkins  Peter  lumper  r47  Wheeler  St 
Hodgkins  Pierce  N  retd  h645  Washington  St 

Hodgkins  Robert  D  (Louise)  formn  Quickfreeze  h383  Western  Av 

Hodgkins  Stanley  V  r645  Washington  St 

Hoey  Harry  D  (Nerissa)  sum  res  hFolly  Cove  (R) 

HofFecker  David  (Melinda)  tchr  Gordon  College  h3  Blossom  La 

HofFman  Carrol  J  h8  Babcock  R  (R)  ,  A 

HofFman  Fredk  C  (Cath)  tr  ofcr  Cape  Ann  Bk  &  Tr  h6a  Stanwood  v 

HofFman  Jennie  (Wid  Charles)  retd  h383  Washington  St 
Hogan  Betsy  bmo  (B)  rlO  Mt  Locust  Av  (R) 

Hogan  Betty  E  (Wid  Thos  L)  retd  hlO  Mt  Locust  Av  (R) 

Hogan  Esta  L  tchr  St  Ann’s  Sch  r70  Pleasant  St 
Hogan  Esther  L  (Wid  Geo  E)  h25  Wonson  St 
Hogan  Gail  P  programmer  rPage  St 

Hogan  John  W  carp  Cameron  &  Hogan  Inc  rlO  Mt  Locust  Av  (  ) 
Hogan  Patrick  J  (M  Hazel)  v-pres  Caribou  Fisheries  Ltd  hPage  St 
Hogan  Thos  Jr  asst  chf  Rockport  Fire  Dept  rSandy  Bay  Ter  (R) 
Hogkins  Cindy  r264  Washington  St 
Hogle  Gary  wrtr  hGap  Head  Rd  (R) 

Hohwieler  Richd  C  summer  res  hProspect  Ter 

Holberg  Ruth  L  (Wid  Richd)  author  11  Hale  St  (R>  hll  Hale  St  (R> 
Holcomb  H  Laurence  retd  hll  Main  St  (R) 

Holderness  Ruby  h32V4  Warner  St 

Holgerson  Albert  H  (Helen  F)  v-pres  &  genl  mgr  Cape  Ann  lool  Lo 
hll  Wallace  Rd  (R) 

Holgerson  H  Chester  (Violet  E)  retd  hlOO  Granite  St  (R) 

Holgerson  John  A  cargo  agt  North  East  Airlines  (B)  h59  Lexington 

Av 

Holiday  John  rl42  E  Main  St 
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Holland  Albert  W  (Shirley  B)  emp  Mystic  Gas  Co  (Malden) 
hGlenmere  Av 

Holland  Ellen  M  (Wid  Dana  C)  pkr  Seafood  Kitchens  h70  Riverdale 
Pk 

Holland  House  (Patk  J  Dwyer)  gifts  South  Rd  (R) 

Holland  Richd  (Patricia)  sum  res  Wauketa  Rd  rWoburn  Mass 
Holljes  Henry  W  (Irene)  phys  h5  Smith  St  (R) 

Holly  Jean  kitchen  wkr  E  G  Elementary  Sch  rRiverdale  Pk 
Holm  See  Also  Holmes 

Holm  Earl  S  (Dorothy  E)  retd  hl02  Granite  St  (R) 

Holm  Oscar  E  (Rachel  M)  retd  hl59  Granite  St  (R) 

Holm  Tora  (The  Corner  House)  h81  Main  St  (R) 

Holmberg  Alfred  M  (Bernice  A)  hl2  Commonwealth  Av 

Holmberg  Geo  sum  res  h44  Valley  Rd 

Holmberg  Mary  (Wid  Joseph  H)  retd  h9  Poplar  Pk 

Holmeberg  Ruth  (Wid  Philip  N)  retd  hl2  Cherry  St 

Holmes  See  Also  Holm 

Holmes  A  Ardelle  retd  hl2  Myrtle  Sq 

Holmes  David  USCG  h28  Friend  St 

Holmes  Donald  P  (Gladys  B)  shipper  Gen  Elect  (LYNN)  h7  Squam  Rd 

(R) 

Holmes  Dorothy  M  (Wid  Herman)  retd  h42  Friend  St 
Holmes  Edw  W  (Ernestine  P)  (Alpha  Coin  Exchange)  hi  19  Essex  Av 
Holmes  Geo  E  emp  Woodman’s-essex  Mass  rll9  Essex  Av 
Holmes  Lester  B  (Eleanor  B)  retd  hGott  Av  (R) 

Holmes  Nancy  W  swtchbd  opr  Addison  Gilbert  Hosp  h260  Essex  Av 
Holmes  Phyllis  M  domestic  rGott  Av  (R) 

Holmes  Wm  (Mildred  D)  acct  Peat  Marwick  Mitchell  &  Co  h5 
Charles  St  (R) 

Holmes  Wm  T  (Paige  S)  mach  designer  Mohawk  Data  Science 
(Stoneham)  h318  Washington  St 

Holmgren  Darrell  C  (Margt  A)  elk  Addison  Gilbert  Hosp  h906a 
Washington  St 

Holzscheiter  Andrea  hi  144  Washington  St 

Homans  Alice  M  (Wid  Donald  D)  retd  hl30  Centennial  Av 

Homans  Stanley  A  rl30  Centennial  Av 

Homans  Wm  H  studt  rl30  Centennial  Av 

Home  Maker  &  Home  Health  Rie  Kaltofen  Dir  24  Elm  St 

Honnors  Edith  M  cash  N  Shore  Gas  h5  Beacon  St 

Hood  Ralph  retd  r20  Smith  Rd  (R) 

Hooker  John  H  (Susan)  phys  hlOl  Highland  Av  (R) 

Hooper  Harold  h34c  High  St  (R) 

Hooper  Jane  studt  r23  Pleasant  St  (R) 

Hooper  N  Abbott  (Virginia  A)  dentist  48  Pleasant  St  h23  Pleasant  St 

(R) 

Hooper  Robt  sum  res  hGott  Av  (R) 

Hooper  Susan  J  tchr  Milton  L  Fuller  Sch  h30  Granite  St  (R) 

Hooper  Susie  retd  r44  South  St  (R) 

Hooper  Susie  A  (Wid  Norman)  retd  hl39  Main  St  (R) 

Hoover  Cath  S  retd  h4  Caleb’s  La  (R) 

Hopkins  David  studt  r  Ridge  wood  Rd  (R) 

Hopkins  Donald  br  mgr  Boston  Mut  Ins  rWenham  Mass 
Hopkins  Edw  B  (Sadie  L)  serv  mn  John  Alden-Griftin  hl3 
Cunningham  Rd 

Hopkins  Edw  B  Jr  servmn  rl3  Cunningham  Rd 
Hopkins  Jeanette  matron  Milton  L  Fuller  Sch  rl6  Wells  St 
Hopkins  Margt  L  (Wid  Ernest  L)  pkr  Gorton’s  h21  Riverdale  Pk 
Hopkins  Paul  (Virginia  A)  lobstermn  hRidgewood  Rd  (R) 

Hopkins  Virginia  A  Mrs  sec-treas  Sandy  Bay  Yacht  Club  rRidgewd 
Rd  (R) 

Hopkins  Wm  (Jeanette)  elk  Tobacco  Shop  hl6  Wells  St 
Horan  H  Herbert  (Eleanor  G)  retd  h9  Clark  Av  (R) 

Horgan  Linda  studt  r!9  Marshfield  St 
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Horgan  Martin  J  (Margt  M)  retd  hJerdens  La  (R) 

Horgan  Martin  J  Jr  (Dorothy  P)  production  mgr  Gloucester  Daily 

Times  hl9  Marshfield  St 
Horgan  Michl  studt  rl9  Marshfield  St 
Horizon  Gallery  (Abe  L  Rothstein)  11  Main  St  (R) 

Horn  Donald  (Donna)  h91  Friend  St 

Horne  Archibald  A  (Mary  G)  retd  h8  Trask  St 

Horne  David  (Mary  Ann)  emp  Gloucester  Eng  h7  Cole  Av 

Horne  David  A  hl8  Proctor  St 

Horne  Donald  P  (Theresa)  lumper  h8  Summit  St 

Horne  Edwin  P  (Virginia  M)  sum  res  32  Long  Beach  St  (R)  rMalden 
Mbss 

Horne  Florence  M  (Wid  Richd  L)  retd  h8  Bickford  Wy 

Horne  Fredk  G  (Sandra  E)  mach  Gloucester  Eng  h309  Washington  St 

Horne  M  Grace  bkpr  Glouc  Sup  r8  Trask  St 

Horne  Richd  E  (Marilyn)  slsmn  Glouc  Sup  hPew  Av 

Horne  Robt  B  (Rose  M)  lumper  h6  Adams  PI 

Horne  Wm  A  (Carole)  formn  Gloucester  Eng  h63  Wheeler  St 

Horton  Evelyn  A  (Wid  W  Allen)  bkpr  Beacon  Marine  Basin  h23 

Horton  Harold  A  (Helen  L)  br  mgr  A  &  P  Tea  Co  h81  High  St  (R 
Horton  Raymond  E  (Marjorie  E)  insp  US  Dept  Of  Interior  h5 
Washington  St 

Horton  Sarah  E  (Wid  Wm  E)  retd  r23  Harrison  Av 

Horvitz  Harold  sum  res  Ruthern  Wy  (R)  rBrookline  Mass 

Horvitz  Joel  (Sherril)  acct  hi  15  Western  Av 

Horvitz  Ronald  lwyr  46  Rogers  St  rWoburn  Mass 

Horwitz  Joshua  (Sandra  A)  elec  eng  Gordon  Eng  (Wakefield)  h85 

Lexington  Av  .  . 

Hosmer  Evelyn  J  Mrs  sum  res  17  Wingaersheek  Rd  rLexington  Mass 
Hosmer  Hammond  C  (Margt)  agt  Prudential  Ins  h63  South  St  IK) 
Hosmer  John  H  Jr  (Betty  A)  sum  res  13  Wingaersheek  Rd 
r Winchester  Mass 

Hotchkiss  Martha  (Wid  Edw)  retd  h44  Lexington  Av  Apt  37 
Hottevnen  Diane  elk  Douglass  Pharm  r74  Curtis  (R) 

Houde  Beulah  hsekpr  Cape  Ann  Nursing  Home  r58  Riverdale  Pk 

Houde  Holly  A  emp  Ann  &  Hope  (D)  r58  Riverdale  Pk 

Houde  Mark  R  (Josephine  A)  auto  body  repr  Harold  Auto  Body  h62 

Houde  Roland  J  (Beulah  L)  pntr  58  Riverdale  Pk  h58  Riverdale  Pk 
Houghton  Fred  (Eliz  M)  retd  h49  Shetland  Rd  (R) 

Houle  Dennis  R  tchr  rHesperus  Av 

Houle  Evelyn  M  (Wid  Louis  A)  hl9  Woodward  Av 

Houle  Gerald  R  appr  L  E  Andrews  &  Co  rl9  Woodward  Av 

Houle  Jerry  (Barbara  E)  plmb  h413  Essex  Av 

Houle  Joseph  R  (Juliette)  acct  hHesperus  Av 

Houle  Patricia  A  studt  rHesperus  Av  _  .  .  Moce 

Houlihan  John  pres  New  England  Coast  Seafood  rN  An  over 
Houlihan  Mary  L  (Wid  Thos)  retd  h28  Mt  Pleasant  St  (R) 

House  Fredk  F  (Betty)  chem  eng  hlO  Ships  Bell  Rd 

House  Of  Glass  (Edw  J  And  Mrs  Doris  C  Coleman)  Tuna  Whaif 

House  Of  Mitch  (Mitchell  Lattof)  restr  18  Rogers  St 

House  Of  Robel  (Gustave  La  Staiti)  beauty  parlor  101  Western  Av 

Houston  Douglas  (Theresa)  h32  Rockport  Rd 

Hovey  School  Jean  F  Farraher  Supervising  Prin  8  Summer  St 
Howard  Anna  T  Mrs  retd  hl50  Leonard  St 


</* 

H 

o 


o 

PI 


I> 


at 


> 

< 


M 


m 

V< 

*A 


z 

0 

C/i 

w 

> 

z 

7! 


178 


Howard  Bros  (Donald  F  Howard)  bldg  contr  24  Clearview  Av 
Howard  Dennis  A  h5  Mondello  Sq 

Howard  Donald  F  (Eliz)  (Howard  Bros)  h24  Clearview  Av 
Howard  Donald  F  (Grace  M)  carp  Howard  Bros  h43  Perkins  St 
Howard  Dorothy  R  (Wid  Harry  C)  retd  h5  Riverview  Rd 
Howard  Ethel  M  Mrs  ofc  sec  Lawrence  N  Peterson  rl41  Wheeler  St 
Howard  Janice  studt  r7  Briarstone  Rd  (R) 

Howard  John  (Eleanor)  (Wayiand)  h741  Washington  St 
Howard  Kath  studt  r24  Clearview  Av 

Howard  Mabel  E  (Wid  Wm  J)  retd  h80a  Middle  St  Apt  21 
Howard  Margt  A  studt  rl50  Leonard  St 

Howard  Nancy  elk  Wm  E  Blanchard  Jwlry  r80a  Middle  St  Apt  3 
Howard  Norman  O  (Margaret  G)  eng  Deep  Deep  Ocean  Products  h36 
Riverview  Rd 

Howard  Robt  C  (Ethel  M)  retd  hl41  Wheeler  St 
Howard  Roger  W  (Ruth  E)  investigator  Employers  Liability  (S)  h7 
Briarstone  Rd  (R) 

Howard  Ronald  N  sum  res  hHesperus  Av 

Howard  Russell  T  (Nancy  L)  carp  Howard  Bros  h80a  Middle  St  Apt  3 
Howard  Susan  studt  h21  Clearview  Av 
Howard  Wm  H  tennis  pro  h23  Atlantic  Rd 
Howat  Margt  Jane  studt  rRear  77  High  St  (R) 

Howat  Wm  (Janet  B)  tchr  hRear  77  High  St  (R) 

Howe  Raymond  W  home  chore  wkr  Action  Inc  r9  Lin  wood  PI 
Howland  Pauline  Mrs  hl45  Essex  Av  Apt  2 

Howland  Richard  (Beverly)  buyer  Avco  (Wilmington)  hl04  Dennison 

St  v_ 

Howlett  Emma  (Wid  James  H)  retd  h41.  Poplar  Pk 
Hewlett  Kimberly  studt  rl5  Fuller  St 

Howlett  Robt  W  pres  Norland  Sales  Brokerage  hl5  Fuller  St 
Hoy  Dwight  L  (Eleanor  M)  (Willow  Rest)  h!02  Phillips  Av  (R) 

Hoy  Elenor  asst  Carnegie  Library  r!02  Phillips  Av  (R) 

Hoy  Joanne  rl02  Phillips  Av  (R) 

Hoy  Maureen  studt  rl02  Phillips  Av  (R) 

Hoy  Patricia  studt  r212  Hesperus  Av 

Hoysradt  Dorothy  (Magnolia  Casuals)  r  (Manchester) 

Hoysradt  Violet  P  (Wid  Wm  T)  retd  hl54  Magnolia  Av 
Hoyt  Dana  (Beryl)  v-pres  Viatron  Computers  (Burlington)  hl9 
Magnolia  Av 

Hoyt  Mildred  E  (Wid  Edw  D)  bkpr  Swett  Plmb  hl7  Beauport  Av 
Hoyt  Wm  D  curator  Sandy  Bay  Historical  Soc  &  Museum  Inc  hl31 
Main  St  (R) 

Hub  Building  195  Main  St 

Hubbard  Carlton  R  (Jeanette  E)  mach  Navy  Yard  (B)  h326  Essex  Av 
Hubbard  Clinton  L  (Norma  P)  sis  eng  hStraitsmouth  Wy  (R) 

Hubbard  Frances  (Wid  Emil)  retd  hill  Essex  Av 
Hubbard  Fredk  W  (Carolie)  lumper  h47  Harrison  Av 
Hubbard  Geo  rCape  Ann  Nursing  Home 
Hubbard  Geo  E  (Sadie)  retd  h40  Mansfield  St 
Hubbard  Helen  h24  River  Rd 

Hubbard  Jacqueline  W  Mrs  emp  Rockport  Jr  Sr  Hi  Sch  h3  Holbrook 
Ct  (R) 

Hubbard  James  policemn  City  Police  Dept  r4  Gloucester  Av 
Hubbard  James  J  (Margaret  H)  retd  h273  Essex  Av 
Hubbard  Kenneth  A  (Florence)  emp  Sutherland  Serv  Sta  rl7 
Centennial  Av 

Hubbard  M  F  hl32  Marmion  Wy  (R) 

Hubbard  Norma  nurse  Addison  Gilbert  Hosp  rStraitsmouth  Way  (R) 

Hubbard  Phyllis  Mrs  h2  Mason  St 

Hubbard  Richd  (Ruthi)  retd  h24  Hodgkins  St 

Hubbard  Richd  J  (Sarah  G)  instr  Gloucester  High  Sch  hl4  Gloucester 
Av 

Hubbard  Robt  r326  Essex  Av 
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Hubbard  Robt  tchr  (Springfield)  r40  Mansfield  St 

Hubbard  Robin  nurses  aide  Cape  Ann  Nursing  Home  rl4  Gloucester 
Av 

Hubbard  Sally  studt  rl4  Gloucester  Av 

Hubbard  Sarah  G  nurses  aide  Addison  Gilbert  Hosp  rl4  Gloucester 
Av 

Hubbard  Sharon  teller  Rockport  Natl  Bank  r326  Essex  Av 
Hubbard  Timothy  M  U  S  N  rl4  Gloucester  Av 
Huckins  Albert  K  retd  hi  10  Marmion  Wy  (R) 

Hudder  Agnes  V  retd  hi  18  Eastern  Av 

Hudder  Eliz  W  Mrs  comp  Curhan  Co  r46  Prospect  St 

Hudder  J  Thos  h8  Gerring  Rd 

Hudder  John  J  Jr  (Helen  M)  driver  Hudder-Parsons  hl4  E  Main  St 
Hudder  John  J  III  studt  rl4  E  Main  St 
Hudder  Marion  M  Mrs  elk  Stop  &  Shop  r90  Friend 
Hudder  Ralph  A  (Eliz  M)  fisherman  h23  Taylor  St 
Hudder  Robt  R  (Marion  M)  rigger  Manchester  Marine  &  Constn 
(Manchester)  h90  Friend  St 

Hudson  Gary  (Patty  J)  speech  therapist  Essex  County  h2  Ocean  Av 
Apt  3g 

Hudson  Gertrude  L  (Wid  Charles)  summer  res  h57  Valley  Rd 
Hudson  Jacqueline  h35  Mt  Pleasant  St  (R) 

Hudson  Patty  speech  therapist  Essex  County  h2  Ocean  Av  Apt  2  D 
Hueitt  Rene  tree  warden  &  moth  supt  Town  Of  Rockport  rGloucester 

Mass 

Huestis  Ruth  T  (Wid  H  C)  retd  h84a  Granite  St  (R) 

Hugenberger  Gordon  P  Rev  (Jane)  pastor  Orthodox  Cong  Ch  Of 
Lanesville  hi  118  Washington  St 
Huger  Floyd  (Gabrielle)  retd  hlb  Pigeon  Hill  Ct  (R) 

Hughes  Charles  sum  res  hFolly  Cove  (R) 

Hughes  Francine  A  nurse  Addison  Gilbert  Hosp  r4  Nashu  i  Av 
Hughes  Francis  E  (Constance  M)  retd  h38  School  St  (R) 

Hughes  John  S  (Francine  S)  soc  wkr  h4  Nashua  Av 
Huke  Deborah  studt  rTrynall  Cove 
Huke  Eliz  T  retd  h281  E  Main  St 

Huke  Richd  H  (Anna  Mae)  uphol  Trynall  Cove  hTrynall  Cove 
Hulbert  Deborah  sec  r2  Colburn  St 

Hull  Ann  E  Mrs  asst  treas  Gloucester  Yacht  Yds  Inc  rl5  Allen  St 
Hull  Benj  F  Jr  (Dorothy  E)  meter  rdr  Mass  Elec  hl97  Main  St  (R) 
Hull  Gordon  F  Jr  (Mona)  (Hill  House)  h2  Jewett  St  (R) 

Hull  Harding  E  Jr  (Deanna  L)  supvr  Currier  &  Smith  (Bedford)  h31 

Ocean  Av 

Hull  Marion  L  retd  h34  Poplar  Pk 

Hull  Mona  Mrs  (Hill  House)  r2  Jewett  St  (R) 

Hull  Myra  F  (Wid  Benj  F)  retd  hl99  Main  St  (R) 

Hull  Pauline  tchr  Ward  II  Veterans  Mem  Sch  r8  Abbott  Rd 

Hull  Richard  L  Lawyer  146  Main  St  (01930),  Tel  283-4440,  hl99  Main 

St  (R)  Tel  546-2002 

Hull  Robt  (Ann  E)  mech  Eastern  Airlines  (B)  hl5  Allen  St 
Hull  Robt  N  Jr  emp  rl5  Allen  St 
Hull  Zena  T  (Wid  Raymond  W)  retd  h8  Abbott  Rd 
Human  Services  Patricia  Wright  Dir  24  Elm  St 

Humlin  Aarne  J  (Hilda  A>  asmblr  Gen  Elect  (LYNN)  h8  Squam  Rd 
( R) 

Humlin  Edwin  J  (Edith  M)  carp  Hobbs  &  Mackey  h265  Granite  St 
(R) 
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Humphrey  Myra  B  retd  r7  Cliff  Rd 

Hunes  Carolyn  elk  Empire  Clo  rl24  Maplewood  Av 

Hung  Steph  (Jane)  sum  res  hJohn  Coggeshall  Rd 

Hunneman  &  Co  Inc  Billie  Jensen  Assoc  real  estate  19  Pleasant  St 

Hunson  Donald  G  (Bertha)  retd  h5  Lynndale  Av 

Hunson  Donald  G  Jr  (Mary  E)  supvr  Int  Rev  (B)  h9  Cedarwood  Rd 
Hunson  Mary  aide  Cape  Ann  Med  Serv  rS  Hamilton 
Hunson  Mary  sec  Hamer  Lacey  r5  Lynndale  Av 
Hunt  Beatrice  L  sum  res  hl63c  Main  St  (R) 

Hunt  Carroll  G  (Eliz  T)  mach  Gorton’s  hl09  Prospect  St 

Hunt  Charles  F  (Cath  J)  retd  h9  Montvale  Av 

Hunt  Darine  M  bkpr  Chisholm  &  Hunt  Printer  rOaks  Lane  (R) 

Hunt  Douglas  sec  Caribou  Fisheries  Ltd  rSt  Johns  N  Fid  Canada 
Hunt  Edw  E  sum  res  77  Magnolia  Av  Rear  rCambridge  Mass 
Hunt  Gene  S  pres  Chisholm  &  Hunt  Printers  Inc  rOaks  La  (R) 

Hunt  John  H  &  Son  Inc  Richd  V  Hunt  Pres  &  Treas  bldg  contr  34 
Mt  Pleasant  Av 

Hunt  Richd  V  (Alice)  pres  &  treas  John  H  Hunt  &  Son  hBrier  Rd 
Hunt  Vera  h6  Lincoln  Pk 

Hunt  Warren  G  (Virginia)  hosp  admn  hl3  Castle  Hill  Rd 
Hunter  Alex  (Jean  T)  retd  h2  Smith  Rd  (R) 

Hunter  David  mach  opr  North  Shore  Volkswagen  (BEV)  rll  Oak  St 
Hunter  Donald  F  (Clara  E)  utilitymn  Le  Page’s  hll  Oak  St 
Hunter  Donald  F  Jr  (Marie)  supvr  North  Atlantic  Fish  h7  Burnham 
St 

Hunter  Gertrude  sum  res  Vine  St  r Boston  Mass 
Hunter  Joane  hi  Eastern  Point  Rd 
Hunter  Russell  N  retd  h5  Meadow  Rd  (R) 

Hunter  Thos  (Joan)  summer  res  75  Atlantic  Rd  rlllinois 
Huntley  Darrell  barber  h6  Hodgkins  St 

Huntley  Joseph  F  mtee  dir  Addison  Gilbert  Hosp  rDanvers  Mass 
Hurd  Beatrice  retd  r2  Smith  St 

Hurd  Betty  G  (Wid  Volney  D)  retd  h40  Main  St  (R) 

Hurd  David  carp  Richd  Hunt  &  Son  r2  Smith  St 
Hurd  Doris  elk  Sterling  Drug  h2  Smith  St 
Hurd  G  Donald  (Eliz)  dentist  h569  Essex  Av 
Hurd  James  studt  r569  Essex  Av 
Hurd  Pearl  S  (Wid  Lester)  wrtr  h6  Pleasant  St  (R) 

Hurley  John  designer  h41  High  St  (R) 

Hurley  Joseph  (Marguerite)  mgr  Shore  Drive  Manor  hlO  Oakes  Av 
Hurley  Stanley  P  (Jane  L)  buyer  First  Natl  Stores  (Somerville)  h4 
Story  Rd 

Hurst  Claire  A  Mrs  nurse  Addison  Gilbert  Hosp  rl3  Beauport  Av 
Hurst  Irene  Mrs  fish  pkr  Gorton’s  h95  Maplewood  Av 
Hurst  James  R  (Janice  F)  carp  h39  Derby  St 
Hurst  John  (Hope)  h4  Exchange  St 

Hurst  John  C  (Claire  A)  sis  rep  Union  Oil  (Revere)  hl3  Beauport  Av 
Hurst  Mary  E  (Wid  John)  retd  h33  Myrtle  Sq 
Hurst  Richd  C  (Eliz  A)  plmb  332  Main  St  h26  Elm  St 
Hussey  Earle  U  Jr  (Mary  L)  retd  h4  Norman  Av 
Husson  Wayne  (Linda)  mach  Varian  Assoc  h40  Englewood  Rd 
Huston  James  (Christina)  actor  hl38  Leonard  St 
Huston  Ralph  C  Mrs  sum  res  41  Long  Beach  St  (R)  rWilmington 
Mass 

Hutchings  Willis  O  (Dorothy  M)  driver  G  Transit  Mix  h362  Magnolia 
Av 

Hutchins  Geneva  studt  r7  York  Rd 

Hutchins  Harvey  L  (Gertrude  A)  retd  hl29  Main  St  (R) 

Hutchins  Lyman  M  pub  acct  Rittenhouse  Acct  h7  York  Rd 
Hutchins  Oscar  L  supt  Quincy  Mkt  Cold  Stge  &  Whse  h8  Hooper  Ct 
(R) 

Hutchinson  Evin  r33  Broadway  (R) 

Hutchinson  Martha  h33  Broadway  (R) 
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Hutton  Lauren  sis  eng  hi 45  Essex  Av  Apt  21 
Huttunen  Jan  B  studt  r74  Curtis  St  (R) 

Huttunen  Jean  B  Mrs  chambermaid  h.74  Curtis  St  (R) 

Huttunen  John  B  (Hiedi)  h76  Curtis  St  (R) 

Huttunen  Wm  A  USA  r74  Curtis  St  (R) 

Huyes  Wm  (Karen)  mach  hl008  Washington  St 

Hyatt  Wendy  tchr  asst  Rockport  Sch  Dept  r5  Smith  St  (R) 

Hydaway  (Fran’s  Lunch  Inc)  313  Main  St 

Hyde  Geo  S  (Gretchen  G)  coml  artist  63  Magnolia  Av  Rear  h8 
Pinecrest  Av 

Hyde  Mary  T  (Wid  Thos)  r26  Railroad  Av  (R) 

Hyde  Rosamond  ofc  sec  h70  Lexington  Av  Apt  2 

Hynes  See  Also  Hines 

Hynes  Grace  L  retd  hl5  Prospect  Sq 

Hynes  James  E  sum  res  h3  Barberry  Wy 

Hyninen  Donna  hl4  Fremont  St 

Hyotte  Kevin  (Debra)  chef  Cameron’s  Restr  hl64  E  Main  St 
Hyry  Allie  H  (Wid  Ralph  A)  elk  Curtis  News  h2  Squam  Hill  Ct  (R) 
Hyry  Linda  ofc  sec  Gloucester  Eng  r2  Squam  Hill  Ct  (R) 

Hyry  Ralph  A  Jr  (Jane)  h29a  Pigeon  Hill  (R) 

Hyystinen  Bessie  rCape  Ann  Nursing  Home 

IGA  Store  Kenneth  Hildonen  Mgr  17b  Railroad  Av  (R) 

Iacoboni  Anthony  glaz  Am  Glass  r21  Brierwood  St 
Iacoboni  Joseph  G  (Miriam  R)  retd  h21  Brierwood  St 
Iacoboni  Marie  ofc  wkr  r21  Brierwood  St 
Iacono  Frank  (Theresea  M)  slsmn  h46  Beacon  St 
Iacono  Romeo  D  (Mildred  A)  retd  h269  Western  Av 
Ibanez  Jorge  home  chore  wkr  Action  Inc  r9  Norman  Av  (M) 

Ida’s  (Ida  Lacey)  tailor  shop  2  Highland  St 
Ikass  Anna  retd  r6  Ketchopulos  Cir  (R)  Apt  lOd 
Hges  Charles  C  (Dorothy)  (Pam’s  Antiques)  h8  Mondello  Ct 
Illingsworth  Estelle  rCape  Ann  Nursing  Home 
Imbrunone  John  pres  Cher-Ami  Stores  Inc  rl6  Granite  St 
Imbrunone  Lewis  genl  hlpr  Cher-Ami  Stores  rl6  Granite  St 
Imbrunone  Mary  Grace  rl6  Granite  St 

Imbrunone  Nicholas  (Joanne)  bartndr  Old  Timer’s  Tavern  h22 
Gloucester  Av 

Imbrunone  Rosalie  Mrs  sec  Empire  Clothing  rl61  E  Main 

Imbrunone  Vincie  treas  Cher  Ami  Stores  Inc  rl6  Granite 

Imperial  Cleaners  (Br)  Herman  Castle  Mgr  5  Railroad  Av 

Imperial  Wharf  Rear  417  Main  St 

Ina  Alf  hairdrsr  Ina  Coiffure  Inc  h43  Lexington  Av 

Ina  Mahiba  A  Mrs  (Ina’s  Specialty  Shop  Of  Magnolia)  r45  Lexington 


A.v  , 

Ina’s  Specialty  Shop  Of  Magnolia  (Mrs  Mahiba  A  Ina)  women  s  & 

children’s  clo  45  Lexington  Av 

Independent  Christian  Universalist  Church  Rev  David  B  Loomis 
Pastor  50  Middle  St 

Independent  Order  Of  Odd  Fellows  111  Main  St 

Indigo  Indian  Boutique  (Frank  Petronzio)  art  gallery  Magnolia  A v 

Ingerman  Edythe  Mrs  (Christmas  Dove  Gift  Shop)  rl4  Beach  S 

Ingerman  Geo  (Edythe)  (Christmas  Dove  Gift  Shop)  hl4  Beach  St 

Ingersoll  Charles  C  (Evelyn  L)  retd  hl8  Mystic  Av 

Ingersoll  David  studt  r25  Prospect  Sq 

Ingersoll  Geo  E  (Donna  F)  lumper  hl71  Cherry  St 

Ingersoll  Helen  (Wid  John)  retd  h34  Pine  St 
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Ingersoll  Howard  L  (Yvonne  H)  stock  elk  Gorton’s  h7  Prospect  St 

Ingersoll  Lawrence  prntr  h7  Prospect  St 

Ingersoll  Lawrence  H  die  ctr  Tadco  Mfg  rl2  Acacia  St 

Ingersoll  Lowell  S  (Mary  C)  retd  hl4  Staten  St 

Ingersoll  Mary  (Wid  Sami  M)  retd  h4i  Beacon  St 

Ingersoll  Mary  Mrs  hl2  Granite  St 

Ingersoll  Robt  flshermn  rl4  Staten  St 

Ingersoll  Robt  T  (Lempi  E)  mtcemn  USEN  Canning  Co  (Woburn) 
h380  Washington  St 

Ingersoll  Sumner  S  (Florence  M)  retd  h25  Prospect  Sq 

Ingersoll  Walter  E  longshoremn  rl45  Prospect  St 

Ingle  Barbara  J  economist  hl45  Essex  Av  Apt  11 

Ingle  Julia  P  sum  res  39  Phillips  Av  (R)  rBaltimore  Md 

Ingles  Walter  treas  Gloucester  Stevidoring  Co  rW  Newton 

Ingram  Paul  C  tchr  Ralph  B  O’Maley  Mdl  Sch  r5  Wiley  St 

Innes  Andrew  S  (Joanne  H)  studt  h32  Sumner  St 

Interrante  Anthony  meat  ctr  Hooper’s  Mkt  (Manchester)  rl9  Elm  St 

Interrante  Benj  P  studt  r26  Beacon  St 

Interrante  Charles  A  (Phyllis  R)  custdn  Gloucester  High  Sch  hl9  Elm 
St 

Interrante  Gaspar  (Rose)  retd  hl9  Elm  St 

Incerrante  Gasper  Jr  (Sarah)  lab  Cape  Ann  Erection  hl6  Lookout  St 
Interrante  Gasper  J  studt  r26  Beacon  St 
Interrante  James  J  (Mary  R)  flshermn  h26  Beacon  St 
Interrante  Jennie  fish  wkr  O  U  F  rl9  Elm  St 

Interrante  John  G  (Mary  E)  whsemn  Quincy  Mkt  &  Cold  Stge  h37 
Wheeler  St 

Interrante  Joseph  fish  wkr  O  U  F  rl9  Elm  St 
Interrante  Mary  nurse  Addison  Gilbert  Hosp  r37  R  Wheeler  St 
Interrante  Roseann  studt  rl9  Elm  St 
Interrante  Rosemarie  studt  r26  Beacon  St 
Interrante  Sami  (Joanne)  lab  City  Hwy  Dept  hl6  Lookout  St 
Iovanne  Marguerite  pkr  Le  Page’s  rl7  Acacia  St 
Iovanne  Michl  J  (Mary  B)  jer  eng  insp  h20  Harold  Av 
Iovanne  Nicholas  J  (Marguerite  M)  lipmen  Marine  Mtce  hl7  Acacia 
St 

Iovanne  Robt  USA  r20  Harold  Av 
Iovanne  Thos  T  USA  r20  Harold  Av 

IPSWICH  SAVINGS  BANK  Henry  A  Beckingham  President,  Ben 
K  Collins  Vice-President,  James  C  Lahar  Vice-President  And 
Treasurer,  George  R  Hovey  Jr  Vice-President  And  Loan 
Officer  23  Market  St  (Ipswich  01938)  Tel  356-2971 
Irby  Kath  emp  Christian  Science  Monitor  h40  High  St  (R) 

Ireland  Alice  (Wid  Orville)  retd  h80a  Middle  St  Apt  7 
Ireland  Kevin  studt  r70  Bond  St 

Ireland  Orville  F  Jr  (Patricia  M)  eng  Avco  (Wilmington)  h70  Bond  St 

Iritano  Robt  (Judith)  caterer  279  Western  Av  h279  Western  Av 

Irvin  See  Also  Irving 

Irvin  Evelyn  G  Mrs  h97  Maplewood  Pk 

Irvin  Robt  mach  Murmac  Mfg  r97  Maplewood  Pk 

Irving  Cynthia  nurse  Addison  Gilbert  Hosp  rlO  Davis  St 

Irving  James  studt  r394  Washington  St 

Irving  Lester  C  Jr  (Cynthia  A)  slsmn  Filenes  (B)  hlO  Davis  St 
Irving  Margt  E  prin  supvr  Gloucester  Welf  Serv  Ofc  hl8  Acacia  St 
Irving  Marjorie  H  (Wid  Wm  R)  h394  Washington  St 
Irving  Ralph  B  (Marion  C)  serv  mgr  Geo  W  Thurston  Inc  h267 
Washington  St 

Irving  Ralph  W  Jr  rl8  Acacia  St 

Irving  Steph  T  (Florence  M)  testmn  NET&T  Co  h4  Lendall  St 
Irwin  Jean  (Dave’s  Gift  Shop)  hl52  E  Main  St 
Isaacs  Richd  shipping  elk  h72  Lexington  Av 

Isaacsen  Barbara  A  Mrs  matron  Ralph  B  O’Maley  Mdl  Sch  r34 
Reynard  St 
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Isaacsen  Gerald  A  (Carolyn)  city  forester  &  director  City  Public  Prop 
Div  r47  Curtis  St  (R) 

Isaacson  Carolyn  J  Mrs  teller  Cape  Ann  Sav  Bk 

Isenberg  Burnett  K  (Elaine)  sis  mgr  Sudbay  Pontaic  Cadillac  Buick 
h37a  Rocky  Neck  Av 
Isenberg  Edw  J  USA  r37  Rocky  Neck  Av 
Israelite  Katie  G  (Wid  Peter)  h90b  Middle  St 

Italian  Villa  Inc  Salvatore  Orlando  Pres  &  Treas  restr  36  Main  St 
Ivers  Helen  cook  rLinks  Rd 

Ives  Fredk  M  III  (Nancy  P)  tchr  Rockport  Jr  Sr  Hi  Sch  hl9  Norwood 
Av  (R) 

Ives  Laurel  studt  rl44  Wheeler  St 
Ives  Robt  S  (Anne  B)  studt  hl44  Wheeler  St 
Ives  Robt  S  Jr  studt  rl44  Wheeler  St 
Ivey  Bryan  studt  rl4  Fremont  St 

Ivey  Marcia  A  Mrs  nurse  Addison  Gilbert  Hosp  hl4  Fremont  St 

Iwanicki  Juanita  supvr  Milton  L  Fuller  Sch  r28  Blynman  Av 

Iwanicki  Richd  F  (Juanita  M)  supvr  Atlantic  Oil  (B)  h28  Blynman  Av 

J  K  Systems  (John  P  Ktistes)  133  Main  St 

J  &  P  Trucking  Gerald  Olson  Pres  Rear  37  Rogers  St 

Jabba  Nancy  Mrs  tchr  Forbes  Sch  r48  Witham  St 

Jabba  Ralph  J  (Nancy)  planner  Genl  Elect  (LYNN)  h48  Witham  St 

Jacklin  Harold  C  Jr  (Diane)  sum  res  131  Leonard  St  rHamilton  Mass 

Jackman  Barbara  h56  Maplewood  Pk 

Jackman  Dorothy  M  tchr  Perkins  School  For  Blind  (Watertown)  r3 
Centennial  Av 

Jackman  Florence  M  (Wid  Arth)  matron  Gloucester  High  Sch  h3 
Centennial  Av 

Jackson  Aarne  sum  res  h77  Long  Beach  St  (R) 

Jackson  Charles  F  (Ruth  L)  carp  (B)  h608  Western  Av 
Jackson  Christopher  studt  r52  Shore  Rd 
Jackson  Daniel  (Andrea)  fish  wkr  O  U  F  h8  Fair  St 
Jackson  Earl  G  (Marjorie  E)  mgr  Kendall  Co  h52  Shore  Rd 
Jackson  Frank  sum  res  h22  Smith  Rd  (R) 

Jackson  Frank  F  (Corinne)  retd  hlO  Cove  Ledge  La 
Jackson  Irene  M  studt  r52  Shore  Rd 

Jackson  Ivy  B  ofc  sec  Mac  Innis  &  Wonson  hl8  Pine  St 
Jackson  Karen  D  studt  r608  Western  Av 

Jackson  Marjorie  M  Mrs  bkpr  North  Atlantic  Fish  rl6  Woodward  Av 

Jackson  Neil  E  (Faye  D)  emp  Perrini  Const  h32  Green  St 

Jackson  Shirley  ofc  sec  h7  Haskell  St 

Jackson  Wayne  (Sandra)  carp  hl3  Harrison  Av 

Jacob’s  Cemetery  Fernald  St 

Jacobs  Betty  S  pharm  asst  Addison  Gilbert  Hosp  rManchester  Mass 
Jacobs  Beverly  J  Mrs  ofc  elk  Corliss  Bros  h723  Washington  St 
Jacobs  Bonnie  dining  rm  hlpr  Shore  Cliff  Retirement  Home  r7650 
Western  Av 

Jacobs  Cheryl  A  studt  rFernald  St 

Jacobs  Danl  L  (Eunice  A)  retd  h79  Maplewood  Av 

Jacobs  Doris  (Wid  Cecil  W)  h4a  Hawthorne  La 

Jacobs  Eliz  waitress  Gloucester  Hse  Restr  hl4  Spring  La  (R) 

Jacobs  Evelyn  h31  Western  Av  Apt  18 

Jacobs  Hilda  (Wid  Thos  W)  retd  h441  Essex  Av 

Jacobs  Hilda  F  retd  hFernald  St 

Jacobs  Jay  M  studt  r765  Western  Av 

Jacobs  Mabel  W  (Wid  Alvin  N)  retd  h63  Poplar  Pk 

Jacobs  Maxwell  G  (Anna  V)  tech  MIT  h765  Western  Av  (Cambridge) 

Jacobs  Paul  M  v-pres  H  P  Hood  Co  hEastern  Point  Blvd 

Jacobs  Percy  M  (Sally  E)  sound  tech  h562  Essex  Av 

Jacobs  Robt  W  (Josephine  M)  clam  digger  hFernald  St 

Jacobs  Robt  W  Jr  emp  The  Hamster  Farm  rFernald  St 

Jacobs  Roger  D  Jr  studt  r723  Washington  St 

Jacobs  Russell  (Patricia)  h53  Fort  Sq 
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Jacobs  Russell  W  clammer  rFernald  St 
Jacobs  Ruth  retd  h92  Granite  St  (R) 

Jacobs  Sally  recpt  Richd  Brown  r562  Essex  Av 

Jacobs  Thos  landscaper  rFernald  St 

Jacobs  Wm  H  (Marguerite)  retd  h27  Granite  St  (R) 

Jacobson  Arth  J  (Vieno  I)  retd  h21  Andrews  St 

Jacobson  Dianne  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  r24  Brierwood 
St 

Jacobson  Edw  A  (Dianne)  firefighter  City  Fire  Dept  h24  Brierwood  St 
Jacobson  Fanny  E  (Wid  Fred  E)  h9  Emerald  St 
Jacobson  H  Madeline  fish  pkr  Gorton’s  h80a  Middle  St  Apt  15 
Jacobson  Helen  Mrs  tchr  Beeman  Mem  Sch  rSandy  Bay  Ter  Building 
3  Apt  7  (R) 

Jacobson  Julius  (Gertrude  E)  retd  h61  Broadway  (R) 

Jacobson  Natalie  elk  Western  Ocean  Resources  rl099  Washington  St 
Jacobson  Vieno  I  Mrs  sauna  baths  21  Andrews  St  h21  Andrews  St 
Jaeckel  Marie  E  artist  11  Pigeon  Hill  (R)  hll  Pigeon  Hill  (R) 

Jaeger  Igor  (Susan  P)  hRear  8  Marble  St 

Jaeger  Susan  tchr  E  G  Elementary  Sch  r8  Marble  St  Rear 

Jaeger  Waldemar  J  (Lydia)  retd  hRear  16  Marble  St 

Jaksland  Gladys  N  ward  aide  Addison  Gilbert  Hosp  r37  Vfe  Sargent  St 

Jaksland  Karl  N  Jr  (Jean  N)  h28  Millett  St 

Jaksland  Kenneth  R  city  hwy  dept  Ryan’s  r37Va  Sargent  St 

Jaksland  Kurt  C  emp  Gloucester  Eng  r37V2  Sargent  St 

Jaksland  Siggurd  N  (Gladys  V)  lab  Faulk  Bros  h37V2  Sargent  St 

James  Harriet  E  (Wid  Fredk)  retd  h91  Prospect  St 

James  Harry  sum  res  hi  White  Wy  (R) 

James  Laura  W  Mrs  retd  r25  Pleasant  St  (R) 

James  Lois  C  (Wid  Glenn  D)  tax  dept  tr  ofer  Cape  Ann  Bk  &  Tr  h22 
Pleasant  St  (R) 

James  Loretta  E  prin  elk  State  Registry  Of  Mtr  Vehicles  (B)  h25 
Pleasant  St  (R) 

James  Nancy  B  studt  rWhale  Cove  Rd  (R) 

James  Nicholas  D  (Mary  Ellen)  traveling  exec  h648  Essex  Av 
James  Philip  C  (Dorothy  A)  sum  res  Thatcher  Rd  (R)  rMalden  Mass 
James  Robt  A  (Ruth  P)  (Happy  Whale)  hWhale  Cove  Rd  (R) 

James  Robt  A  Jr  studt  rWhale  Cove  Rd  (R) 

James  Ruth  P  Mrs  (Happy  Whale)  rWhale  Cove  Rd  (R) 

James  Susan  A  sum  res  Thatcher  Rd  (R)  rMalden  Mass 
James  Wm  E  studt  rWhale  Cove  Rd  (R) 

Jameson  Alonzo  G  (Eleanor  L)  asst  serv  mgr  Sudbay  Pontiac  Cadillac 
Buick  h4  Stanwood  Av 

Jameson  Harriet  Mrs  hskpg  aide  Addison  Gilbert  Hosp  hl05 
Washington  St 

Jameson  John  T  summer  res  hOaks  La  (R) 

Jameson  Leonard  L  (Nancy)  custdn  Hovey  Sch  hi  16  Washington  St 
Jameson  Marion  F  (Wid  Chas)  retd  h516  Washington  St 
Jameson  Ralph  E  (Dorothy  E)  driver  REA  (LYNN)  h40  Atlantic  St 
Jamieson  Richd  (Jacqueline)  emp  Varian  (BEV)  h561  Essex  Av  Apt  E 
Jamison  Pricilla  L  Mrs  retd  hDrumlin  Rd  (R) 

Jansen  Donald  M  (Theresa  M)  claims  exam  C  N  I  Casualty  (B)  hl8 
Summer  St  (R) 

Jansen  Robt  studt  rl8  Summer  St  (R) 

Jaq’lyn  Designs  (Paula  Barnes  Dunham)  dresses  6  Dock  Sq  (R) 

Jaques  Herbert  (Marj  M)  sum  res  Two  Penny  La  rSouth  Hamilton 
Mass 

Jaquith  Lester  sum  res  Nashua  Av  rClinton  Mass 
Jaquith  Wilbur  M  sum  res  Nashua  Av  rLexington  Mass 
James  Harry  E  (Doris)  pres  &  treas  Gloucester  Mfg  Co  Inc  rBeverly 
Mass 

Jarvis  Flora  retd  hlO  Haskell  St 

Jarvis  John  T  (Mary  E)  retd  hBsmt  22  Liberty  St 

Jarvis  Robt  F  lwyr  (Salem)  hlO  Haskell  St 
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Jarvis  Wm  (Florence)  hl45  Essex  Av  Apt  1 
Jasper  Michael  sum  res  h7  Beach  Rd 

Jasper  Michl  H  pres  &  treas  Moorland  Hotel  Corp  r Worcester  Mass 

Jean’s  Dog  Grooming  (Jean  Savage)  30  Grove  St 

Jebb  Wm  (Atlantic  Diving  Co)  rP  O  Bx  1151 

Jedrey  Eliz  (Wid  Leonard  A)  retd  h20  High  St 

Jedrey  John  lumper  hlOO  Prospect  St 

Jedrey  Robt  L  (Patricia  A)  phys  Blackburn  Dr  hHigh  Popples  Rd 
Jeffery  Dora  retd  h95  Prospect  St 

Jeffery  Mildred  A  (Wid  John  H)  retd  hlOO  Mt  Pleasant  Av 
Jeffery  Richd  K  (Julia  E)  agt  Hancock  Mut  Life  hlO  Baker  St 
Jeffery  Richd  K  Jr  studt  rlO  Baker  St 

Jeffery  Russell  L  (Theresa  A)  sum  res  Hilltop  La  (Davis  Section) 
rReading  Mass 

Jeffery  Wm  D  studt  rlO  Baker  St 

Jeffrey  Virginia  A  prin  elk  City  Veterans  Benefits  h4  Winchester  Ct 
Jehovah’s  Witnesses  Kingdom  Hall  15  Lexington  Av 
Jellow  Eleanor  D  sum  res  9  Long  Beach  St  (R)  rHolliston  Mass 
Jellow  Lorraine  F  Mrs  laby  tech  Addison  Gilbert  Hosp  rGlenmere  Rd 

(R) 

Jellow  Phillip  G  (Loraine  F)  sum  res  hl24  Long  Beach  St  (R) 

Jelmberg  Fred  D  (Deborah)  land  surveyor  Essex  Survey  (S)  h3  Mt 
Pleasant  PI  (R) 

Jelmberg  Fredk  (Margt)  retd  h38  Pigeon  Hill  (R) 

Jelmberg  William  L  (Rachel  S)  retd  h3  Parker  St  (R) 

Jencks  Francis  summer  res  hPrentiss  Rd 
Jenkins  John  (Mary)  retd  h74  Poplar  Pk 

Jenkins  John  W  (Patricia  I)  sgt  City  Police  Dept  hl5  Ferry  St 

Jenkins  John  W  Jr  hsekpr  Addison  Gilbert  Hosp  rl5  Ferry  St 

Jenkins  Kenneth  C  studt  rl5  Ferry  St 

Jenkins  Mark  T  studt  rl5  Ferry  St 

Jenkins  Thos  W  (Roxanne)  electn  h2  Ocean  Av  Apt  la 

Jenkinson  Suzanne  tchr  (D)  hll  Farrington  Av 

Jenko  A  Collins  asst  prof  Boston  Univ  h5  Norman  Stone  Dr  (R) 

Jenks  Eliz  B  (Wid  Fredk  A)  hsekpr  hl48  Main  St  (R) 

Jenner  Cath  M  court  reporter  h490  Washington  St 
Jennings  Ruth  G  (Wid  Fred  G)  retd  hl9  Granite  St  (R) 

Jensen  Alf  P  (Clara  B)  retd  h60a  Poplar  St 
Jensen  Audrey  Mrs  h76  Maplewood  Pk 
Jensen  Billie  assoc  Hunneman  &  Co  rRocky  Pasture  Rd 
Jensen  Billie  Jane  (Wid  Stanley  C)  xray  tech  Addison  Gilbert  Hosp 
h3  Gerring  Rd 

Jensen  Carl  M  lab  tech  B  F  Goodrich  hLa  Rose  Av 
Jensen  Gertrude  Mrs  retd  h29  Church  St 
Jensen  Jenny  retd  h234  E  Main  St 
Jensen  Jessie  G  (Wid  Ralph)  retd  h61  Bass  Av 
Jensen  Karen  C  elk-sten  City  Sch  Dept  r5  Norwood  Ct 
Jensen  Lillian  retd  r234  E  Main  St 

Jensen  Peter  apts  5  Eastern  Point  Rd  h5  Eastern  Point  Rd 

Jensen  Robt  (Dora)  carp  Burnham  &  Thomas  h5  Norwood  Ct 

Jensen  Roberta  r5  Norwood  Ct 

Jensen  Wayne  (Donna)  hRear  31  Hartz  St 

Jenson  Anthony  H  (Stephanie)  mach  h25  Andrews  St 

Jeppson  Anna  P  (Wid  Joel)  retd  hi  Gott  St  (R) 

Jeppson  John  A  (Martha  E)  retd  h9  Broadway  Ter  (R) 

Jeppson  Martha  S  controller  Cape  Ann  Forge  Div  Of  Standex  Int  Corp 

r9  Broadway  Ter  (R) 

Jerome  John  (Jeanette)  fish  ctr  h59  Maplewood  Pk 
Jesso  Cath  A  studt  r395  Western  Av 
Jesso  Harold  E  retd  h28  Friend  St 

Jesso  Harold  E  Jr  (Shirley)  mach  opr  B  F  Goodrich  h45  School  St 
Jesso  Ronald  A  (Doris  L)  mach  Gloucester  Eng  h395  Western  Av 
Jesso  Shirley  elk  Cape  Ann  Mkt  r45  School  St 
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Jeswald  Joseph  P  (June)  art  Gallery  (B)  h75  Revere  St 
Jeswald  Paul  formn  Custom  Magnetics  rl6  Alper  Rd 
Jeswald  Paul  studt  h29a  Elm  St 
Jette  Antoinette  h3  South  Rd  (R) 

Jewell  Albert  J  (Mildred  M)  v-pres  &  treas  D  O  Frost  Co  h219  Main 
St  (R) 

Jewell  Anne  E  retd  hl61  Main  St  (R) 

Jewell  Lucy  E  bkpr  Travelers  Ins  (B)  h24  N  Kilby  St 
Jewell  R  M  Gallery  (Ruth  Jewell)  Thurston  PI  (R) 

Jewell  Ruth  E  Mrs  artist  2  Wharf  Rd  (R)  h2  Wharf  Rd  (R) 

Jewell  Wm  D  (Marjorie  M)  mach  Gloucester  Eng  h53  Dennison  St 

Jewish  Community  Center  86  Middle  St 

Jillson  D  Joan  dental  asst  Alan  J  Kace  r57  Riverdale  Pk 

Jillson  Harold  H  (D  Joan)  h57  Riverdale  Pk 

Jillson  James  studt  r57  Riverdale  Pk 

Jillson  Jason  studt  r57  Riverdale  Pk 

Jillson  Michl  mtcemn  Gorton’s  r57  Riverdale  Pk 

Jilmberg  John  E  retd  r44  South  St  (R) 

Jim’s  Pet  Shop  (James  C  Haun)  pet  supplies  352  Main  St 
Jimmie’s  Barber  Shop  (V  James  Corace)  31  Main  St 
Jobe  Robt  L  (Barbara  L)  mach  Genl  Elect  (Wilmington)  h8  Duley  St 
Jodrey  E  Florence  (Wid  Everett)  h31  Western  Av  Apt  4 
Jodrey  H  Lawrence  Hon  presiding  justice  Dist  Ct  Of  Eastern  Essex 
h6  Broadway  Av  (R) 

Joe’s  Dugout  Joseph  G  Salah  Treas  2  Porter  St 

Joel  J  Montgomery  (Jean)  eng  Raytheon  hll  Hesperus  Cir 

Johannsen  John  hl61b  Main  St  (R) 

Johannson  Bertram  B  (Jeannette  H)  (Gibney-Turner  Gallery!  hl4 
Atlantic  Av  (R) 

Johansen  Wm  sum  res  Salt  Island  Rd  rWinchester  Mass 
Johanson  K  Ivar  (Jean  R)  retd  h8  Fremont  St 
Johansson  See  Also  Johnsen  Johnson  Johnston  And  Johnstone 
Johansson  Johannes  retd  h2  Ketchopulos  Cir  (R)  Apt  9g 
John  Alden-Griffin  Co  Inc  Thos  G  Wonson  Pres-Treas  20 
Whittemore  St 

John’s  Hot  Top  Pizza  Inc  S  Maciel  Pres  E  A  Bostone  V-Pres  G 
Maciel  Corp  Clk  restr  154  Granite  St  (R) 

John’s  Market  Inc  Sydel  Maciel  Pres  Ernest  A  Boston  V-Pres  Geo 
Naciel  Corp  Clk  154  Granite  St  (R) 

Johns  Richd  (Seaport  Associates)  hl6b  Rocky  Neck  Av 
Johnsen  See  Also  Johansson  Johnson  Johnston  And  Johnstone 
Johnsen  Karen  L  (Wid  Geo  D)  hsekpg  Addison  Gilbert  Hosp  h317 
Washington  St 

Johnsen  Myrna  lpn  Cape  Ann  Nursing  Home  r317  Washington  St 

Johnsen  Robt  G  (Myrna  L)  plmb  r317  Washington  St 

Johnson  A  Dorothy  ofc  sec  Cape  Ann  Tool  hl6  Phillips  Av  (R) 

Johnson  A  Raymond  gdnr  hi  Lendall  St 

Johnson  Alan  F  (Mary  J)  sum  res  Pine  Rd  rBeverly  Mass 

Johnson  Albert  E  constn  wkr  h29  Langsford  St 

Johnson  Albert  R  formn  Cape  Ann  Anchor  &  Forge  hl5  Woodbury 
St 

Johnson  Albert  R  (Beatrice  T)  retd  h37  Harrison  Av 
Johnson  Alex  J  h51  Lincoln  Pk 

Johnson  Alf  A  (Margt  E)  mason  contr  59  Riverdale  Pk  h59  Riverdale 
Pk 

Johnson  Algot  J  (Thelma  J)  retd  h277  Washington  St 
Johnson  Anna  K  ofc  mgr  &  purch  agt  Le  Page’s  rEssex  Mass 
Johnson  Anna  M  opr  NET&T  rl2  Chestnut  St 
Johnson  Arnold  (Hilda  M)  drop  forger  Cape  Ann  Tool  hRear  182 
Granite  St  (R) 

Johnson  Aubrey  retd  hll  Sadler  St 

Johnson  Aubrey  M  Jr  (Shirley  M)  mach  Gloucester  Eng  h7  Riverview 
Rd 
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Johnson  Barbara  tchr  Geo  T  Tarr  Sch  rMarblehead  Mass 
Johnson  Barbara  E  (Wid  Towo)  h99  Riverdale  Pk 
Johnson  Benj  T  (Eliz)  mtcemn  O  U  F  hRocky  Pasture  Rd 
Johnson  Benj  T  Jr  servmn  h20  Beacon  St 
Johnson  Beruta  r34a  Marmion  Wy  (R) 

Johnson  Blanche  nurse  Rockport  Pub  Health  Nursing  Serv  r29 
Woodbury  St 

Johnson  Bruce  F  (Lynne  C)  studt  h3a  Oak  Cir  (R) 

Johnson  Bruce  G  (Mary  R)  sys  analyst  Gortons  hi  102  Washington  St 
Johnson  Bryon  fcty  wkr  Legages  r5  Spring  Ct 
Johnson  Carl  E  (Bonnie  L)  hThatcher  Rd  (R) 

Johnson  Carl  E  retd  rlO  Viking  St 

Johnson  Carl  E  (Jean)  editor  Salem  Evening  News  h52  Woodbury  St 
Johnson  Carl  F  retd  h2  Edgemere  Rd  (R) 

Johnson  Carl  G  (Hale  A)  lobstermn  hi  Smith  Street  Ct  (R) 

Johnson  Carl  O  (Eva  A)  h23a  Pigeon  Hill  (R) 

Johnson  Charles  hl9  Duncan  St  Rm  23 
Johnson  Charles  studt  r21  Centennial  Av 
Johnson  Charles  Jr  emp  Mighty  Mac  hl9  Duncan  St  Rm  11 
Johnson  Charles  E  (Grace  M)  lab  City  Highway  Dept  h36  Allen  St 
Johnson  Christopher  (Ann)  whsemn  Quincy  Mkt  &  Cold  Stge  h55 
Fort  Sq 

Johnson  Clarence  W  (Ruth  M)  carp  h5  Harold  Av 
Johnson  Cora  D  (Wid  Walter  R)  mgr  Richdale  Dairy  Store  h524 
Essex  Av 

Johnson  Cynthia  med  records  elk  Addison  Gilbert  Hosp  rEssex  Mass 

Johnson  Cynthia  studt  r4  Maple  Rd 

Johnson  Denisell  studt  rl053  Washington  St 

Johnson  Donald  driver  Union  Hill  Laundry  r357  Western  Av 

Johnson  Donald  D  USN  r77  High  St  (R) 

Johnson  Donald  J  (H  Evon)  formn  Quincy  Mkt  &  Cold  Stge  rRear 
353  Essex  Av 

Johnson  Donald  M  (Jeanne  D)  prod  formn  Syl vania  ( D )  hJerdens  La 
(R) 

Johnson  Donna  studt  r4  Maple  Rd 

Johnson  Dora  L  retd  h5a  Chestnut  St 

Johnson  Dorothy  I  (Wid  John)  retd  h6a  Oak  Cir  (R) 

Johnson  Douglas  USCG  rl053  Washington  St 
Johnson  Duane  studt  rl053  Washington  St 

Johnson  Dwight  W  (Patricia  A)  driver  Bldg  Center  h33  Myrtle  Sq 

Johnson  Edw  A  mason  Faulk  Bros  h43  Concord  St 

Johnson  Edw  N  (Ruth)  sum  res  Eden  Rd  (R)  rNorth  Reading  Mass 

Johnson  Eino  W  (Gloria  P)  stone  mason  hl04  Cherry  St 

Johnson  Ellsworth  T  lwyr  hl30  E  Main  St 

Johnson  Eric  security  guard  Rose’s  h3  Eastern  Point  Rd 

Johnson  Ernest  sum  res  Brooks  Rd  rDedham  Mass 

Johnson  Esther  E  (Wid  Frank  W)  retd  h3  Jewett  St  (R) 

Johnson  Esther  M  (Wid  Charles  M)  retd  h28  Leverett  St 
Johnson  Ethel  K  (Wid  Leslie  O)  retd  h9  Crowell  Av 
Johnson  Evon  H  Mrs  elk  Union  Hill  Lndry  r353  Essex  Av 
Johnson  Florence  tchr  h7  Hillside  Ct 
Johnson  Frances  bartndr  Kelleher’s  rl  Babson  Ct 
Johnson  Francis  h2-a  Raymond  St  Apt  2 

Johnson  Frank  D  (Gail  A)  (Johnson  TV  Serv)  hll  Broadway  Av  (R) 
11  Broadway  Av  (R)  Rear 

Johnson  Frank  W  (Natalie  B)  (Frank  W  Johnson  Insurance  Agency) 
h77  High  St  (R) 

Johnson  Frank  W  Insurance  Agency  (Frank  W  Johnson)  3  Jewett  St 
(R) 

Johnson  Geo  A  (Blanche  R)  treas  Independent  Machine  h29 
Woodbury  St 

Johnson  Geo  S  (Isabelle  S)  carp  Gloucester  Marine  Railway  h4  Bray 
St 
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Johnson  Geo  W  Jr  (Eleanor  E)  sum  res  59  Long  Beach  St  (R) 
rAshland  Mass 

Johnson  Gertrude  E  h36  Mt  Pleasant  Av 
Johnson  Glenn  studt  r4  Maple  Rd 
Johnson  Glenn  elk  r7  Riverview  Rd 
Johnson  Greta  retd  h80  Pigeon  Hill  (R) 

Johnson  Gunnar  A  (Linda)  mach  Independent  Mach  h82  Pigeon  Hill 
(R) 

Johnson  H  G  (Kathy)  h2  Old  Garden  Rd  (R) 

Johnson  Hannelore  hl45  Essex  Av  Apt  18 
Johnson  Hans  (Lillian  P)  retd  hl4  Hodgkins  St  (R) 

Johnson  Harry  retd  hlO  Viking  St 

Johnson  Harry  R  carp  Hobbs  &  Mackey  hl72  Granite  St  (R) 

Johnson  Helen  M  Mrs  treas  Gloucester  West  End  Taxi  Serv  rl02 

Wheeler  St 

Johnson  Helga  M  hsekpr  Carl  E  Trumbull  rl2  Reynard  St 
Johnson  Helmi  Mrs  noon  supvr  Gloucester  High  Sch  rl9  Centennial 

Av 

Johnson  Herbert  E  (Isabel  D)  summer  res  hThatcher  Rd  (R) 

Johnson  Herbert  P  (Rosalie  J)  security  guard  h66  Washington  St 
Johnson  Hilda  retd  r44  South  St  (R) 

Johnson  Hulda  E  (Wid  Carl  B)  sum  res  h44  Pigeon  Hill  (R> 

Johnson  J  Marie  Mrs  nurse  Cape  Am  Nursing  Home  h44  Perkins  St 

Johnson  James  A  studt  r221  Main  St  (R) 

Johnson  Janice  mach  Protran  Inc  h561  Essex  Av  Apt  B 

Johnson  Janice  M  tchr  Ward  II  Veterans  Mem  Sch  h45  .Haskell  St 

Johnson  Jean  P  ins  elk  (S)  hl8  Perkins  St 

Johnson  Joanne  J  sum  res  707  Leonard  St  rNew  Haven  Ct 

Johnson  John  (Jane)  USA  hl36  Maplewood  Av 

JOHNSON  JOHN  A  INC  Mrs  R  Emily  Abbott  President- 

Treasurer,  Insurance,  "Our  Policy  Is  Your  Protection,  1 
Duncan  St  Cor  Main  St  (01930),  Tel  283-0016 
Johnson  John  E  (Hilda  R)  formn  Gorton’s  h62  Cherry  St 
Johnson  John  E  retd  hi  16  Pleasant  St 
Johnson  John  E  carp  Harold  C  Dexter  rl4  Carlisle  St 
Johnson  John  P  mach  Post  (BEV)  r6a  Oak  Cir  (R) 

Johnson  Joseph  L  (Janice  D)  acct  &  tax  analyst  hl5  Ryan  Rd 
Johnson  Judith  H  tel  opr  NET&T  (S)  r45  Haskell  St 
Johnson  Karl  E  retd  hl6  Poplar  Pk 
Johnson  Kath  Mrs  tchr  hTarr’s  La  (R) 

Johnson  Kirk  emp  Gloucester  Eng  r44  Perkins  St 
Johnson  Knox  C  (Barbara  W)  landscaper  archt  h2  Ships  Bell  Rd 
Johnson  Lauri  R  (Margt  E)  cost  acct  Gen  Elect  (LYNN)  hl053 
Washington  St 

Johnson  Lawrence  USAF  r9  Knowlton  Sq 

Johnson  Lendall  (Sharon)  coater  opr  Le  Page’s  h24  Cleveland  St 
Johnson  Leo  C  (Rosann)  mtcemn  Gloucester  Engineering  h21  Riggs  St 
Johnson  Leslie  K  (Roberta  J)  mech  Brown’s  Serv  Sta  h9  Knowlton  Sq 
Johnson  Lillinan  E  Mrs  pkr  North  Atlantic  Fisheries  h8  Prospect  St 
Johnson  Linda  F  emp  Hancock  Mut  Life  (B)  r43  Concord  St 
Johnson  Louis  E  (Caroline  A)  retd  hl30  E  Main  St 
Johnson  Louise  (Wid  Irving  R)  retd  hl45  Main  St  (R) 

Johnson  Louise  A  retd  r55  Marmion  Wy  (R) 

Johnson  Louise  W  Mrs  hl2  Summer  St 

Johnson  Lucille  R  res  asst  Am  Natl  Red  Cross  r24  Riverside  Av 
Johnson  Lynn  K  studt  r52  Woodbury  St 
Johnson  Margt  supvr  Home  For  Aged 

Johnson  Margt  curator  North  Shore  Arts  Assn  r5  Broadway  (R> 
Johnson  Margt  cafeteria  hlpr  Plum  Cove  Elementary  Sch  rl053 
Washington 

Johnson  Margt  Ann  studt  r44  Perkins  St 
Johnson  Margt  D  (Wid  John  E)  h!4  Carlisle  St 
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Johnson  Marion  (Wid  Karl)  of'c  sec  Rockport  Sch  Dept  hl38  Main  St 
(R) 

Johnson  Marion  B  (Wid  Sami  T)  retd  hlO  Stage  Fort  Av 
Johnson  Marion  L  sum  res  h  c  Long  Beach  St  (R) 

Johnson  Marjorie  (Wid  Harold  A)  retd  h9  Acacia  St 

Johnson  Marjorie  bkkpr  Tony’s  House  Of  Tires  r33  Cherry  St 

Johnson  Martin  E  (Ann  V)  acct  hl5  Commonwealth  Av 

Johnson  Mary  med  records  elk  Addison  Gilbert  Hosp  r59  Riverdale 

Pk 

Johnson  Mary  Ann  studt  r6a  Oak  Cir  (R) 

Johnson  Mary  E  dept  hd  Ralph  B  O’Maley  Mdl  Sch  hl2  Chestnut  St 

Johnson  Mary  E  x-ray  tech  rl3  N  Kilby  St 

Johnson  Miriam  emp  Gorton’s  h.27  Elm  St 

Johnson  Myron  E  (C  &  J  Ceramics)  r7  Gerring  Rd 

Johnson  Nancy  L  studt  rRear  88  Eastern  Av 

Johnson  Nina  S  fish  pkr  Neptune  Seven  Seas  h248‘/2  Main  St 

Johnson  Paul  retd  h227  Granite  St  (R)  Apt  4a 

Johnson  Rachael  A  retd  h31  Pigeon  Hill  (R) 

Johnson  Raymond  L  truck  driver  r64  Langslord  St 
Johnson  Richd  E  (Shirley  A)  emp  Trussel  Constn  h5  Spring  Ct 
Johnson  Robt  (Janice)  hl45  Essex  Av  Apt  3 
Johnson  Robt  studt  rl04  Cherry  St 

Johnson  Robt  G  (Helen  L)  electn  Deering  Elec  hRear  88  Eastern  Av 
Johnson  Robt  K  (Jeanette)  carp  hlS  Atlantic  St 
Johnson  Robt  S  carp  hl2  Alpine  Ct 

Johnson  Roberta  lab  tech  Cape  Ann  Med  Serv  r9  Knowlton  Sq 
Johnson  Roy  V  H  (Linda  K)  mach  h4  Country  Club  Rd  (R) 

Johnson  Ruth  E  emp  Demmar  Nursing  Home  r2  Edgemere  Rd  (R) 
Johnson  Sami  T  (Frances  M)  emp  Cape  Ann  Tool  h3  Stuart  Rd 
Johnson  Shirley  elk  Mag  Casual  r4  Maple  Rd 

Johnson  Shirley  swtchbd  opr  Addison  Gilbert  Hosp  r5  Spring  St 
Johnson  Sigrid  A  Mrs  retd  h5  Ketchopulos  Cir  (R)  Apt  12d 
Johnson  Stanley  emp  Ply  Sea  Fd  Kitch  r21  Centennial  Av 
Johnson  Steph  M  studt  r99  Riverdale  Pk 

Johnson  Steph  R  (Sally  A)  mach  Glov  Engineering  (Waltham)  h516 
Essex  Av 

Johnson  Susan  waitress  hl047a  Washington  St 

Johnson  Susan  W  Mrs  linen  wkr  Addison  Gilbert  Hosp  h21  Sargent 
St 

Johnson  Susanne  r277  Washington  St 
Johnson  Thelma  E  retd  r277  Washington  St 

Johnson  Theo  M  (Ruth  L)  sta  eng  Cape  Ann  Anchor  &  Forge  h3 
Stanwood  Ter 

Johnson  Theresa  emp  Allied  Med  r6a  Oak  Cir  (R) 

JOHNSON  TV  SALES  AND  SERVICE  (Frank  D  Johnson)  Color- 
Black  &  White  11  Broadway  Av  (Rockport  01966)  Tel  546- 
7046  (See  Index  To  Advertisers) 

Johnson  Victoria  (Wid  Carl  L)  retd  h9  Old  Ford  Rd 
Johnson  Virginia  F  (Wid  Ole  W)  retd  h7  Fuller  St 
Johnson  W  Harold  Jr  tchr  Rockport  Jr  Sr  Hi  Sch  r 221  Main  St  (R) 
Johnson  Wallace  R  (Helmie  E)  custdn  Cape  Ann  Savings  Bank  hit 
Centennial  Av 

Johnson  Walter  custdn  Action  Inc  r3  Lloyd  St 

Johnson  Walter  Jr  driver  West  End  Taxi  Serv  r3u  Lloyd  bt 

Johnson  Walter  E  (Marie  W)  pres  Rockport  Natl  Bank  h88  Phillips 

Johnson  Walter  J  (Helen  M)  policemn  City  Police  Dept  hl02  Wheeler 


Johnson  Walter  R  (Janet  L)  metallurgist  Raytheon  (Andover)  h35 

Norseman  Av  Q 

Johnson  Warren  F  (Marjorie)  electn  Penn  Central  Rr  h 33  Cherry  St 


Johnson  Wayne  studt  r5  Harold  Av 
Johnson  Wilbur  S  (Shirley  M)  emp 


Walbar  Mach  iP)  h4  Maple  Rd 
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Johnson  Wilho  E  (Helvi  M)  h25  Stockholm  Av  (R) 

Johnson  Wm  E  (Grace  M)  retd  h71  High  St  (R) 

Johnson  Wm  H  (Margt)  retd  h221  Main  St  (R) 

Johnson  Wm  L  with  Stevedore  rl30  E  Main  St 
Johnson  Wm  M  mech  Granite  Garage  (R)  r6a  Oak  Cir  (R) 

Johnson’s  Quarry  Pigeon  Hill  (R> 

Johnston  Carmelita  rCape  Ann  Nursing  Home 

Johnston  Danl  V  (Alice  C)  emp  Feldman  Contr  (R)  hl4  Prospect  St 
(R) 

Johnstone  James  (Ruth)  retd  hl45  Essex  Av  Apt  21 

Jolikko  Ruth  B  (Wid  Eino  R)  tchr  Rockport  Sch  Dept  h50  Broadway 

(R) 

Jones  Alton  sum  res  Vine  St  rWakefield  Mass 

Jones  Arnold  P  (Susan)  lobstermn  h738  Washington  St 

Jones  Arth  W  (Mary)  f'ormn  Tipman  Marine  h366  Washington  St 

Jones  Arth  W  III  studt  r366  Washington  St 

Jones  Charles  C  (Louise  P)  lobstermn  h79E>  High  St  (R) 

Jones  Clarence  W  (Laura  M)  mgr  Woolworth’s  (BEV)  hl5  Hammond 

St 

Jones  Dorothy  retd  rl  Harraden  Av  (R) 

Jones  Dorothy  retd  r44  South  St  (R) 

Jones  Edna  L  (Wid  Edw)  hl47  Riverdale  Pk 

Jones  Francis  A  (Eleanor  R)  sum  res  Longview  Rd  r Lawrence  Mass 
Jones  Henry  A  (Ruth  E)  treas  Cape  Ann  Savings  Bank  hl52  Mt 
Pleasant  Av 

Jones  Henry  A  (Marcia)  parts  mgr  Sudbay  Pontiac  Cadillac  Buick 
rManchester  Mass 

Jones  Howard  N  retd  h33'/2  Elm  St 

Jones  Jeanne  L  retd  h6  Ketchopulos  Cir  (R)  Apt  lOg 

Jones  John  retd  h9  Western  Av 

Jones  John  E  llshermn  r29  Exchange  St 

Jones  Kath  M  studt  r73«  Washington  St 

Jones  Kathleen  Mrs  h2  Hovey  St 

Jones  Laura  M  Mrs  ofc  sec  Harry  A  Stathopoulos  Ins  Agcy  rl5 
Hammond  St 

Jones  Leslie  (Marquerite)  mtcemn  Ipswich  hl62  Main  St  (R) 

Jones  Linnea  M  (Wid  Geo  F)  retd  h7  Leighton  Ct 
Jones  Lucille  pntr  hl04  Pleasant  St 
Jones  Marjorie  L  h26  Millett  St 

Jones  Mildred  C  (Wid  Bernard  C)  artist  79a  High  St  (R)  h79a  High 
St  (R) 

Jones  Norma  Mrs  nurse  Addison  Gilbert  Hosp  hi  14  liospect  St 
Jones  Prescott  M  artist  hl4  Mill  La  (R) 

Jones  Robt  (Stephanie)  electn  h8  Ryan  Rd 
Jones  Robt  L  (Joyce)  pntr  hl3E>  Cleveland  St 

Jones  Russell  (Dorothy)  eng  Gloucester  Engineering  hi  Harraden  Av 
(R) 

Jones  Terry  sec  Sandler  Sandler  &  Larameer  r8  Ryan  Rd 

Jones  Wm  serv  dept  Sudbay  Pontiac  Cadillac  Buick  r29  Exchange  St 

Jones  Wm  E  mech  r738  Washington  St 

Jones  Wm  R  lab  h3a  Commonwealth  Av 

Jonnson  Harry  retd  h7  Ketchopulos  Cir  (R)  Apt  6 

Jordan  Adolph  C  (Isabell)  tile  wkr  Elliott’s  h80  Eastern  Av 

Jordan  Ann  (The  Wicker  Shop)  hl3-a  Squam  Hill  Rd  (R) 

Jordan  Isabell  Mrs  aide  Gloucester  High  Sch  r80  Eastern  Av 
Jordan  John  studt  r80  Eastern  Av 

Jordan  John  E  (Sharon  N)  much  Gloucester  Eng  h42  Beacon  St 
Jordan  Lawrence  studt  r462  Essex  Av 

Jordan  Linda  Mrs  nursing  instr  Addison  Gilbert  Hosp  r392  Western 
Av 

Jordan  Philip  W  (Ruth  A)  mtcemn  Willis  Jordan  h462  Essex  Av 
Jordan  W  E  Son  Inc  Willis  E  Jordan  Pres-Treas  real  est  3  Duncan 
St 
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Jordan  Willis  E  (Jean  E)  pres-treas  W  E  Jordan  Son  Inc  hl02 
Concord  St 

Jordan’s  Wharf’  377  Main  St 

Jorgenson  Clarence  A  (Josephine)  ship  broker  hOrchard  Rd 

Jorgeson  Dion  summer  res  hRust  Island 

Jose  Cecilia  A  (Wid  Levi  F)  retd  rl  Summit  Av  (R) 

Joseph  Adele  with  G  Joseph  Junk  Dealer  rl06  Maplewood  Av 
Joseph  Albert  hl9  Duncan  St  Rm  10 

Joseph  Albert  G  Jr  emp  Rockport  Rope  &  Twine  h8  Old  Ford  Rd 
Joseph  &  Anderson  (Herbert  J  Joseph  Jr  &  John  M  Anderson)  real 
est  8  Thatcher  Rd 

Joseph  Ann  bkpr  Coastal  Tire  &  Appl  r84  Mt  Pleasant  Av  Rear 
Joseph  Barbara  E  opr  La  Staiti  Assoc  r25  Derby  St 
Joseph  David  A  (Karen  F)  mtcemn  O’LEARY  h6  Amero  Ct 
Joseph  Ellen  (Wid  Walter)  hNew  Way  La 
Joseph  Geo  S  (G  Joseph  Junk  Dealer)  hl06  Maplewood  Av 
Joseph  Geo  S  (Margt  L)  formn  O  U  F  h41  Cleveland  St 
Joseph  Herbert  J  (Delia  C)  retd  h25  Derby  St 
Joseph  Herbert  J  (Joan)  retd  hl07  Riverdale  Pk 
Joseph  Herbert  J  Jr  (Helen)  (Joseph  &  Anderson)  hOrchard  Rd 
Joseph  Joane  lpn  Addison  Gilbert  Hosp  rll  Cunningham  Rd 
Joseph  John  A  emp  (S)  r31  Starknaught  Hts 
Joseph  John  A  (Jeanette  O)  kennel  opr  h31  Starknaught  Hts 
Joseph  John  A  Jr  (Joanne)  security  guard  Addison  Gilbert  Hosp  rll 
Cunningham  Rd 

Joseph  John  J  (Ann  D)  emp  O’Donnell  USEN  hRear  84  Mt  Pleasant 
Av 

Joseph  Linda  studt  hl2  South  Street  Ct  (R) 

Joseph  Lyle  J  studt  rl  Riverdale  Pk 
Joseph  Richd  (Jane)  h32  Starknaught  Hts 

Joseph  Robt  F  (Veronica  T)  pump  sta  opr  City  Water  Div  hLa  Rose 
Av 

Joseph  Ronald  M  (Mary  L)  (Joseph’s  Mkt)  hRear  27  Starknaught  Hts 
Joseph  Sylvia  rl2  South  Street  Ct  (R) 

Joseph  Theresa  A  Mrs  dietary  aide  Addison  Gilbert  Hosp  r41 
Cleveland  St 

Joseph  Virgil  (Caroline  A)  retd  h86  Eastern  Av 

Joseph’s  Coffee  Shop  (Joseph  Chidiac)  65  Maplewood  Av 

Joseph’s  Market  (Ronald  M  Joseph)  gro  &  meat  61  Maplewood  Av 

Josephson  Beverly  recepionist  302  Washington  St  r33  Holly  St 

Josephson  Carl  H  (Elvena  A)  h20  Hammond  St 

Josephson  Donald  E  elk  r35  Holly  St 

Josephson  Drew  dental  asst  Richd  Brown  rMain  St  (R) 

Josephson  Edw  E  (Beverly  A)  emp  Gloucester  Eng  h35  Holly  St 
Josephson  Harold  J  (Marilyn)  mach  Polaroid  (Waltham)  h4  Grandview 

Rd 

Josephson  Lisa  A  dept  mgr  Grants  r4  Grandview  Rd 

Josephson  Richd  (Ann  M)  eng  O’Donnell  USEN  Co  rThurston’s  Ft 

Josephson  Ruth  P  (Wid  Henry)  hlhurstons  Pt 

Joslin  Charles  R  (Marjorie  C)  slsmn  hl9  Ocean  Av 

Joslin  Dennis  mtee  Gorton’s  rl9  Ocean  Av 

Joslin  Elizabeth  studt  hl9  Ocean  Av 

Joslin  Therese  E  head  cash  A&P  r40  Cherry  St 

Josselyn  Blanche  E  sec  hRear  749  Washington  St 

Josselyn  Mary  L  rRear  749  Washington  St 

Joy  Arth  A  (Eliz)  USAF  r7  Acacia  St 

Joyce  Alvin  T  (Yvonne)  retd  h32  Poplar  Pk 

Joyce  Edwin  E  (Cynthia  E)  formn  Gloucester  Eng  h31  Stockholm  Av 
(R) 

Joyce  Elwyn  P  (Olga  E)  fishermn  h26  School  St 

Joyce  Kenneth  Jr  (Turibia)  emp  United  Shoe  (BEV)  h289  Washington 
St 

Joyce  Kenneth  S  (Esther)  lieut  City  Police  Dept  hSV*  Blake  Ct 
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Joyce  Linda  studt  r8Vfe  Blake  Ct 

Joyce  Paul  (Linda)  fishermn  h480a  Washington  St 

Joyce  Paul  L  work  formn  City  Pub  Prop  Div  r39  Cleveland  St 

Joyce  Peter  h33  Mt  Vernon  St 

Joyce  Susannah  (Wid  Herbert  C)  housekeeper  Addison  Gilbert  Hosp 
hl4  Lincoln  Pk 

Judd  David  A  (Ruth)  hlO  Caledonia  PI 

Judd  Joseph  F  (Patricia  L)  fish  ctr  Am  Fillet  h31  Chestnut  St 
Judd  Michl  dietary  wkr  Addison  Gilbert  Hosp  r4  Beachmont  Av 
Judd  Peter  J  studt  r4  Beachmont  Av 

Judd  Wallace  M  (Joan  R)  eng  (Wakefield)  h4  Beachmont  Av 
Jude  Marian  Sister  tchr  St  Mel  Day  Sch  rEdgemoor  Rd 
Juden  Danl  (Diane)  frt  agt  Boston  h30  Pine  St 
Judson  Wm  I  h8  Hale  St  (R) 

JULIAN  BROS  INC  BEAUPORT  REALTY  CO  Anthony  Julian 
President,  Builders,  Contractors,  Real  Estate,  99  Essex  Av 
(01930),  Tel  283-0038 

Julian  Edw  J  (Dorothy  A)  crane  opr  Julian  Bros  h4  Julian  Rd 
Julian  Joseph  W  mtcemn  Cape  Ann  Tool  r35  Marmion  Wy  (R) 

Julian  Michl  A  retd  hl8  Burnham  St 

Julian  Walter  E  (Cath  J)  (Rockport  Barber  Shop)  h35  Marmion  Wy 
(R) 

Juncker  Henry  3rd  (Judith)  tchr  High  Sch  (Marblehead)  h6  River  Rd 
Juniors  Inc  Vincent  Marino  Pres  Stanley  Rizzo  Treas  211  Main  St 
Jurechko  Nancy  ass  tchr  Pigeon  Cove  School  rSandy  Bay  Terrace  (R) 
Jurechko  Steven  tchr  Rockport  Jr  Sr  Hi  Sch  r8  Mt  Pleasant  St  (R) 
Juskalian  Mehran  (Queenie)  summer  res  hRust  Island 
Jussila  Alwin  (Marion)  tech  B  F  Goodrich  hlO  Young  s  Rd 
Jussila  Deborah  hi  Lincoln  Pk 

Justice  Mary  tchr  Milton  L  Fuller  Sch  r22  Marble  St 

Justice  Richd  E  (Mary)  research  tech  Boston  Univ  hl4  Marble  Rd 

Justis  Philip  hl5  Willow  St 

Jylkka  Edwin  J  (Christina  L)  genl  contr  h49  Pigeon  Hill  (R> 

Jylkka  Everett  W  (Ellen  E)  landscape  gdnr  h22  Stockholm  Av  (R) 
Jylkka  Everett  W  J  (Karen)  tester  eng  I  B  M  hlO  Stockholm  Av  (R) 
Race  Alan  J  dentist  321  Washington  St  rGranite  St  (R) 

Kaczynski  Stanley  J  (Margo  G)  elec  eng  h2  Cove  Ledge  La 
Kafer  Lee  (Sheila)  mgr  Mohawk  Airlines  hl73  Hesperus  Av 
Kahl  Joseph  A  tchr  Ralph  B  O’Maley  Mdl  Sch  r8  Englewood  Rd 
Kahn  Paul  tchr  hi  110  Washington  St 
Kaihlanen  Lauri  tchr  hl273  Washington  St 
Kaihlanen  Lauri  J  (Hilda)  guard  h6  Munsey  St 

Kain  See  Also  Kane  ^ 

Kain  David  M  (Frances)  excavating  &  grading  206  Concord  St  h2Ub 

Concord  St 

Kain  James  carp  hl3  Woodbury  St 
Kain  James  studt  r446  Washington  St 

Kain  Robt  E  (Virginia)  bldg  contractor  446  Washington  St  h446 
Washington  St 

Kain  Wilbur  H  (Eliz  L)  carp  hl2  Atlantic  St 
Kairalla’s  Trousseau  Shop  (Mrs  Helen  K  Balias)  designing  17 
Lexington  Av 

Kaiser  Kenneth  studt  r9  Holly  St 

Kaleel  Mousa  (Sabha)  retd  hi  10  Maplewood  Av 

Kalina  E  Mariam  Mrs  bkpr  E  H  Bickford  Inc  h6  Langsford  St 

Kalinos  Peter  (Phyllis)  hl3  Pearl  St 

Kallas  Zafiro  C  (Wid  Chas  S)  h63  Magnolia  Av 

Kallio  Olga  (Wid  Gust)  retd  r52  Woodbury  St 

Kallio  Rudolph  (Eliz  V)  dietn  insp  US  Dept  Of  Interior  hl4  Elizabeth 
Rd 

Kallio  Russell  studt  rl4  Elizabeth  Rd 

Kaltofen  Hendrika  dir  of  home  mkr  Action  Inc  h22a  Rocky  Neck  Av 
Kaltofen  Rie  dir  Home  Maker  &  Home  Health  r22a  Rocky  Neck  Av 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 


Kamen  Steven  R  (Myrtle  B)  psychologist  hThateher  Rd  (R) 

Kandris  Demitres  B  (Virginia)  retd  hll  Addison  St 
Kandris  Virginia  D  hairdrsr  rll  Addison  St 
Kane  See  Also  Kain 

Kane  Thos  E  (Esther  M)  marine  eng  (NY  City)  h42  High  St 
Kanellos  Arth  J  (Barbara)  pres  Boley’s  Of  Gloucester  Inc  rSalem 
Mass 

Kanellos  Arth  J  Jr  asst  treas  Boley’s  rSalem  Mass 

Kangas  Alice  kitchen  wkr  Addison  Gilbert  Hosp  rRear  33  Hartz  St 

Kangas  Arth  L  (Barbara  J)  flshermn  hRear  33  Hartz  St 

Kangas  Dana  flshermn  rl05  Centennial  Av 

Kangas  Donald  V  (Helen)  constn  wkr  hl05  Centennial  Av 

Kangas  Donald  V  Jr  (Emily  L)  pipe  ftr  h36  Atlantic  St 

Kangas  Eino  F  USMM  r7  Clearview  Av 

Kangas  Geo  W  h7  Clearview  Av 

Kangisser  Geo  (Sally)  sum  res  h5  Beach  Rd 

Kania  John  J  Jr  tchr  Gloucester  High  Sch  rLawrence  Mass 

Kantala  Esther  L  Mrs  retd  hll4  Granite  St  (R) 

Kantor  Alexander  (Paula  H)  sum  res  6  Skipper  Wy  rNewton  Mass 

Kanyan  Tamara  Mrs  studt  h60  E  Main  St 

Kapitan  Robt  acct  hl45  Essex  Av  Apt  14 

Kaplan  Benj  (Claire)  sum  res  hi  Long  Branch  Av  (R) 

Kaplan  David  B  lwyr  120  Main  St  Rm  6  rBoston  Mass 
Kaplan  Henry  sum  res  30  Granite  St  (R)  rBrookline  Mass 
Kaplan  Jerome  pres  &  treas  Coastal  Tire  &  Appl  rDanvers  Mass 
Kapsalis  Arth  washmn  Union  Hill  Laundry  rl82  High  St 
Karanko  Kusti  N  (Lyyli  M)  retd  hl32  Maplewood  Av 
Karb  Gladys  D  sum  res  97  Long  Beach  St  (R)  rFramingham  Mass 
Karcher  Charlie  dir  Cape  Ann  Thrift  &  Gift  Shop 
Karcher  Charlotte  (Wid  Robt  E)  h7V2  Riggs  St 
Karcher  Jane  studt  r78  High  St  (R) 

Karcher  Ralph  E  Jr  (Miriam  B)  electronic  designer  United  Shoe  (BEV) 
hl57  Hesperus  Av 

Karcher  Robt  E  (Margt  M)  v-prin  Gloucester  High  Sch  h78  High  St 
(R) 

Karcher  Robt  E  Jr  (Mary  L)  chem  K  J  Quinn  (Malden)  hl2  Smith 
Rd  (R) 

Karem  Anna  r660  Western  Av 
Karem  John  retd  h660  Western  Av 
Karem  John  (Eliz)  sum  res  hCliff  Rd 
Karem  Monsour  J  (Karem’s)  r660  Western  Av 

Karem’s  Army-Navy  Store  (Michl  Pratt  &  Cynthia  Loraceno)  196 
Main  St 

Karjalainen  E  M  Mrs  hSouth  St  (R) 

Karp  Evelyn  Mrs  sum  res  hRuthern  Wy  (R) 

Karr  Althea  tchr  City  Sch  Dept  hl012  Washington  St 
Karr  Danl  D  insp  Elec  Corp  Of  America  hlO  Summer  St  (R) 

Karr  Thelma  A  (Wid  Alf  D)  artist  10  Summer  St  (R>  hlO  Summer  St 

(R) 

Karvelas  Geo  (Judith  A)  driver  h43  Beacon  St 

Karvelas  Julia  Mrs  emp  Charlies  Muffin  Shop  h43  Beacon  St 

Karvellas  Eleanor  G  hRear  1  Holly  St 

Kase  Joseph  E  (Carole  C)  summer  res  10  Skipper  Wy  rNewton  Mass 
Kastner  Rudolph  gdnr  hRear  1115  Washington  St 
Katon  Ruth  E  Mrs  retd  h374  Washington  St 
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ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET.  ROCKPORT.  MASS.  10966 


TEL.  546-7405 
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Katsoulas  Patricia  A  Mrs  tchr  Beeman  Mem  Sch  rl85  Concord  St 
Rear 

Katsoulas  Peter  E  (Patricia  A)  engineer  hRear  185  Concord  St 
Katz  Albert  (Jean)  phys  (Chelsea)  hShore  Rd 
Katz  Morris  D  lwyr  46  Rogers  St  rNewton  Mass 
Katz  Robt  (Rosalie  O)  hlOl  Granite  St  (R) 

Katzeff  Mariam  G  phys  (b)  rl6  Grapevine  Rd 
Kaufman  Rose  h8  Flume  Rd  Apt  10 

Kaufman  Rosemarie  Mrs  reading  tutor  City  Sch  Dept  hl6  Friend  St 
Kaulbach  Dorothy  W  retd  r7  Cliff  Rd 

Kay  Julius  (Susfrenda)  sum  res  Sleepy  Hollow  Rd  rNorth  Andover 
Mass 

Kay  Muriel  Mrs  emp  Merrimac  Mfg  h23  Summer  St 
Kaylor  John  D  sup  food  tech  Natl  Oceanic  Atmospheric  Admn 
rMelrose  Mass 

Kazzupa  Marcia  E  teller  Gloucester  Co-Op  Bank  rHamilton  Mass 

Kealey  Wm  (Marcia)  sum  res  Perry  winkle  La  rBoston  Mass 

Keane  Edw  summer  res  hRiverview  Rd 

Keane  T  Roger  sumer  res  hRiverview  Rd  v 

Kearney  Thos  F  (Sylvia  V)  retd  hl9  Butman  Av 

Kearney  Thos  M  h65  Gloucester  Av 

Kearney  V  Sylvia  Mrs  bkpg  dept  Gloucester  Natl  Bank  rl9  Butman 
Av 

Kearsey  Dorothy  H  Mrs  asst  elk  Rockport  Hi  Sch  hl67  Granite  St 
(R) 

Kearsey  Grace  L  fish  pkr  Gorton’s  h5  Taylor  Ct 

Kearsey  John  J  (Elaine  L)  mgr  Gloucester  Lobster  Co  hl02  E  Main 
St 

Kearsey  John  J  III  emp  Rockport  Rope  &  Twine  rl67  Granite  St  (R) 

Kearsey  Robt  E  (Bob’s  Clam  Shack)  h93  E  Main  St 

Kearsey  Robt  L  (Gloucester  Lobster  Co)  hThurston’s  Pt 

Keating  Arth  J  elec  Deering  Elec  Co  hThurston’s  Pt 

Keating  David  (Nancy)  emp  Color’s  Inc  hRockholm  Rd 

Keating  David  (Janice)  cable  splicer  NET  h34  Quarry  St 

Keating  Faith  E  Mrs  mgr  Depot  Coffee  Shop  h257a  Granite  St  (R) 

Keating  Keith  lab  Town  Of  Rockport  r6*/2  Parker  St  (R) 

Keating  Kevin  studt  r6*/2  Parker  St  (R) 

Keating  Susan  J  (Wid  Wm)  h34'/2  Railroad  Av 

Keating  Virginia  M  (Wid  Gerard)  elk  Rockport  Treas  &  Tax  Collr 
h6‘/2  Parker  St  (R) 

Kechichian  Papken  hl22  Marmion  Wy  (R) 

Kechichian  Papken  (Anahid  P)  mgr  The  Camera  Corner  h49  Marmion 
Wy  (R) 

Kecyk  Stefln  (Christel)  driver  h4  Thompson  St 
Keefe  See  Also  O’Keefe 

Keefe  Evelyn  H  (Wid  John)  h85 Vfe  Prospect  St 
Keefe  Glenn  D  USA  r44  Hodgkins  St 
Keefe  Jay  (Laurie)  lab  hLawrence  Ct 

Keefe  John  D  (Lyda)  pres  Sea  Cold  Service  Inc  h44  Hodgkins  St 
Keefe  Lyda  M  Mrs  ofc  sec  Cahill  &  Cahill  r44  Hodgkins  St 
Keefe  Walter  S  (Cecilia)  retd  h7  Hesperus  Cir 
Keefe  Wm  member  Rockport  Planning  Board  rPhillips  Av  (R) 

Keefe  Wm  M  (East  Of  Suez)  h20  Haven  Av  (R) 

Keegan  Doyle  hygienist  Robt  E  Blatchford  rRockport  Mass 
Keegan  Joan  M  Mrs  dept  hd  Gloucester  High  Sch  rBeverly  Farms 
Mass 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Keegan  John  A  Rev  retd  h57  Atlantic  Rd 
Keegan  Thomas  (Seabags)  rll  So  Rd 
Keeley  Gertrude  M  retd  rl90  Western  Av 
Keene  Gladys  (Wid  Walter  N)  retd  h6  Ocean  Av  (R) 

Keesler  Ted  fishermn  hill  Mt  Pleasant  Av 
Kehoe  Eunice  Mrs  retd  rRear  97  Mt  Pleasant  Av 
Keighley  Ruth  A  (Wid  Elkanah  H)  elk  NET&T  hl7  Chestnut  St 
Keiler  Margt  sum  res  hl5  River  Rd 

Keith  John  A  dist  mgr  Hancock  Mut  Life  rMelrose  Mass 
Kelleher  Ronald  tchr  Rockport  Jr  Sr  Hi  Sch  rBx  7  (R) 

Kelleher’s  Inc  Wm  Pierce  Pres  &  Treas  6  Porter  St 
Keller  Charles  L  (Janet)  sum  res  117  Wingaersheek  Rd  rWellesley 
Mass 

Keller  Max  W  (Louise  C)  sum  res  117  Wingaersheek  Rd  rWellesley 
Mass 

Kellerman  Siegfried  sum  res  hPoole’s  Ter  (R) 

Kelley  Brad  U  S  N  r24  Parker  St  (R) 

Kelley  C  Louise  (Wid  Phillip  C)  chambermaid  hll  Cherry  St 
Kelley  David  prin  West  Parish  Sch  rConcord  St  (R) 

Kelley  E  Ray  (Cameron’s  Restaurant)  rManchester  Mass 
Kelley  Joseph  T  (Frances  M)  ctr  Simmond’s  (Medford)  h24  Parker  St 
(R) 

Kelley  Joyce  studt  r24  Parker  St  (R) 

Kelley  Le  Roy  (Ruth  G)  sum  res  40  Long  Beach  St  (R)  rEverett  Mass 
Kelley  Robt  J  Mrs  summer  res  hSalt  Island  Rd 
Kelley  Robt  L  emp  Comm  Of  Mass  hl45  Essex  Av  Apt  23 
Kelley  Ruth  ward  sec  Addison  Gilbert  Hosp  rlO  Federal  St 
Kelley  Thos  A  phys  9  Beach  St  (R)  rSomerville  Mass 
Kellogg-Van  Orden  Donald  Rev  (Wendy)  pastor  Wesley  Meth  Church 
h264  Washington  St 

Kelly  Adele  S  (Wid  Pernell  B)  h269  Washington  St 
Kelly  Brian  (Gail)  emp  DPW  hl43  Wheeler  St 
Kelly  Cintra  Mrs  h59  Lexington  Av 

Kelly  David  (Carol)  prin  West  Parish  Sch  hRear  6  Concord  St 
Kelly  Ellen  homemkr  Action  Inc  r32  Granite  St 
Kelly  Joseph  B  (Anne  G)  eng  Sylvania  (D)  h650  Western  Av 
Kelly  Marion  A  (Mary  E)  sis  mgr  hSeagull  St  (R) 

Kelly  Mary  pkr  O  U  F  h60  Woodbury  St 

Kelly  Pauline  sum  res  102  Dennison  St  rBoston  Mass 

Kelmon  Ralph  M  sum  res  h34  Starknaught  Hts 

Kelsey  Albert  R  (Gladys  E)  first  aid  atndt  Park  Dept  hlOl  Essex  Av 
Kelsey  Geri  artist  h38  Fort  Sq 

Kelsey  Gladys  E  Mrs  bkpr  Gloucester  Ice  &  Cold  Storage  rlOl  Essex 
Av 

Kelton  Robt  V  sum  res  h37  Hillside  Rd  (R) 

Kernpton  Grace  L  retd  h9  Pleasant  St  (R) 

Kempton  Mary  T  (Wid  Frank  J)  tchr  Pigeon  Cove  Sch  h9  Pleasant 
St  (R) 

Kendall  Anna  E  (Wid  Horace)  elk  Mai’s  h9  Oak  St 
Kendall  C  Herrick  (Winifred  M)  lab  City  Highway  Div  h464 
Washington  St 

Kendall  Charles  E  (Irene)  v  pres  Cape  Ann  Bk  &  I  r  Co  hOcean 
View  Dr 

Kendall  Leslie  studt  r8  Columbia  St 

Kendall  Leslie  F  (Theresa  S)  millwright  (B)  h8  Columbia  St 
Kendall  Lydia  M  (Wid  Elmer  B)  retd  h7  Marshall  St  (R) 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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Kendall  Susan  studt  rOcean  View  Dr 

Kendall  Walter  J  emp  Kendall  &  Young  hShetland  Rd  (R) 

Kendall  Wm  studt  r8  Columbia  St 

Kendall  William  J  mtcemn  Gorton’s  r9  Oak  St 

Kendrick  Joseph  (Alice)  sum  res  36  Long  Beach  St  (R)  rWollaston 
Mass 

Kenealy  Edw  (Elsie)  summer  res  h41  Mt  Pleasant  Av 
Keningmar  (Mattos  Anthony)  apts  70  Lexington  Av 
Kennard  Beth  laby  tech  Addison  Gilbert  Hosp  rS  Hamilton  Mass 
Kennebec  Fish  Corp  Erwin  Ziemer  Pres  6  Gloucester  Fish  Pier 
Kennedy  Barbara  cash  Northshore  Gas  r25  Plum  St 
Kennedy  Brien  B  (Annette  T)  f'ormn  Quincy  Mkt  Cold  Stge  &  Whse 
h7  Plum  St 

Kennedy  Cath  W  retd  h85  Prospect  St 

Kennedy  Francis  G  (Emily  L)  member  City  Clk  h25  Plum  St 

Kennedy  Helen  E  retd  r7  Cliff  Rd 

Kennedy  John  E  summer  res  hl61  Concord  St 

Kennedy  John  J  asst  v-pres  Gloucester  Natl  Bank  rl6  Ships  Bell  Rd 
Kennedy  Kenson  (Ruth)  Christian  science  practitioner  (B)  hRear  77 
Magnolia  Av 

Kennedy  Leo  retd  r25  Plum  St 

Kennedy  Leo  J  (Helena)  whsemn  Quincy  Mkt  Cold  Stge  &  Whse  h6 
Highland  PI 

Kennedy  Patk  J  (Kate  E)  retd  h7  Say  ward  St 
Kennedy  Sargent  sum  res  Adams  Hill  Rd  rCambridge  Mass 
Kennedy  Thos  A  (Barbara)  trucking  mgr  Gorton’s  h7  Highland  St 
Kennedy  Thorburn  (Ruth)  retd  hl4  Caleb’s  La  (R) 

Kennedy  Wm  R  (Donna)  purch  agt  Gorton  s  hRear  9  Blake  Ct 
Kennefick  Constance  M  tchr  E  G  Elementary  Sch  h9  Highland  St 
Kenneflck  Donald  elk  Oliver’s  Mkt  r83  Mt  Pleasant  Av 
Kennefick  Gwendolyn  (Wid  John  L)  hRear  12  Washington  Sq 
Kennefick  James  emp  O  U  F  r83  Mt  Pleasant  Av 
Kennefick  John  L  Jr  prsmn  Chisholm  &  Hunt  rl2  Washington  Sq 
Kennefick  Kath  E  Mrs  retd  h3a  Commonwealth  Av 
Kennefick  Mark  tchr  Milton  L  Fuller  Sch  rSandy  Bay  Ter  Bldg  1 
Apt  12  (R) 

Kennefick  Mark  USA  r83  Mt  Pleasant  Av 

Kennefick  Russell  T  (Margt)  tchr  Ralph  B  O’Maley  Mdl  Sch  h83  Mt 
Pleasant  Av 

Kennefick  Timothy  elk  Oliver’s  Mkt  rMt  Pleasant  Av 
Kennett  Joanne  nurse  Addison  Gilbert  Hosp  rl45  Essex  Av  Bldg  11 
Apt  21 

Kenney  Allan  F  (Grace)  r25  Long  Beach  St  (R) 

Kenney  Frank  J  (Myra)  v-pres  Shepherd  Envelope  (Worcester)  h20 
Wonson  St 

Kennie  Geo  W  (Eliz)  emp  RCA  Serv  (Camden  NJ)  h52  Woodward 
Av 

Kennie  Robbin  kitchen  aide  Cape  Ann  Nursing  Home  rWolf  Hill  La 
Kenny  Estelle  Mrs  domestic  Endicott  College  (BEV)  hRear  22 
Shepherd  St 

Kenny  Mary  Ellen  rRear  22  Shepherd  St 

Kentucky  Fried  Chicken  Joseph  L  Loiacano  Actg  Mgr  90  Bass  Av 
Kenyon  Beatrice  E  retd  hl4b  Hale  St  (R) 

Kenyon  Paul  B  (Louise  V)  assoc  editor  Gloucester  Daily  Times  h6 
Nashua  Av 

Kenyon  Paul  B  Jr  (Sandra  S)  dentist  321  Washington  St  hBennett  St 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Kenyon  Peter  T  (Ann  A)  retd  h492  Washington  St 
Kerepka  Francis  J  (Shirley)  (Cape  Ann  Jan  Serv)  h43  Western  Av 
Kerepka  Laure  L  Mrs  elk  Babson-Elwell  &  Davis  rEssix  Mass 
Kerepka  Mary  Jane  r43  Western  Av 

Kerepka  Richd  hlpr  Cape  Ann  Jan  Serv  r43  Western  Av 

Kerepka  Thomas  r43  Western  Av 

Kernan  H  O  sum  res  hSalt  Island  Rd 

Kerr  A  Roland  (Bertha  M)  retd  h36  Cherry  St 

Kerr  Annie  M  h5a  Cleaves  St  (R) 

Kerr  Clinton  F  (Florence)  head  grounds  keeper  Bass  Rocks  Golf  Club 
h529  Washington  St 

Kerr  Ruth  coordinator  Action  Inc  rDanvers  Mass 
Kerr  Sandra  S  (Wid  Clinton  F  Jr)  h8  Perrywinkle  La 
Kerr  Thos  (Harriett)  sum  res  hJohn  Coggeshall  Rd 
Kerry  Joan  mgr  Rocky  Neck  Gallery  rll  Forest  St  (Cambridge) 
Kershaw  John  R  (Ann)  sys  analyst  Classification  Coding  Co  Salem 
hlb  Oak  Cir  (R) 

Kessel  Benj  with  Gloucester  Building  Supply  Co  Inc  rMarblehead 
Mass 

Kessel  Leonard  pres  Gloucester  Building  Supply  Co  Inc  rMarblehead 
Mass 

Kessler  Theo  J  tchr  Ralph  B  O’Maley  Mdl  Sch  rManchester  Mass 
Kesterson  Chalres  L  (Cathy)  reproter  Gorton’s  hi  13a  Mt  Pleasant  Av 
Kesterson  Harold  E  (Mary  E)  electn-mech  Le  Page’s  h3  Hammond 
St 

Kesterson  Wm  emp  Yankee  Cab  r3  Hammond  St 
Ketchopulos  Geo  J  (Jennie)  h22  School  St  (R) 

Ketchopulos  James  G  (Deborah)  genl  contr  h40  School  St  (R) 
Ketchopulos  James  J  (Linda)  equip  opr  N  E  T  &  T  h5  Poole’s  La  ( R > 
Ketchopulos  John  A  (Julie  M)  formn  Gloucester  Transit  Mix  hRear  5 
Poole’s  La  (R) 

Ketchopulos  John  J  (Mary  S)  retd  h3  Poole’s  La  (R> 

Ketchopulos  Mary  ofc  sec  r22  School  St  (R) 

Kettle  Cove  (Marion  F  Crossen)  26  Lexington  Av 
Kettle  Cove  Apts  10  Ocean  Av 

Kettle  Cove  Pharmacy  Robt  Alper  Prop  1  Lexington  Av 
Keyes  Henry  R  (Phyllis  L)  mtee  mech  Gorton’s  hl2  Arthur  St 
Keyes  Jocelyn  rl2  Arthur  St 

Keyes  Phyllis  L  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl2  Arthur 
St 

Keyser  Sami  J  (Margt)  prof  U  Of  M  hl2  Hovey  St 

Khambaty  Abdullah  (Lynne)  eng  United  Shoe  (BEV)  h6  Flume  Rd 

Khoury  James  M  (Eliz)  retd  h20  Starknaught  Hts 

Kidd  Del  biologist  Natl  Marine  Fisheries  rNeuburn  Mass 

Kidder  Barbara  M  Mrs  sec  Cape  Ann  Bk  &  Tr  h5  Fremont  St 

Kidder  Davia  (Wid  Walter  H)  h22  Rocky  Neck  Av 

Kidder  Fred  D  h2  Fremont  St 

Kidder  Fredk  L  Jr  studt  r5  Fremont  St 

Kidder  Kate  Mrs  hi  15  Mt  Pleasant  Av 

Kidder  Margt  F  Mrs  elk  Goldman’s  r2  Fremont  St 

Kidder  Walter  Jr  (Margt  F)  actor  h2  Fremont  St 

Kidwell  Sally  tchr  r33  Riverview  Rd 

Kielbasa  Donald  (Nancy)  emp  Mighty  Mac  h63  E  riend  St 
Kieley  Leonard  (Alice)  oil  dir  hl238  Washington  St 
Kielinen  Betty  A  tchr  Edwards  Sch  (BEV)  rOld  Quarry  Rd  (R» 
Kielinen  Cynthia  E  nurses  instr  Salem  State  ( S )  r239  Granite  St  iR1 
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Kielinen  Jane  L  tchr  Beeman  Mem  Sch  rOld  Quarry  Rd  (R) 

Kielinen  John  N  (Sylvia  W)  die  sinker  Cape  Ann  Tool  h239  Granite 
St  (R) 

Kielinen  Rachel  M  (Wid  Matthew  H)  (Boulder  Top  Cottages)  hOld 
Quarry  Rd  (R) 

Kielinen  Susan  M  tchr  West  Parish  Sch  r239  Granite  St  (R) 

Kien  K  Peter  h5  Haskell  St 

Kienia  Danl  mtce  Woodman’s  (Essex)  rl3  Overlook  Av 

Kienia  Edw  emp  Woodman’s  rl3  Overlook  Av 

Kienia  Phyllis  Mrs  emp  Woodman’s  (Essex)  hl3  Overlook  Av 

Kieran  John  F  (Margt  F)  writer  25  Norwood  Av  (R)  h25  Norwood  Av 

(R) 

KifT  Norman  (Marie)  elk  Fiist  Natl  Stores  h2  Alper  Rd 

KifT  Wm  H  (Evelyn  O)  slsmn  Glo  Bldg  Center  h35  Dennison  St 

Kilbride  Richd  D  (Pauline)  sum  res  hThatcher  Rd  (R) 

Kilburn  Grace  h5  Pier  Av  (R) 

Kiley  Ann  M  Mrs  fish  pkr  North  Atlantic  Fisheries  hlO  Fort  Sq 
Killam  Robt  J  (Priscilla)  baker  Dunkin  Donuts  h63a  Wheeler  St 
Kilman  Blanche  Mrs  h63  Maplewood  Pk 
Kilman  Charles  L  studt  r63  Maplewood  Pk 
Kilmer  Wm  M  (Jane  R)  plant  eng  B  F  Goodrich  Chem  hl5 
Woodward  Av 

Kim’s  Import  Trade  Store  (Kim  Kuei  Lim)  Rear  17  Railroad  Av  (R) 
Kimball  Charles  A  (Susanne)  mason  (Bev)  h945  Washington  St 
Kimball  Garcia  (Wid  Thos  H>  sec  Rockford  Jr  &  Sr  Hi  Sch  (R)  h88b 
Marmion  Wy  (R) 

Kimball  Philip  W  retd  h7  Norwood  Ct  (R) 

Kimball  Scott  D  (Rita  R)  linemn  NET&T  h79  Mt  Pleasant  Av 
Kimberly  Joan  H  hl45  Essex  Av  Apt  21 

Kimel  Donald  R  (Joan)  v-pres  Travel  Consultant  Inc  (B)  h242 
Concord  St 

Kimmence  Charles  M  (Louise)  retd  h258  Western  Av 
Kimmence  Denise  M  supvr  Milton  L  Fuller  Sch  rl44  Magnolia  Av 
Kimmence  Donald  R  (Helen  T)  carp  hl8*/2  Exchange  St 
Kimmence  Donald  R  (Florence  M)  mtcemn  Lipman  Marine  h518 
Essex  Av 

Kimmence  Geo  H  (Alice  P)  mtcemn  hl44  Magnolia  Av 
Kimmence  Ralph  R  Jr  shpr  Mighty  Mac  Corp  h20  Englewood  Rd 
Kimmence  Ronald  B  (Janet  I)  mach  Bomac  (BEV)  h28  Laurel  St 
Kincade  Agnes  A  (Wid  Philip  F)  domestic  St  Ann’s  Rectory  h40 
Millett  St 

Kincade  Deborah  M  aide  Addison  Gilbert  Hosp  r40  Millett  St 
Kincade  Doris  retd  h2  Smith  St 

Kincade  Elaine  nurse  Addison  Gilbert  Hosp  r6  Ryan  Rd 

Kincade  Esther  S  (Wid  Gerard  P)  retd  hl2  Riverside  Av 

Kincade  Fredk  cook  Den  Mar  Nursing  Home  (Rockpot)  r2  Smith  St 

Kincade  Mary  E  (Wid  Philip)  cook  Olympic  Restr  hl6  Maplewood  Pk 

Kincade  Wm  E  (Elaine  S)  elec  tech  M  I  T  h6  Ryan  Rd 

Kincade  Wm  K  (Edwina  T)  retd  h6  Prospect  Sq 

Kincaid  Brian  summer  res  Wyoma  Rd  rPalo  Alto  Calif 

Kineen  John  B  Rev  sum  res  hNautilus  Rd 

King  Alf  G  Jr  (Marion)  pres  Gloucester  Community  Fish  Pier  Assn 
hl38  Mt  Pleasant  Av 
King  Anthony  J  retd  h5  High  St  (R) 

King  Anthony  J  Jr  elec  contr  11  South  St  (Ri  hll  South  St  (R> 

King  Elinor  (Wid  Wm  J)  h6  Tolnian  Av 


Cape  Ann  Area 
Chamber  of  Commerce 


130  MAIN  ST. 


TELS.  283-1601  AND  283-1602 


GLOUCESTER,  MASS.  01930 


199 


King  Frank  O  adv  dir  Gloucester  Daily  Times  rRowley  Mass 
King  Frederick  J  Dr  res  chem  Natl  Oceanic  Atmospheric  Admn 
rWenham  Mass 

King  Geo  B  (Deolinda  C)  mech  Munroe  Arnold  &  Merritt  (S)  r5  High 

St  (R) 

King  Geo  E  (Cathryn)  USCG  h60  High  St  (R) 

King  Gordon  fishermn  rl38  Mt  Pleasant  Av 
King  John  A  (Donna)  meat  ctr  Stop  &  Shop  h33  Eastern  Av 
King  John  A  (Mary)  drop  forger  Cape  Ann  Tool  hl2  Andrews  St 
King  Joseph  C  (Jane  E)  emp  Poirier  Elec  rll  South  St  (R) 

King  Lempi  retd  r44  South  St  (R) 

King  Patricia  stitcher  Mighty-Mac  h27  Middle  St 
King  Steph  V  mech  h23  Mansfield  St 
King  Tirzah  S  csp  h4  Haven  Av  (R) 

King  Tracy  studt  rl38  Mt  Pleasant  Av 

Kinghorn  Bradley  F  (Dorothy  P)  mech  Broadway  Garage  hGardner 
Ter 

Kinghorn  Dorothy  P  Mrs  jr-clk  City  Board  Of  Health  rGardner  Ter 
Kinghorn  Florence  (Wid  Gordon  S  Jr)  retd  h21  Lincoln  Pk 
Kinghorn  Gordon  S  III  (Vincle  F)  pro  dept  First  Natl  Store  h8 
Proctor  St 

Kinghorn  Lisa  nurse  Addison  Gilbert  Hosp  r71b  Main  St  (R> 

Kinghorn  Lynne  D  stewardess  rGardner  Ter 

Kinghorn  Peter  D  (Sylvia  A)  atndt  Broadway  Garage  h26  Pleasant  St 

(R) 

Kinghorn  Robert  C  (Lisa)  atndt  Broadway  Garage  h71b  Main  St  (R> 
Kinghorn  Wm  A  (Helen  F)  (Broadway  Garage)  h52arr  South  St  (R) 
Kinghorn  William  A  Jr  (Ruthela  M)  slsmn  W  W  Britton  (BEV)  hl64 
Hesperus  Av 

Kinnear  Brian  fishery  biologist  US  Dept  Of  Commerce  rlpswich  Mass 
Kinner  Nancy  tchr  Milton  L  Fuller  Sch  r6  Cedarwood  Rd 
Kinner  Steph  genl  hlpr  Gorton’s  r6  Cedarwood  Rd 
Kinner  Stephen  G  (Helen  H)  interviewer  State  Div  Employ  Security 
h6  Cedarwood  Rd 

Kinney  E  Robt  chrmn  of  bd  The  Gorton  Corp  rMinneapolis  Minn 
Kinney  John  tchr  Ralph  B  O’Maley  Mdl  Sch  rlpswich  Mass 
Kinsella  Emma  M  (Wid  Wm)  retd  hl8  Haskell  St 
Kinslow  Marcia  (Wid  Frank  R)  retd  h95  Main  St  (R) 

Kippen  Arth  M  Jr  pres  Boston  &  Gloucester  Exp  hl2  Plum  St 
Kippen  Barbara  L  Mrs  domestic  h386  Essex  Av 

Kippen  Fredk  B  (Marguerite  D)  bldg  contr  318  Washington  St  h318 
Washington  St 

Kippen  Fredk  B  Jr  studt  r318  Washington  St 

Kippen  Geraldine  nurses  aide  Cape  Ann  Nursing  Home  r22  Taylor  St 

Kippen  Marguerite  Mrs  mgr  Fairview  Inn  h52a  Eastern  Point  Rd 

Kippen  Robt  J  (Geraldine)  mech  Le  Page’s  h22  Taylor  St 

Kippen  Susan  r386  Essex  Av 

Kirk  Claire  emp  Ginn  Publ  rSalt  Island  Rd 

Kirk  F  P  Mrs  retd  hSalt  Island  Rd 

Kirkley  Frances  retd  hRear  59  Main  St  (R> 

Kirkman  John  (Elaine)  security  guard  h23  Leonard  St 
Kirkpatrick  Virginia  W  Mrs  supvr  Gloucester  Welf  Serv  Ofc 
rPeabody  Mass 

Kirkwood  Wm  (Ora  F)  retd  hPenzance  Rd  (R> 

Kirton  John  (Jane)  emp  Empire  Fish  hi  Pascucci  Ct 

Kirton  Lawrence  W  Jr  (Mary  W)  emp  Empire  Fish  h8  Reynard  St 
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Kitchenmaster  Barbara  Z  custodial  wkr  Action  Inc  h4  Morton  PI 

Kitchenmaster  Josephine  emp  Gorton’s  h27  Perkins  St 

Kitchenmaster  Wm  C  (Gaye  L)  formn  h7  Knowlton  Sq 

Kite  Jeffrey  studt  r Rouse  Rd 

Kite  Jennifer  studt  rRouse  Rd 

Kite  Owen  W  (Ruth)  dentist  (Camb)  hRouse  Rd 

Kittredge  Joseph  B  sum  res  hNorwood  Hts 

Kizevich  Merry  antique  dealer  h525  Washington  St 

Kizevich  Merry  L  Mrs  (Popular  Antique  Shop)  hl095  Washington  St 

Klapotoski  Jean  emp  Seafood  Kitchen’s  h8  Amero  Ct 

Kleiman  Edw  (Carol)  prof  h3  Cliff  Rd 

Kleimola  Eino  E  (Doris  K)  mgr  Building  Center  h26  Leverett  St 
Kleimola  Fredk  W  (Vivian)  mason  Faulk  Bros  hlO  Oakland  Av  (R) 
Kleimola  John  F  (Marjorie  E)  computer  tech  Honeywell  (B)  hi 
Andrews  St 

Klein  Shirley  E  retd  h95a  Granite  St  (R) 

Kleindienst  Robt  Jr  (Lois)  tchr  NE  Reg  Voc  High  Sch  (Wakefield) 
hl8  Holly  St 

Kline  Fredk  E  (Philomena  A)  sum  res  109  Bungalow  Rd  rMelrose 
Mass 

Kline  &  Gardner  (Irving  I  Kline  &  David  B  Gardner)  lwyrs  11 
Pleasant  St  Rm  18 

Kline  Irving  I  (Leah  A)  (Kline  &  Gardner)  hPage  St 

Kline  Jacob  B  (Ruth)  produce  126  Eastern  Av  Rear  hRear  126 


Eastern  Av 

Kline  Lawrence  shopmn  Cape  Ann  Automotive  Sup  rRear  126 
Eastern  Av 

Kline  Mary  elk  Mai’s  rl26  Eastern  Av 

Kline  Robt  (Mary)  (Rockport  Dye  House)  h37  Centennial  Av 
Kline  Robt  M  (Naomi)  phys  302  Washington  St  h7  Barker  Av 
Kling  John  D  (Louise  A)  sum  res  65  Long  Beach  St  (R)  rS  Lincoln 
Mass 

Klinow  Edna  (The  Grasshopper  Shop)  rl45  Essex  Av  Apt  9 
Klodnicki  Gallery  (Ted  Klodnicki)  20  Main  St  (R) 

Klopotoski  Betsy  A  Mrs  tchr  Hovey  Sch  r299  Essex  Av 
Klopotoski  James  L  (Betsy  A)  asst  civ  eng  City  Eng  h299  Essex  Av 
Klopotoski  Joseph  A  (Priscilla  L)  guard  h24  Acacia  St 
Klopotoski  Maureen  elk  r24  Acacia  St 

Klopotoski  Priscilla  L  Mrs  matron  Gloucester  High  Sch  r24  Acacia  St 

Klopotoski  Robt  (Maureen)  h9  Derby  St 

Klopotoski  Robert  A  studt  r24  Acacia  St 

Klubock  Steph  J  (Sandy  R)  cook  hll  Duley  St 

Kluge  Harold  M  (Sylvia)  retd  h4  Sylvan  Ct 

Kluge  Paul  F  (Agnes)  acct  Town  Of  Beverly  h2  Pigeon  Hill  (R) 

Klyce  Gloria  J  Mrs  h3  Maplewood  Pk 
Knapp  Valerie  A  sum  res  hFolly  Cove  (R) 

Kneeland  Ferman  retd  h2  Hawthorne  La 
Knickle  Barry  L  (Judith)  h7  Barberry  La 
Knickle  Edward  L  (Lola  L)  retd  h54  Mt  Pleasant  Av 
Knickle  Janice  dietary  wkr  Addison  Gilbert  Hosp  r54  Mt  Pleasant  Av 
Knight  Irving  agt  Hancock  Mut  Life  rHamilton  Mass 
Knight  Jean  E  sec  sten  Natl  Oceanic  Atmospheric  Admn  r542 
Washington  St 

Knight  Kath  H  (Wid  Emerson  B)  hRear  624  Western  Av 
Knight  Ralph  H  (Jean  E)  dist  eng  State  h542  Washington  St 
Knight  Richd  studt  r542  Washington  St 
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Knopf  Reynond  F  (Susan)  hl45  Essex  Av  Apt  17 
Knott  James  (Betty)  sum  res  Salt  Island  Rd  rNatick  Mass 
Knowles  Donald  P  (Geraldine  M)  formn  Data  Printing  (CAMB)  h96 
Friend  St 

Knowles  Evelyn  M  (Wid  Parker)  wardaide  Addison  Gilbert  Hosp  h20 
Millett  St 

Knowles  Florence  E  (Wid  John  D)  retd  h258  Essex  Av 
Knowles  Henry  B  (Elsa  E)  retd  h6  Edgemere  Rd  (R) 

Knowles  James  R  (Virginia  A)  longshoremn  hl02  Cherry  St 
Knowles  Margt  A  Mrs  social  wkr  Gloucester  Welf  Serv  Ofc  rl5 
Lookout  St 

Knowles  Norma  bkpr  Alliance  Corp  r91  High  St  (R) 

Knowles  Robt  H  (Eleanor)  hl3  Woodward  Av 

Knowles  Roscoe  (Sharon  A)  eng  Data  Printing  (CAMB)  h330  Essex  Av 
Knowles  Sandra  M  Mrs  nurses  aide  Cape  Ann  Nursing  Home  hl5 
Sadler  St 

Knowles  Sheldon  O  (Margt  A)  utility  wkr  Gorton’s  hl5  Lookout  St 
Knowles  Sheldon  O  Jr  (Norma  J)  mgr  Jordan  Marsh  h91  High  St  (R) 
Knowles  Thos  retd  h24  Poplar  Pk 
Knowlton  Albion  B  retd  h33  Poplar  Pk 

Knowlton  Albion  B  Jr  (Meredith  L)  mgr  hamilton  br  Salem  Five  Cent 
Savings  h305  Essex  Av 

Knowlton  Arth  W  (Anne  S)  retd  h25  Beach  St  (R) 

Knowlton  Bertha  D  retd  hlO  Smith  Street  Ct  (R) 

Knowlton  David  member  Rockport  Planning  Board  r25  Beach  St 
Knowlton  Donald  A  (Eleanor  T)  civil  eng  hRear  25  Beach  St  (R) 
Knowlton  Eleanor  hd  sec  Action  Inc  r25  Beach  St  (R) 

Knowlton  Eliz  B  (Wid  Arth  R)  retd  h97  Main  St  (R) 

Knowlton  Everett  E  (Lillian  G)  bkpr  Ski’s  Bakery  hl6  Millett  St 
Knowlton  Geo  O  carp  5  S  Kilby  St  h5  S  Kilby  St 
Knowlton  James  B  studt  r26  Revere  St 

Knowlton  James  B  (Leah  G)  artist  26  Revere  St  h26  Revere  St 
Knowlton  Janet  bmo  opr  r4  Smith  St  (R) 

Knowlton  John  K  U  S  N  r7  Story  St  (R) 

Knowlton  John  L  (Colette)  h6  Davis  St 
Knowlton  M  Josephine  (Wid  Eben)  retd  h4  Smith  St  (R) 

Knowlton  Mary  (Wid  Sidney)  retd  hl8  Ketchopulos  Cir  (R)  Apt  E 
Knowlton  Mary  hsemother  Addison  Gilbert  Hosp  rl2  Montvale  Av 
Knowlton  Meredith  L  Mrs  dental  asst  Carroll  W  Wonson  r305  Essex 
Av 

Knowlton  Norwood  H  (Evelyn  L)  retd  h2  Summit  Av  (R) 

Knowlton  Richd  bodymn  Stevens  Motor  Sales  rEssex  Mass 
Knowlton  Roscoe  C  (Mary  E)  retd  hl2  Montvale  Av 
Knowlton  Sidney  C  (Barbara)  h49  Granite  St  (R) 

Knowlton  Sidney  E  (Doris  E)  retd  h7  Story  St  (R) 

Knowlton  W  Loren  free  lancer  hRear  2  Lexington  Av 
Knox  James  A  (Sally)  h27  Wyoma  Rd 
Knutson  Milton  H  (Hilda)  retd  h9  Lake  Rd 

Knuttunen  David  O  stone  constn  wkr  (Wenhami  h24  Landmark  La 
(R) 

Knuttunen  Donald  H  (Barbara)  atndt  Foster  From  Gloucester  h58 
Eastern  Av 

Knuttunen  Dorothy  Mrs  asst  librn  Carnegie  Library  r24  Landmark 
La  (R) 

Knuttunen  Isaac  (Pauline)  retd  hi  Broadway  (R) 

Knuttunen  Terry  studt  r58  Eastern  Av 
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Knuuttunen  Cynthia  teller  Granite  Sav  Bk  rl  Broadway  (R) 
Knuuttunen  Paula  opr  Bomac  (BEV)  rl  Broadway  (R) 

Knuuttunen  Peter  rl  Broadway  (R) 

Koenig  Arth  lumper  hl6  Magnolia  Av  Apt  11 

Kohli  Janette  Mrs  (Five  Corner’s  Antiques)  r4  Railroad  Ave  (R) 

Kohli  Lemley  J  (Janette)  eng  Stone  &  Webster  (B)  h4  Railroad  Av 
(R) 

Kohli  Mary  P  studt  r4  Railroad  Av  (R) 

Kohr  John  M  (Esther  W)  exec  eng  Pearce  &  Co  (D)  h598  Western  Av 
Kokkonen  Johanna  (Wid  Axel  E)  retd  hl2  Butman  Av 
Kolari  Everett  H  retd  h6  Summit  Av  (R) 

Koller  Arth  T  (Leonore  C)  seamn  Humble  Oil  h25a  Pigeon  Hill  (R) 
Koller  Edwina  tchr  Pigeon  Cove  Sch  rll  Nally  Ave 
Koller  Gregory  S  rigger  r25a  Pigeon  Hill  (R) 

Koller  Michl  T  rigger  Manchester  Yacht  Yd  r25a  Pigeon  Hill  (R> 
Koller  Robt  P  (Edwina)  serv  mgr  Raytheon  Co  hll  Nally  Av 
Koller  Susan  Mrs  r25  Ferry  St 

Kolodsik  Dennis  A  bakery  wkr  h99  Washington  St  Apt  5 
Kolodzik  David  B  baker  Maplewood  Sweet  Shop  h34  Warner  St 
Kolodzik  Herman  G  (Lucille)  (Maplewood  Sweet  Sh(>p)  h237  Essex  Av 
Kolodzik  Sharon  r237  Essex  Av 
Kolodzik  Sharon  L  h42  Friend  St 

Kolterjahn  August  F  (Eleanor  M)  retd  hSouth  St  (R) 

Kolterjahn  Paul  H  (Brooke  P)  tchr  (Manchester)  hl5  Pleasant  St  (R) 
Komi  Ilona  nurses  aide  Addison  Gilbert  Hosp  rl72  Washington  St 
Komi  Toivo  M  (Sylvia  M)  emp  Town  Dept  Of  Pub  Works  hl4a 
Squam  Hill  Rd  (R) 

Komi  Waino  T  (Ilona)  elk  PO  hl72  Washington  St 
Konaxis  Antoinette  studt  r24  Decatur  St 
Konaxis  John  J  (Anna)  elk  PO  (Woburn)  h24  Decatur  St 
Kondelin  A1  h31  Western  Av  Apt  11 

Kondelin  Clara  M  (Wid  Albert  G)  ofc  sec  Donald  J  Ross  hKent  Rd 
Konkel  Joseph  (Grace  M)  emp  (Lynnfleld)  h56  Waterman  Rd 
Kopanon  A  Michl  (Judith  D)  atty  American  Hardware  Mutual  h26 
Marina  Dr 

Kopanon  Christopher  M  (Joan  E)  steel  buyer  Cape  Ann  Tool  hl25 
Essex  Av 

Kopanon  Michl  (Camille)  retd  h58  Centennial  Av 
Kopelman  Bernard  (Vera)  div  of  research  Sylvania  (S)  hl6  Ocean 
Highlands 

Kopie  Geo  retd  h26  Addison  St 

Kopka  Gwendolyn  social  wkr  Gloucester  Welf  Serv  Ofc  rl4b  Atlantic 
Av  (R) 

Kopka  Richd  G  (Gwen)  eng  h236  Concord  St 
Korkatti  Christine  E  medical  sec  rll  N  Kilby  St 
Korkatti  Jon  C  rll  N  Kilby  St 

Korkatti  Nicholas  J  (Eleanor)  electn  Parks  Bros  hll  N  Kilby  St 
Korkatti  Nikki  J  studt  rll  N  Kilby  St 
Korkatti  Theo  R  supvr  Thermet  Inc  h979  Washington  St 
Korobkin  Harvey  M  tchr  Gloucester  High  Sch  rDanvers  Mass 
Korpi  Geo  O  (Barbara  M)  cook  Cameron’s  Restr  hl54  Riverdale  Pk 
Korpi  Hilda  E  (Wid  Walter  J)  retd  h20  Hillside  Rd  (R) 

Korpi  John  J  (Iiri  V)  retd  h233a  Granite  St  (R) 

Korpi  John  J  Jr  (Ellen  M)  USAF  r233a  Granite  St  (R) 

Korpi  Onni  R  (Helen  A)  carp  h7  Scott  St 
Korpi  Virginia  E  r20  Hillside  Rd  (R) 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel-283-3940 

18  Whittemore  St.  Gloucester,  Mass.  01930 
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Korthas  John  H  (Sharyn  A)  h9  Winchester  Ct 
Korthas  Kenneth  (Margt)  retd  h93  Concord  St 
Kosinski  David  h24  Hale  St  (R) 

Koski  Aili  A  hl2  Emerald  St 

Koski  Henry  M  elk  Brown  Store  (Manchester)  rl9  Squam  Hill  Rd  (R) 
Koski  Michl  H  retd  hl9  Squam  Hill  Rd  (R) 

Koslowski  Robt  (Betty)  hBemo  Av 

Kossowan  John  W  (Carolyn  S)  sum  res  106  Bayberry  La  rHamilton 
Mass 

Kostos  Louis  summer  res  h20  Atlantic  St 
Kotas  Peter  (Cape  Ann  Chemical) 

Kotowski  Kim  studt  rl3  Rockport  Rd 

Kouner  Roberta  tchr  Middle  Sch  rBoston  Mass 

Kowalyshyn  Steph  P  organ  bldr  h27  Granite  St  (R) 

Kozelka  Steven  E  hsepkr  supvr  Addison  Gilbert  Hosp  rl-10  Sandy 
Bay  Est  (R) 

Kozlowski  Viola  E  (Wid  Stanley)  retd  h29  Cleveland  St 

Kraft  Josephine  A  retd  r490  Washington  St 

Krais  Emily  (Wid  Fredk  V)  summer  res  h2  Pier  Av  (R) 

Kramer  Agnes  r84  Maplewood  Av 

Kramer  Elwood  L  (Eleanor  C)  policemn  Rockport  Police  Dept  h3 
Lamb  Hts  (R) 

Kramer  Robt  (Reva)  slsmn  h4  Gloucester  Av 

Kramer  Ronald  D  emp  Cape  Ann  Tool  hl6a  Stockholm  Av  (R) 

Kramer  Steven  L  studt  r3  Lamb  Hts  (R) 

Kramer  Steven  T  (Nancy  A)  plmb  57  Langsford  St  h57  Langsf’ord  St 
Krames  (Sol  Krames)  gift  shop  2  South  Rd  (R) 

Krames  Sol  (Evelyn)  (Krames)  hFrank  St  (R) 

Kreiton  Lempi  M  retd  hi 202  Washington  St 
Kremer  Louis  (Lucy)  acct  h36  Smith  Rd  (R) 

Krenn  Anita  M  retd  hRear  13  Pleasant  St  (R) 

Krenn  John  M  (Phyllis)  member  Rockport  Planning  Board  rSouth  St 
(R) 

Krenn  Phyllis  tchr  Rockport  Jr  Sr  Hi  Sch  r7  Tregony  Bow  Rd 
Kresekie  Frank  E  (Frances)  fish  wkr  OUF  h5  Millett  St 
Kristina’s  Klip  Corner  37  Main  St  (R) 

Kritcher  Larry  (Fence  Post  Gallery)  rCoconut  Grove  Florida 

Kroemer  Diane  tchr  Milton  L  Fuller  Sch  rSalem  Mass 

Kroll  Genevieve  (Wid  Leon)  hi  Mason  Sq 

Krueger  Alice  Mrs  h2  Winchester  Ct 

Krueger  Christopher  J  studt  r2  Winchester  Ct 

Krueger  M  Olive  retd  hl4  Allen  St 

Krupski  Mary  F  sum  res  h50  Witham  St 

Ktistes  John  P  (J  K  Systems)  rlOO  Washington  St 

Ktistes  Peter  J  (Kathryn  A)  (Tel-Rad  Co)  hlOO  Washington  St 

Kubik  Charles  S  phys  (B)  hl8  Smith  Rd  (R) 

Kubo  Masos  sum  res  rSouth  St  (R) 

Kucharski  Francis  J  (Amy  G)  constn  wkr  Feldman  Constn  h8 
Pleasant  Rd  (R) 

Kucharski  Francis  J  Jr  studt  r8  Pleasant  Rd  (R) 

Kuchenbaur  Ronald  hl45  Essex  Av  Apt  12 
Kuehn  Polly  A  Mrs  retd  hl6  Hale  St  (R) 

Kuehne  Richd  E  (Olive  L)  summer  res  hl4  Gott  St  (R) 

Kuhlmann  Ronald  F  airline  stafr  supvr  North  Eastern  (B)  hl45  Essex 
Av  Apt  11 

Kuivanen  Edith  rl09  Riverdale  Pk 


Ranted  d.  Cjreefy  funeral  Service,  3nc . 

"Quality  &  Service  Since  1884 

Tel.  283-0698 

212  Washington  St.  Gloucester,  M  ass.  01930 
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Ladas  Steph  P  (Christine)  lwyr  hShore  Rd 
La  Donna  John  (Dorothy)  retd  hl5  Lynndale  Av 
Lafata  Anthony  (Blanche)  fishermn  h3  Babson  St 
Lafata  Baptiste  (Cath)  fishermn  hl7  Elm  St 
Lafata  Betty  daycare  mother  Action  Inc  r64  Centennial  Av 
La  Fata  Carlo  O  (Rosalie)  formn  Quincy  Mkt  &  Cold  Stge  h39 
Woodward  Av 

Lafata  Gaspar  A  (Arline  F)  elec  contr  Parks  Bros  h20  Apple  St 
Lafata  Gaspar  J  (Frances  L)  repr  N  E  T  &  T  h6  Birch  Grove  Hts 
Lafata  Gaspar  J  member  City  Clk  r66  Bond  St 
Lafata  Peter  (Eliz)  installer  NET&T  h64  Centennial  Av 
La  Fata  Rose  (Wid  John  B)  emp  Gorton’s  hl66  Washington  St 
La  Fernier  Edmond  emp  Gorton’s  h20  Pleasant  St  Apt  2 
Lafferty  Michl  (Ann)  pilot  Logans  Airport  h23  Chapel  St 
Lafford  Gilbert  R  radio  sis  15  Riverside  Av  hl5  Riverside  Av 
La  Flam  Alice  H  Mrs  h35  Cleveland  St 
Laflam  Beverly  waitress  r28  Cleveland  St 
Laflam  Bruce  studt  rl3Vfe  Cleveland  St 
La  Flam  Bruce  r624  Western  Av 

Laflam  Clyde  (Marjorie)  emp  BOMCO  hlS1^  Cleveland  St 
La  Flam  Clyde  L  (Marjorie  C)  die  mkr  (S  h624  Western  Av 
La  Flam  Dana  (Shirley)  laby  tech  hi 59  Washington  St 
La  Flam  Edw  S  hl52  Maplewood  Av 

La  Flam  Miner  D  (Doris)  mach  Gloucester  Engineering  h28  Cleveland 
St 

La  Flam  Oliver  mach  r28  Cleveland  St 
La  Flam  Ronald  E  mach  Murmac  Mfg  r35  Cleveland  St 
Lafond  Harold  S  (Elsie  E)  mtcemn  Gorton's  hl3  Russell  Av 
La  Fond  J  Randolph  (Eleanor  M>  fishermn  h3  Amero  Ct 
La  Fond  John  H  (Sandra  L)  mach  Gloucester  Eng  hT  Stockholm  Av 
(R) 

La  Fond  Patricia  A  elk  Lincoln  Laby  (Lexington  rl3  Russell  Av 
La  Fond  Roger  D  hi  18  Long  Beach  St  R 
La  Fond  Wm  R  fishermn  hl6  E  Main  St 

La  Fond  Wm  W  (Sylvia  H»  chf  x-ray  tech  Addison  Gilbert  Hosp  h36 
Concord  St 

La  Fonds  Wharf  dock  Rear  13  Rogers  St 
La  France  Frank  R  (Shirley  M  mech  Lanes  Garage  h848 
Washington  St 

La  France  John  J  (Marie  A)  retd  h970  W  ashington  St 

La  Godmos  Theodore  (Alice)  mktg  &  sis  h68a  Main  St  R 

Lagos  Barbara  A  Mrs  stitcher  Mighty  Mac  h4G8  Essex  Av 

Lagos  Mark  A  studt  r408  Essex  Av 

Lagos  Peter  A  studt  r408  Essex  Av 

Lague  J  Albert  (Marie  E)  retd  h8  Seeall  St 

Lahti  Rudolph  Jr  studt  r53  E  Main  St 

Lahti  Rudolph  J  (Frances  L)  with  Quick  Auto  Serv  h53  E  Main  St 
Lahtinen  Lempi  K  (Wid  Nestor  E>  retd  h40  Pigeon  Hill  R 
Lahtinen  Nestero  (Lillian)  mech  h954  Washington  St 
Lahtinen  Olavi  W  (Marilyn  A)  lobstermn  h7  Sanderson  Ct 
Laiachino  Cath  ofc  elk  Empire  Clothing  rl4  Mansfield  St 
Laiachino  Joseph  J  (Rosalie)  fishermn  hl4  Mansfield  St 
Laicano  Joseph  fishermn  hll  Angle  St 
Laicone  Jerome  lab  r85  Maplewood  Av 

Laicone  Jerome  A  Jr  (Shirley)  fishermn  h85  Maplewood  Av 
Laidlaw  Ada  M  Mrs  nurse  Addison  Gilbert  Hosp  r5  Granite  (.  t 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM  GEM  SOC 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Laidlaw  Phillip  drflsmn  r587  Washington  St 

Laidlaw  Robt  R  (Ada  M)  h5  Granite  Ct 

Laidlaw  Robt  S  (Jennie)  mach  h587  Washington  St 

Laine  See  Also  Lane 

Laine  Marion  C  Mrs  h23lA  Mansfield  St 

Lame  Marion  E  Mrs  asst  purch  agt  City  Of  Gloucester  r27  Marina 
Dr 

Laine  Rudolph  L  USA  r27  Marina  Dr 

Laine  Rudolph  P  (Marion  E)  retd  h27  Marina  Dr 

Laine  Wm  R  (Diane)  mach  R  Bernard  &  Sons  h9  Revere  St 

Lairivel  Larry  (Dorothy  G)  carp  DPW  h7  Gilbert  Ct 

Lake  Darlene  elk  Rockport  Genl  Store  h46  Main  St  (R) 

Lake  Donald  H  (Nancy  A)  mgr  Mai’s  Of  Gloucester  Inc  h87 
Maplewood  Pk 

Lake  Harold  B  (Eliz)  exec  v-pres  Caribou  Fisheries  hl214 
Washington  St 

Lake  Jane  O  studt  r4  Linwood  PI 

Lake  Jerome  F  (Mary  T)  tchr  h249  Concord  St 

Lake  John  M  (Priscilla  I)  insp  US  Dept  Of  Interior  h4  Linwood  PI 
Lake  Margt  S  Mrs  v-pres  Caribou  Fisheries  Ltd  rBurgeo  Canada 
Nfld 

Lake  Spencer  G  pres  Caribou  Fisheries  rBurgeo  Canada  (NFLD) 

Lakeman  Ross  F  retd  hLawrence  Mountain  Rd 

Lakeside  Industrial  Park  Fern  wood  Lake  Av 

Lakso  Robt  emp  Seafood  Kitchens  h8  Proctor  St 

Lamb  Anne  H  retd  h7  Ketchopulos  Cir  (R)  Apt  8 

Lamb  John  L  (Lena  E)  retd  hl58  Main  St  (R) 

Lamb  Wm  G  (Emily  M)  custdn  North  Shore  Gas  hl6  Cherry  St 
Lamb  Wm  L  (Susan  L)  linemn  Mass  Elec  (BEV)  h25  Cherry  St 
Lambert  Deborah  hl4  Western  Av 

Lambert  Jaunita  (Wid  Leo  C)  retd  hLawrence  Mountain  Rd 
Lambert  Leon  R  emp  C  G  Roberts  Inc  rLawrence  Mountain  Rd 
Lambert  Linda  A  emp  Gloucester  Eng  rl  Thompson  St 
Lambert  Lori  dietary  wkr  Addison  Gilbert  Hosp  rl  Thompson  St 
Lambert  Philip  C  (Patricia)  tech  United  Shoe  (BEV)  hi  Thompson  St 
Lambert  Steph  rLawrence  Mountain  Rd 
Lambert  Vincent  (Jessie  A)  pshychiatrist  (P)  hFort  Hill  Av 
Lambros  Charles  (Lambros  Inti)  rlpswich  Mass 

Lambros  International  (Charles  Lambros)  seafood  broker  185  Main  St 
Lamontagne  Philip  h79  Mt  Pleasant  Av 

Lampert  Debra  waitress  Ernie’s  Cape  Ann  Diner  h5  Gould  Ct 
Lamphier  James  (Anne)  sum  res  19  Point  Rd  rWinchester  Mass 
Lamplighter  Lodge  (Mrs  Kittie  E  Cole)  guest  hse  46  School  St  (R) 
Lampropoulos  Geo  seafood  distr  (Ipswich)  rlO  Harvard  St 

Lampropoulos  Margarita  G  legal  sec  Glovsky  &  Glovsky  (BEV)  hlO 
Harvard  St 

Lance  Mary  Ellen  tchr  Maplewood  Sch  rManchester  Mass 

Lanciani  Danl  A  (June  R)  hAtlantic  Rd 

Land’s  End  Apartments  (Leon  Rosenbloom)  South  St  (R) 

Lande  Steph  D  studt  hRidgewood  Ter  (R) 

Lander  Barbara  waitress  r461  Western  Av 

Lander  Francis  L  (Ann  M)  formn  Quincy  Mkt  Cold  Storage  &  Whse 
h461  Western  Av 

Lander  Glenn  fish  ctr  Gorton’s  r461  Western  Av 
Landergren  David  C  rRear  161r  Main  St  (R) 

Landergren  Donald  K  USA  r4  Gardner  Ter 


GLOUCESTER  SUFI 

Tels.  283-7800- 

PLY  COMPANY 

-  283-7801 

4  Parker  Street 

Gloucester,  Mass.  01930 
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Landergren  John  M  Jr  (Shirley)  elk  Addison  Gilbert  Hosp  r906a 
Washington  St 

Landergren  Kenneth  K  (Elsie  L)  staff  mgr  J  Hancock  Mutual  Life  h4 
Gardner  Ter 

Landergren  Nancy  studt  rRear  161r  Main  St  (R) 

Landergren  Stanley  Jr  rRear  16 lr  Main  St  (R) 

Landergren  Stanley  E  (Natalie  L)  carp  161  r  Main  St  iR)  Rear  hRear 
161r  Main  St  (R) 

Landers  Clifford  R  retd  hRiverside  St 

Landoni  Anthony  L  (Lois  J)  slsmn  Atlantic  Business  Forms  h4  Sunset 
Hill  Rd 

Landoni  Julio  L  (Lillian)  retd  hi  112  Washington  St 
Landoni  Robt  A  (Carol)  drftsmn  Gloucester  Eng  hi  13  Leonard  St 
Landoni  Roberto  E  (Jennie  A)  tourists  281  Granite  St  (R)  h281 
Granite  St  (R) 

Landregren  Bernice  retd  h3  Ketchopulos  Cir  (R)  Apt  11c 

Landry  Carolyne  Mrs  fish  wkr  Gorton’s  h66  Riverdale  Pk 

Landry  Clarinda  retd  rl90  Western  Av 

Landry  Francis  J  sum  res  Vine  St  rSwampscott  Mass 

Landry  Janice  h21  Commercial  St 

Landry  Janice  M  hl7  Millett  St 

Landry  John  L  (Eliz  M)  retd  h23  Chestnut  St 

Landry  John  R  (Margt  B)  pntr  Burnham  &  Thomas  hl5  Eastern  Av 
Landry  Marie  M  Mrs  emp  North  Atlantic  Fish  h25  Sargent  St 
Landry  Martin  caterer  hAtlantic  Rd  Apt  40 

Landry  Maurice  (Mary)  plant  mgr  N  Atlantic  Fish  Co  h3  Webster  St 
Landry  Paul  W  studt  h24  Dalton  Av 
Lane  See  Also  Laine 

Lane  Ann  Mrs  bkpr  Mighty  Mac  hl67  E  Main  St 
Lane  Arth  F  h458  Washington  St 

Lane  Arth  W  (Marion  T)  freezermn  Empire  Fish  h397  Western  Av 
Lane  Charles  L  (Miriam  E)  animal  insp  Town  Of  Rockport  h38  South 
St  (R) 

Lane  Chester  A  (Mary  E)  ofc  wkr  Hancock  Mut  Life  (B)  hi  Blynman 
Av 

Lane  Clarence  E  (Gertrude  D)  retd  h6  Lewis  Ct 

Lane  Clarence  E  Jr  (Marion  R)  (Lane’s  Appliance  Serv)  h3  Curtis  Sq 
Lane  Cove  Village  Mkt  (John  Balzarini)  1084  Washington  St 
Lane  Dana  Jr  r2  Ocean  Av  Apt  1  H 

Lane  Dana  C  (Dorothy)  emp  First  Natl  Stores  h2  Ocean  Av  Apt  1  H 
Lane  David  rll5  Centennial  Av 
Lane  David  A  (Donna  A)  hl6  Exchange  St 

Lane  David  L  (Sandra  J)  drftsmn  Honeywell  hl2  Whittemore  St 
Lane  Diane  Mrs  emp  NET&T  h34  Grove  St 
Lane  Donald  C  (Barbara  M)  landscaping  r32  Pleasant  St  (R) 

Lane  Donald  R  (Carol  A)  driver  John  Alden-Griffin  h360  Essex  Av 
Lane  Dorothy  L  retd  h3a  Gerring  Rd 

Lane  Edith  R  (Wid  Everett  T)  (Everett  T  Lane  Co)  h459  Washington 
St 

Lane  Elliott  L  (A  Dorothy)  retd  hlO  Echo  Av 
Lane  Emery  (Vita)  hll  Gould  Ct 

Lane  Evelyn  C  Mrs  billing  elk  Peter  Smith  r9  Hickory 
Lane  Everett  T  Co  Charles  W  Steinberg  Mgr  paint  contr  457 
Washington  St 

Lane  Florence  M  phys  therapist  (Lynn)  rl29  Wheeler  St 
Lane  Gary  P  stockboy  Reliable  Meat  Mkt  rll5  Centennial  Av 
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Lane  Geo  P  supt  of  schs  City  Sch  Dept  rGreat  Barrington 
Lane  Gilbert  A  (Rose  M)  tchr  Gloucester  High  Sch  h9  Harvard  St 
Lane  Gordon  W  (Priscilla  D)  druggist  Sandy  Bay  Apothecary  hl5 
Wheeler  St 

Lane  Grace  E  (Wid  Wm)  h277  Concord  St 

Lane  Harriet  C  Mrs  tchr  (Danvers)  hi  Haddow  Rd  (R) 

Lane  Harry  emp  City  Pub  Wks  hll  Plum  St 
Lane  Hazel  Y  (Wid  Geo  R)  retd  h42  Wheeler  St 
Lane  Helen  C  cln  wn  r370  Magnolia  Av 
Lane  Herman  F  (Barbara  J)  retd  hl22  Riverdale  Pk 
Lane  Howard  (Helen)  mason  h315  Washington  St 
Lane  Howard  T  (Mary)  retd  h528  Washington  St 
Lane  Ingeborg  (Wid  Geo  E)  retd  h7  Marsh  St 

Lane  J  Perry  (Constance  G)  research  technologist  US  Dept  Of  Interior 
h203  Western  Av 

Lane  James  O  Jr  (Anna  M)  clammer  h88  Maplewood  Av 
Lane  Jeannette  C  nurse’s  aide  Cardinal  Cushing  Hosp  (B)  r32 
Pleasant  St  (R) 

Lane  John  E  prin  Rockport  Jr  &  Sr  High  Sch  h38  South  St  (R) 

Lane  Judy  homemkr  Action  Inc  r27  Maplewood  Pk 

Lane  Judy  emp  OUF  r34  Grove  St 

Lane  Julia  (Wid  Alwyn  L)  retd  hl29  Wheeler  St 

Lane  Kenneth  S  (Susan)  constn  wkr  hRear  11  South  St  (R) 

Lane  Lawrence  (Rachel)  (Riverdale  Market)  h537  Washington  St 
Lane  Leland  S  (Grace  L)  lino  opr  Boston  Globe  (B)  h3a  Nally  Av 

Lane  Lesley  H  mason  Horace  Gabry  r370  Magnolia  Av 

Lane  Leslie  W  (M  Shirley)  h8  Montvale  Av. 

Lane  Lois  dietary  wkr  Addison  Gilbert  Hosp  r3  Curtis  Sq 

Lane  Lyman  (Mary  E)  retd  hl9  Gee  Av 

Lane  Margt  driver  Glouc  Trans  rl56  Magnolia  Av 

Lane  Margie  custodial  wkr  Action  Inc  rl67  Magnolia  Av  <M) 

Lane  Marion  W  retd  hl042  Washington  St 
Lane  Marjorie  F  retd  rl3  Bond  St 
Lane  Millett  sum  res  hl044  Washington  St 
Lane  O  J  Associates  Oliver  J  Lane  Pres  Ocean  Av 
Lane  Oliver  J  (Mary  D)  acct  Ocean  Av  h21  Magnolia  Av 
Lane  Oliver  J  sum  res  hUncas  Rd 
Lane  Oliver  J  Jr  studt  r21  Magnolia  Av 
Lane  Pamela  studt  rl5  Wheeler  St 
Lane  Philip  A  (Alma)  fishermn  h27  Warner  St 
Lane  R  F  Co  (Roswell  F  Lane)  landscape  gdnrs  22  Leonard  St 
Lane  Raymond  S  tchr  Ralph  B  O’Maley  Mdl  Sch  hi  15  Centennial  Av 
Lane  Robt  mover  Robt  C  Hiltz  rl67  E  Main  St 
Lane  Rodney  H  (Evelyn  C)  asst  treas-clk  Stevens  Motor  Sales  h9 
Hickory  St 

Lane  Rose  catalog  dept  Sears  r9  Harvard  St 

Lane  Roswell  Jr  (Anne)  mech  Lane’s  Garage  h25  Holly  St 

Lane  Roswell  F  (Frances  J)  (Lane’s  Garage)  h860  Washington  St 

Lane  Russell  A  (Ethel  M)  mason  Horace  Gabry  h370  Magnolia  Av 

Lane  Sargent  B  (Helen  G)  retd  h5  Springfield  St 

Lane  Scott  studt  rll5  Centennial  Av 

Lane  Steph  A  appr  Deering  Elec  r9  Harvard  St 

Lane  Steven  M  (Jo  Anne)  mach  Sinterbond  h8  Leighton  Ct 

Lane  Stuart  G  (Jeannette  C)  mgr  L  E  Smith  Inc  h32  Pleasant  St  (R) 

Lane’s  Appliance  Service  (Clarence  E  Lane  Jr)  6  Smith  St 

Lane’s  Garage  (Roswell  F  Lane)  22  Leonard  St 

Lanesville  Community  Center  8  Vulcan  St 

Lang  David  studt  r423  Essex  Av 

Lang  Eug  G  (Mary  E)  janitor  West  Parish  Sch  h423  Essex  Av 

Lang  Frank  gardener  h50  Taylor  St 

Lang  Paul  studt  r423  Essex  Av 

Lange  John  retd  h31  Western  Av  Apt  12 

Langer  Leonard  C  (Nancy)  sum  res  Adams  Hill  Rd  rBrockton  Mass 
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Langer  Wm  L  (Rowena)  sum  res  Adams  Hill  Rd  rCambridge  Mass 
Langergan  John  M  (Shirley)  emp  First  Natl  Stores  h/  Concord  St 
Langley  Brian  R  (Devinia)  retd  h7  Oak  St 
Langley  Charles  E  (Margt  L)  formn  hl2  Hampden  St 
Langley  Dorothy  A  r76  Perkins  St 

Langley  Douglas  P  (Eleanor  E)  custdn  Milton  L  Fuller  Sch  h3  Spring 
Ct 

Langley  Edith  (Wid  James)  hl26  Prospect  St 
Langley  Eleanor  M  emp  OUF  h3  Granite  St 
Langley  Esther  retd  r44  South  St  (R) 

Langley  Everett  A  (Florence  D)  ship  hlO  Hampden  St 

Langley  Francis  E  (Barbara  A)  prin  Memorial  Sch  (Manchester)  h372 

Washington  St 

Langley  James  A  (Mary  L)  retd  h7  Oak  St 
Langley  Jane  rCape  Ann  Nursing  Home 

Langley  Jane  B  dietary  wkr  Addison  Gilbert  Hosp  r3  Spring  Ct 

Langley  Janet  E  emp  Holnoke  Mutual  Ins  Co  rl2  Hampden  St 

Langley  Joseph  firemn  Central  Grammar  Sch  hl9  Duncan  St  Rm  24 

Langley  Josephine  (Wid  Henry)  pkr  hl28  Maplewood  Av 

Langley  Larry  A  USCG  rl2  Hampden  St 

Langley  Michael  studt  r372  Washington  St 

Langley  Richd  pntr  Feldman  Constn  hl9  Duncan  St  Rm  14 

Langley  Robt  pntr  h6  Amero  Ct 

Langley  Wm  J  driver  West  End  Taxi  Serv  r3  Spring  Ct 
Langsford  Street  Cemetery  32  Langsford  St 
Langshaw  Walter  h48  Main  St  (R) 

Languedoc  David  (Anna  D)  gdnr  Stephen  W  Canning  h50  Cherry  St 
Lanigan  Wm  N  (Marion  E)  summer  res  hWolf  Hill  St 
Lannefeld  Margaretha  Mrs  pres  Gloucester  Dist  Nursing  Assn  r26 
Juniper  Rd 

Lannefeld  Theo  E  (Margaretha  S)  research  assoc  Fabric  Research  Laby 
(Dedham)  h26  Juniper  Rd 

Lannon  Edw  T  (Claire  T)  tchr  N  E  Indust  School  (B)  h55  Holly  St 
Lannon  Edw  T  Jr  (Genevieve)  formn  Quincy  Mkt  Cold  Storage  & 

Whse  hl6  Old  Ford  Rd 
Lansing  Gerrit  wrtr  hCauseway  St 

Lantana  Gift  Shop  (John  W  And  Mrs  Lempe  Reed)  22  Broadway  (R) 
Lantana  House  The  (John  W  And  Mrs  Lempi  Reed)  hotel  22 
Broadway  (R) 

Lantzenhiser  Alice  activities  dir  Shore  Cliff  Retirement  Home  rOakes 
Av  (G) 

La  Petite  Ecole  Sch  (Mrs  Josie  Waring)  10  Mt  Pleasant  St  (R>^ 

La  Petite  Poodle  Parlour  (Sylvia  L  Thibodeau)  137a  Prospect  St 
Lapine  Norma  nurses  aide  Shore  Cliff  Retirement  Home  rShort 
Street 

La  Plant  Olivia  retd  hSouth  Rd  (R) 

La  Plante  Azalia  (Wid  Anthony  G)  retd  hl30  Eastern  Av 
La  Pointe  Richd  P  (Cath)  tchr  (Bev)  hl32  Hesperus  Av 
Larance  Robt  P  lwyr  101  Main  St  (R)  hRear  Smith  Street  Ct  (R> 
Largos  Geo  hl40  Main  St  Rm  1 
Larivee  Day  M  retd  h42  Friend  St 

Larivee  Michl  tchr  West  Parish  Sch  rBoss  River  Rd  (BEV) 

Larivee  Peter  tchr  Hovey  Sch  rBeverly  Mass 
Larkin  Adrian  C  hi 7  South  St  (R) 

Larkin  Agnes  E  retd  rl90  Western  Av 

Larkin  Brian  slsmn  Learhmarc  Sales  r5  Sawyer  Av 
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Larkin  Clinton  K  (Laurel  L)  mech  Me  Custer  (Cambridge)  h47 
Haskell  St 

Larkin  David  J  (Mary)  mech  City  Highway  Div  h5  Sawyer  Av 
Larkin  Edw  H  (Sarah  A)  driver  Ray  Beef’  hl3  Lincoln  Av 
Larkin  Eva  h64  Friend  St 

Larkin  John  (Patricia)  mach  opr  h7  Cleveland  PI 
Larkin  Mary  hsekpr  Addison  Gilbert  Hosp  r5  Sawyer  Av 
Larocca  Accursio  (Anna)  fishermn  h28  Railroad  Av 
Larosa  Andrew  (Marie)  carp  65  Washington  h65  Washington  St 
La  Rose  Alice  hRear  69  Friend  St 

Laroucque  Norman  (Janice)  mtcemn  Top  Of  The  Harbor  hl45  Essex 
Av  Apt  12 

Larsen  See  Also  Larson  Larsson  And  Lawson 

Larsen  Albert  C  (Bertha  E)  (Larsen’s  Shoe  Store)  h22  Harrison  Av 
Larsen  Albert  C  (Joan  M)  elk  Larsen’s  Shoe  Store  h921  Washington 
St 

Larsen  John  C  lwyr  rl02  Essex  Av 

Larsen  John  M  (Dorothy  L)  electn  hl02  Essex  Av 

Larsen  Karen  J  billing  elk  Gloucester  Daily  Times  r22  Harrison  Av 

Larsen  Lloyd  M  (Dorothy)  storekpr  City  Water  Div  h6  Arthur  St 

Larsen  M  Agnes  (Wid  Harry  N)  retd  h52  Harrison  Av 

Larsen  Maryann  elk  Larsen’s  Shoe  Store  r22  Harrison  Av 

Larsen  Robert  P  slsmn  Sudbay  Pontiac  Buick  rl02  Essex  Av 

Larsen’s  Shoe  Store  (Albert  C  Larsen)  131  Main  St 

Larson  Andrea  elk  CVS 

Larson  Clifton  H  (Dorothy  H)  stmftr  Local  138  hl058  Washington  St 
Larson  Fredk  P  (Anna  S)  optn  (Peabody)  h5  N  Kilby  St 
Larson  Helen  (Wid  John  A)  retd  hl4  King  St  (R) 

Larson  Karen  M  studt  r5  N  Kilby  St 

Larson  Madeline  (Wid  John)  h5  Prospect  St 

Larson  Ruth  (Wid  David)  summer  res  h5  Spring  La  (R) 

Larsson  Verner  R  (Isabel  S)  retd  hllll  Washington  St 
Lash  W  Mallory  (Mary  A)  archt  (B)  h2  Rowe  Av  (R) 

Lashua  Jerry  (Diane)  teller  Cape  Ann  Bk  &  Tr  hl7  Forest  St  (R) 
Lasley  Barbara  sis  elk  Nor ’east  Cleaners  rl6  Highland  Av 
Lasley  Barry  D  (Margt  T)  lab  E  H  Porter  (BEV)  h44  Reynard  St 
Lasley  Harold  S  (Barbara  H)  driver  Me  Niff  Co  hl6  Highland  St 
Lasley  Helene  E  Mrs  retd  h36  Haskell  St 
Lasley  Henry  J  retd  r36  Haskell  St 

La  Staiti  Gustave  (House  Of  Robel)  rNew  Bedford  Mass 

Laste  Earle  R  (Emma  W)  plmb  247  Main  St  (R)  h247  Main  St  (R) 

Laster  Joseph  sum  res  h56  South  St  (R) 

Latassa  Frank  (Mary)  emp  Sylvania  (D)  h38  Ocean  Av 
Latassa  John  J  (Mary  P)  eng  Micro  Dynamics  (D)  hl70  Hesperus  Av 
Latassa  Joseph  J  (Mary  M)  (Joe’s  Amoco  Serv)  hl7  Norman  Av 
Latham  Dennis  E  studt  r4  Rose  La 

Latham  Doris  E  nurse  Addison  Gilbert  Hosp  r4  Rose  La 

Latham  Everett  B  (Doris  E)  emp  Cape  Ann  Tool  h4  Rose  La 

La  Tour  Ernest  acct  Capt  Courageous  Restr  rlpsuich  Mass 

Latta  David  B  hl269  Washington  St 

Lattin  Dewey  emp  Lepage’s  h40  Atlantic  St 

Lattin  Leonard  Jr  atndt  Foster  From  Gloucester  i  Haskell  St 

Lattof  Albert  F  (Dorothy  A)  retd  hl83  Main  St  (R) 

Lattof  Charles  M  firefighter  City  Fire  Dept  r23  Willow  St 

Lattof  Cynthia  dietary  Addison  Gilbert  Hosp  rt4  Russell  Av 

Lattof  Helen  North  Atlantic  Fish  h23  Willow  St 

Lattof  Helen  M  Mrs  h61  Maplewood  Pk 

Lattof  John  Jr  fish  wkr  Gorton’s  hl4  Russell  Av 

Lattof  John  J  (Jeanette)  bartender  h4  Hillside  Rd 

Lattof  Joseph  retd  rl83  Main  St  (R) 

Lattof  Joseph  T  U  S  A  F  rl83  Main  St  (R) 

Lattof  Lois  admn  Cape  Ann  Nursing  Home  rl  Arthur  St 
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Lattof  Michl  F  (Mary  B)  staff  mgr  Hancock  Mutual  Life  h90  Western 
Av 

Lattof  Michl  M  (Lois  A)  emp  Cape  Ann  Anchor  &  Forge  hi  Arthur 
St 

Lattof  Mitchell  (Mary  J)  (House  Of  Mitch)  h8  Cleveland  St 
Lattof  Thos  M  (Grace  M)  pres-treas  Lattof  Oil  Co  hGlenmere  Av 
Lattof  Wm  genl  hlpr  Empire  Fish  r23  Willow  St 
Lau  Gilbert  B  chef  Surf  (Magnolia)  h51  Lexington  Av 
Laudano  Carol  tchr  Gloucester  High  Sch  rN  Reading  Mass 
Laughton  Dugal  C  summer  res  hUncas  Rd 
Laurence  Sarah  E  retd  hl21  Leonard  St 
Laurence  Thelma  H  Mrs  emp  hStraitsmouth  Wy  (R) 

Laurie  Dana  M  (Margt  R)  capt  City  Fire  Dept  h4  Blake  Ct 
Laurie  Donald  S  (Mary  C)  flshermn  h9  Trask  St 
Laurie  Gilbert  (Barbara)  prod  mgr  Adv  Agcy  h30  Highland  St 
Laurie  Jennine  F  laby  elk  Addison  Gilbert  Hosp  r4  Blake  Ct 
Laurie  John  G  firefighter  City  Fire  Dept  h5  Columbia  St 
Laurie  Scott  plant  opr  City  Water  Div  rl4  Highland  St 
Laurie  Sharon  studt  rRear  30  Highland  St 
Lauro  Robt  (Berry)  producer  Ch  7  hFolly  Cove  (R) 

Lauterstein  Lincoln  (Inga)  retd  h7  Pleasant  St  (R) 

Lautzenhiser  Alice  admn  Magnolia  Library  Inc  r4  Oakes  Av 
Lautzenhiser  Argyle  G  (Alice  M)  eng  h4  Oakes  Av 
La  Vallie  Marion  lpn  Addison  Gilbert  Hosp  r28  High  St 
Laventis  Geo  P  (Joanne)  lwyr  261  Main  St  rWenham  Mass 
La  Vigueur  Bertha  retd  h4  High  Street  Ct  (R) 

Lavoie  Kenneth  L  (Patricia)  with  Honeywell  E  D  P  hl3  Oakes  Av 

La  Voie  Patricia  owner  Magnolia  Card  &  Gift  rl3  Oak  Circle 

Lawford  Geoffrey  N  sum  res  hi 261  Washington  St 

Lawler  Esther  elk  Yellow  Submarine  Shop  r41  Trask 

Lawler  John  J  (Esther  S)  contr  h41  Trask  St 

Lawn  Mower  Service  (A  Joseph  Martell)  307  Essex  Av 

Lawn  Victor  H  (Mary  M)  h5  Phillips  Av  (R) 

Lawrence  Richd  O  pres  Coastal  Craft  Co  rSouth  St  (R) 

Lawrence  Robt  W  v-pres  Coastal  Craft  Co  r8  Birch  La  (Ipswich) 

Lawrence  Sarah  E  h33  Hartz  St 

Lawrence  Steve  (Nancy)  h42  Fort  Sq 

Lawson  See  Also  Larsen  Larson  And  Larsson 

Lawson  Arth  E  (Helen  D)  retd  h21  Hawthorne  Rd 

Lawson  Arth  J  retd  hRowley  Shore 

Lawson  Cynthia  J  nurse  aide  Addison  Gilbert  Hosp  r470  Washington 
St 

Lawson  Edw  V  (Byrcle)  (Crittendon  &  Lawson  Variety)  hl6  Calder  St 
Lawson  Elsie  D  (Wid  Wm  K)  fish  hndlr  h24  Hawthorne  Rd 
Lawson  Florence  rCape  Ann  Nursing  Home 
Lawson  Frank  (Margaret  J)  retd  h54  Broadway  ( R ) 

Lawson  Helen  h35  Cleveland  St 

Lawson  James  A  (Winifred  E)  mach  Gloucester  Eng  h470  Washington 

St 

Lawson  Joan  S  Mrs  pkr  Le  Page’s  h6  Summit  St 

Lawson  Kathleen  h21  Centennial  Av 

Lawson  Margt  bkpr  Progressive  Oil  r54  Broadway  (R> 

Lawson  Nelson  H  (Virginia)  retd  h3  Tower  Rd 

Lawson  Paul  elk  Crittendon  &  Lawson  Variety  rl6  Calder  St 

Lawson  Peter  E  (Lucy)  gen  elect  G  E  (S)  h68  Grove  St 

Lawson  Raymond  S  (Emma  E)  grinder  Le  Page’s  h20  Webster  St 
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Lawson  Robt  F  (Janice)  oil  burnermn  Scott  Oil  (Manchester)  hlO 
Summit  St 

Lawson  Sumner  C  retd  hl63  Essex  Av 
Lawson  Susan  studt  r21  Hawthorne  Rd 
Lawson  Variety  (Edw  V  Lawson)  43  Bass  Av 
Lawton  Roger  H  (Eleanor)  sum  res  hRust  Island 
Laza  Denise  studt  h70  Lexington  Av  Apt  23 

Lazarus  Friedel  (Wid  Hans)  art  dir  (The  Connoisseur)  (Manchester)  h9 
Lowe  Dr 

Lazisky  Joseph  A  (Linda)  deep  sea  diver  h2-a  Raymond  St  Apt  5 

Leach  Eleanor  retd  hl9  School  St 

Leach  H  Stewart  retd  hl79  Western  Av 

Leaf  Alex  (Barbara)  sum  res  20  Point  Rd  r Winchester  Mass 

Leaf  Robt  E  fishermn  r8  Prospect  St 

Leahy  Ann  E  dental  asst  (R)  rJerdens  La  (R) 

Leahy  Charlotte  (Wid  W  E)  summer  res  Littleton  Mass  h51  Marmion 
Wy  (R) 

Leahy  Francis  (Pauline  H)  mfg  rep  hJerdens  La  (R) 

Leahy  Francis  X  Jr  (Loretta)  (Cape  Ann  Tire  Distr)  h21  Stockholm 
Av  (R) 

Leahy  Jean  Sister  with  Our  Lady  Of  Good  Voyage  Convent  r40  Mt 
Vernon  St 

Leal  Carol  J  studt  rl21  Riverdale  Pk 

Leal  Caroline  elk  Caribou  Fisheries  r20  Mason  St 

Leal  James  F  (Rose  Marie)  mtcemn  Gorton’s  h60  Stockholm  Av  (R) 

Leal  Leonard  P  (Shirley  E)  bkpr  Bldg  Center  Inc  h44  Gee  Av 

Leal  Ricardo  mech  Tally’s  Truck  Center  rl45  Essex  Av 

Leaman  Danl  H  (Nancy)  landscape  gdnr  hGreat  Hill  Rd 

Leaman  Harold  (Ellen  B)  landscape  gardner  h8  Walker  St 

Leanos  Barbara  nurse  Addison  Gilbert  Hosp  rl07  Concord  St 

Leanos  Carolyn  laby  asst  Addison  Gilbert  Hosp  rl07  Concord  St 

Leanos  John  A  (Janet  L)  elk  PO  hl07  Concord  St 

Leao  Jemes  (Carolyn)  USA  h20  Mason  St 

Learson  Robt  J  sup  res  tech  Natl  Oceanic  Atmospheric  Admn 
rHamilton  Mass 

Leary  Ethel  M  Mrs  retd  h7  Ketchopulos  Cir  (R)  Apt  4 

Leary  Howard  L  (Mary)  sum  res  1179  Washington  St  r Boston  Mass 

Leary  Kevin  studt  rl  Folly  Point  Rd 

Leary  Margt  studt  rl  Folly  Point  Rd 

Leary  Richd  studt  rl  Folly  Point  Rd 

Leary  Theo  M  (Mary  F)  phys  Arlington  Surgeons  hi  Folly  Point  Rd 

Leavitt  Bruce  (Roseanne)  fishermn  hRear  98  Prospect  St 

Leavitt  Cynthia  T  bkpr  Action  Inc  r3  Cabo  Dr 

Leavitt  Dianne  L  sec  Glou  Eng  rl09V2  Pleasant  St 

Leavitt  E  A  sum  res  h227  E  Main  St 

Leavitt  Edwin  (Joan  M)  cabt  mkr  3  Curtis  St  h3  Curtis  St  (R) 

Leavitt  Geo  H  (Jean  M)  carp  Scully’s  Constn  hl09V2  Pleasant  St 

Leavitt  Geo  H  Jr  studt  rl09V6  Pleasant  St 

Leavitt  Jacqueline  tchr  Milton  L  Fuller  Sch  rMalden  Mass 

Leavitt  Joan  M  pres  &  treas  The  Oyster  Shell  r2b  Curtis  St  (R) 

Leavitt  John  K  (Susan  E)  stock  elk  Peter  Smith  h94  Maplewood  Av 

Leavitt  Josephine  Mrs  h31  Maplewood  Pk 

Leavitt  Kathleen  M  studt  rlO  Vine  St 

Leavitt  Kenneth  R  firefighter  City  Fire  Dept  r70  E  Main  St 

Leavitt  Kenneth  W  (Cynthia)  firefighter  City  h3  Cabo  Dr 

Leavitt  Marie  home  chore  wkr  Action  Inc  rlO  Vine  St 

Leavitt  Roger  L  (Marie  A)  emp  US  Govt  hlO  Vine  St 

Leavitt  Walter  G  (Hazel)  sum  res  Ridgewood  Rd  (R)  rStoneham  Mass 

Le  Blanc  Eric  J  appr  L  E  Andrews  &  Co  rSalem  Mass 

Le  Blanc  Joseph  retd  h36  Atlantic  St 

Leblanc  Joseph  P  (Marilyn)  bklyr  h9  Babson  Ct 

Leblanc  Richd  hl07  Granite  St  (R) 

Le  Blanc  Robt  J  Yankee  Clipper  hl022  Washington  St 


Seacoast 
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Le  Blanc  Steven  G  (Grace  E)  freezer  wkr  hl3  Beacon  St 
Le  Boeut  L  h4  Norwood  Ct  (R)  Apt  1 

Le  Bow  Cele  S  (Wld  Harold  S)  sum  res  4  Bayle  La  rBrookline  Mass 
Leek  Kathleen  L  Mrs  h6  Alpine  Ct 
Ledge  Daphne  sum  res  hThatcher  Rd  (R) 

Le  Doux  Ethel  C  (Wid  Omer)  h7  Winchester  Ct 
Lee  A  Ren  (June  M)  retd  h9  Ocean  Av  (R) 

Lee-Arns  Laundromat  (Richd  Cohen)  193  E  Main  St 
Lee  Billie  J  (Tracie)  pilot  Rose’s  Oil  h4  Hodgkins  Rd  (R) 

Lee  David  F  studt  r2  Granite  St  (R) 

Lee  Evelyn  (Wid  Of  Arth  J)  hl9  Hodgkins  St  (R) 

Lee  John  F  (Mildred  M)  agt  Dana  Bartlett  (Lexington)  h2  Granite  St 
(R) 

Lee  Joseph  M  mech  eng  tech  Natl  Oceanic  Atmospheric  Admn 
rBrighton  Mass 

Lee  Miles  R  (Mary  E)  dist  mgr  Massachusetts  Equipment  hl72 
Concord  St 

Lee  Peter  studt  r2  Granite  St  (R) 

Lee  Rebecca  A  Mrs  social  wkr  Gloucester  Welf  Serv  Ofc  r7  Corliss 
Av 

Lee  Roger  G  (Eleanor)  military  products  mgr  Gorton’s  h6  Maple  St 
Lee  Roger  G  Jr  (Rebecca  A)  mtcemn  City  Water  Div  h7  Corliss  Av 
Lee  Roy  K  (Susan)  hl2  Stockholm  Av  (R) 

Leebody  Sarah  hlO  Field  Rd 

Leesk  Graham  (Sally  N)  food  research  eng  Peavey  Corp  (Minneapolis) 
hSouth  St  (R) 

Le  Fave  Earl  B  (Gladys  L)  h4  Gott  St  (R) 

Lefkowitz  Seymour  sum  res  hThatcher  Rd  (R) 

Le  Frenies  Isabel  artist  h23  South  St  (R) 

Le  Gacy  Betty  Mrs  tchr  asst  Rockport  Jr  Sr  Hi  Sch  r2  Haven  Av  (R) 
Legacy  Mary  Rose  retd  r55  Marmion  Wy  (R) 

Le  Gacy  Melvin  H  Jr  (Betty  M)  electn  h2  Haven  Av  (R) 

Le  Gallo  James  W  studt  r9  Granite  St 

Le  Gallo  John  (Patricia)  linemn  City  Of  Gloucester  h31  E  Main  St 
Le  Gallo  John  A  (Jennie  B)  retd  h9  Granite  St 
Le  Gallo  John  C  (Patricia)  emp  City  Elec  h8  Federal  St 
Legault  Albert  anesthetist  Addison  Gilbert  Hosp  rBeverly  Mass 
Le  Gendre  Barry  T  (Donna)  prntr  Tadco  Mfg  r3  Webster  St 
Legendre  James  L  (Dawn  K)  rubbish  contr  Seacold  h9  Becker  La 
Legendre  Richd  L  (M  Jane)  servmn  Nally  Oil  hl3  Seeall  St 
Legendsea  Gallery  (Winifred  Hibbard)  38  Granite  St  (R) 

Leger  Edith  Mrs  retd  h8  Highland  St  (R) 

Legg  Donald  F  (Margt  E)  retd  hl6  Eden  Rd  (R) 

Legion  Memorial  Building  8  Washington  St 
Le  Grande  Fay  retd  hl4  Harvard  St 

Le  Grasso  Sal  cook  Capt  Courageous  Restr  rlpswich  Mass 
Le  Grendre  Doris  L  elk  r32  Orchard  St 
Lehman  Margt  (Wid  Edwin  P)  sum  res  hAdams  Hill  Rd 
Lehr  Harold  W  (Mary  Jean)  carp  hl6  Madison  Av 
Lehr  Lori  canvasser  Jehovah  Witnesses  hl2-14  Babson  St 
Leighton  Robt  T  (Sally  R)  program  analyst  United  Fruit  (B)  h7 
Forest  La 

Leino  Alma  M  retd  h66  Langslbrd  St 
Leisener  Terri  L  h26  Millett  St 

Lejwoda  Christine  A  phys  therapist  hl3  Norman  Av 
Leland  David  P  sum  res  hi  19  Long  Beach  St  (R) 
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Leland  Mildred  S  Mrs  retd  h4  Willow  St 

Leman  Mabel  G  (Wid  Arthur  G)  retd  h6  Ketehopulos  Cir  (R)  Apt  10b 
Le  Master  Florence  A  Mrs  h41  Haskell  St 
Le  Mon  Ivy  tchr  asst  Rockport  Jr  Sr  Hi  Sch  h36  Atlantic  St 
Lemos  Mary  M  (Wid  Geo)  retd  hl37  Maplewood  Av 
Lemp  Herman  (Priscilla)  br  mgr  First  Natl  Stores  rDanvers  Mass 
Lennon  Paul  J  (Janice  M)  summer  res  Sleepy  Hollow  Rd  rWoburn 
Mass 

Lennox  James  L  lab  City  Highway  Dept  h59  Prospect  St 
Lennox  Shirley  r59  Prospect  St 

Lent  Jennie  War  Daughters  Of  Union  Vets  47  Washington  St 
Lentini  Jerome  (Gath)  baker  r8  Wells  St 

Lentini  Michl  (Gath)  (Mike’s  Pastry  &  Coffee  Shop)  hl6  Summer  St 
Lenz  Lena  retd  rl32  Eastern  Av 

Lenza  Edward  (Rosemarie)  estate  mgr  (Waltham)  hEastern  Point  Blvd 

Leo  Joseph  Jr  retd  hl8  Say  ward  St 

Leo  Priscilla  A  retd  h24  Warner  St 

Leo  Ruth  A  retd  r24  Warner  St 

Leo’s  Pizza  (Leo  &  Hazel  Sinagra)  141  Prospect  St 

Leonard  Edw  (Alberta)  retd  hl56  Granite  St  (R> 

Leonard  John  J  tchr  Ralph  B  O’Maley  Mdl  Sch  rlpswich  Mass 
Leonard  Richard  rl23  E  Main  St 
Le  Page’s  Arth  Douglas  adhesives  Essex  Av 
Lery  Jerome  (Freda)  tech  consultant  h5  Castle  Hill  Rd 
Lesch  Gene  C  (June  W)  harbor  master  Town  Of  Rockport  hSouth  Rd 
(R) 

Lesch  Scott  studt  rSouth  Rd  (R) 

Lessard  Jennie  rCape  Ann  Nursing  Home 
Lesser  Stuart  A  slsmn  hl45  Essex  Av  Apt  20 
Lesveut  Margt  retd  h80a  Middle  St  Apt  9 

Letendre  Leonard  J  (Anne)  (North  Shore  Veterinary  Hosp)  h341 
Washington  St 

Letendro  Leonard  T  (Geraldine)  inspector  of  animals  &  slaughtering 
City  Of  Gloucester  r34  Washington  St 
Letty  Donald  J  (Constance)  sum  res  Bungalow  Rd  rWinchester  Mass 
Leveille  Clarence  W  Jr  (Yvonne  L)  slsmn  Sears  hl5  Blake  Ct 
Leveille  Donald  R  (Mildred  C)  driver  H  A  Elliott  hl7  Essex  Av 
Leveille  Esther  (Wid  Clarence  W)  retd  hl5  Blake  Ct 
Leveille  Noel  O  (Rachel)  fish  eng  h!74  E  Main  St 
Leveille  Willis  W  retd  hRear  31  Webster  St 

Leveille  Willis  W  Jr  (Frances  K)  custdn  Ralph  B  O’Maley  Mdl  Sch 
h5  Babson  Ct 

Levenson  Lewis  M  managment  consultant  hlO  Old  Salem  Rd 
Levenson  Lisa  rlO  Old  Salem  Rd 
Leventis  Theo  L  retd  h621  Essex  Av 

Leverich  Raymond  T  (Margt  A)  emp  B  F  Goodrich  h33  Sargent  St 
Leverich  Thos  H  (Patricia  M)  formn  B  F  Goodrich  Co  h3  Acacia  St 
Levesque  Robt  J  (Wilhelmina)  ship  elk  Syl vania  (S)  hl04  Concord  St 
Levesque  Theresa  studt  rl04  Concord  St 
Le  Vie  Annie  E  (Wid  Forrest  R)  h4  Maple  St 

Levie  Charles  C  (Phyllis  H)  electn  Deering  Electric  Co  hi  York  Rd 
Levie  David  C  (Cath  E)  buyer  Monarch  Foods  h65  Western  Av 
Levie  Edw  J  (Janet  K)  elk  Ipswich  Co-Op  (Ipswich)  hEdgewood  Rd 
Levie  Esther  A  (Wid  Ralph  A)  dietary  wkr  Addison  Gilbert  Hosp 
hEdgewood  Rd 

Le  Vie  Harry  J  (Generosa)  overseer  Cape  Ann  Mfg  hl3  Whittemore 
St 

Levie  Jane  studt  r79  Dennison  St 
Levie  John  (Ann)  h6  Stone  Ct 

Levie  Phyllis  H  Mrs  supvr-cafeteria  Ralph  B  O’Maley  Mdl  Sch  rl 
York  Rd 

Levie  Ralph  C  (Harriet  L)  resources  agt  Natl  Marine  Fisheries  Serv 
h79  Dennison  St 
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Levin  Morton  A  (Jane  A)  dentist  321  Washington  St  hStewart  Av 
Levin  Philip  D  (Elenor)  lwyr  hlO  Plum  St 
Levine  Julius  (Mildred)  phys  hlO  Wharf  Rd  (R) 

Levitt  E  A  mgr  Frame  Shop  rRockport  Mass 
Levy  Fanny  Mrs  elk  North  Shore  Furniture  r38  Summer 
Levy  Jacob  (Fannie)  pres  &  treas  North  Shore  Furniture  Co  h38 
Summer  St 

Levy  Martin  (Evelyn  O)  slsmn  hl5  Beach  Ct 

Levy  Mildred  summer  res  h24  Atlantic  St 

Levyne  Sidney  A  (Hilda)  sum  res  h Whale  Cove  Rd  (R) 

Lewin  Hilda  M  (Eugenie)  artist  hl8  Elm  St 
Lewis  Alice  L  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl28 
Centennial  Av 

Lewis  Anthony  F  (Alice  L)  production  materials  mgr  Gorton’s  hl28 
Centennial  Av 

Lewis  Bruce  emp  Julian  Bros  h32  Granite  St 

Lewis  Carl  D  (Margaret  A)  mach  Topsfleld  hi  10  E  Main  St 

Lewis  Carol  J  tchr  West  Parish  Sch  rl6  Dane 

Lewis  David  (Ella)  mech  Gloucester  Eng  hlO  Hillside  Rd 

Lewis  David  H  (Mildred)  sum  res  77  Atlantic  Rd  rRochester  NY 

Lewis  Diane  tchr  Forbes  Sch  rl28  Centennial  Av 

Lewis  Diane  Mrs  h25  Friend  St 

Lewis  E  T  Jr  dist  mgr  Mass  Elec  rSaugus  Mass 

Lewis  Ella  K  Mrs  tchr  Eastern  Ave  Sch  r8  Hale  St  (R) 

Lewis  Eloise  B  Mrs  perforator  Gloucester  Daily  Times  rHesperus  Av 
Lewis  Esther  h27  Forest  St  (R) 

Lewis  Francis  G  (Eleanor)  formn  Atlantic  Seafoods  h96  Maplewood 
Av 

Lewis  James  A  (Deborah  S)  musician  h953  Washington  St 
Lewis  Jerry  W  (Carol)  woodwkr  hPasture  Rd  (R) 

Lewis  John  G  r27  Forest  St  (R) 

Lewis  John  G  emp  Vanguard  hl45  Essex  Av  Apt  6 
Lewis  John  O  (Eliz  F)  retd  hSouth  St  (R) 

Lewis  Mary  sum  res  Vine  St  rSomerville  Mass 
Lewis  Mary  bkpr  Tally’s  Auto  Sales  rElm  St 
Lewis  Mary  ofc  sec  Taliadorus  Bros  h5  Allen  St 
Lewis  Mary  J  (Wid  Wm  J)  retd  h37  Lincoln  Pk 
Lewis  Parker  D  (Eloise  B)  freezermn  hl67  Hesperus  Av 
Lewis  Rexford  G  (Doris  E)  elk  Sterling  Drug  Store  h73  Eastern  Av 
Lewis  Susan  Mrs  nurses  aide  Addison  Gilbert  Hosp  hi  185 
Washington  St 

Lewis  Veda  M  ofc  mgr  Corliss  Bros  Inc  hlO  Blueberry  La 
Lezynski  Dorothy  M  Mrs  jr  elk  typ  Social  Serv  h7Vfe  Forest  St 
L’Heureux  Paul  electn  Deering  Elec  rSalem  Mass 
L’Heureux  Raoul  I  (Grace)  (Ray  Beef  Co)  rSalem  Mass 
L’Heureux  Robt  A  (Ray  Beef  Co)  rSalem  Mass 
Liaacano  Jos  studt  rl5  Hampden  St 

Libby  Bruce  J  (Sheila)  wiremn  Extrion  Corp  hl09  Washington  St 
Libby  Donald  (Evelyn)  tech  h2  Sackville  St 
Libby  Donald  (Evelyn)  scientist  AUCO  h2  Lowe  Dr 
Libby  Evelyn  nurse  Addison  Gilbert  Hosp  r2  Lowe  Dr 
Libert  Lawrence  J  (Linda  J)  tchr  Ralph  B  O’Maley  Mdl  Sch  r78 
Pigeon  Hill  St  (R) 

Libert  Linda  J  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  r78  Pigeon  Hill 
St  (R) 

LIBERTY  MUTUAL  INSURANCE  COMPANY  Hugh  Connor  Sales 
Manager  Essex  Bank  Bldg  North  Shore  Shopping  Center 
Peabody  (01960)  Tel  531-8813 

Libro  Allan  F  (Angela  L)  prntr  Cricket  Press  (Manchester)  hi  Kent 
Cir 

Libro  Angela  L  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl  Kent  Cir 
Libro  Dominic  (Margt  M)  eng  Freeload  Lobster  (Providence  Rd)  h3 
Adams  PI 
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Libro  Richard  (Eliz  M)  retd  h2  Kent  Cir 

Libro  Richd  A  (Ruby  L)  emp  Morin’s  Clnrs  rl  Kent  Cir 

Libro  Richd  A  (Ruby  L)  emp  Morin’s  Clnrs  rl  Kent  Cir 

Libro  Vincent  R  (Lois  J)  slsmn  North  Shore  Gas  hll  Blake  Ct 

Licanno  Anthony  hlpr  Maria’s  Pizza  rPleasant  St 

Licari  Arth  sum  res  hSamoset  Rd 

Licis  Guntis  (Anita  D)  coordinator  Sr  Home  Care  Serv  hSouth  St  (R) 
Lickdyke  Jay  C  (Loretta)  inv  broker  Clark-Dodge  (B)  hl8  Bray  St 
Liebl  Anton  J  (Janet)  studt  hl45  Essex  Av  Apt  7 

Lightizer  Anne  hairdresser  Four  Seasons  Beauty  Salon  r25  Grapevine 
’  Rd 

Lightizer  Wm  N  (Evelyn)  retd  h25  Grapevine  Rd 
Lil  Earl’s  (Earl  Foote)  restr  301  Main  St 

Lilja  John  S  (Florence  L)  carp  3  Pigeon  Hill  (R)  h3  Pigeon  Hill  (R) 
Lilly  Inez  M  retd  r7  Cliff  Rd 

Lim  Kim  Kuei  (Kim’s  Import  Trade  Store)  hl8  Blynman  Av 
Lima  Edw  J  (Florence  A)  marine  eng  (N  Y  City)  h3  Nikolane  Wy 
Lima  Edw  J  Jr  r3  Nikolane  Wy 
Lima  Florence  A  nurse  r3  Nikolane  Wy 

Lima  H  Arth  Jr  ofc  wkr  L  E  Andrews  &  Co  rNewbury  Mass 
Lima  Henry  A  (Helen  B)  v-pres  industrial  relations  Gorton  Corp  h28 
Englewood  Rd 

Lima  Jose  D  (Mary  G)  custdn  O’Maley  Sch  h36  Millett  St 
Lima  Jose  D  Jr  elk  Parkhurst  T  V  r36  Millett  St 
Limone  Joseph  sum  res  123  Long  Beach  St  (R)  rMelrose 
Limone  Salvatore  J  (Margt  R)  mgr  Mally’s  Lounge  &  Carousel  Rm 
hl8  Hampden  St 

Lind  Albert  W  (Mary  C)  sum  res  Souther  Rd  rFlorida 

Lind  Helen  Anne  coml  artist  hi  14  E  Main  St 

Lind  John  T  (Diane  J)  asst  adv  mgr  h908a  Washington  St 

Lindberg  Charles  A  (Joan  E)  policemn  City  Police  Dept  hl3  Ferry  St 

Lindberg  Horace  (Ruth)  policemn  (Cambridge)  h74  Holly  St 

Lindberg  Horace  E  (Alice)  retd  hlO  Hutchins  Ct 

Lindberg  Joan  E  Mrs  supvr-cafeteria  Ralph  B  O’Maley  Mdl  Sch  rl3 
Ferry  St 

Lindberg  Waldo  R  (Lindbergs  Mtr  Ct)  hFolly  Cove  (R) 

Lindberg’s  Lobster  Pool  (Richd  D  Dexter)  Folly  Cove  (R) 

Lindberg’s  Motor  Court  (Waldo  R  Lindberg)  Folly  Cove  (R) 

Linden  Tree  Guest  House  (Kale  P  Tysver)  rooms  26  King  St  (R) 
Lindenfelzer  Robt  A  (Sally)  carp  h21  Dean  Rd  (R) 

Lindenmuth  Peter  (Nexus  Machine  &  Gallery)  rSouth  Rd  (R) 

Linder  Melvin  C  (Arta)  retd  hJohn  Coggeshall  Rd 
Lindmar  Tom  musician  Cirrus  Band  r2  Stage  Fort  Av 
Lindquist  Albert  (Ruth)  hd  eng  Mass  Elec  (S)  h4  Doane  Rd 
Lindquist  Ann  L  studt  r4  Doane  Rd 
Lindquist  Earl  B  (Janet  L)  eng  h229  Concord  St 
Lindquist  Ellen  M  (Wid  Benj)  retd  h29  Chestnut  St 
Lindstrom  Helen  B  Mrs  ofc  sec  Cunningham  &  Kerr  r86  Bond  St 
Lindstrom  Robt  W  (Helen  B)  chem  Technical  Operations  (Burlington) 
h86  Bond  St 

Linehan  Geraldine  Mrs  tchr  West  Parish  Sch  r2  Raymond  St 
Linehan  Gertrude  L  social  wkr  State  Pub  Welfare  Dept  (B)  h26 
Madison  Sq 

Linehan  Rebecca  elk  Country  Store  rRocky  Nk  (R) 

Linn  Wm  P  (Judith)  emp  Gorton’s  hl6  Railroad  Av  (R) 

Linquata  Anne  M  elk  Sea  Cold  Service  r32  Prospect  St 
Linquata  Eliz  h2-a  Raymond  St  Apt  6 
Linquata  Frances  C  opr  House  Of  Robel  r23  Pine  St 
Linquata  Geraldine  r652  Western  Av 

Linquata  Josephine  Mrs  hlpr  Beeman  Mem  Sch  rMagnolia  Mass 
Linquata  Larry  studt  r3  Lowe  Dr 

Linquata  Leo  J  (Pauline  F)  Usher  mn  hl35y2  Maplewood  Av 
Linquata  Leonard  studt  r3  Lowe  Dr 
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Linquata  Leonard  (Anne)  treas  Progressive  Oil  Co  hlO  Hovey  St 
Linquata  Lewis  mach  Thermet  r652  Western  Av 
Linquata  Louis  A  hl03  E  Main  St 
Linquata  Louis  A  r32  Prospect  St 

Linquata  Louis  F  (Marie)  pres-mgr  Cape  Ann  Package  Store  Inc 
hl3d  Hampden  St 

Linquata  Louis  M  (Pamela  J)  slsmn  Nabisco  Inc  h7  Washington  Sq 
Linquata  Mamie  rl6  Middle  St 

Linquata  Marie  ofc  sec  Sandler  Sandler  &  Laramee  rl3d  Hampden  St 
Linquata  Michl  (Frances)  flshermn  h23  Pine  St 
Linquata  Michl  member  City  Traflic  Commission  rMagnolia  Mass 
Linquata  Michl  L  (Lillian  R)  pres  Gloucester  House  Restaurant  Inc 
h3  Lowe  Dr 

Linquata  Rose  emp  Gortons  h26  Granite  St 

Linquata  Salvatore  (Mary)  pres  St  Peter’s  Club  h32  Prospect  St 

Linquata  Sebastian  A  utilitymn  Allegheny  Air  Lines  (B)  r23  Pine  St 

Linquata  Thos  J  (Josephine)  flshermn  h652  Western  Av 

Linquato  Cath  (Wid  Anthony)  hi  Mason  Ct 

Linsky  Abram  (Lillian)  (Linsky  Bros)  h34r  Gee  Av 

Linsky  Barbara  A  drftsmn  Peterson  Assoc  rPenzance  Rd  (R) 

Linsky  Beatrice  ofc  wkr  Gorton’s  h3  Maplewood  Ct 
Linsky  Benj  (Sylvia  R)  (Linsky  Bros)  hPenzance  Rd  (R) 

Linsky  Brothers  (Abram  Benj  And  Morris  Linsky)  junk  dlrs  40 
Sargent  St 

Linsky  David  junk  dir  hl63  Maplewood  Av 

Linsky  David  emp  Dave’s  Shop  r34r  Gee  Av 

Linsky  Edith  elk  Works  Chev-Olds  r67  Poplar  St 

Linsky  Harold  L  (Victoria  P)  elk  Giblee’s  (S)  h5  Trask  St 

Linsky  Mildred  emp  Union  Laundry  r3  Maplewood  Ct 

Linsky  Morris  (Linsky  Bros)  rManchester  Mass 

Linsky  Norman  studt  r34r  Gee  Av 

Linsky  Peter  A  emp  Linksy  Bros  rPenzance  Rd  (R) 

Linsky  Ronald  M  rlO  Carlisle  St 
Linsky  Steph  studt  r67  Poplar  St 

Linsky  Theo  (Madeline  P)  pres  &  treas  Park’s  Service  Station  Inc  h67 
Poplar  St 

Linsky  Wm  S  (Mary)  trucking  10  Carlisle  St  hlO  Carlisle  St 
Linton  James  retd  rl83  E  Main  St 

Lipman  Marine  Products  Inc  Edw  J  Me  Cloud  Mgr  Gloucester  Fish 
Pier 

Lippincott  Miriam  pub  dir  Rockport  Art  Assn  h25  South  St  (R) 
Lippincott  Walter  H  (Adele  A)  emp  Elliott  Steverdoring  h2  Eden  Rd 
(R) 

Lipsett  Chester  D  emp  Raven  wood  Spring  Water  rSalem  Mass 
Lipsett  Ralph  pres  Raven  wood  Spring  Water  Co  rManchester  Mass 
Lipsett  Robert  B  emp  Raven  wood  Spring  Water  rSalem  Mass 
Lipsky  Benj  (Augusta)  sum  res  9  Bayle  La  rBrookline  Mass 
Liquata  Louis  emp  Cape  Ann  Marina  Lounge  rl03  E  Main 
Liquor  Locker  The  (Gloucester  Central  Package  Store  Inc)  263  Main 
St 

Lister  Bradford  C  studt  r650  Washington  St 
Lister  Lloyd  (Jean  E)  retd  h650  Washington  St 

Lister  Wm  (Mary)  (Home  For  Retarded  Adults)  h279  Washington  St 
Listman  Mary  E  ofc  sec  h5  Englewood  Rd 

Listopad  Virginia  nurses  aide  Cape  Ann  Nursing  Home  rChestnut  St 
Liszt  Maria  artist  10  Wonson  St  hlO  Wonson  St 
Little  Maynard  V  eng  NET&T  (S)  hll  Phillips  Av  (R) 

Little  River  Grocery  (Agnes  K  Me  Neil)  300  Essex  Av 
Little  Virginia  C  Mrs  (The  Charles  H  Cleaves  Agcy)  r2  Cove  Hill  La 
(R) 

Littlefield  Anita  aide  Middle  Sch  (R)  r57  High  St  (R) 

Littlefield  Cynthia  acct  rec  Cape  Ann  Med  Center  rlOl  Pleasant 
Littlefield  Edith  M  retd  hi  15  Washington  St 
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Littlefield  Frank  F  (Phyllis  E)  constable  City  Of  Gloucester  hl02  Mt 
Pleasant  Av 

Littlefield  Grace  M  Mrs  (Littlefield  Real  Estate)  rl  Meadow  Rd  (R) 
Littlefield  Joseph  (Patricia)  sum  res  Norwood  Hts  rWeston  Mass 
Littlefield  Lawrence  A  sis  rep  hThurston’s  Pt 
Littlefield  Marie  R  (Wid  Geo  H)  lil5a  Prospect  Sq 
Littlefield  Marie  R  Mrs  slswn  Wm  E  Blanchard  Jeweler  hl45  Essex 
Av  Apt  17 

Littlefield  Phyllis  E  Mrs  florist  104  Mt  Pleasant  Av  rl02  Mt  Pleasant 
Av 

Littlefield  Real  Estate  (Stanley  E  And  Mrs  Grace  M  Littlefield)  1 
Meadow  Rd  (R) 

Littlefield  Robt  H  (Doris  F)  asst  treas  Geo  H  Todd  Corp  hl9  Pigeon 
Hill  (R) 

Littlefield  Ruth  H  (Wid  Edw  M)  sec  Geo  H  Todd  Corp  h2  Norwood 
Av  (R) 

Littlefield  Stanley  E  (Grace  M)  (Littlefield  Real  Estate)  hi  Meadow 
Rd  (R) 

Littlefield  Stanley  E  Jr  (Anita  L)  carp  57  High  St  h57  High  St  (R) 
Litzenberger  Judith  r23  Wonson  St 

Litzenberger  Sami  W  (Louise)  phys  (Florida)  h23  Wonson  St 
Livesey  Lee  E  operating  rm  sec  Addison  Gilbert  Hosp  rHamilton 
Mass 

Livingston  Diane  homemkr  Action  Inc  r56  Friend  St 

Livingston  Edw  C  (Ruth  E)  pntr  Feldman  Constn  h64  Mt  Pleasant  Av 

Livingston  John  A  (Ruth  A)  driver  Rose’s  Oil  h4  Parker  St  (R) 

Livingston  Ronald  studt  r64  Mt  Pleasant  Av 

Livingston  Susan  studt  r64  Mt  Pleasant  Av 

Livingston  Thos  J  USAF  r4  Parker  St  (R) 

Lizotte  James  E  (Louise)  sum  res  hl37  Granite  St  (R) 

Lloyd  Ann  (Lloyd’s  Restr)  rGrapevine  Rd 

Lloyd  David  M  electn  h91  Gloucester  Av 

Lloyd  David  M  driver  Deering  Elec  r7  Prospect  St 

Lloyd  Ellen  studt  r42  Grapevine  Rd 

Lloyd  James  L  (Ann  D)  retd  h42  Grapevine  Rd 

Lloyd  Jane  nurse  Addison  Gilbert  Hosp  r42  Grapevine  Rd 

Lloyd  Jimmie  cook  Lloyd’s  Restr  r42  Grapevine  Rd 

Lloyd  Patricia  studt  r42  Grapevine  Rd 

Lloyd  Rose  mach  Williams  &  Co  rll72  Wash  St 

Lloyd’s  Restaurant  (Ann  Lloyd)  83  Bass  Av 

Lo  Bello  Anthony  C  exec  v-pres  Gorton  Corp  h44  Lexington  Av  Apt 
38 

Lobello  Joseph  rCape  Ann  Nursing  Home 

Lobikis  Matthew  J  tchr  Milton  L  Fuller  Sch  r7a  Summer  St  Ct  (R) 

Lobsta  Land  (Fred  Ercoloni)  restr  Causeway  St 

Lobster  In  The  Ruff  (Mrs  Betty  B  Woods)  restr  South  Rd  (R) 

Locke  Edw  V  (Joan  A)  scientist  hCamborne  Wy  (R) 

Lockett  Joseph  F  sum  res  hOld  Garden  Rd  (R) 

Lockwood  Franklin  W  (Sally  B)  driver  City  Highway  Dept  hi  06 
Maplewood  Av 

Locust  Grove  Cemetery  1210  Washington  St 
Lodge  Donald  T  (Jean)  tchr  h550  Washington  St 
Lodge  Gertrude  (Wid  Edmund  A)  retd  h31  Pleasant  St 
Lodge  Howard  J  Jr  (Eileen  J)  tchr  Maplewood  Sch  h8  Marble  St 
Lodge  Howard  J  Rev  (Marian)  pastor  Calvary  Bapt  Chapel  hl5 
Wishart  Rd 

Lodge  Marian  M  tchr  Beeman  Mem  Sch  rl5  Wishart  Rd 

Loeman  Sue  studt  rDolliver’s  Neck 

Loeman  W  C  (Helen)  (Easterly  Inn)  hDolliver’s  Neck 

Loeman  Walter  C  Jr  studt  rDolliver’s  Neck 

Logan  Carol  nurse  Addison  Gilbert  Hosp  h32  King  St  (R) 

Logan  Grace  Mrs  retd  h2  Highland  St  (R) 

Lo  Grande  Florence  r5  Bellevue  Av 
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Lo  Grande  Matteo  (Santina)  fishermn  h22  Dale  Av 
Logrande  Michl  J  (Frances  M)  fisherman  hll  Sunset  Hill  Rd 
Lo  Grande  Salvatore  (Jean)  mach  United  Shoe  hll  Sadler  St 
Lo  Grasso  Francisco  (Antonia)  fishermn  h6  Orchard  St 
Lo  Grasso  Joseph  (Rose)  fishermn  hl6  Orchard  St 
Lo  Grasso  Salvatore  (Agatha)  fishermn  h29  Whittemore  St 
Lo  Grasso  Vincent  (Catherine)  fishermn  h5  Washington  Sq 
Lo  Grasso  Vito  (Angela)  fishermn  h98  Washington  St 
Lograsso  Vito  (Petrina)  fishermn  h34  Blynman  Av 
Logue  Tim  J  h22  Englewood  Rd 

Loiacano  Angelina  pkr  Tadco  Mfg  r9  Washington  Sq 
Loiacano  Anthony  P  (Cynthia  A)  lumper  hi  12  Eastern  Av 
Loiacano  Cynthia  (Karem’s  Army-Navy  Store)  rll2  Eastern  Av 
Loiacano  Dominic  (Marie)  carp  John  H  Hunt  &  Son  h6  Malcolm  Rd 
Loiacano  Fileppa  (Wid  Alerio)  retd  hl7  Middle  St 

Loiacano  Helen  Mrs  cafeteria  wkr  Gloucester  High  Sch  r54  Prospect 
St 

Loiacano  Joseph  (Lucy)  fishermn  h9  Beach  Ct 
Loiacano  Joseph  L  mgr  Kentucky  Fried  Chicken  r8  Burnham 
Loiacano  Madelyn  opr  House  Of  Robel  r8  Burnham  St 
Loiacano  Matteo  (Susan  B)  fishermn  h26  Chestnut  St 
Loiacano  Nina  legal  sec  Kline  &  Gurdner  r9  Beach  Ct 
Loiacano  Philip  (Christine)  r9  Beach  Ct 

Loiacano  Philip  J  (Christine  G)  emp  Mai’s  h31  Mt  Vernon  St 

Loiacano  Salvatore  (Angelina)  h9  Washington  Sq 

Loiacano  Sami  J  (Helen)  fishermn  h54  Prospect  St 

Loiacano  Wm  A  (Ann)  firefighter  City  Fire  Dept  r650  Western  Av 

Lombardo  Anthony  (Vincie)  chef  h8  Western  Av 

Lombardo  Donna  E  opr  House  Of  Robel  r8  Stanley  Ct 

Lombardo  Jack  r8  Western  Av 

Lombardo  Joseph  (Geraldine)  plmb  L  E  Andrews  &  Co  hl6  Granite 
St 

Lombardo  Lena  (Wid  Jack)  h8  Western  Av 
Lombardo  Peter  (Donna)  contr  h8  Stanley  Ct 
Lombardo  Sarah  G  Mrs  (Cape  Ann  Secretarial  Service)  hl76 
Washington  St 

Lonco  Sharon  Ann  emp  Le  Pace’s  rl3  Harvard  St 
Londergon  See  Also  Lundergan 

Londergon  Dorothy  A  librn  Gloucester  High  Sch  r75  Western  Av 
Londergon  Robt  H  (June  A)  tchr  Gloucester  High  Sch  h5  Centennial 
Av 

London  Venturers  Co  (John  &  Mary  Manera)  art  2  Dock  Sq  (R) 

Long  Beach  Improvement  Assn  Ward  Tabot  Pres  John  Me  Carthy 
Treas  Long  Beach  St  (R) 

Long  Michl  sum  res  h78  Long  Beach  St  (R) 

Longo  Dominick  (Helen)  carp  h600  Western  Av 
Longo  Sara  h80  Maplewood  Pk 

Loomis  David  B  Rev  (Paulette  C)  pastor  Independent  Christian 
Universalist  Ch  h88  Prospect  St 
Loomis  Deborah  F  studt  rl5  Mt  Locust  PI 

Loomis  Fredk  (Rita)  prog  dir  Y  M  C  A  hll  Broadway  Av  ( R ) 

Loomis  Harriet  F  rl5  Mt  Locust  PI 

Loomis  Richd  S  (Eliz  H)  invest  counselor  Loomis-Sayles  &  Co  Inc 
hl5  Mt  Locust  PI 

Loomis  Robt  H  studt  r88  Prospect  St 
Loomis  Virginia  M  studt  rl5  Mt  Locust  PI 

Looney  Richd  G  (Sheila)  (Gloucester  Schooner)  h31  Witham  St 
Lopes  Alvaro  emp  Quincy  Cold  Storage  rl2  Eastern  Av 
Lopes  Amelia  J  governess  Wm  V  Ellis  h377  Western  Av 
Lopes  Edw  B  (Margt)  (Lopes  Real  Estate)  h29a  Langsford  St 
Lopes  Eleanor  Mrs  emp  Gorton’s  hl6  Silva  Ct 
Lopes  Esther  elk  Mai’s  r48  Warner  St 
Lopes  Frank  T  (Esther  M)  retd  h48  Warner  St 
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Lopes  Geo  Jr  studt  rl34  Riverdale  Pk 

Lopes  Geo  J  (Marie  C)  policemn  City  Police  Dept  hl34  Riverdale  Pk 

Lopes  Isabel  C  (Wid  Joseph  P)  retd  h332  Main  St 

Lopes  Jeffrey  S  studt  r29a  Langsford  St 

Lopes  John  (Rose  M)  fishermn  hl2  Eastern  Av 

Lopes  Joseph  P  (Simone)  h95  Maplewood  Av 

Lopes  Leslie  J  (Angelina  J)  retd  hl51  Riverdale  Pk 

Lopes  Louse  retd  h43  Prospect  St 

Lopes  Manuel  (Virginia)  utility  wkr  Gorton’s  h26  Elm  St 
Lopes  Margt  A  retd  h4  Mt  Pleasant  St  (R) 

Lopes  Margt  A  Mrs  tchr  Plum  Cove  Elementary  Sch  r29a  R 
Langsford  St 

LOPES  REAL  ESTATE  Edward  B  Lopes  President  Sales  Rentals- 
Listings-Commercial  Residential  29 A  Langsford  St  (01930)  Tel 
283-7290 

Lopes  Robt  emp  O  U  F  r44  E  Main  St 

Lopes  Robt  J  hi  10  Prospect  St 

Lopes  Robyn  J  studt  rl34  Riverdale  Pk 

Lopes  Simone  h48  Maplewood  Pk 

Lopez  Alban  V  (Anna  T)  retd  h37a  Pigeon  Hill  (R) 

Lopez  Mari  (Wid  Alvaro)  retd  hl04  Main  St  (R) 

Lo  Piccolo  Joseph  studt  r5  Sunset  Hill  Rd 
Lo  Piccolo  Josephine  bkpr  Mighty  Mac  rl3  Holly  St 
Lo  Piccolo  Joyce  sec  Mighty  Mac  rl3  Holly  St 
Lo  Piccolo  Philip  (Victoria)  fishermn  hl3  Holly  St 
Lo  Piccolo  Robt  (Harriett)  carp  hl7  Riverdale  Pk 
Lo  Piccolo  Salvatore  P  (Rose)  fisherman  h5  Sunset  Hill  Rd 
Lord  Dwight  E  (Marion)  carp  Lord  &  Miller  h6  Rose  La 
Lord  Ernest  mach  Le  Page’s  rEssex  Mass 

Lord  Henrietta  P  (Wid  Wallace  E)  summer  res  hl89  Concord  St 
Lord  Ralph  (Evelyn)  sum  res  h22  Riverside  St 
Lord  Ralph  W  (Evelyn)  sum  res  hRust  Island 
Lord  Robt  D  (Edith  B)  elk  Decatur  Hopkins  Bigelow  Dowse  Co 
(Needham)  h32  Corliss  Av 

Lordan  Geo  P  (Jane)  sum  res  29  Chester  Sq  rCambridge  Mass 

Lorentzen  Ann  rCape  Ann  Nursing  Home 

Lorentzen  Bruce  K  (Sandra  L)  electn  h36  Curtis  St  (R) 

Lorimer  Monroe  J  (Josephine  K)  retd  hll3  Marmion  Wy  (R) 

Loring  Charles  A  III  (Dianne  D)  (Annisquam  Mkt)  hRockholm  Rd 

Loring  Eleanor  (Wid  Wesson)  h81  Leonard  St 

Loring  Frank  I  (Edith  I)  retd  h28  Corliss  Av 

Loring  John  (Mildred  E)  retd  hll  Shepherd  St 

Loring  Mildred  rCape  Ann  Nursing  Home 

Lorish  Robt  E  (Jean  S)  1  summer  res  18  Long  Br  Av  rCarlisle  Pa 
Lorraine  The  Robt  W  Nally  Supt  apts  80  Middle  St 
Losh  John  F  (Margt  E)  h2  Ocean  Av  Apt  lb 
Lothrop  Leon  (Eliz)  retd  hl2  Amero  Ct 

Lothrop  Mary  A  (Wid  Chester  H)  retd  h7  Country  Club  Rd  (R) 

Lotito  Frank  agt  Hancock  Mut  Life  rHamilton  Mass 
Lou’s  Auto  Body  (Louis  Pascucci)  70  Maplewood  Av 
Loud  Richd  (Louise  S)  sum  res  hEastern  Point  Blvd 
Loughlin  Marie  tchr  Milton  L  Fuller  Sch  rl7a  Parker  St  (R* 

Lourenco  Jose  (Maria)  emp  Glouc  Eng  hl2  Millett  St 
Lovasco  Ambrose  J  (Marian  C)  fishermn  hlO  Cleveland  St 
Lovasco  Ambrose  P  (Natalie)  fish  ctr  hlO  Proctor  St 
Lovasco  Anna  h9  Addison  St 

Lovasco  Carlo  A  (Virginia  M)  fishermn  h9  Williams  Ct 

Lovasco  Cath  (Wid  Peter  J)  retd  h20  Granite  St 

Lovasco  Frank*  P  emp  United  Shoe  Machy  (BEV)  r39  Granite  St 

Lovasco  Gerolomo  (Grace)  retd  hl6  Marina  Dr 

Lovasco  Grace  M  retd  h9  Foster  St 

Lovasco  Ida  M  rl7  Addison  St 

Lovasco  Janice  R  elk  r9  Kirk  Rd 
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Lovasco  Jerome  custdn  Babson  Sch  r9  Addison  St 

Lovasco  Jerome  I  (Mary  A)  fishermn  hl20  Washington  St 

Lovasco  Joseph  policemn  City  Police  Dept  rl2  Addison  St 

Lovasco  Joseph  A  (Josephine)  emp  Village  Mkt  (Essex)  hEdgewood  Rd 

Lovasco  Luncheonette  &  Subs  (Salvatore  Lovasco)  324  Main  St 

Lovasco  Maria  elk  r9  Kirk  Rd 

Lovasco  Marie  studt  rlO  Proctor  St 

Lovasco  Michl  (Beverly)  hl50  E  Main  St 

Lovasco  Michl  J  (Nina  C)  hl7  Addison  St 

Lovasco  Natalie  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  rlO 
Proctor  St 

Lovasco  Paul  retd  h39  Granite  St 

Lovasco  Peter  D  (Dora  Q)  retd  h9  Addison  St 

Lovasco  Peter  P  (Sharon  L)  hlpr  Gorton’s  hlO  Addison  St 

Lovasco  Philip  T  (Vita  P)  (Philip’s  Beauty  Salon)  h274  Essex  Av 

Lovasco  Rose  pkr  Gorton’s  r9  Addison  St 

Lovasco  Salvatore  r9  Addison  St 

Lovasco  Salvatore  (Rose)  (Old  Timer’s  Tav)  hi  Pascucci  Ct 
Lovasco  Salvatore  C  (Rosemary  M)  (Lunchonette  &  Subs)  hl2  Summit 
St 

Lovasco  Salvatore  P  (Mary  K)  fishermn  h9  Kirk  Rd 

Lovasco  Sebastian  (Grace)  retd  hl2  Addison  St 

Lovasco  Sebastian  hlpr  N  Shore  Furn  rl7  Addison  St 

Lovasco  Sebastian  J  (Lois)  fishermn  h300  Main  St 

Lovasco  Virginia  driver  Action  Inc  r9  Williams  Ct 

Lovasco  Vita  P  Mrs  teller  Cape  Ann  Sav  Bank  r274  Essex  Av 

Lovasdo  Sebastian  fishermn  rFrank  St  (R) 

Love  John  F  (Mary  F)  sum  res  h23  Long  Beach  St  (R) 

Love  Marie  (Wid  Geo  P)  h585  Essex  Av 
Love  Mildred  V  (Wid  George  P)  h583  Essex  Av 
Lovejoy  Fredk  H  sum  res  hAdams  Hill  Rd 
Lovell  Ivy  R  retd  h52  Lincoln  Pk 

Lovell  Mary  W  (Wid  Howard  B)  retd  hl21  Marmion  Wy  (R) 

Lovell  Richd  A  (Nadine)  (Pigeon  Cove  Apts)  hl82  Granite  St  (R) 

Lovell  Ruth  Mrs  reept  Action  Inc  hlO  Fair  St 

Lovely  Edgar  C  (Marjorie  A)  mach  Pickering  (Salem)  h25  Liberty  St 

Lovett  Dale  E  studt  r207  Essex  Av 

Lovett  Gary  C  USA  r207  Essex  Av 

Lovett  Lois  W  (Wid  Eliot)  retd  h207a  Essex  Av 

Lovett  Peter  A  (Marion  L)  firefighter  City  Fire  Dept  h207  Essex  Av 
Lovkvist  Ivar  retd  hl5  Ketchopulos  Cir  (R)  Apt  D 
Lovoie  Charles  H  (Stasia  K)  sum  res  hl9  Hale  St  (R) 

Low  Geo  (Willa)  retd  hl6  Hillside  Ct 
Low  Geo  B  (Esther)  retd  h31  High  St  (R) 

Low  Harold  rCape  Ann  Nursing  Home 
Low  Howard  J  (B  Isabelle)  retd  hl4  Wheeler  St 
Low  John  C  (Judith  E)  firefighter  City  Fire  Dept  h4  Thurston’s  Pt 
Low  Malcolm  E  (Emily  C)  elec  eng  (Waltham)  hl2  Hillside  Ct 
Low  Martha  F  retd  h6  Prospect  Sq 
Low  Milton  E  (Olive  A)  retd  h7  Bond  St 
Low  Richd  J  (Elaine)  mach  h4  Brierwood  St 
Lowden  Mary  F  sum  res  24  Vine  St  rAfton  Mass 
Lowe  Charles  (Joannee)  phtog  h50  Centennial  Av 
Lowe  Charles  H  Jr  (Sara  M)  plmb  &  htg  Edgewood  Rd  hEdgewood 
Rd 

Lowe  Chester  B  (Madeline  D)  retd  h43  Cherry  St 

Lowe  Christine  tchr  Maplewood  Sch  rl6  Eastern  Pt  Rd  (R) 

Lowe  Cynthia  hsekpr  Addison  Gilbert  Hosp  r50  Centennial  Av 
Lowe  Dana  studt  r87  Western  Av 
Lowe  Donald  H  Jr  (Christine)  hl6  Eastern  Point  Rd 
Lowe  Edwin  E  (Frances  L)  firefighter  W  G  Fire  Sta  hl35  Magnolia 
Av 

Lowe  Esther  P  (Wid  Ralph  H)  retd  h81  Western  Av 
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Lowe  Ethel  M  Mrs  elk  Wm  E  Blanchard  Jeweler  rl70  E  Main  St 

Lowe  Eva  retd  hi  Bickford  Wy 

Lowe  Felicia  A  (Wid  John  D)  h87  Western  Av 

Lowe  Harold  W  (Mary  G)  retd  hl9  Marina  Dr 

Lowe  Helen  C  (Wid  Gulford  M)  retd  h95  Concord  St 

Lowe  J  Christie  nurse  Addison  Gilbert  Hosp  r50  Centennial  Av 

Lowe  J  Pauline  retd  hll  Beauport  Av 

Lowe  John  L  (Virginia)  sum  res  48  Leonard  St  rWinchester  Mass 

Lowe  Kevin  B  studt  rl35  Magnolia  Av 

Lowe  Martha  B  (Wid  Henry  B)  retd  h6  Carlisle  St 

Lowe  Patricia  D  teller  Cape  Ann  Sav  Bank  rl35  Magnolia  Av 

Lowe  Russell  (Ethel  M)  chauf  (Manchester)  hl70  E  Main  St 

Lown  Wilbour  C  retd  h277  Granite  St  (R) 

Lowrey  Wm  P  (Claire)  sum  res  h42  Valley  Rd 

Lowrie  Charles  W  (Josephine  M)  pres  Cape  Ann  Savings  Bank  hi 45 
Mt  Pleasant  Av 

Lowrie  Scott  R  (Rose  Mary)  emp  Dept  Public  Wks  hl4  Highland  St 
Lowry  Robt  custdn  Magnolia  Library  Inc  rRaymond  St 
Lucas  Amy  retd  r44  South  St  (R) 

Lucas  Amy  R  (Wid  John)  h63  Phillips  Av  (R) 

Lucas  Caroline  studt  r45  High  St  (R) 

Lucas  Deborah  studt  r35  Grapevine  Rd 

Lucas  Frances  ofc  sec  Morton  A  Levin  rGrapevine  Rd 

Lucas  Glenn  I  (Theresa)  ofc  mgr  AddGon  Gilbert  Hosp  h6  Ronna  Rd 

Lucas  Glenn  1  Jr  elk  r6  Ronna  Rd 

Lucas  Harry  retd  h2  Woodman  St 

Lucas  James  N  (Frances)  wool  dir  h35  Grapevine  Rd 

Lucas  John  Jr  studt  r45  High  St  (R) 

Lucas  John  S  (June  A)  cash  Gloucester  Natl  Bank  h45  High  St  (R) 
Lucas  Paul  G  (Doris  R)  supt  hShetland  Rd  (R) 

Lucas  Ralph  C  (Priscilla  A)  plstr  Faulk  Bros  hSeagull  St  (R) 

Lucas  Ralph  G  (Dorothy  G)  (Chas  F  Rittenhouse  &  Co)  hl7  Marmion 

Wy  (R) 

Luce  Charles  W  Jr  retd  h21  Prospect  Sq 

Luce  Dorothy  S  (Wid  Ralph  A)  retd  h56  Highland  Av  (R) 

Lucey  David  J  (Jean  T)  summer  res  65  Wyoma  Rd  rSaugus  Mass 

Lucido  Domenic  bartndr  Am  Legion  h54  Granite  St 

Lucido  Frank  (Rose)  fishermn  hlO  Fort  Sq 

Lucido  Frank  P  Jr  rlO  Fort  Sq 

Lucido  Gaspar  J  (Rose  M)  fishermn  r21  Pine  St 

Lucido  Jennie  stitcher  Cape  Ann  Mfg  r54  Granite  St 

Lucido  John  J  (G  Jane)  fish  ctr  O  U  F  h21  Commercial  St 

Lucido  Joseph  A  (Joyce)  barber  John  D  Maclean  h9  Gould  Ct 

Lucido  Thos  G  genl  wkr  Tadco  Mfg  r21  Pine  St 

Ludwig  Marian  M  Mrs  ofc  sec  Lufkin  &  Brown  hl59  Riverdale  Pk 
Lufkin  Andrew  Jr  retd  hRear  211  E  Main  St 
Lufkin  Arth  R  (Margt)  carrier  PO  hl6  Gee  Av 
Lufkin  Arth  R  Jr  (Karan)  die  ctr  Tadco  Mfg  hl6  Gee  Av 
Lufkin  &  Brown  Inc  Fitz  O  Lufkin  Jr  Pres  Wm  C  Brown  Treas  real 
est  222  Washington  St 

Lufkin  David  bus  driver  Me  Niff-Dominick  Co  rFresh  Water  Cove 
Rd 

Lufkin  Debi  maid  Cape  Ann  Nursing  Home  r293  Essex  Av 
Lufkin  Edith  G  (Wid  Moses  H)  retd  hl2  Stan  wood  St 
Lufkin  Eleanor  Mrs  hFresh  Water  Cove  Rd 
Lufkin  Eva  F  (Wid  Oscar)  retd  hl2  Russell  Av 
Lufkin  F  Otis  (Edna  M)  retd  h7  Adams  PI 
Lufkin  Fitz  O  Jr  pres  Lufkin  &  Brown  r90  Mt  Pleasant  Av 
Lufkin  Fitzo  (Marianne)  1st  v  pres  Cape  Ann  Area  rManchester  Mass 
Lufkin  Gertrude  L  (Wid  Warren  K)  dept  mgr  Grants  h292  Essex  Av 
Lufkin  Hollis  R  Jr  (Virginia  E)  slsmn  Filene’s  (P)  h86  Rocky  Neck 
Av 

Lufkin  Leo  E  retd  h24  Gloucester  Av 
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Lufkin  Marianne  F  Mrs  nurse  Addison  Gilbert  Hosp  rManchester 
Mass 

Lufkin  Naomi  E  (Wid  Henry  L)  (Wingaersheek  Motel)  h46  Concord  St 
Lufkin  Robt  studt  r86  Rocky  Neck  Av 

Lufkin  Robt  W  sum  res  734  Washington  St  rMelrose  Mass 
Lufkin  Roland  R  sis  rep  Standard  Packaging  r86  Rocky  Neck  Av 
Lufkin  Warren  K  Jr  (Dorothea)  mtcemn  Gloucester  Housing  Authority 
r292  Essex  Av 

Lu  Grasso  Geraldine  ibm  opr  rl6  Orchard  St 

Luigi’s  Restaurant  (Arthur  &  Josephine  Schenk)  restr  118  Main  St 
Luikens  Frederic  (Maaike)  fishermn  hl45  Essex  Av  Apt  10 
Lukegord  John  A  (Rita  C)  formn  North  Shore  Gas  hi  16  Maplewood 
Av 

Lukegord  John  A  Jr  fish  wkr  rll6  Maplewood  Av 
Lukegord  Marcella  M  (Wid  Joseph)  retd  h2  Foley  Rd 
Lukegord  Thos  W  (Susan  J)  sgt  City  Police  Dept  hi 002  Washington 
St 

Luleich  David  (Schultz  Transit)  rClifl'  Rd 
Lumbard  Geo  M  (Mary  L)  retd  h8  Centennial  Av 
Lumbard  Gilbert  E  (Mary  Ann)  (Jim’s  Variety)  (S)  h8  Vine  St 
Lumbard  Richd  D  member  City  Sch  Committee  rMagnolia  Mass 
Lumbardy  Netta  tchr  Hovey  Sch  rProspect  Sq 
Lumbruno  Geo  P  (Grace)  fishermn  hl5  Lincoln  Av 
Lumbruno  Nancy  M  (Wid  Wm  T)  retd  h6  Summer  St 
Lumbruno  Wm  (Lauri)  emp  Empire  Fish  hRear  21  Calder  St 
Lumia  Joseph  (Lucy)  mtce  mech  Gorton  hl2  Blynman  Av 
Lumia  Joseph  Jr  (Katheen)  refgr  tech  Sears  &  Roebuck  (Danvers)  h5 
St  Peter’s  La 

Lumm  Sally  tchr  Milton  L  Fuller  Sch  rCambridge  Mass 
Lund  Marguerite  Y  retd  r7  Cliff  Rd 

Lundberg  Ida  summer  res  Thatcher  Rd  rWoburn  Mass 
Lundberg  Margt  E  nurses  aide  Addison  Gilbert  Hosp  r5  Bridgewater 
St 

Lundberg  Mark  R  studt  r5  Bridgewater  St 
Lundberg  Matthew  studt  r5  Bridgewater  St 
Lundberg  Nancy  C  ins  broker  (Salem  hl45  Essex  Av  Apt  8 
Lundberg  Paul  A  studt  r5  Bridgewater  St 
Lundberg  Paul  F  (B  Eliz)  retd  hl037  Washington  St 
Lundberg  Robt  N  (Doris  B)  phys  302  Washington  St  h5  Bridgewater 
St 

Lundergan  See  Also  Londergon 

Lundergan  Edith  M  (Wid  Chas  H)  h6  Chapel  St 

Lunderville  Doris  retd  rl21  Wheeler  St 

Lundgren  Kenneth  J  (Patricia)  formn  h600  Washington  St 

Lundy  Alan  A  r4  Maplewood  Pk 

Lundy  Richd  W  fcty  lab  r4  Maplewood  Pk 

Lundy  Ruth  F  Mrs  retd  h4  Maplewood  Pk 

Luongo  Ann  M  (Wid  Angelo  J)  sum  res  21  Point  Rd  rRevere  Mass 

Luongo  Ralph  (E  Jeanne)  pres-treas  Ralph  Luongo  Inc  h77  Holly  St 

Luoni  Evangeline  (Wid  Dominic  P)  h46  Beacon  St 

Lupo  Michele  elk  Bob  Smith  Travel  Agcy  r2  Hampden  St 

Lupo  Salvatore  T  (Rosemarie  F)  mach  Gloucester  Eng  h5  Baker  St 

Lupo  Thos  (Rose  R)  fishermn  h28  Prospect  St 

Lupo  Thos  Jr  (Michele  L)  mach  Gloucester  Eng  h2  Hampden  St 

Lupsewicz  Veronica  h20  Rockport  Rd 

Lurvey  Fred  rCape  Ann  Nursing  Home 

Lusche  Jill  mgr  The  Corner  Hse  hRear  91  Main  St  (R) 

Lusk  Sally  tchr  aide  Rockport  Sch  Dept  rSouth  St  (R) 

Luster  Edw  P  (Marica  J)  (Ipswich  Meat  Mkt  &  Delicatessen)  h21 
Taylor  St 

Luster  Elliot  J  (Nancy  J)  hRear  93  Maplewood  Av 

Luster  Vieno  E  Mrs  waitress  Oleana  Restr  (R)  r50  Curtis  St  (R) 

Lutoff  Lisa  studt  r33  Chapel  St 
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LutofT  Robt  J  (Beverly)  emp  (Hse  Of  Le  Bannon)  h33  Chapel  St 

Lutz  Leonara  N  emp  Wander  Inn  Shop  r30  Chestnut  St 

Lux  J  F  sum  res  Wolf  Hill  St  rWoburn  Mass 

Luzio  Collette  daycare  mother  Action  Inc  r7  Green  St 

Luzio  Oliva  L  (Wid  Francisco)  h70  Friend  St 

Lycett  Arline  Mrs  emp  Gorton’s  h4  Perkins  St 

Lycett  Philip  S  Jr  (Thelma)  electron  insp  United  Shoe  (BEV)  h25 
Wheeler  St 

Lycett  Phillip  S  (Phyllis)  laby  tech  Addison  Gilbert  Hosp  hlO  Spring 
St 

Lycett  Robt  B  (Diane)  mach  Borneo  Inc  h22  Butman  Av 
Lycette  Charles  lobstermn  hl4  Magnolia  Av 
Lydon  Mary  M  sum  res  hi  Marmion  Wy  (R) 

Lydstone  John  E  retd  hl72  Granite  St  (R) 

Lyman  Harrison  F  Jr  (Anna)  sum  res  Norwood  Hts  rNorwood  Hts 
Lynch  Alice  F  Mrs  sum  res  5  Long  Beach  St  (R)  rSomerville  Mass 
Lynch  Dennis  hlO  Field  Rd 

Lynch  Edw  (Maybelle  B)  emp  Navy  Yd  (B)  h6  Ferry  La 
Lynch  Ernest  (Cecila)  sum  res  95  Long  Beach  St  (R)  rWinehester 
Mass 

Lynch  Geo  (Margt)  phys  h216  Atlantic  Rd 
Lynch  Gertrude  P  retd  h28  Chapel  St 

Lynch  Jacqueline  librn  Milton  L  Fuller  Sch  rMarblehead  Mass 
Lynch  Jeffrey  emp  Cape  Ann  Tool  r6  Ferry  La 
Lynch  Jeffry  (Jeannine)  studt  hl4  Highland  St 

Lynch  Jennine  F  Mrs  laby  elk  Addison  Gilbert  Hosp  r20  Eastern 
Point  Rd 

Lynch  John  J  (Dorothy  H)  sum  res  96  Long  Beach  St  (R) 
rWinehester  Mass 

Lynch  John  P  (Emily)  publisher  &  director  Day  Care  Center  hl96 
Hesperus  Av 

Lynch  Marietta  E  r216  Atlantic  Rd 

Lynch  Maybelle  B  ward  aide  Addison  Gilbert  Hosp  r6  Ferry  La  Wolf 
Hill 

Lynch  Nicholas  studt  r216  Atlantic  Rd 

Lynch  Patricia  tchr  Stage  Fort  Sch  r95  Long  Beach  (R) 

Lynch  Thos  F  retd  hi  Ships  Bell  Rd 

Lynch  Thos  K  Jr  sum  res  Bemo  Av  rWoburn  Mass 

Lynch  Timothy  (Joan)  lab  hRear  12  Prospect  St  (R) 

Lynch  Timothy  M  (Joan)  lab  h9  Mt  Pleasant  PI  (R) 

Lynn  Jeanette  rThatcher  Rd  (R) 

Lynn  Mary  D  retd  hl2  Green  St  (R) 

Lynn  Thos  F  sum  res  hThatcher  Rd  (R) 

Lyons  Deborah  educ  specialist  Action  Inc  rHillside  Rd 
Lyons  Earl  S  (Blanche)  retd  hi  Mondello  Sq 
Lyons  Frances  sum  res  34  Long  Beach  St  (R)  r Hanson  Mass 
Lyons  James  C  retd  h37  Granite  St 

Lyons  Mark  home  chore  wkr  Action  Inc  rl5  Fuller  St  (M) 

Lyons  Murilla  M  retd  h2  Ocean  Av  Apt  1  I 

Mac’s  Italian  Specialties  (Joseph  Olando)  gro  75  Washington  St 
Mac  Arthur  Douglas  A  (Sharon)  firefighter  City  Fire  Dept  h33 
Lynndale  Av 

Mac  Arthur  Harold  P  Jr  (Marion  F)  landscaper  Corlliss  Bros  h21 
Whittemore  St 

Macaulay  Donald  M  sum  res  hCliff  Rd 
Macauley  J  Carlton  (Louise  C)  retd  h9  Perkins  Rd 
Macauley  John  C  emp  N  E  T  &  T  r9  Perkins  Rd 
Macauley  Sarah  S  (Wid  John  A)  retd  h79  Maplewood  Av 
Maccarone  Matteo  (Alice)  driver  Thos  Wilson  &  Co  rl7  Chapel  St 
Macchi  Nellie  R  treas  G  Everett  Mahoney  Inc  hll  Albion  Ct 
Mac  Cormack  John  L  (Patricia  L)  shipper  h36  Derby  St 
Mac  Cuish  W  Francis  (Geneve  B)  slsmn  h8  Riverview  Rd 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Mac  Cullum  Ronald  dept  chairmn  Ralph  B  O’Maley  Mdl  Sch  h4 
Edgemere  Rd  (R) 

Mac  Donald  See  Also  Me  Donald 

Mac  Donald  A  Bernard  (Mary  C)  lumper  h4  Summit  St 

Mac  Donald  A  Bernard  Jr  USA  r4  Summit  St 

Mac  Donald  A  Clifton  (Lillian)  retd  h35  Langsford  St 

Mac  Donald  Alice  Mrs  retd  hl2  Gould  Ct 

Mac  Donald  Beatrice  (Wid  Robt)  h4  Mansfield  Ct 

Mac  Donald  Cecelia  K  retd  rl4  Warner  St 

Mac  Donald  Charles  J  (Helen  C)  retd  hDrumlin  Rd  (R) 

Mac  Donald  Danl  mason  r4  Mansfield  Ct 

Mac  Donald  Danl  J  (Good  Harbor  Beach  Inn)  hSalt  Island  Rd 

Mac  Donald  Diane  teller  Cape  Ann  Bank  &  Trust  rl8  Chapel  St 

Mac  Donald  Donald  r43  School  St 

Mac  Donald  Edith  Mrs  sum  res  h84  Langsford  St 

Mac  Donald  Edward  (Linda)  h22'/;>  Perkins  St 

Mac  Donald  Eug  R  (Virginia  F)  firefighter  City  Fire  Dept  h21  Gee 
Av 

Mac  Donald  Helen  M  (Wid  John  E)  h92  Washington  St 
Macdonald  Herbert  M  (Margie  J)  pres  Tiger  Lines  Distributing  Co  Inc 
hl34  E  Main  St 

Mac  Donald  James  B  fety  wkr  r29  Hodgkins  St 
Mac  Donald  Jerome  (Myra  E)  retd  h76  Grove  St 
Mac  Donald  Jerome  A  (Vincie  T)  electn  hl8  Chapel  St 
Mac  Donald  Kath  retd  h4  Willow  St 

Mac  Donald  Kath  A  (Wid  John  D)  elk  Benjamin’s  hi Vz  Trask  St 

Mac  Donald  Linda  S  Mrs  hl8  Ledgemont  Av 

Mac  Donald  Lois  emp  Cape  Ann  Bank  &  Trust  r42  Warner  St 

Mac  Donald  Louise  C  (Wid  Alex)  retd  hl4  Cleveland  St 

Mac  Donald  Margt  L  retd  r35  Langsford  St 

Mac  Donald  Mary  A  retd  hl4  Warner  St 

Mac  Donald  Mary  K  retd  rl039  Washington  St 

Mac  Donald  Melvin  D  (Ruth  M)  retd  h25  Exchange  St 

Mac  Donald  Mildred  sum  res  hSeaview  St  (R) 

Mac  Donald  Neil  J  (Carmen  S)  formn  City  Highway  Dept  hl3  Ellery 
St 

Mac  Donald  Paul  E  (Joan  E)  linemn  Mass  Elec  hll  Harrison  Av 
Mac  Donald  Priscilla  I  fety  wkr  rl4  Cleveland  St 
Mac  Donald  Robt  (Ruth)  (Magnolia  Service  Sta)  rManchester  Mass 
Mac  Donald  Robt  A  supvr  of  pkrs  O’Donnell-USEN  Fisheries  rl4 
Cleveland  St 

Mac  Donald  Ronald  H  mach  Murmac  Mfg  r76  Grove  St 
Mac  Donald  Sharon  studt  rl8  Chapel  St 

Mac  Donald  Sheila  data  processor  Addison  Gilbert  Hosp  r21  Gee  Av 

Mac  Donald  Sheilda  F  studt  r21  Gee  Av 

Mac  Donald  Sylvia  pkr  Le  Page’s  rl23  Prospect  St 

Mac  Donald  Theresa  A  studt  r4  Summit  St 

Mac  Donald  Thos  (Ellen  F)  electn  Fishback  &  Moore  h322  Essex  Av 

Mac  Donald  Virginia  swtchbd  opr  Addison  Gilbert  Hosp  r21  Gee  Av 

Mac  Donald  Wm  emp  Deering  Elec  rManchester  Mass 

Mac  Donald  Wm  retd  r43  School  St 

Mac  Donnell  See  Also  Me  Donnell 

Mac  Donnell  Nora  retd  h5  Revere  St 

Mac  Dougall  Everett  F  (Mabel  J)  bodymn  Harold’s  Auto  Body  h7 
Springfield  St 

Mac  Dougall  Sarah  hRear  59  Main  St  (R) 
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STEVENS 

MOTOB 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET.  ROCKPORT.  MASS.  10966 


TEL.  546-7405 


226 


Mac  Dowell  Richd  F  (Nancy  J)  pres  Mac  Dowell’s  Stationery  Inc 
hThatcher  Rd  (R) 

Mac  Dowell’s  Stationery  Inc  Richd  F  Mac  Dowell  Pres  141  Main  St 

Mace  Robt  E  hl5  Chapel  St 

Mac  Eachern  See  Also  Me  Eachern 

Mac  Eachern  John  D  (Mary  D)  retd  hl8  Myrtle  Sq 

Mac  Eachern  John  D  Jr  rl8  Myrtle  Sq 

Mac  Eachern  Mary  D  Mrs  sr  elk  typ  City  Eng  rl8  Myrtle  Sq 

Mac  Eachern  Robt  D  studt  rl8  Myrtle  Sq 

Mac  Ellven  Charles  W  (Jessie  A)  retd  h67  South  St  (R) 

Mac  Farland  See  Also  Me  Farland 
Mac  Farland  Charles  M  retd  h64  Poplar  Pk 
Mac  Farland  Donna  cash  h281  Washington  St 
Mac  Farland  Gerard  C  studt  rl5  Dodge  St 

Mac  Farland  Norman  M  (Edna  F)  retd  hi  12  Mt  Pleasant  Av 
Mac  Farland  Norman  S  studt  rll2  Mt  Pleasant  Av 
Mac  Fee  Olive  retd  r2  Mt  Pleasant  St  (R) 

Mac  Feeley  Angus  USCG  rl28  Magnolia  Av 

Mac  Feeley  James  H  (Ruth  W)  treas  Borneo  Inc  hl28  Magnolia  Av 

Mac  Feeley  Janet  M  nurse  Addison  Gilbert  Hosp  h215  Washington  St 

Mac  Feeley  Patricia  wardclk  Addison  Gilbert  Hosp  rl28  Magnolia  Av 

Mac  Feeley  Wm  opr  Le  Page’s  rl28  Magnolia  Av 

Mac  Gillivray  Wm  A  (Ruth)  retd  h84  Maplewood  Av 

Mac  Gilvrary  Colin  (The  Bicycle  Shop)  r  (Manchester  Mass) 

Mac  Gray  Janet  M  tchr  Pigeon  Cove  Sch  h4  Mt  Locust  Av  (R) 

Machado  Manuel  (Lourdes  M)  emp  Gortons  h4  Sadler  St 

Machado  Manuel  P  (Mary)  fishermn  h4  Sadler  St 

Machado  Victor  (Nellie)  emp  B  F  Goodrich  h5  Oak  St 

Machalik  Henry  mgr  New  Eng  Tel  Co  hl45  Essex  Av  Apt  14 

Machero  Antonio  (Maria)  emp  G1  Fish  h33  School  St 

Maciejewicz  Walter  formn-line  assmblr  NET&T  rHamilton 

Maciejowski  Carolyn  W  with  Cape  Ann  rArea  Chamber  Of  Commerce 

Maciel  Carol  A  elk  Peter  Smith  r26  Washington  St 

Maciel  Geo  (Sydel  A)  (John’s  Mkt)  (R)  h41  E  Main  St 

Maciel  Josephine  (Wid  Joseph)  retd  h45  E  Main  St 

Maciel  Richd  (Jean)  emp  Cape  Ann  Anchor  Forge  hWoodman  St 

Maciel  Robt  L  mtcemn  City  Water  Div  r31  Elm  St 

Maciel  Shirley  hlO  Staten  St 

Maciel  Sydel  pres  John’s  Hot  Top  Pizza  Inc  r41  E  Main  St  (G) 

Mac  Innis  See  Also  Me  Innis 

Mac  Innis  Andrew  emp  Kilsy  Martin  (BEV)  hit)  Field  Rd 
Mac  Innis  Antiques  (Mrs  Judith  A  Mac  Innis)  61  Prospect  St 
Mac  Innis  Dorothy  B  opr  N  E  T  &  T  (S)  r5  Washington  St 
Mac  Innis  Geo  A  retd  hlOl  Maplewood  Av 

Mac  Innis  Gertrude  E  nurse  Addison  Gilbert  Hosp  h978  Washington 
St 

Mac  Innis  Judith  A  Mrs  (Mac  Innis  Antiques)  r25  Beach  Rd 
Mac  Innis  Robt  M  (Judith  A)  lwyr  28  Dale  Av  h25  Beach  Rd 
Mac  Intosh  Clement  (Lorraine)  newspaper  district  hi  15  Western  Av 
Mac  Intosh  Daniel  USMC  rll5  Western  Av 

Mac  Intosh  Larry  bartndr  Capt  Courageous  Restr  r26  Summer  St 
Mac  Intosh  Linda  studt  rll5  Western  Av 
Mac  Intosh  Lucille  Mrs  h26  Summer  St 

Mac  Intosh  Roseanne  bkpr  Capt  Courageous  Restr  r26  Summer  St 
Mac  Intyre  Dorothy  retd  h3  Gott  St  (R) 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whitftemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Mac  Isaac  Alf  M  (Alice  M)  meat  ctr  First  Natl  Stores  (D)  h34 
Pleasant  St  (R) 

Mac  Isaac  Alf  M  Jr  (Kim  A)  sheet  metal  wkr  Baccalaurine  Co  h34 
Pleasant  St  (R) 

Mac  Isaac  Harold  (Anita)  sht  mtl  wkr  h40  Quarry  St 
Mac  Isaac  James  R  (Marjorie  E)  supt  First  Natl  Stores  (Salisbury)  h2 
Clark  Av  (R) 

Mac  Isacc  Alf  Jr  retd  hlO  Lin  wood  Av  (R) 

Mac  Issac  Robt  (Sally)  constn  formn  hCedar  La 
Mack  Arth  F  (Isabelle  G)  retd  h33  E  Main  St 
Mack  Bertha  V  stitcher  Mighty  Mac  h97  Centennial  Av 
Mack  David  (Mary)  production  wkr  r97  Centennial  Av 
Mac  Kay  See  Also  Me  Kay 

Mac  Kay  Alice  D  (Sandy  Bay  Clerical  Services)  r53  Mt  Pleasant  St 
(R) 

Mac  Kay  Francis  J  (Alice  D)  city  planner  (Malden)  h53  Mt  Pleasant 
St  (R) 

Mac  Kay  Glenn  A  (Evelyn  L)  contr  hSouth  St  (R) 

Mac  Kay  Harriet  E  (Wid  David  R)  retd  hl3  Beauport  Av 
Mackay  Marie  Mrs  rl4  Summit  Av  (R) 

Mackay  Winifred  M  (Wid  Andrew  F)  retd  hlO  Smith  Rd  (R) 

Mac  Kenzie  Francis  G  (Eliz  M)  spinner  Borneo  Inc  h7  Staten  St 
Mac  Kenzie  John  E  (Betty)  marine  eng  h8  Lawrence  Mountain  Rd 
Mac  Kenzie  Paula  hlO  Perkins  St 

Mackey  Albert  J  (Mary  E)  emp  B  &  M  R  R  hl4  Cross  St 

Mackey  Arth  G  (Donna)  emp  A  C  Laurence  (P)  h3  Fears  Ct 

Mackey  August  (Stella)  retd  h873  Washington  St 

Mackey  Emil  N  (Isolena  L)  retd  h8  Friend  St 

Mackey  Emil  N  Jr  (Geraldine)  corp  elk  Faulk  Bros  h7  Kent  Cir 

Mackey  Geo  M  Jr  carp  59  High  St  (R)  h59  High  St  (R) 

Mackey  Geo  N  retd  r59  High  St  (R) 

Mackey  Helen  retd  r44  South  St  (R) 

Mackey  John  h207  Granite  St  (R) 

Mackey  John  retd  r8  Curtis  St  (R) 

Mackey  John  T  lobstermn  r27  Curtis  St  ,R) 

Mackey  Loring  (Eileen)  tchr  Landmark  Sch  h8  Curtis  St  (R) 

Mackey  Margt  K  retd  r59  High  St  (R) 

Mackey  Paul  E  retd  r59  High  St  (R) 

Mackey  Richd  r207  Granite  St  (R) 

Mackey  Sylvia  (Wid  Wm)  hlO  Marchant  St 
Mackey  Thos  V  (Andrea  M)  shtmtlwkr  James  E  Me  Cusker 
(Cambridge)  h311  Essex  Av 

Mackey  Walter  R  (Madeline  M)  emp  Town  Of  Rockport  hHodgkins  St 
(R) 

Mac  Killop  Alton  J  emp  Gorton’s  hl5  Bass  Av 

Mac  Killop  Clifford  S  (Mary  A)  genl  wkr  Tadco  Mfg  h41  Derby  St 
Mac  Kinnon  Walter  N  (Margt  M)  sum  res  6  Elmo  La  rSomerville 
Mass 

Mac  Kinzie  Mary  E  Mrs  h77  Maplewood  Pk 

Mac  Lachlan  Donald  B  (Dorothy  B)  sum  res  61  Wingaersheek  Rd 
rMelrose  Mass 

Mac  Lachlan  Kenneth  L  (Olga  C)  sum  res  79  Wingaersheek  Rd 
rMelrose  Mass 

Mac  Laughlin  See  Also  Me  Laughlin 
Mac  Laughlin  Frank  W  (Margt  R)  retd  hlO  Federal  St 
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PIKE  FUNERAL  SERVICE 


HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 


Tel.  283-0884 
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Mac  Laughlin  Laurence  S  (Bette  I)  sum  res  14c  Long  Beach  St  (R) 
rWoburn  Mass 
Mac  Lean  See  Aso  Me  Lean 

Mac  Lean  Archie  A  lndry  wkr  Addison  Gilbert  Hosp  h308  Main  St 
Mac  Lean  Danl  (Martha)  truck  driver  h39  Pleasant  St 
Mac  Lean  Dorothy  admn  aid  E  G  Elementary  Sch  r44  Lexington  Av 
Mac  Lean  Helen  M  r200  Granite  St  (R) 

Mac  Lean  Jean  pkr  Le  Page’s  r6  Rio  Dr 

Mac  Lean  John  D  (Dorothy)  barber  146  Main  St  h44  Lexington  Av 
Apt  6 

Mac  Lean  Marion  A  (Wid  Geo)  retd  h34  School  St  (R) 

Mac  Lean  Ralph  H  (Shirley  J)  jan  Le  Pages  h6  Rio  Dr 
Mac  Lellan  Leona  F  Mrs  re  d  h3  Ketchopulos  Cir  (R)  Apt  llg 
Mac  Leod  See  Aso  Me  Leod 

Mac  Leod  Alma  C  (Wid  Robt  C)  h5  Eden  Rd  (R) 

Macleod  Archibald  rlO  Foster  St 

Mac  Leod  Gath  J  (Wid  Archie  A)  h96  Middle  St 

Mac  Leod  Everett  M  (Ellen)  emp  Cape  Ann  Mfg  h3a  Commonwealth 
Av 

Mac  Leod  Everett  M  Jr  emp  W  B  Z  (B)  r3a  Commonwealth  Av 
Mac  Leod  Gregory  A  (Helen  A)  (High  Clifle  Lodge)  hAtlantic  Rd 
Mac  Leod  Herbert  W  sum  res  Salt  Island  Rd  rLynnfield  Mass 
Mac  Leod  Julia  Mrs  ofc  sec  Tadco  Mfg  hlO  Foster  St 
Mac  Leod  Maureen  C  studt  rAtlantic  Rd 

Mac  Leod  Norman  J  (Velma  F)  lab  Gorton’s  h84  Centennial  Av 
Mac  Leod  Roger  (Eliz)  retd  hi  Cherry  Hill  Rd 
Macleod  Saima  A  Mrs  r93  Centennial  Av 

Mac  Leod  Velma  F  Mrs  cafeteria  wkr  Gloucester  High  Sch  r84 
Centennial  Av 

Mac  Leod  Victoria  studt  rlO  Foster  St 

Mac  Leod  Wallace  F  (Marion  J)  retd  h303  Essex  Av 

Mac  Millan  Hugh  G  (Lavanne  R)  hlO  Oakes  Av 

Mac  Millan  Lavonne  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rShore  Rd 
Mac  Millin  Douglas  K  (Susan  A)  policemn  Rockport  Police  Dept  rl42 
Main  St  (R) 

Mac  Millin  Susan  A  note  teller  Rockport  Natl  Bank  rl42  Main  St 
(R) 

Mac  Mullen  Gordon  (Andrea  T)  mgr  North  Shore  Dental  Laby  h47 
Riverdale  Pk 

Mac  Mullen  Jacquelin  rCape  Ann  Nursing  Home 
Mac  Nair  Geo  W  (Mae)  retd  h5  Langsford  St 
Mac  Namara  Helen  Mrs  hl03  Western  Av 
Mac  Namara  Robt  studt  rl03  Western  Av 
Mac  Neil  See  Aso  Mac  Neill  Me  Neil  And  Me  Neill 
Mac  Neil  Ellen  J  Mrs  bkpr  Joseph’s  Mkt  r20  Harvard 
Mac  Neil  Elliott  J  (Margt  E)  boiler  room  wkr  Addison  Gilbert  Hosp 
h20  Harvard  St 

Mac  Neil  Elsie  M  hlO  Wells  St 

Mac  Neil  Genesta  (Wid  Clarence)  rThurston’s  Pt 

Mac  Neil  Hester  F  retd  rlO  Wells  St 

Mac  Neil  Mary  retd  hRear  109  Main  St  (R) 

Mac  Neil  Mary  A  retd  rlO  Wells  St 

Mac  Neil  Mildred  (Wid  Chester  E)  h904  Washington  St 
Mac  Neil  Peter  J  studt  r20  Harvard  St 

Mac  Neil  Richd  (Mary  B)  constn  wkr  h904  Washington  St 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Mac  Neil  Richd  D  (Therese)  f’ormn  City  Water  Div  h881  Washington 
St 

Mac  Neil  Roderick  Jr  (Karen)  emp  Quincy  Mkt  Cold  Stge  hl6 
Concord  St 

Mac  Neil  Roderick  C  (Frances  G)  lumper  hl4  Harrison  Av 
Mac  Neil  Rodney  C  (Celeste)  fisherman  h45  Bass  Av 
Mac  Neil  Scott  constn  wkr  r881  Washington  St 

Mac  Nutt  Alex  T  (Eliz)  sum  res  Adams  Hill  Rd  rWillmington  Ohio 
Macomber  Almon  F  (Gladys)  (Riverdale  Constn)  hThurston’s  Pt 
Mac  Quade  Joseph  W  (Agnes)  genl  mgr  Automobile  Auctions  h997 
Washington  St 

Mac  Quarrie  Christina  retd  hl3  Beach  Rd 
Mac  Rae  See  Also  Me  Rae 

Mac  Rae  Ellen  M  (Wid  Walter  F)  retd  hlO  Taylor  St 
Mac  Rae  Joyce  Mrs  h34  Magnolia  Av 

Mac  Rae  Robt  (Judith)  mach  Gloucester  Eng  hRear  117  Magnolia  Av 
Mac  Whinnie  Dorell  Jo  studt  r7  Church  St 
Mac  Whinnie  Julia  C  (Wid  Melvin)  h7  Church  St 
Madden  Francis  B  III  mtcemn  Addison  Gilbert  Hosp  rManchester 
Mass 

Madden  Hugh  A  sum  res  hl2  Adams  Hill  Rd 
Maddex  John  with  Doolings  Auto  Serv  (BEV)  h22a  Taylor  St 
Maddix  Barbara  L  exec  legal  sec  Mahoney  Atwood  &  Goldings  h8 
Webster  St 

Maddix  Cath  A  r66  Grove  St 

Maddix  Dorothy  M  ofc  mgr  Producers  Fish  h66  Grove  St 
Maddix  Edith  r66  Grove  St 
Maddix  Elmer  H  Jr  r8  Webster  St 
Maddix  James  fish  wkr  hl7  Mystic  Av 
Maddix  James  V  lab  Gorton’s  r66  Grove  St 
Maddix  Marjorie  O  (Wid  Harold  S)  retd  rl7  Mystic  Av 
Maddix  Robt  E  (Louise  A)  mach  h284  Essex  Av 
Maddix  Ruth  E  elk  Cape  Ann  Mfg  h20  Eastern  Point  Rd 
Maddock  Alf  (Eleanor  L)  bank  exam  hl45  Essex  Av  Apt  9 
Maderios  Robt  (Christine)  (Cracker  Barrell  Antiques)  h559  Essex  Av 
Madison  Joseph  F  (G  Doris)  retd  h82  Centennial  Av 
Madison  Robt  O  mtcemn  O  Maley  Rink  r82  Centennial  Av 
Madison  Ronald  acct  City  School  Dept  r82  Centennial  Av 
Madruga  Bros  (John  P  &  Richd  H  Madruga)  bldrs  &  realty  36 
Madison  Av 

Madruga  Edith  J  (Wid  John  P)  retd  h58  Friend  St 
Madruga  Felipe  M  prsr  Cape  Ann  Mfg  r2  Mt  Vernon  St 
Madruga  James  C  (Olive)  fishermn  hl82  Washington  St 
Madruga  John  P  (Virginia  F)  (Madruga  Bros)  h36  Madison  Av 
Madruga  John  P  Jr  (Mabel)  (American  Glass  Co)  r328a  Essex  Av 
Madruga  Liduina  M  pkr  Le  Page’s  r2  Mt  Vernon  St 
Madruga  Mabel  R  sec  Glouc  Trans  r328a  Essex  Av 
Madruga  Manuel  J  (Belarmina)  emp  Gorton’s  r2  Mt  Vernon  St 
Madruga  Richd  H  (Velma)  (Madruga  Bros)  h31  Reynard  St 
Madruga  Richd  W  (Sherilyn  A)  firefighter  City  f  ire  Dept  h24a 
Grapevine  Rd 

Madruga  Robt  USN  r58  Friend  St 

Madruga  Ronald  C  (Delores)  policemn  City  Police  Dept  h30  Webster 
St 

Madruga  Sandra  studt  r31  Reynard  St 

Madruga  Sherilyn  sc  Enos  Marine  Inc  rGrapevine  Rd 
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Madruga  Vergilio  M  emp  Cape  Ann  Mfg  r2  Mt  Vernon  St 
Madruga  Virginia  studt  rl82  Washington  St 
Madsen  Helen  P  retd  hl9  Harold  Av 

Mag  Casual  Shop  (Mildred  E  &  Marjorie  B  Marks)  dresses  9a 
Lexington  Av 

Maganinho  Mary  R  Mrs  retd  h58  Warner  St 
Magano  Vulant  M  (Wid  Albert)  retd  h34  Wheeler  St 
Magdycz  Jeanette  nurse  Addison  Gilbert  Hosp  r37  E  Main  St 
Maged  Albert  (Ethel)  summer  res  h204  Hesperus  Av  Apt  3 
Maggies  Antiques  (Margt  And  Edwin  J  Anderson)  326 Vfe  Main  St 
Maggiore  Onofrio  (Francesca)  emp  Gorton’s  hlOl  Centennial  Av 
Magic  Carpet  20  Main  St  (R) 

Magill  Deborah  hi 7  Alper  Rd 

Magnolia  Beauty  Salon  (Mrs  Florence  L  Rose)  41  Madison  Av 
Magnolia  Bicycle  Shop  (Colin  Mac  Gilvrary)  gifls  11  Lexington  Av 
Magnolia  Card  &  Gifl  Shop  Patricia  La  Voie  Owner  &  Mgr  35 
Lexington  Av 

Magnolia  Casuals  (Dorothy  Hoysradt)  33  Lexington  Av 
Magnolia  Library  Inc  Russell  Herrmann  Pres  1  Lexington  Av 
Magnolia  Point  Cemetery  Magnolia  Av 

Magnolia  Service  Station  (Robt  Mac  Donald)  4  Magnolia  Av 

Magnuson  Harry  A  retd  h56  High  St 

Maguire  Nancy  Mrs  h21'/2  Mason  St 

Magune  James  C  antique  dir  r55  Broadway  (R) 

Magune  Virginia  clk-typ  Christian  Science  Ch  (B)  hlO  Union  La  (R) 
Magwood  Ralph  (Sharon  E)  waiter  h4  Walnut  St 
Mahan  Albert  (Agnes)  mtcemn  City  Hwy  Dept  hLa  Rose  Av 
Mahan  Clair  Sister  tchr  St  Mel  Day  Sch  rEdgemoor  Rd 
Mahaney  Doris  L  (Wid  Francis  J)  sis  asst  Rockport  Art  Assn  h25 
Dock  Sq  (R)  Apt  2c 

Mahn  Burlen  (Clara)  sum  res  Nashua  Av  rSherborne  Mass 
Mahoney  Annette  daycare  mother  Action  Inc  r34  Burnham  St 
Mahoney  Atwood  &  Goldings  (J  Atwood  M  Goldings  &  C  Mahoney) 
lwyrs  18  Dale  Av 

Mahoney  Charles  F  lwyr  (B)  h662a  Washington  St 

Mahoney  Henry  J  (Louise  B)  eng  Penn  Central  (B)  h6  Newton  Rd 

Mahoney  Jane  A  studt  rllO  Granite  St  (R) 

Mahoney  John  E  (Constance  T)  forge  wkr  Cape  Ann  Tool  hi  10 
Granite  St  (R) 

Mahoney  John  J  (Annette  M)  mech  insp  Walbar  h34  Burnham  St 
Mahoney  John  W  (Ruth  S)  (Sea  Meadow)  h86  Marmion  Wy  (R) 
Mahoney  Patrick  emp  Harbor  Inti  Corp  hi  10  Granite  St  (R) 
Mahoney  Richd  M  (Sherie)  emp  Genl  Elec  (LYNN)  hl57  Granite  St 
(R) 

Mahoney  Robt  (Margt)  sum  res  h69  Witham  St 
Mahoney  Timothy  J  carrier  PO  r  (Manchester) 

Mahoney  Wm  retd  rll  Chestnut  St 

Mahony  Eliz  A  (Wid  John  P)  emp  Gortons  hl8  Atlantic  St 

MAHONY  G  EVERETT  INC 

LEO  S  CHANE 
PRESIDENT 
NELLIE  R  MACCHI 
TREASURER 
INSURANCE 
30  HARBOR  LOOP 
GLOUCESTER  MASS  01930 


Cape  Ann  Area 
Chamber  of  Commerce 


130  MAIN  ST. 
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MAHONY  G  EVERETT  INC— CONTD 
TELEPHONE  283-5131 
(See  Index  To  Advertisers) 

Mahr  Seriah  (Wid  Geo)  retd  h5  Fuller  St 
Maier  Robt  L  (Doris  L)  tchr  h3  Haddow  Rd  (R) 

Maijenski  Geo  (Evelyn)  agt  Hancock  Mut  Life  rManchester  Mass 

Main  Clarence  I  retd  hl096  Washington  St 

Main  Jesse  M  Jr  (Marie)  hl32  Maplewood  Av 

Main  John  E  Jr  (Ruth)  eng  Malden  Mills  h79  High  St  (R) 

Main  Marie  Mrs  h59  Maplewood  Av 
Main  Robt  studt  h74  High  St  (R) 

Main  Ruth  nurse  Addison  Gilbert  Hosp  rRear  79  High  St 
Major  Marjorie  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl4  Mt 
Vernon  St 

Major  Selina  J  (Wid  Victor  R)  retd  hi  14  Maplewood  Av 
Major  Victor  (Margie)  hlpr  O’Donnell-USEN  hl4  Mt  Vernon  St 
Maki  Allan  constn  wkr  r55  Langsford  St 
Maki  Allan  hThatcher  Rd  (R) 

Maki  Anne  (Wid  John)  retd  h30  Leverett  St 
Maki  Bruce  constn  wkr  r55  Langsford  St 
Maki  Eva  A  nurse  St  Elizabeth  Hosp  rlO  Alpine  Ct 
Maki  Helvia  Mrs  ofc  sec  h4  Leverett  La 
Maki  Jean  studt  h4  Leverett  La 

Maki  John  (Patricia)  (Oleana  By  The  Sea)  h29  Main  St  (R) 

Maki  Margt  C  jr  elk  Gloucester  Welf  Serv  Ofc  rlO  Alpine  Ct 
Maki  Toivo  E  (Margt)  driver  City  Highway  Dept  hlO  Alpine  Ct 
Maki  Vilho  (Shirley  E)  fndry  wkr  Cape  Ann  Anchor  &  Forge  h55 
Langsford  St 

Makkonen  Laura  E  Mrs  mgr  Rockport  Bldg  Center  Inc  Of  Rockport 
h61  Stockholm  Av  (R) 

Makkonen  Niilo  J  retd  h50  Curtis  St  (R) 

Makkonen  Reino  T  (Evelyn  V)  mtcemn  Town  Water  Dept  h52 
Stockholm  Av  (R) 

Mai’s  Of  Gloucester  Inc  Edw  Cormier  Mgr  dept  store  6  Thatcher  Rd 
Malaguias  Louis  (Nancy  J)  quality  control  Gorton’s  h33  Perkins  St 
Apt  3 

Malagvias  Ann  emp  Mighty-Mac  r2  Forest  St 
Malaquais  Margt  C  Mrs  retd  h73  Poplar  Pk 
Malaquias  Anna  Maria  emp  Gorton’s  r2  Forest  St 
Malaquias  Anthony  Jr  mtcemn  Star  Fisheries  r28a  Friend  St 
Malaquias  Carl  M  emp  Glouc  Eng  r2  Forest  St 
Malaquias  Jose  h2  Forest  St 

Malaquias  Richd  (Jacqueline)  asst  mgr  Public  Finance  Co  h58  f  riend 
St 

Malaquis  John  (Janice)  traffic  mgr  Mighty  Mac  h8‘/2  Holbrook  Ct  (R) 
Malaquis  John  J  (Theresa  E)  retd  h34  Webster  St 
Malen  Helen  J  hl5  Exchange  St 
Malen  Margt  tchr  r30  Riverside  Av 

Malen  Walter  W  (Martha  D)  (Malen’s  Service  Station)  h30  Riverside 
Av 

Malen’s  Service  Station  (Walter  W  Malen)  123  Washington  St 

Malenfant  Olier  S  (Bertha)  (Corner  Art  Gallery)  h40  Rocky  Neck  Av 

Malenski  John  h298  Main  St 

Malestskos  Geo  D  elect  hi 255  Washington  St 

Maletskos  Constantine  J  (Mary  M)  scientist  hl8  Colburn  St 

Maletskos  Ethel  rl8  Colburn  St 
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Maletskos  John  drftsmn  rl8  Colburn  St 

Maligno  Jose  (Lurdes)  emp  Gloucester  Eng  r9  Perkins  St 

Malikowski  Thos  W  tech  eng  Gloucester  Eng  hi 45  Essex  Av  Apt  5 

Maliski  Adam  F  retd  h6  Maplewood  Ct 

Maliski  Donna  P  studt  r6  Maplewood  Ct 

Maliski  Ernest  A  studt  r6  Maplewood  Ct 

Maliski  Wm  J  sht  mtl  wkr  Modern  Heat  Inc  r6  Maplewood  Ct 
Mallete  Eliz  A  (Wid  Of  Wallace  E)  stchr  Cape  Ann  Mfg  h20  Green 
St 

Mallette  Ailien  M  (Wid  Harold  F)  cafeteria  wkr  Eastern  Av  Sch  h35 
Hartz  St 

Mallette  Cynthia  S  nurse  Addison  Gilbert  Hosp  rRear  133  Granite  St 
(R) 

Mallette  Harold  F  Jr  (Cynthia  S)  acct  Hewlett  Packard  hRear  133b 
Granite  St  (R) 

Malloch  Leslie  A  (Janet  E)  teamster  h381  Western  Av 
Malloy  David  studt  r249  E  Main  St 
Malloy  Francis  h65  Maplewood  Pk 

Malloy  Robt  sum  res  102  Riverview  St  rLexington  Mass 
Malloy  Robert  (Atlantis  Motor  Inn)  hAtlantic  Rd 
Malloy  Thos  (Audrey)  adv  slsmn  (B)  h249  E  Main  St 
Mally’s  Lounge  &  Carousel  Rm  Michelle  Ciaramitaro  Mgr  36 
Maplewood  Av 

Malmi  Darlene  ofc  sec  rlO  Andrews  St 

Malmi  Eleanor  J  (Wid  John)  supt  Shore  Cliff  Retirement  Home  hlO 
Andrews  St 

Malone  Marcia  J  studt  r4  Winthrop  Av 

Malone  Phyllis  nurse  Addison  Gilbert  Hosp  r4  Winthrop  Av 
Malone  Robert  E  (Phyllis  J)  tchr  (Newton)  h4  Winthrop  Av 
Malony  Harry  J  (Dorothy)  sum  res  h49  Atlantic  Rd 
Maloof  Emile  G  (Rose)  sum  res  29  Dennison  St  rDedham  Mass 
Malorana  Salvadore  (Concotta)  hairdrsr  Danvers  h26  Church  St 
Maltese  Ignazio  (Rose)  fishermn  h202b  Washington  St 
Maltese  Josephine  studt  r202b  Washington  St 

Malvesti  Richd  (Valerie)  emp  Oleana  Restr  (R)  hi 50  Prospect  St 
Malvesti  Richd  J  (Mary  E)  mech  City  Pub  Wks  Dept  (B)  hRowley 
Shore 

Malvesti  Richd  J  Jr  studt  rRowley  Shore 

Malvesti  Valerie  health  aide  Action  Inc  rl50  Prospect  St 

Mancini  Joseph  (Victoria)  summer  res  hThurston’s  Pt 

Manckiewicz  Patricia  Mrs  tchr  Milton  L  Fuller  Sch  rCambridge  Mass 

Manera  John  D  (Mary  H)  (London  Venturers)  h8  Haven  Av  (R) 

Manera  Mary  (London  Venturers)  r8  Harem  Av  (R) 

Maney  Richard  physical  science  aid  Natl  Oceanic  Atmospheric  Admn 
rlpswich  Mass 

Mangan  John  G  tchr  Gloucester  High  Sch  hi  101  Washington  St 
Mangarpan  Anne  P  bkpr  Rockport  Natl  Bank  r5  Oakland  Av  (R) 
Mangarpan  Joseph  L  Jr  (Evelyn  L)  agt  Andover  Companies  h5 
Oakland  Av  (R) 

Manger  Linda  M  Mrs  hl7  Elm  St 

Maniaci  Antonio  rl3-a  Forest  St 

Maniaci  Floria  wkr  Ocean  Crest  hl3-a  Forest  St 

Maniaci  Vincenzo  (Frances)  retd  hl3  Forest  St 

Mann  Charles  F  studt  r364  Washington  St 

Mann  Chris  h3  Eastern  Point  Rd 

Mann  John  A  (Dorothy  P)  retd  h7  Dean  Rd  (R) 


ROSE’S  OIL  SERVICE  Inc.  & 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 


395  Main  St. 

Gloucester,  Mass.  01930 


283-3334 
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Mann  John  J  Jr  (Evelyn  A)  mach  Murmac  Mfg  h364  Washington  St 
Mann  Joseph  B  h Atlantic  Rd 

Mann  Marilyn  F  Mrs  hearing  aide  19  Pleasant  St  r28  Atlantic  Rd 
Mann  Neil  M  (Phyllis  B)  phys  Blackburn  Dr  h35  Beach  Rd 
Mann  Ralph  M  (Marilyn  F)  optom  19  Pleasant  St  h28  Atlantic  Rd 
Mann  Robt  B  elk  P  O  r364  Washington  St 
Mannenen  Virginia  Mrs  retd  h5  Marble  Rd 

Manninen  David  A  (Rita  J)  (Tony’s  Grocery  Store)  h20  Mystic  Av 
Manninen  Edw  A  Jr  (Margt)  granite  ctr  h55  Woodbury  St 
Manninen  Geo  H  (Jean  E)  plmb  Laungo  h48  Warner  St 
Manninen  Richd  cook  Maria  s  Pizza  rBeacon  St 

Manninen  Robt  C  (Theresa  A)  (Lena’s  Submarine  Sandwich  Shop)  hl8 
Pearl  St 

Manninen  Walter  J  studt  r48  Warner  St 

Manning  Alice  C  (Wid  Fred  J)  sum  res  114  Long  Beach  St  (R) 
rDorchester  Mass 

Manning  Peter  J  (Vivien)  retd  hl4  Sadler  St 
Manning  Warren  emp  OUF  hl03  Main  St 
Manning  Warren  L  epa  h83  Prospect  St 
Mannino  Joseph  (Maria)  mason  hl4  Liberty  St 

Manno  Louis  J  (Irene  H)  sum  res  94  Long  Beach  St  (R)  rPlaistow 

NH 

Mansfield  Charles  E  (Kath  M)  boat  capt  h6  Jumper  Rd 
Mansfield  Margt  F  retd  r44  South  St  (R) 

Mansfield  Martha  M  (Wid  Martin  J)  retd  hl66  Granite  St  (R) 

Mansfield  Martin  J  Jr  emp  State  St  Bank  (B)  rl66  Granite  St  (R) 

Mansfield  Wm  C  fishermn  hlO  Addison  St 

Manship  John  P  (Margaret  C)  artist  hlO  Leverett  St 

Manso  Vincent  J  Jr  (Kathy  G)  truck  driver  h857  Washington  St 

Manson  Richd  K  (Gladys  M)  retd  hl6  High  St  (R) 

Manson  Spurgeon  D  Jr  mgr  Matheson  Gas  rWilmington  Mass  ^ 
Mansur  Warren  (Edna)  sum  res  23  River  Rd  r23  River  Rd  Lowell 

TVXsss 

Mansure  Warren  Jr  (Ann)  ins  agt  Am  Policy  Holders  Ins  Co  hi  Way 
Rd 

Manthorne  Arnold  (Laurinda)  atty  hSquam  Hill  Rd  (R) 

Mantia  Fidheries  Co-Op  Jimmy  Mantia  Pres-Treas  wholesale  2 

Gloucester  Fish  Pier 

Mantia  Frank  sum  res  h6  Hawthorne  La 

Mantia  Frank  T  (Mildred  R)  (Hawthorne  Inn)  h78  Rocky  Neck  Av 
Mantia  Jimmy  pres-treas  Mantia  Fisheries  Co-Op  rRevere  Mass 
Mantyla  Emil  (Alice)  retd  h32  Railroad  Av  (R) 

Mantyla  Emil  W  (Madith)  custdn  Rockport  High  Sch  hlO  Cleaves  St 
(R) 

Mantyla  Madith  sup  mail  elk  PO  rlO  Cleaves  St  (R) 

Mantzaris  Christopher  biologist  Natl  Marine  Fisheries  r5  Wildon  Hts 

(R> 

Mantzouranis  Cath  (Sofia’s)  rNorman  Stone  Dr  (R) 

Mantzouranis  Mary  K  (Sofia’s)  h6  Norman  Stone  Dr  (R> 

Manzo  Anthony  P  (Mary)  fisherman  hl8  Reynard  St 

Manzo  Maude  E  Mrs  elk  State  Div  Employment  Security  ri8  Quany 

St 

Manzo  Vincent  (Maude)  rigger  hl8  Quarry  St 
Mapleledge  Motor  Court  (Mrs  Beatrice  V  Gabry)  555  Essex  Av 
Maplewood  Realty  Corp  Of  Gloucester  C  Richd  Clark  Pres  James 
Bordinaro  Treas  126  Wheeler  St 
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Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


Glass 

&  MIRRORS^ 

jvf. V  EVfcRY  PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Glass  (Installed  While-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST.— GLOUCESTER 
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Maplewood  Realty  Corporation  Of  Gloucester  105  Maplewood  Av 
Maplewood  School  G  Reed  Hamilton  Prin  120  Maplewood  Av 
Maplewood  Sweet  Shop  (Herman  G  Kolodzik)  bakers  83  Maplewood 
Av 

Mappelli  Josephine  (Wid  Luigi)  h283  Granite  St  (R) 

Maraist  J  Ralph  (Helen  B)  retd  h6  Wallace  Rd  (R) 

Maranhas  David  P  (Jo  Anne)  utility  wkr  Gortons  hLinden  Av 

Marble  Lillian  h91  Friend  St 

Marble  Vivian  V  (Wid  Edw)  h4  Corliss  Av 

Marcantonio  Cosmo  (Geraldine)  fishermn  h661  Western  Av 

Marcantonio  Joseph  L  (Marie  T)  fishermn  hi  Ocean  Av 

Marcantonio  Laurence  G  (Mary  G)  retd  h5  Lowe  Dr 

Marcaurelle  Pam  nurse  Hamer  Lacey 

Marcello  Gordon  (Marcia  L)  driver  hl45  Essex  Av  Apt  10 
March  Christine  D  rl4  Cross  St 

March  Raymond  (Priscilla)  slsmn  (Camb)  h228  Essex  Av 
Marchant  Andrea  studt  rl26  Riverdale  Pk 

Marchant  Andrew  V  (Sylvia  F)  elk  PO  (B)  hl26  Riverdale  Pk 
Marchant  Benj  retd  h9  Hawthorne  Rd 
Marchant  Eleanor  retd  hl016  Washington  St 
Marchant  Elliott  F  (Mary)  fishermn  h250  Western  Av 
Marchant  Gardner  H  (Esther  M)  retd  hl3  Mystic  Av 
Marchant  Gilbert  B  driver  West  End  Taxi  Serv  rPlum  St 
Marchant  John  (Brenda)  hl2  Cross  St 

Marchant  John  S  (Nancy)  formn  City  Water  Div  h30  Quarry  St 
Marchant  John  S  Jr  emp  Glouc  Public  Works  Dept  h24  Dalton  Av 
Marchant  Joseph  (Marilyn)  whsemn  Quincy  Mkt  &  Cold  Storage  h224 
Eastern  Av 

Marchant  Madeline  W  (Wid  Stanley  S)  ofc  sec  City  Bldg  &  Plumbing 
hi 263  Washington  St 

Marchant  Marion  A  retd  hl259  Washington  St 
Marchant  Patricia  custodial  wkr  Action  Inc  rl26  Riverdale  Pk 
Marchant  Percy  A  (Beatrice)  retd  h65  Poplar  Pk 
Marchant  Richd  H  r31  Woodward  Av 

Marchant  Rutherford  H  (Ann  M)  stat  serv  supvr  Natl  Marine. 
Fisheries  Serv  h31  Woodward  Av 

Marchant  Stanley  J  asst  aud  Provident  Institution  For  Sav  (B)  rl3 
Mystic  Av 

Marchant  Wm  H  (Caroline)  eng  Badger  Mfg  (Cambridge)  h6  Young’s 
Rd 

Marchant  Wm  H  Jr  studt  r6  Young’s  Rd 

Marden  Lillian  G  (Wid  Parker  C)  cafeteria  wkr  Central  Grammar  Sch 
hll  Chapel  St 

Marfyak  Dorothy  retd  hl2b  Dock  Sq  (R) 

Margaret’s  Beauty  Shop  (Mrs  Margt  J  Anderson)  30  Main  St  (R) 
Marge’s  Beauty  Salon  (Marge  Godinha)  1  Sayward  St 
Margiotta  Accursio  (Josephine)  fishermn  hl5  Middle  St 
Margiotta  Anthony  fishermn  rl5  Middle  St 

Margiotta  Mark  R  (Anne  L)  summer  res  59  Waterman  Rd  rReading 
Mass 

Marglitta  Fredk  (Mary  B)  sum  res  hBrooks  Rd 
Margo  Sharon  emp  Harbor  Coffee  Shop  r21  Middle  St 
Margolis  Elliott  C  mgr  Giles  Of  Gloucester  rBeverly  Mass 
Margolis  Irving  (Grace)  (Giles  Of  Gloucester)  rBeverly  Mass 
Margone  Fred  (Spruce  Manor)  rl41  Essex  Av 
Margulies  Joseph  (Mary)  sum  res  hl5  Grapevine  Rd 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel-283-3940 

1  8  Whittemore  St. _ Gloucester,  Mass.  01930 
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Maria’s  Pizza  Inc  Herman  A  Patrican  Pres  &  Treas  Mrs  Martha  M 
Patrican  Corp  Clk  restr  35  Pearl  St 
Marin  Jean  B  retd  h44  Lexington  Av  Apt  22 
Marine  Research  (Wm  Stewart)  16a  Rocky  Neck  Av 
Marino  Anthony  J  studt  r34  Summer  St 

Marino  Anthony  J  (Patricia  E)  tchr  Ralph  B  O’Maley  Mdl  Sch 
hMacomber  Rd 

Marino  Eug  (Mary)  fishermn  h34  Summer  St 

Marino  Frank  M  (Concetta)  fishermn  h8  Baker  St 

Marino  Grace  bkpr  Felicia  Oil  r3  Beach  Ct 

Marino  Grace  L  studt  r37  Mt  Vernon  St 

Marino  Jennie  (Wid  Anthony)  retd  h3  Beach  Ct 

Marino  Jospeh  S  (Serafina  M)  fishermn  h37  Mt  Vernon  St 

Marino  Luciano  F  (Mary  F)  fishwkr  Empire  Fish  h8  Mt  Vernon  St 

Marino  Maria  A  emp  Kennebecs  r8  Mt  Vernon  St 

Marino  Patricia  laby  wkr  Addison  Gilbert  Hosp  rMacomber  Rd 

Marino  Rose  M  studt  r34  Summer  St 

Marino  Stephanie  A  pkr  Le  Page’s  r8  Mt  Vernon  St 

Marino  Steven  L  r8  Mt  Vernon  St 

Marino  Vincent  pres  Juniors  Inc  r Arlington  Mass 

Marino  Vincenzo  G  (Rose)  fishermn  h265  Washington  St 

Marion’s  Beauty  Shop  (Mrs  Marion  H  Boucher)  123  Main  St 

Maritime  Building  63  Rogers  St 

Marker  Adah  ofc  wkr  (s)  h3  Fuller  St 

Markey  Florence  sum  res  Clifl’  Rd  rHamilton  Mass 

Markham  Donald  T  (Linda)  mach  hRear  141  Magnolia  Av 

Markham  Eleanor  Mrs  h83  Prospect  St 

Markham  Robt  Rev  III  (Roberta  J)  pastor  First  Baptist  Ch  hll 
Summer  St  (R) 

Markois  Peter  cook  The  Tavern  rll5  Western  Av 
Marks  Anthony  S  (Elsie  A)  fish  dir  30  Friend  St  h30  Friend  St 
Marks  Christine  pathologist  sec  Addison  Gilbert  Hosp  rHamilton 
Mass 

Marks  Ida  L  (Wid  Jacob)  retd  h77  Bass  Av 

Marks  Jesse  F  (Pauline  F)  fishermn  hl22  Washington  St 

Marks  John  studt  r67  Bass  Av 

Marks  Marjorie  B  Mrs  (Rockport  Casuals)  r67  Bass  Av 
Marks  Paul  (Bonnie)  emp  Blue  Cross-Blue  Shield  (P)  h7  Cleveland  PI 
Marks  Susan  C  slswn  Ann  Sheinwald  Fashion  Boutique  rSouther  Rd 
Marks  Wilfred  E  (Marjorie  B)  slsmn  North  Shore  Sportswear  Inc  h67 
Bass  Av 

Markuson  Aug  studt  r29  Harrison  Av 
Markuson  Augusta  h86  Maplewood  Pk 

Markuson  Ethel  M  (Wid  Wm)  nurse  Addison  Gilbert  Hosp  h26 
Lookout  St 

Markuson  Grace  M  Mrs  elk  typ  City  Police  Dept  h29  Harrison  Av 
Markuson  Margaret  retd  h57  Dennison  St 
Markuson  Wm  (Lillian)  brk  lyr  hl6  Abbott  Rd 

Marietta  John  (Carolyn  M)  research  chem  &  supvr  Biomarine  Laby 
hl2  Cedarwood  Rd 

Marnoto  Armando  (Maria  D)  mtee  Gorton’s  hl5  Millett  St 

Marnoto  Armando  M  (Clotilde  M)  retd  hlO  Elwell  St 

Marnoto  Julia  M  emp  Gorton’s  rlO  Elwell  St 

Marnoto  Maria  E  pkr  Le  Page’s  rlO  Elwell  St 

Marnoy  Barnett  (Helen)  (B  Schred  Fabric  Store)  hll  Bertoni  Rd 

Marnoy  Helen  Mrs  mgr  Self  Service  Shoe  Outlet  rll  Bertoni  Rd 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 _ _ 


236 


Marong  Geo  retd  hl85  Washington  St 
Marong  Melvin  (Martha)  r44  School  St 
Marques  Americo  (Louise)  lumper  h8  Elwell  St 
Marques  Anthony  E  (June  L)  lumper  hl06  Cherry  St 
Marques  Christopher  (Mary)  meat  ctr  h80  Riverdale  Pk 
Marques  Francine  fish  wkr  r22  Blynman  Av 
Marques  Grace  M  (Wid  Frank  R)  h22  Blynman  Av 
Marques  Manuel  (Edith  C)  retd  hl5  Summit  St 
Marques  Manuel  plmb  O’Leary  Plmb  hRear  26  Elm  St 
Marques  Manuel  (Cath)  h2  Fort  Sq 
Marques  Patricia  h81  Riverdale  Pk 

Marques  Paul  R  (Bonnie  J)  supvr  Blue  Cross  hWolf  Hill  St 
Marques  Ronald  (Valerie)  stevedore  h5  Elwell  St 
Marquis  Anthony  fishermn  h467  Western  Av 

Marr  Alex  K  (Alice  M)  real  estate  8a  Main  St  (R)  hShetland  Rd  (R) 
Marr  Charles  F  Jr  (Betty  J)  mtcmn  Gurnard  Mfg  (BEV)  h9  Bertoni 
Rd 

Marr  Deborah  studt  rl4  Dodge  St 

Marr  Frank  sum  res  hAtlantic  Rd  Apt  27 

Marr  Geo  P  (Lina  Rose)  retd  h51  High  St  (R) 

Marr  James  (Pamela)  sgt  City  Police  Dept  rl4  Thatcher  Rd 
Marr  James  W  retd  h8  Mansfield  St 
Marr  Janet  F  Mrs  hl5  Riverside  Av 

Marr  Lee  L  (Susan  L)  firefighter  City  Fire  Dept  h35  South  St  (R) 
Marr  Margt  A  surgical  tech  rl5  Riverside  Av 
Marr  Peter  (Lucille)  mech  Sudbay  Pontiac  Cadillac  Buick  h4 
Lawrence  Mountain  Rd 

Marr  Philip  G  mech  Sudbay  Pontiac  Cadillac  Buick  h8  Mansfield  St 
Marr  Ruth  E  (Wid  Frank  M)  nurses  aide  Cape  Ann  Nursing  Home 
hl4  Dodge  St 

Marr  Thos  R  plmb  Charles  H  Lowe  Jr 

Marse  John  (Carol)  asst  credit  mgr  Hertz  (B)  h5  Phillips  Av  (R) 
Marsh  Ann  atndt  Bass  Av  Serv  Sta  rStarknaught  Hts 
Marsh  David  (Louise)  pres  Gloucester  National  Bank  Of  Gloucester 
r285  Concord  St 

Marsh  David  L  member  Cape  Ann  Area  C  Of  C  rl6  Ships  Bell  Rd 
Marsh  Geo  J  h58  Cherry  St 

Marsh  Richd  (Annelore)  (Bass  Avenue  Service  Station)  h39 
Starknaught  Hts 

Marshall  Alf  W  (Amy  E)  mech  Ryan  Serv  Center  h7  Echo  Av 
Marshall  Angie  (Wid  Arth  L)  retd  h7  Poplar  Pk 
Marshall  Arth  L  (Linda  R)  note  teller  Gloucester  Natl  Bank  h4 
Parker  Ct 

Marshall  Arth  L  Jr  (Leona  M)  prod  formn  Gorton’s  hl63  Cherry  St 
Marshall  Charles  (Gail)  emp  Glouc  Eng  h7  Traverse  St 
Marshall  Dan  landscaping  r500  Essex  Av 

Marshall  Dana  mgr  Cape  Ann  Package  Store  Inc  rPeurto  Rico  Dr 
Marshall  Dana  dispr  Gloucester  Dispatch  rWheeler  St 
Marshall  Donald  r500  Essex  Av 

Marshall  Dorothy  medicare  coordinator  Addison  Gilbert  Hosp  r69 
High  St  (R) 

Marshall  Edgar  (Dora)  sum  res  hRear  181  Western  Av 
Marshall  Fred  W  mtcemn  City  Dump  (R)  r615  Western  Av 
Marshall  Gene  A  N  Eng  Fisheries  r500  Essex  Av 

Marshall  Jacqueline  A  Mrs  pkr  Seafoods  Kitchen  hRear  2  Highland 
St 


3amei  C-.  QreeHy  funeral  Service,  3nc. 

"Quality  &  Service  Since  1884" 

Tel.  283-0698 

212  Washington  St. _ Gloucester,  Mass.  01930 
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Marshall  James  (Susan)  mgr  Singer  Business  Machines  h21  Flume  Rd 
Marshall  James  mach  h24  Lookout  St 

Marshall  James  W  (Candida)  formn  Gloucester  Eng  h89  Wheeler  St 
Marshall  Jo  Ann  elk  rl63  Cherry  St 

Marshall  Kenneth  W  (Lillian  B)  retd  hl81  Western  Av 
Marshall  Lillian  (Wid  Eug)  h8  Poplar  St 
Marshall  M  Eliz  sta  assigner  NET&T  h87  Wheeler  St 
Marshall  Malcolm  (Andrea)  sum  res  h912  Washington  St 
Marshall  Marion  S  retd  h2  Cathedral  Av  (R) 

Marshall  Mary  nurses  aide  Cape  Ann  Nursing  Home  rl49  Western 
Av 

Marshall  Ralph  C  (Nora  A)  caretkr  Robert  Whittemore  hi 28  Concord 
St 

Marshall  Ralph  F  (Christina  M)  genl  contr  120  Concord  St  hi 20 
Concord  St 

Marshall  Robt  F  (Dorothy)  retd  h69  High  St  (R) 

Marshall  Sally  studt  rSt  Louis  Av 

Marshall  Sandra  J  tchr  North  Bev  Elementary  Sch  (BEV)  r500  Essex 
Av 

Marshall  Shirley  P  Mrs  hostess  The  Village  Restr  (Essex)  h500  Essex 
Av 

Marshall  Terri  A  studt  rl20  Concord  St 

Marshall  Timothy  E  emp  Tony’s  House  Of  Tires  rl20  Concord  St 
Marshall  Walton  G  (Claudia  M)  pntr  Don  Love  h615  Western  Av 
Marshall  Weymouth  E  (Priscilla  E)  mgr  A  C  Lawrence  (P)  hSt  Louis 
Av 

Marshall  Wm  F  constn  wkr  rl20  Concord  St 
Marston  Anna  M  rRear  58  Cherry  St 

Marston  Charles  G  (Mary  E)  artist  4  Atlantic  Av  (R)  h4  Atlantic  Av 
(R) 

Marston  Gretchen  (Winds  Of  Change)  rMarble  Rd 

Marston  H  Bardwell  (Kath  S)  sum  res  h81  Long  Beach  St  (R) 

Marston  Henry  B  (Kath  S)  retd  h3  Smith  St  (R) 

Marston  Howard  rl4  Alper  Rd 

Marston  Howard  E  (Ruth  A)  surveyor  Essex  Survey  h3  Mt  Pleasant 
PI  (R) 

Marston  Olive  P  (Wid  Norris  W)  retd  h7  Prospect  St  (R) 

Marston  Peter  G  (Greta)  pres  Magnetic  Assoc  (B)  h8  Marble  Rd 
Marston  Ruth  rCape  Ann  Nursing  Home 

Marston  Wm  F  Jr  br  mgr  Kennedy  &  Co  hi 55  Washington  St 
Martel  Charles  E  (Alice  F)  retd  hl2  Exchange  St 

Martel  Marion  Mrs  ofc  sec  Wm  G  Clark  Jr  r26  Farley  Av  (Ipswich) 
Martel  Philip  C  Rev  asst  pastor  Saint  Ann’s  Roman  Catholic  Church 
r60  Prospect  St 

Martel  Raymond  R  (Stella  M)  sum  res  42  Wingaersheek  Rd 
rHamilton  Mass 

Martel  Sarah  T  (Wid  Albert  E)  retd  h28  High  St 

Martell  A  Joseph  (Eliz  P)  (Lawn  Mower  Service)  h309  Essex  Av 

Martell  Debra  hsekpr  Cape  Ann  Nursing  Home  rlspwich  Mass 

Martell  Doris  L  Mrs  elk  Wm  E  Blanchard  Jeweler  r23  Acacia  St 

Martell  Evelyn  M  (Wid  Alex  S)  retd  hl50  Prospect  St 

Martell  John  B  computer  opr  hl45  Essex  Av  Apt  22 

Martell  John  W  (Doris)  fish  buyer  P  J  Markos  (Ipswich)  hl8  Spring 

St 

Martell  Pamela  rl3  Maplewood  Pk 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM,  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 
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DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Martell  Richd  L  (Kathleen  M)  slsmn  Building  Center  (G)  h89 
Lexington  Av 

Martell  Robt  E  (Stephanie  A)  flshermn  hl86  Washington  St 

Martell  Sherri  studt  rl86  Washington  St 

Martell  Wm  (Doris  L)  lobster  flshermn  h23  Acacia  St 

Martin  Alf  E  (Helen  I)  (Clicky’s  Men’s  Shop)  hll  Elwell  St 

Martin  Allan  L  pres  Sinterbond  Corp  rBeverly  Farms  Mass 

Martin  Andrea  counter  girl  Gloucester  Delicatessen  r83  Riverdale  Pk 

Martin  Andrew  R  (Virginia  W)  dir  Camb  Day  Center  h32  Laurel  St 

Martin  Arth  h366  Main  St 

Martin  Arth  A  retd  h48  Revere  St 

Martin  Arvo  E  (Evelyn  H)  retd  h37  Pigeon  Hill  (R) 

Martin  Barbara  elk  Karem’s  Army-Navy  Store  rl  Myrtle  Sq 
Martin  Carol  ofc  sec  Gorton’s  rl4  Perkins  St 
Martin  Carolyn  P  h8  Bass  Av 

Martin  Charles  Jr  driver  Perry  Oil  h83  Riverdale  Pk 
Martin  Charles  E  (Barbra)  supt  Gloucester  Community  Fish  Pier  Assn 
hi  Myrtle  Sq 

Martin  Charles  T  (Hazel  B)  retd  hl83  Concord  St 
Martin  Charlotte  (Wid  Steph)  retd  h37  Poplar  Pk 
Martin  David  flshermn  r60  Warner  St 

Martin  Dennis  (Geraldine)  mech  Means  Chevrolet  h6  Magnolia  Av 
Martin  Donna  aide  Cape  Ann  Med  Serv  rl34  Leonard  St 
Martin  Doris  M  Mrs  bkpr  Hagstrom  Co  h253  Eastern  Av 
Martin  Dorothy  M  Mrs  emp  Gortor~  hl4  Perkins  St 
Martin  Edw  W  (Helen)  f'ormn  Gortons  hlO  Corliss  Av 
Martin  Edw  W  sum  res  80  Long  Beach  St  (R)  rWellesley  Mass 
Martin  Elinor  C  retd  h91  Prospect  St 

Martin  Ellie  E  (Wid  Roger)  retd  h3  Ketchopulos  Cir  (R)  Apt  Ilf 
Martin  Eric  A  (Leonora)  elk  Clicky’s  Men’s  Shop  h5  Carlisle  St 
Martin  Esther  elk  r83  Riverdale  Pk 
Martin  Everett  R  studt  rl4  Perkins  St 
Martin  Ford  M  (Greta)  retd  h3  Babcock  R  (R) 

Martin  Francis  hlpr  T  Cooney  &  Sons  rlO  Corliss  Av 
Martin  Frank  W  (Gertrude  M)  retd  h33  Revere  St 
Martin  Geo  (M  Christine)  acct  hlO  Cunningham  Rd 
Martin  Hannah  studt  rl  Myrtle  Sq 
Martin  Harry  J  tchr  hl26  Main  St 
Martin  Helen  Mrs  hl7  Pine  St 

Martin  Helene  opr  Victory  Beauty  Salon  h59  Revere  St 
Martin  Howard  B  sum  res  D  Long  Beach  St  (R)  r  Way  land 
Martin  James  R  USMC  r83  Riverdale  Pk 
Martin  John  (Judith)  physicist  hll  Fuller  St 
Martin  John  E  (Olga  E)  retd  h5  Butman  Av 

Martin  John  J  (Rita)  sum  res  D  Long  Beach  St  (R)  hJohn  Coggeshall 
Rd 

Martin  Jon  musician  Cirrus  Band  r2  Stage  Fort  Av 

Martin  Joseph  P  hRear  5  Page  St 

Martin  Kenneth  Jr  (Eliz)  flshermn  h60  Warner  St 

Martin  Kevin  carp  rMacomber  Rd 

Martin  Lawrence  (Alice)  tchr  hlO  Ocean  Av  (R) 

Martin  Lee  waitress  Ernus  Cape  Ann  Diner  r5  Carlisle  St 
Martin  Linda  rlO  Cunningham  Rd 

Martin  Llewellyn  C  (Evelyn  L)  retd  h9  Norwood  Av  (R) 

Martin  Manuel  A  (Mary  V)  pntr  h7  Summit  St 
Martin  Marsha  studt  r60  Warner  St 
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Martin  Melvin  A  (Kathy  A)  driver  Suburban  hi  Gloucester  Av 

Martin  Michl  R  dir  project  image  coord  Action  Inc  rl34  Leonard  St 

Martin  Molly  swtchbd  opr  Addison  Gilbert  Hosp  rl7  Dodge  St 

Martin  Page  retd  rMacomber  Rd 

Martin  Paul  mgr  Brigham’s  rlpswich  Mass 

Martin  Paul  (Mary)  eng  Gloucester  Eng  h7  Summit  St 

Martin  Paul  h8  Calder  St 

Martin  Paula  L  studt  rl7  Dodge  St 

Martin  Ralph  E  (Florence  E)  (Ralph’s  Auto  Repair)  h6  Stone  Gt 
Martin  Reino  J  (Tellervo)  silver  smith  53  Revere  St  h53  Revere  St 
Martin  Richard  sum  res  hVine  St 

Martin  Richd  A  (Linda)  emp  Omni  Wave  h36  Granite  St 
Martin  Richd  L  (Jeanne)  carrier  P  O  h30  Brierwood  St 
Martin  Richd  M  emp  Gorton’s  rlO  Williams  Gt 
Martin  Robt  studt  rRear  5  Page  St 

Martin  Robt  G  (Sandra  J)  mach  Cape  Ann  Anchor  &  Forge  h431 
Washington  St 

Martin  Roger  H  Jr  (Joan  C)  lieut  Rockport  Fire  Dept  hl6  Mt  Locust 
Av  (R) 

Martin  Susan  C  elk  Goldman’s  hlO  Williams  Gt 

Martin  Sylvia  F  nurse  Addison  Gilbert  Hosp  rEssex  Mass 

Martin  T  Howard  (Eleanor  Q)  retd  h43  Hartz  St 

Martin  Wayne  A  (Sharon)  mach  Gloucester  Eng  h96  Friend  St 

Martin  Wendy  nurse  Addison  Gilbert  Hosp  rl7  Dodge  St 

Martin  Wm  (Mary  Jene)  electn  h47  Langsford  St 

Martin  Wm  A  (Marjorie)  retd  h26  Fuller  St 

Martin  Wm  D  (Alice  M)  (Wild  Acre  Cottage)  rThatcher  Rd  (R) 

Martin  Wm  F  (Beverly)  bldg  contr  Gloucester  Homes  hLinks  Rd 
Martin  Wm  T  (Molly)  fireman  Cape  Ann  Forge  hl7  Dodge  St 
Martinonis  Virgil  (Regina)  eng  (Woburn)  hEastern  Point  Blvd 
Martins  Dorothy  tchr  Action  Inc  r50  Woodward  Av 
Martins  Manuel  F  (Dorothy  M)  media  consultant  Gloucester  High  Sch 
h50  Woodward  Av 
Martinseck  Sharon  h38  Fort  Sq 
Martinson  Esther  L  retd  hThatcher  Rd  (R) 

Marty’s  Clover  Farm  Store  (Martin  L  Balzarini)  gro  96  Washington 
St 

Mary  Ann  Beauty  Shop  (Marion  Cirella)  80  Shore  Rd 
Marzza  Barbara  A  Mrs  h20  Centennial  Av 
Masforroll  Luis  retd  h29  Norman  Av 

Masforroll  Luis  Jr  (Rita)  prod  mgr  B  &  M  hHesperus  Av 
Mason  Arnold  F  (Rita)  carp  Gloucester  Eng  h8  Day  Ct 
Mason  Carlo  emp  Gloucester  Eng  r8  Day  Ct 
Mason  Christine  emp  Seafood  Kitchen  r6  Stanley  Ct 
Mason  Donald  (Dorothy)  programmer  IBM  h79  High  St  (R) 

Mason  John  K  (Vera)  archt  Charles  T  Main  Inc  (B)  h5  Norwood  Av 
(R) 

Mason  Margt  J  (Wid  Albert  M)  retd  h30  Cleveland  St 
Mason  Melvin  (Mary  Jean)  longshoremn  h98  Bass  Av 
Mason  Olivia  D  (Wid  Charles)  hl5  Dodge  St 
Mason  Paul  sht  mtl  wkr  Miller  Bros  (Malden)  r229  Essex  Av 
Mason  Paul  B  (Eleanor  G)  eng  Polaroid  (Cambridge)  rl04  Magnolia 
Av 

Mason  Philip  W  (Elspeth  B)  emp  S  S  Pierce  ( D )  h6  Ocean  Highlands 
Mason  Rita  nurse  Addison  Gilbert  Hosp  r8  Day  Ct 
Mason  Robt  USCG  r8  Day  Ct 
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Mason  Robt  E  (Mary  J)  fish  ctr  M  F  Foley  Co  iB>  h381  Washington 
St 

Mason  Robt  H  (Barbara  K)  formn  Gloucester  Eng  h6  Stanley  Ct 
Mason  Robin  nurses  aide  Addison  Gilbert  Hosp  r8  Day  Ct 
Mason  Sandy  U  (Evelyn)  retd  h229  Essex  Av 

Mason  Vera  librn  Christian  Science  Reading  Rm  rNorwood  Av  (R> 
Mason  Walker  (Constance)  sum  res  Highland  Av  rProvidence  R  I 
Mason’s  Local  Union  No  21  11  Center  St 
Masonic  Hall  18  Broadway  (R> 

Masonic  Temple  lodge  27  Eastern  Av 

Mass  Coastal  Seafoods  Inc  Lee  Harrington  Pres  Treas  158  Magnolia 
Av 

MASSACHUSETTS  COMMONWEALTH  OF 
DEPARTMENT  OF  LABOR 

DIVISION  OF  EMPLOYMENT  SECURITY,  20  Washington 
St,  Tel  283-4772 

DEPARTMENT  OF  PUBLIC  WORKS,  Richard  Blynman 
Bridge,  50  WTestern  Av,  Tel  283-0243 
DEPARTMENT  OF  SOCIAL  SERVICES 

GLOUCESTER  WELFARE  SERVICE  OFFICE,  Neil  C 
Strong  Dir,  9  Dale  Av,  Tel  283-2117 
MASSACHUSETTS  PUBLIC  WELFARE  OFFICE,  James  D 
Delaney  Supvr,  12  Pleasant  St  Tel  281-1133 
STATE  ARMORY,  99  Prospect  St,  Tel  283-0140 

NATIONAL  GUARD— BATTERY  A,  99  Prospect  St,  Tel 
283-4414 

MASSACHUSETTS  ELECTRIC  COMPANY  Edward  T  Lewis  Jr 
District  Manager,  Thomas  A  Me  Grath  Local  Manager, 
Electric  Power  And  Appliances  96  Main  St,  Gloucester,  Mass 
(01930),  Tel  283-1250 

Massasoit  Spiritualist  Camp  Vivian  L  Harvey  Pres  Treas  &  Pastor  28 
Lincoln  St 

Masselli  Frank  (Maria)  lab  Faulk  Bros  h5  Smith  St 
Masse lli  Judith  spl  needs  Eastern  Av  Sch  rStoneham  Mass 
Massey  Fiora  coordinator  Action  Inc  rNewbury  Mass 
Massey  Wm  emp  (Bev)  h32  Grove  St 
Masters  Jonathan  D  musician  h229  Concord  St 
Masters  Maurie  (S  Grace)  sum  res  h85  Phillips  Av  (R ) 

Mate  us  Carlos  M  r31  Webster  St 

Mate  us  Francisco  emp  Empire  Fish  h42  Taylor  St 

Mate  us  Laura  h51  Maplewood  Pk 

Mate  us  Laura  G  Mrs  h31  Webster  St 

Mathaurs  Charles  E  retd  hl006  Washington  St 

Matheson  Edgar  L  (Helen  M)  acct  Caribou  Fisheries  h30  Sumner  St 
Matheson  Ellsworth  F  (Dorothy  M)  h49  E  Main  St 
Matheson  Gas  Products  (WTill-ross  Inc)  compressed  gases  61  Grove  St 
Matheson  Geo  (Mary  P)  USCG  h75  Pigeon  Hill  <R) 

Matheson  John  H  Jr  sis  mgr  Works  Chev-Olds  rEssex  Mass 

Matheson  Robt  r49  E  Main  St 

Matheson  Robt  W  teller  (B)  h259  Granite  St  (R> 

Matheson  Roderick  A  (Eliz  M)  retd  h4  Highland  St  (R) 

Mathews  Neil  S  (Mary  A)  slsmn  Glouc  Sup  h5  Angle  St 

Mathias  Joseph  (Dalia)  retd  h5  Oak  St 

Mathson  Mary  tchr  Pigeon  Cove  Sch  rGranite  St  (R) 

Matos  Julio  (Encarmacao)  fishermn  h9  Perkins  St 

Matos  Laura  N  emp  Gorton’s  r9  Perkins  St 

Matos  Maria  pkr  Gortons  r9  Perkins  St 

Matson  Wm  E  (Edna)  retd  hi  178  Washington  St 

Matta  Geo  (Helen)  (Joseph’s  Coffee  Shop)  h58a  Sturknaught  Hts 

Mattos  Anthony  (Ida)  stevedore  hStewart  Av 

Mattos  Anthony  (Keningmar)  rBoston  Mass 

Mattos  Manuel  (Leona  A)  retd  h6  Abbott  Rd 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Mattson  Ado  M  Jr  (Andreen)  asst  gro  mgr  Stop  &  Shop  hi 3  Norwood 
Ct  (R) 

Mattson  Anna  E  (Wid  Ado  Ml  bkpr  Rockport  Sch  Dept  hl3  Norwood 
Ct  (R) 

Mattson  Barbara  h6  Herrick  Ct 

Mattson  Barbara  Mrs  nurses  aide  Cape  Ann  Nursing  Home  hl5 
Sadler  St 

Mattson  Dale  (Sandra)  emp  Gloucester  Eng  h9  Amero  Ct 

Mattson  Donald  (Evelyn)  leather  wkr  Centra^  Leather  h6  Summit  St 

Mattson  Dorothy  C  h88  Maplew'ood  Av 

Mattson  Elvira  (Wid  Olof)  retd  hl6  Ketchopulos  Cir  (Rt  Apt  A 
Mattson  Hilda  M  Mrs  sec  Leimu  Walon  Temperance  Soc  rl68 
Granite  St  (R) 

Mattson  Hilemar  retd  rl42  E  Main  St 

Mattson  John  studt  r341  Essex  Av 

Mattson  Lillian  M  (Wid  Matthew)  h22  Shepherd  St 

Mattson  Richd  mach  Murmac  Mfg  rRear  182  Granite  St  (R) 

Mattson  Robt  A  formn  Rockport  Twine  &  Rope  h5  Pigeon  Hill  Ct  (R> 

Mattson  Roger  T  parts  dept  V  W  Garage  <BEV)  r341  Essex  Av 

Mattson  Wm  R  (Esther  A)  real  estate  341  Essex  Av  h341  Essex  Av 

Matz  Adolph  I  (Eva)  (Matz  Trailer  Park)  h40  Atlantic  St 

Matz  Robt  (Eileen)  scientist  (Bl  h34  Atlantic  St 

Matz  Robt  biologist  hMartin  La 

Matz  Trailer  Park  (Adolph  I  Matz)  36  Atlantic  St 

Mauro  Anthony  E  reporter  Gloucester  Daily  Times  rl6  Stanwood  Av 
Mauro  Linda  tchr  Middle  Sch  rl6  Stanwood 
Mawhinney  Harry  F  jwlr  110  Main  St  h97  Western  Av 
Mawn  James  J  (Rita  M)  sum  res  Rear  19  Sleepy  Hollow  Rd 
r Winchester  Mass 

Maxfield  Martha  A  bkpr  Action  Inc  r382  Washington  St 

Maxfield  Raymond  (Mary  E)  chem  tech  Sylvania  (D»  h382  Washington 

St 

Maxfield  Raymond  D  Jr  appr  L  E  Andrews  &  Co  rEssex  Mass 
Maxon  Doug  relations  elk  North  Shore  Gas  r Danvers  Mass 
Maxwell  Derek  whsemn  h2  Lexington  Av 
Maxwell  Nora  (Wid  Thos)  retd  h46  Maplewood  Pk 
Maxwell  Richd  J  real  estate  broker  h27  Lynndale  Av 
May  Paul  D  (Marjorie  C)  sum  res  35  Long  Beach  St  <R»  rMarlboro 
Mass 

May  Walter  R  sum  res  10  Long  Beach  St  (R>  r Alexandria  Ya 
Maybury  Paul  J  (Patricia)  sis  mgr  Por  Tex  (Woburn)  hlTl  Hesperus 
Av 

Mayer  Jean  (Betty)  sum  res  Rockholm  Rd  rBoston  Mass 
Maynard  Eug  (Jane)  therapist  (Bev)  h3  Wise  PI 
Mayo  Charles  formn  D  F  Harris  &  Sons  rRockport  Mass 
Mayo  Charles  (Gail  E)  retd  h23  Cherry  St 

Mayo  James  P  Jr  (Clara)  buyer  Lincoln  Labv  (Lexington'  hl44a 
Hesperus  Av 

Mayo  Jeanne  F  (Wid  Franklin  A)  hl8  Liberty  St 
Mayo  Lawrence  summer  res  h202  Concord  St 
Mayo  Selina  rCape  Ann  Nursing  Home 

Mayor  A  Hyatt  (Virginia)  sum  res  698  Washington  St  rNew  \ork 

NY 

Maytag  Coinomatic  (Barry  Turner)  laundry  77  Main  St  (R> 

Mazza  Bernard  r69  Riverdale  Pk 

Mazza  Josephine  (Wid  James)  retd  h69  Riverdale  Pk 
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Mazzaferro  Mary  L  nurse  Addison  Gilbert  Hosp  rSalt  Island  Rd 
Mazzeo  Catherine  M  of’c  elk  Lechmere  Sis  (Danvers)  r3  Sunset  Hill 
Rd 

Mazzeo  Dominic  (Lois)  hair  stylist  Victory  Beauty  Salon  h65  Wheeler 
St 

Mazzeo  Philip  (Grace  J)  (Victory  Beauty  Salon)  h3  Sunset  Hill  Rd 
Mazzeo  Philip  J  studt  r3  Sunset  Hill  Rd 
Mazzeo  Philip  J  (Rosalie  T)  waiter  hl9  Langsford  St 
Me  Allister  Jeanne  retd  h24  King  St  (R) 

Me  Ardle  Blaise  R  studt  rSquam  Rock  Rd 

Me  Ardle  Montrose  P  (Nancy  M)  v-pres  Howard  Johnson  (Wollaston) 
hSquam  Rock  Rd 

Me  Ardle  Montrose  P  Jr  tchr  CNYC  rSquam  Rock  Rd 

Me  Ardle  Thos  A  studt  rSquam  Rock  Rd 

Me  Avecney  David  (The  Pressroom)  r957  Washington  St 

Me  Bride  Wm  coml  serv  rep  Mass  Elec  rMethuen  Mass 

Me  Caffrey  Ted  (Dawn)  emp  Gortons  h6  Amero  Ct 

Me  Call  Ronald  tchr  Milton  L  Fuller  Sch  rMarblehead  Mass 

Me  Calla  Dale  (Suzanne)  mgr  First  Natl  Bk  Of  Ipswich  hShore  Rd 

Me  Callum  Wm  elk  h25  Riverdale  Pk 

Me  Callum  Wm  (Elsie)  retd  hl6  Hodgkins  St 

Me  Calthy  Deborah  Mrs  h9  Foster  St 

Me  Cann  A  J  Co  (Arth  Me  Cann)  painting  contr  9  Essex  Av 
Me  Cann  Arth  (Marion  R)  (A  J  Me  Cann  Co)  h9  Essex  Av 
Me  Cann  Francis  J  Jr  (Doris)  h42  Harriett  Rd 
Me  Cann  Margt  studt  r9  Essex  Av 
Me  Cann  Mildred  Mrs  sum  res  hMussel  Point  Rd 
Me  Carron  Josephine  D  elk  hl2  Duley  St 
Me  Carthy  Barry  (Carole  L)  elec  tech  (Waltham)  rElmo  La 
Me  Carthy  Charles  E  (Evelyn  M)  supvr  Sylvania  (Ipswich)  h!9  Ferry 
St 

Me  Carthy  Charlotte  E  Mrs  hi 56  Riverdale  Pk 

Me  Carthy  Edgar  J  (Doris  M)  tech  (Avco)  (Everett)  hGlenmere  Av 
Me  Carthy  Eileen  nurse  r45  Warner  St 
Me  Carthy  Francis  r8  Marina  Dr 

Me  Carthy  Francis  J  asst  comptroller  Addison  Gilbert  Hosp 
rLawrence  Mass 

Me  Carthy  Francis  P  elec  tech  (Waltham)  hElmo  La 
Me  Carthy  Francis  T  (Constance)  truck  slsmn  (Waltham)  h31  Fuller 
St 

Me  Carthy  Geo  R  sum  res  h90  Long  Beach  St  (R) 

Me  Carthy  Helen  sum  res  h60  Long  Beach  St  (R) 

Me  Carthy  Herbert  sum  res  Vine  St  rWest  Medford  Mass 
Me  Carthy  Hugh  F  (Barbara  C)  summer  res  Point  Rd  rWinchester 
Mass 

Me  Carthy  James  E  (Helen  M)  caretkr  hMussel  Point  Rd 
Me  Carthy  Jeremiah  F  (Doris  A)  mgr  Pancake  Hse  (P)  h8  Marina  Dr 
Me  Carthy  John  treas  Long  Beach  Improvement  Assn  r Wakefield 
Mass 

Me  Carthy  John  F  (Patricia  E)  opr  metal  heat  treater  Sylvania  (D) 
hMacomber  Rd 

Me  Carthy  John  F  (Twin  Cottages)  hEden  Rd  (R) 

Me  Carthy  John  J  (Helen  R)  comp  Beverly  Times  (BEV)  hl5  Mystic 
Av 

Me  Carthy  John  J  (Cath  E)  elec  eng  MIT  (Cambridge)  h45  Warner 
St 

Me  Carthy  John  J  Jr  studt  r45  Warner  St 
Me  Carthy  John  P  Jr  plmb  h9  Scott  St 
Me  Carthy  Joseph  F  sum  res  rSomerville 

Me  Carthy  Kevin  emp  Purity  Supreme  (BEV)  h44  E  Main  St 
Me  Carthy  Kevin  M  studt  r45  Warner  St 
Me  Carthy  Lillian  K  (Wid  Wm  F)  retd  h97  Washington  St 
Me  Carthy  Marie  E  (Wid  Edgar)  hlAVz  Marble  St 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemorc  St.  Gloucester,  Mass.  01930 

TEL.  283-1771  . 
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Me  Carthy  Michl  studt  rl56  Riverdale  Pk 

Me  Carthy  Ronald  G  (Shirley  D)  iron  wkr  Industrial  Eng  (S)  h254 
Essex  Av 

Me  Carthy  Sheila  studt  rl56  Riverdale  Pk 
Me  Carthy  Timothy  studt  r8  Marina  Dr 
Me  Carthy  Violet  F  Mrs  sum  res  h Atlantic  Rd 
Me  Carthy  Wm  (Lena)  sum  res  hGlenmere  Rd  (R) 

Me  Carthy  Wm  A  (Mildred)  pres-treas  Me  Carthy  Contracting  Co 
h95  Hesperus  Av 

Me  Carthy  Wm  J  studt  r95  Hesperus  Av 

Me  Carthy’s  Contracting  Co  Inc  constn  Kettle  Cove  Industrial  Pk 
Me  Carthy’s  Package  Store  Inc  Michl  P  Orlando  Pres-Treas  liquors 
91  Washington  St 

Me  Cartny  Mary  sum  res  78  Long  Beach  St  (R)  rN  Cambridge  Mass 
Me  Carty  John  F  (White  Rainbow)  hi  10  Wheeler  St 
Me  Carty  Lillian  (Wid  Harold  E)  retd  h4  South  St  (R) 

Me  Caul  Marjorie  hThatcher  Rd  (R) 

Me  Clelland  Adelaide  summer  res  h221  Concord  St 
Me  Cloud  Edw  J  mgr  Lipman  Marine  Products  r  (BEV) 

Me  Cloud  Mai  (Judy)  fishermn  h55  Fort  Sq 

Me  Colgan  Edw  crane  opr  Frankie  Foundation  (B)  h26  Highland  St 
Me  Collum  Agnes  Mrs  r248  E  Main  St 
Me  Collum  Charles  W  retd  h22  Shepherd  St 
Me  Collum  Edw  E  (Mary  Anne)  fish  dir  h5  Highland  St 
Me  Collum  Edw  E  Jr  treas  Neptune’s  Seven  Seas  Inc  r5  Highland  St 
Me  Collum  Joanne  lpn  Cape  Ann  Nursing  Home  rl05  Prospect  St 
Me  Collum  Wm  Jr  (Sharon  A)  mgr  Ward  Weller  (Natick)  h977 
Washington  St 

Me  Comiskey  James  W  Jr  (Sarah)  tchr  Gloucester  High  Sch  h80 
Rocky  Neck  Av 

Me  Comiskey  P  Lloyd  (Evelyn  B)  pres  Gloucester  Transit  Mix  Inc 
h433  Essex  Av 

Me  Comiskey  Philip  L  Jr  (Madeline  E)  treas-corp  elk  Gloucester 
Transit  Mix  Inc  h514  Essex  Av 
Me  Comiskey  Philip  L  III  studt  r514  Essex  Av 
Me  Connell  Mildred  A  dir  Eastern  Airlines  h2  Ocean  Av  Apt  3i 
Me  Cook  B  J  sum  res  hBrier  Neck  Rd 
Me  Cormack  Annie  M  retd  hl7  Poplar  Pk 
Me  Cormack  Christine  M  Mrs  h33  Cleveland  St 
Me  Cormack  Elsie  retd  rl51  Washington  St 
Me  Cormack  James  E  carp  h64  Bond  St 

Me  Cormack  Joseph  C  tchr  Ralph  B  O’Maley  Mdl  Sch  hl63  Granite 
St  (R) 

Me  Cormack  Kathleen  sec  Tally’s  Auto  Sis  r7  Silva  Ct 

Me  Cormack  Lawrence  J  (Rhoda  M)  bodymn  h356  Washington  St 

Me  Cormack  Lucille  M  h91  Prospect  St 

Me  Cormack  Michl  studt  r7  Silva  Ct 

Me  Cormack  Richd  I  Jr  (Frances  M)  retd  h7  Silva  Ct 

Me  Cormack  Robt  D  (Gloria  A)  emp  Cape  Ann  Tool  h24  Trask  St 

Me  Cormack  Robt  D  Jr  studt  r24  Trask  St 

Me  Cormack  Warren  E  (Olivia  M)  linoleum  mech  N  Shore  turn  hi  / 
Woodward  Av 

Me  Cormack  Warren  E  Jr  (Kathleen)  emp  New  England  Power  h36 
Atlantic  St 

Me  Cormack  Wm  J  (Madeline  J)  mach  Gloucester  Engineering  h9 
Springfield  St 
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Me  Cormick  Anthony  A  prntr  r35  Cherry  St 
Me  Cormick  Chyrl  h20  Webster  St 

Me  Cormick  Harold  (Pamela)  transport  supvr  (B)  hl45  Essex  Av  Apt 
15 

Me  Cormick  James  A  (Cath)  formn  H  P  Hood  h35  Cherry  St 
Me  Cormick  Richd  (Susan)  dist  slsmn  Zeus  Elec  hAtlantic  Rd  Apt  13 
Me  Craig  Sharon  sr  acct  elk  Gloucester  Housing  Authority  rPerkins 
St 

Me  Cue  Kath  S  (Wid  Thos)  retd  h31  Pleasant  St 
Me  Cullough  Arth  R  (Mae  C)  retd  h258  Atlantic  Rd 
Me  Cullough  Mae  C  (Wid  Arthur)  retd  h258  Atlantic  Rd 
Me  Curdy  Carleton  P  elk  Gulf  Oil  hlO  Chapel  St 
Me  Curdy  Kenneth  N  carp  Herb  Goodick  hll  Rackliffe  St 
Me  Dade  Peter  sum  res  h42  Eastern  Point  Rd 
Me  Dermott  Matthew  M  (Lenora)  sis  mgr  Gorton’s  h7  Tower  Rd 
Me  Dermott  Wm  P  (Rose  M)  installer  NET&T  hNew  Way  La 
Me  Donald  See  Also  Mac  Donald 

Me  Donald  Alex  J  (Mildred  T)  retd  hlOl  E  Main  St 

Me  Donald  Bruce  (Janice)  sum  res  hJohn  Coggeshall  Rd 

Me  Donald  Cath  G  (Wid  Henry)  smstrs  Empire  Clo  h27  Elm  St 

Me  Donald  Christine  nurse  G  Dist  Nursing  Assoc 

Me  Donald  Dan  sum  res  hWitham  St 

Me  Donald  Edith  C  sum  res  hJohn  Coggeshall  Rd 

Me  Donald  Eliz  B  retd  hi  Phillips  Av  (R) 

Me  Donald  Fredk  retd  rl  Phillips  Av  (R) 

Me  Donald  Joseph  A  retd  h42  Warner  St 

Me  Donald  June  E  (Wid  Howard)  ofc  sec  rl5  Traverse  St 

Me  Donald  Marjorie  waitress  Capt  Courageous  Restr  rE  MairL-St 

Me  Donald  Marshall  R  retd  h8  Chapel  St 

Me  Donald  Mary  (Wid  James)  retd  h34  Perkins  St 

Me  Donald  Mary  E  retd  rl90  Western  Av 

Me  Donald  Mildred  B  r34  King  St  (R) 

Me  Donald  Patk  J  (Madeline  M)  sum  res  hNew  Way  La 

Me  Donald  Viva  V  (Wid  Gardner)  retd  h4  Harvard  St 

Me  Donald  Wm  A  retd  rl6  Liberty  St 

Me  Donald  Wm  F  (Grace  M)  h8  Addison  St 

Me  Donnell  See  Also  Mac  Donnell 

Me  Donnell  Gladys  L  tchr  rl3  Shore  Rd 

Me  Donnell  Pamela  per  dir  Jordan’s  (P)  rl3  Shore  Rd 

Me  Donough  Joseph  G  (Inez  M)  retd  h22  Parker  St  (R) 

Me  Dougall  Danl  R  studt  r2  Kent  Rd 

Me  Dougall  Darrell  R  r2  Kent  Rd 

Me  Dougall  Don  R  (Ruth  M)  fish  whol  h2  Kent  Rd 

Me  Dunna  Larry  (Carol)  emp  Gen  Elect  hAtlantic  Rd  Apt  9 

Me  Eachern  See  Also  Mac  Eachern 

Me  Eachern  Ann  E  asst  chf  opr  NET&T  hl9  Liberty  St 
Me  Eachern  Cath  T  ofc  sec  Gloucester  High  Sch  rl9  Liberty  St 
Me  Eachern  Donald  F  (Marion  F)  mach  Sylvania  (S)  h22  Marina  Dr 
Me  Eachern  Elva  M  retd  h41  Lincoln  Pk 

Me  Eachern  John  H  (Lorraine  M)  quality  control  mgr  Murmac  Mfg 
hll  Carlisle  St 

Me  Eachern  Lawrence  W  (Rosalie  I)  mach  Cape  Ann  Forge 
hLawrence  Mountain  Rd 

Me  Eachern  Marguerite  elk  Empire  Clo  r7  Howard  St 
Me  Eachern  Robt  W  (Marguerite)  (Bob  &  Ray’s  Snack  Bar)  h7 
Harvard  St 

Me  Eachern  Robt  W  Jr  elk  Empire  Clothing  r7  Harvard  St 
Me  Eachern  Rosalie  1  Mrs  elk  Goldman’s  rLawrenee  Mountain  Rd 
Me  Evoy  Michl  B  tech  rl4  Cleveland  St 

Me  Ewen  Lawrence  C  v-pres  &  consultant  Hall  Bros  Marine  Corp 
hll  Rocky  Pasture  Rd 

Me  Fadden  Wm  W  (Marilynn  M)  sis  mgr  Me  Curdy  Radio  Industries 
(D)  h755  Washington  St 


PETROLEUM,  INC. 


Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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Me  Farland  See  Also  Mac  Farland 

Me  Farland  Albert  M  (Mary  J)  constn  wkr  h8  Chestnut  St 
Me  Farland  Cath  L  Mrs  hl2  Perkins  St 

Me  Farland  Geo  H  (Marion  E)  freezer  wkr  Gloucester  Ice  &  Cold 
Storage  hl5  Dodge  St 

Me  Feeley  Francis  J  (Janet)  retd  hSt  Louis  Av 
Me  Gady  Wilma  Mrs  hl8  Ketchopulos  Cir  (R)  Apt  G 
Me  Gahan  Thos  L  (Vincie)  sum  res  8  Bayle  La  rW  Somerville  Mass 
Me  Gann  Joan  laby  tech  Addison  Gilbert  Hosp  hl27  Magnolia  Av 
Me  Garry  Guy  A  (Marie  T)  sum  res  139  Long  Beach  St  (R)  rBedford 
Mass 

Me  Gary  Jo  A  studt  rWolf  Hill  St 

Me  Gary  Malcolm  C  (Joanne)  eng  M  I  T  (Cambridge)  hFerry  Lower 
End 

Me  Gary  Robin  studt  rFerry  Lower  End 
Me  Gary  Robin  S  studt  hWolf  Hill  St 
Me  Gary  Susan  studt  rFerry  Lower  End 

Me  Gee  Francis  J  (Helen  B)  sum  res  Waterman  Rd  rMarblehead 
Mass 

Me  Gee  John  Mrs  hl5  Ketchopulos  Cir  (R)  Apt  C 
Me  Gee  John  L  Jr  (Lovina  G)  dept  hd  Ralph  B  O’Maley  Mdl  Sch 
hSummer  St  Extn  (R) 

Me  Gee  Leah  Mrs  tchr  Pigeon  Cove  Sch  rSummer  St 
Me  Gee  Wendy  elk  Rockport  Genl  Store  rSummer  St  Extn  (R) 

Me  Gee  Wm  R  sum  res  hNorwood  Hts 
Me  Geehan  Wm  (Mary)  h6  Beach  Rd 
Me  Gibbon  David  (Martina)  carp  hlO  Duley  St 

Me  Gibbon  James  G  (Eleanor  C)  gdnr  Corliss  Bros  hJohn  Coggeshall 
Rd 

Me  Gillian  Robt  E  (Christine)  slsmn  h3  High  St  (R) 

Me  Gillivary  Dorothy  hl2  Granite  St 
Me  Gillivary  Helen  (Wid  Joseph)  retd  h54  Poplar  Pk 
Me  Gillivary  Marianne  sec-bkpr  Curhan  Co  r272  Western  Av 
Me  Gillivray  Robt  E  (Noyes  The  Mover) 

Me  Gillvary  Joseph  A  pkr  mover  Noyes  The  Mover  r29  V&  Sargent  St 
Me  Gillvary  Kathleen  H  pkr  Gorton’s  r29M>  Sargent  St 
Me  Gillvary  Kenneth  Jr  tech  Glou  Eng  r29V4  Sargent  St 
Me  Gillvary  Kenneth  F  (Dorothy  L)  driver  Noyes  The  Mover  h29'/2 
Sargent  St 

Me  Gillwey  Valerie  teller  Cape  Ann  Bank  &  Trust  r29  Sargent  St 
Me  Gilvray  Marion  Mrs  ofc  sec  Rockport  Sch  Dept  h24  Mt  Pleasant 


Me  Gilvray  Reaney  F  (Mary  C)  serv  agt  Compo  Industries  (Haverhill) 
hRust  Island 

Me  Gilvray  Reaney  M  carp  hlpr  rRust  Island 
Me  Gilvray  Robt  studt  r24  Mt  Pleasant  St  (R) 

Me  Gilvray  Suzanne  dental  hygienist  rRust  Island 

Me  Ginley  Grace  E  retd  h96  Middle  St 

Me  Glauflin  Kath  teller  Rockport  Natl  Bk  rHigh  St  (R) 

Me  Glauflin  Richd  J  (Kath  C)  supvr  Cape  Ann  Mfg  h75  High  St  (R) 
Me  Glauflin  Suzanne  C  studt  r75  High  St  (R) 

Me  Gouch  Norman  sum  res  h5  Vine  St 
Me  Gouch  Ruth  sum  res  h5  Vine  St 
Me  Govern  Alice  Mrs  hi  Beach  Rd 
Me  Govern  Charles  studt  rl  Beach  Rd 
Me  Govern  Charles  H  retd  h660  Washington  St 
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Me  Gowan  Bradford  (Jacqueline)  hl3  Norseman  Av 
Me  Grath  Alta  (Wid  John)  retd  h6  Springfield  Ct  (R) 

Me  Grath  Ann  nurse  r20  Concord  St 

Me  Grath  Carol  emp  Custom  Magnetics  rAtlantic  Rd 

Me  Grath  Carolyn  nurse  Dermar  Nursing  Home  h9-b  Summit  Av  (R) 

Me  Grath  Colleen  T  ofc  sec  (Bev)  r9  Maple  St 

Me  Grath  Corinne  Mrs  tchr  Milton  L  Fuller  Sch  r Wilmington  Mass 
Me  Grath  Debra  studt  rRear  1048  Washington  St 
Me  Grath  Dennis  J  studt  r9  Maple  St 

Me  Grath  Edw  J  (Gladys  E)  formn  Mass  Elect  h7  Baker  St 
Me  Grath  Eleanor  studt  r887  Washington  St 
Me  Grath  Elsie  rl4  Granite  St  (R) 

Me  Grath  Frances  M  bkpr  Thermet  hl4  Granite  St  (R) 

Me  Grath  Grace  E  (Wid  Louis  G)  cafeteria  wkr  Ralph  B  O’Maley  Mdl 
Sch  h9  Maple  St 

Me  Grath  Joyce  lpn  Addison  Gilbert  Hosp  rRear  1049  Washington  St 
Me  Grath  Louis  S  (Gwendolyn)  plmb  5  Addison  St  h5  Addison  St 
Me  Grath  Margt  pkr  Le  Page’s  rEssex  Mass 
Me  Grath  Mary  (Wid  Joseph)  retd  h59  Western  Av 
Me  Grath  Mildred  L  retd  hl09  Main  St  (R) 

Me  Grath  Robt  lead  mech  Le  Page’s  rEssex  Mass 
Me  Grath  Thos  A  local  mgr  Mass  Elec  rEssex  Mass 
Me  Grath  Timothy  studt  rRear  1048  Washington  St 
Me  Grath  Walter  R  plmbr  contr  20  Concord  St  h20  Concord  St 
Me  Grath  Walter  R  Jr  (Joyce  E)  mech  eng  (Waltham)  hRear  1048 
Washington  St 

Me  Greery  Terri  L  studt  h2  Ocean  Av  Apt  3c 
Me  Gregar  Emma  rCape  Ann  Nursing  Home 
Me  Grew  Frances  H  retd  h27c  Elm  St 

Me  Guiness  Edw  summer  res  12  Clark  Av  (R)  rCharlestown  Mass 
Me  Guinness  John  J  hThatcher  Rd  (R) 

Me  Guire  Francis  carp  hl9  Duncan  St  Rm  16 
Me  Guire  Henry  rCape  Ann  Nursing  Home 

Me  Gurrin  Thos  silversmith  145  Granite  St  (R)  hl43  Granite  St  (R) 
Me  Hale  Hope  retd  h8  Curtis  St  (R) 

Me  Hardy  Agnes  M  Mrs  sec  hl5  Ships  Bell  Rd 
Me  Henry  Christopher  genl  hlpr  r207  Washington  St 
Me  Henry  M  Cath  retd  h5  Myrtle  Sq 

Me  Henry  Margt  (Wid  J  Thos)  emp  Hammond  Museum  h207 
Washington  St 

Me  Hugh  Robt  J  sum  res  90  Long  Beach  St  (R) 

Me  Ilvain  Davia  (Wid  Chas  J)  h4  Wonson  St 
Me  Innis  See  Also  Mac  Innis 
Me  Innis  Emma  hlO  High  St  (R) 

Me  Innis  John  A  (Margt  J)  sum  res  70-C  Long  Beach  St  (R)  rSangus 
Mass 

Me  Innis  Nora  (Wid  Wm  T)  retd  h31  Western  Av  Apt  2 
Me  Intire  Alice  (Wid  Waldon)  retd  rl7  Horton  St 
Me  Intire  Marion  retd  h6  Pleasant  St  (R) 

Me  Intosh  Charles  V  (Jane  J)  carp  419  Essex  Av  h419  Essex  Av 
Me  Intyre  Robt  J  (Cath  A)  hl6  Colburn  St 
Me  Isaac  Geo  C  tchr  (D)  h67  Atlantic  Rd 
Me  Kane  Russell  M  mach  r31  Squam  Rd  (R) 

Me  Kay  See  Also  Mac  Kay 

Me  Kay  Allison  ward  sec  Addison  Gilbert  Hosp  r39  Atlantic  Rd 
Me  Kay  Barry  S  (Diane  M)  firefighter  City  Fire  Dept  h2  Ocean  Av 
Apt  3d 

Me  Kay  Bonnie  Mrs  nurses  aide  Cape  Ann  Nursing  Home  rWestern 
Av 

Me  Kay  Bruce  C  (Margt)  emp  Gloucester  Eng  h5  Adams  PI 
Me  Kay  Carlton  B  (Muriel  M)  deputy  chf  City  Fire  Dept  hl9  Chapel 
St 

Me  Kay  Cath  fish  wkr  r2  Riverdale  Pk 
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Me  Kay  Charles  R  (Annabelle)  ctr  Cape  Ann  Mfg  h6  Wesley  St 
Me  Kay  Charles  R  Jr  (Dorothy)  lab  B  F  Goodrich  h6a  Wesley  St 
Me  Kay  Charlotte  C  (Wid  Percy  E)  retd  hll  Wall  St 
Me  Kay  David  R  (Natalie)  mach  Gloucester  Ehg  h41  Western  Av 
Me  Kay  Diane  tchr  Forbes  Sch  r2  Ocean  Av  (MAG) 

Me  Kay  Edwin  J  Jr  (Ruth  S)  sec  Carroll  K  Steele  Ins  Agcy  hi 
Norman  Stone  Dr  (R) 

Me  Kay  Geo  C  (Melvah  G)  fish  ctr  P  J  Markos  h42  Laurel  St 

Me  Kay  Gerald  hGlenmere  Av 

Me  Kay  Gladys  M  Mrs  h86  Riverdale  Pk 

Me  Kay  Henry  formn  B  F  Goodrich  Chem  rl2  Centennial  Av 
Me  Kay  Henry  H  (Grace  M)  cab  driver  rl4  Beacon  St 
Me  Kay  James  H  (Rose)  mtee  mn  Sea  Food  Kitchens  h41 
Commonwealth  Av 

Me  Kay  Jane  cash  r624  Washington  St 
Me  Kay  John  (Bonnie)  h8  Western  Av 
Me  Kay  John  H  (Josephine)  retd  h21  Prospect  Sq 
Me  Kay  John  J  Jr  mach  r624  Washington  St 

Me  Kay  John  S  (Catherine  G)  driver  West  End  Taxi  h2  Riverdale  Pk 
Me  Kay  John  T  retd  hll  Summit  St 
Me  Kay  Lois  sec  r9  Marshfield  St 

Me  Kay  Lucy  M  Mrs  noon  supvr  West  Parish  Sch  h96  Western  Av 
Me  Kay  Marjorie  (Wid  John  J)  h624  Washington  St 
Me  Kay  Mark  C  (Judith)  slsmn  hRowe  Av  (R) 

Me  Kay  Mary  retd  r23  Prospect  Sq 

Me  Kay  Mildred  M  Mrs  waitress  Depot  Cafe  r45  Middle  St 
Me  Kay  Natalie  housekpr  St  Ann’s  Rectory  r41  Western  Av 
Me  Kay  Philip  J  (Cath  L)  insp  US  Dept  Of  Interior  hl7  Squam  Rd 
(R) 

Me  Kay  Philp  Jr  studt  rl7  Squam  Rd  (R) 

Me  Kay  Priscilla  E  tchr  High  Sch  (Hamilton  Mass)  h9  Marshfield  St 
Me  Kay  Richd  sum  res  hl5  Point  De  Chene  Av  (R) 

Me  Kay  Robt  G  (Nancy  N)  formn  Bldg  Center  h4  Nikolane  Wy 
Me  Kay  Russell  S  retd  h274  Western  Av 
Me  Kay  Smith  studt  r39  Atlantic  Rd 
Me  Kay  Wm  F  Jr  h39  Atlantic  Rd 

Me  Kearney  Mary  (Wid  James  A)  sum  res  h78  Phillips  Av  (R) 

Me  Kechnie  Elliott  F  (Helen  A)  retd  h49  Wolf  Hill  La 

Me  Kechnie  Fredk  A  (Eleanor)  electn  Deering  Elec  h55  Wolf  Hill  La 

Me  Kechnie  John  studt  r55  Wolf  Hill  La 

Me  Kechnie  Robt  E  (Cath  M)  supvr  NET&T  h367  Essex  Av 

Me  Kechnie  Robt  W  studt  r367  Essex  Av 

Me  Kechnie  Wm  E  studt  r367  Essex  Av 

Me  Kellop  Gerald  designer  Benny  The  Florist  r4  Exchange  St 
Me  Kenna  John  F  (Louise)  pilot  hl05  Leonard  St 
Me  Kenna  John  F  Jr  (Carol  A)  hl3  Perrywinkle  La 
Me  Kenna  Michl  V  consultant  hl6  Fuller  St 

Me  Kenney  Clyde  E  (Eleanor  M)  cook  Cape  Ann  Diner  hl3  Western 
Av 

Me  Kenney  Gertrude  B  (Wid  Ernest)  retd  h455  Washington  St 
Me  Kenney  Gladys  K  retd  r7  Cliff  Rd 

Me  Kenzie  Carl  A  (Cynthia)  dept  hd  Gloucester  High  Sch  h9  Harbor 
View  Ct 

Me  Kenzie  Lucy  rCape  Ann  Nursing  Home 
Me  Kenzie  Roderick  studt  r9  Harbor  View  Ct 
Me  Kie  Ralph  O  (Frances  E)  retd  h3  Haskell  Ct 
Me  Kie  Ralph  O  Jr  U  S  N  r3  Haskell  Ct 
Me  Killop  Dennis  (Kathryn)  mtcemn  h50  Taylor  St 
Me  Killop  Dennis  h8  Prospect  St 
Me  Kinlay  Sarah  hl6  Millett  St 

Me  Kinley  James  pool  instlr  Buknell  (Middleton)  hFrank  St  (R) 

Me  Kinley  Tyyne  (Wid  Paul  T)  hl!31  Washington  St 
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Me  Kinnon  Chester  A  (Janice  K)  mgr  Wingaersheek  Motel  h46 
Concord  St 

Me  Kinnon  Edmund  J  retd  r5  Shepherd  St 

Me  Kinnon  Geo  H  (Mildred)  pres-treas  C  H  Rich  Liquors  h8  St 
Louis  Av 

Me  Kinnon  Hilary  F  studt  r2  Stanwood  Ter 
Me  Kinnon  James  B  (Cecelia  R)  emp  Raytheon  hBsmt  101 
Washington  St 

Me  Kinnon  John  D  (Jacqueline)  lumper  Gloucester  Stevedoring  h9 
South  Street  Ct  (R) 

Me  Kinnon  Margt  N  sten  sec  Natl  Oceanic  Atmospheric  Admn  h41 
Western  Av 

Me  Kinnon  Mary  E  retd  h5  Shepherd  St 
Me  Kinnon  Mary  E  sum  res  h8  Long  Beach  St  (R) 

Me  Kinnon  Olive  M  Mrs  pres  Cape  Ann  Animal  Aid  Associated  Inc 
hRust  Island 

Me  Kinnon  Robt  H  (Virginia  R)  dir  Independent  Mach  h2  Stanwood 
Ter 

Me  Kinnon  Scott  studt  r8  St  Louis  Av 

Me  Kinnon  Virginia  homevisitor  Action  Inc  r2  Stanwood  Ter 
Me  Kinstrey  Thos  pilot  h3  Eastern  Point  Rd 
Me  Knight  Kenneth  pres  Quincy  Mkt  Cold  Storage  &  Whse  Co 
Me  Kormick  Peggy  ofc  sec  Harry  A  Stathopoulos  Ins  Agcy 
r  Wood  ward  Av 

Me  Kown  Russell  I  (Judith  M)  rec  Sears  (P)  hll  Riverside  Av 
Me  Koy  Thos  (Nancy)  sum  res  hAtlantic  Rd 

Me  Latchey  Allen  H  sum  res  20  Long  Beach  St  (R)  r Woburn  Mass 
Me  Lauchlan  Jay  (Lucy)  designer  hi  107a  Washington  St 
Me  Laughlin  See  Also  Mac  Laughlin 
Me  Laughlin  Barbara  h53  Maplewood  Pk 

Me  Laughlin  Emily  tchr  Gloucester  High  Sch  r27  High  St  (R) 

Me  Laughlin  Esther  ofc  mgr  John  A  Johnson  rl9  Riverside 
Me  Laughlin  Faith  tchr  Babson  Sch  rBev 
Me  Laughlin  Joseph  (Esther)  sum  res  hRiverside  St 
Me  Laughlin  Lena  F  (Wid  John)  retd  rl5  Washington  Sq 
Me  Laughlin  Lucia  (Wid  John)  retd  h6  Cross  St 
Me  Laughlin  Nancy  retd  h27  High  St  (R) 

Me  Laughlin  Richd  (Virginia)  electn  (Budrou  Bros)  hl30  Magnolia  Av 
Me  Laughlin  Richd  A  (Esther  P)  retd  hCandy  La  (R) 

Me  Lay  Paul  (Grass  Roots)  h59  Main  St  (R) 

Me  Lean  See  Also  Mac  Lean 

Me  Lean  Alf  D  (Mary  A)  hl4  Montvale  Av 

Me  Lean  Arth  sum  res  hl8  Stockholm  Av  (R) 

Me  Lean  Geo  L  (Mary)  freezermn  Gloucester  Ice  &  Cold  Storage  h22 
Eastern  Av 

Mclean  Sarah  (Wid  John)  r7  Beauport  Av 

Me  Lellan  Freeman  (Ruby)  caretaker  Franz  H  Denghausen  h31a 
Phillips  Av  (R) 

Me  Lellan  Howard  G  (Margt  D)  steel  wkr  Cape  Ann  Tool  hi  Pigeon 
Hill  Ct  (R) 

Me  Lellan  John  K  (Nellie  L)  lab  Faulk  Bros  hGlenmere  Av 

Me  Lellan  Marcia  Mrs  h32  Granite  St 

Me  Lellan  Raymond  (Marjorie  K)  shear  opr  h6  Mason  St 

Me  Leod  See  Also  Mac  Leod 

Me  Leod  Cath  (Wid  John)  retd  h265  Essex  Av 

Me  Leod  Evelyn  Mrs  h6  Willow  St 

Me  Leod  Grace  Mrs  hl9  Maplewood  Av 

Me  Leod  Jane  Mrs  r7  Mondello  Sq 

Me  Leod  Martha  C  (Wid  James  W)  retd  h285  E  Main  St 
Me  Leod  Martin  x-ray  tech  Addison  Gilbert  Hosp  rlpswich  Mass 
Me  Leod  Michl  M  (Terry)  sintering  mgr  Sinterbond  Corp  hl4  Perkins 
Rd 

Me  Master  Janetta  B  (Wid  Archibald)  retd  h46  High  St  (R) 
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Me  Millan  David  (Trudy)  hl3  Wall  St 
Me  Mullen  Danl  emp  Sudbay  Mtrs  h435  Washington  St 
Me  Mullen  Maureen  waitress  r3  Addison  St 
Me  Nair  John  L  studt  r36  Washington  Sq 
Me  Nair  Kenneth  M  flshermn  hl45  Essex  Av  Apt  7 
Me  Nair  Leslie  J  lab  City  Highway  Div  h36  Washington  Sq 
Me  Nair  Marie  A  file  elk  Sudbay  Pontiac  Cadillac  Buick  r36 
Washington  Sq 

Me  Nair  Robt  Jr  studt  r4  St  Joseph  La 

Me  Nair  Robt  S  (Irene)  acct  Univ-Unit  Serv  Committee  (B)  h4  St 
Joseph  La 

Me  Nally  Mary  rCape  Ann  Nursing  Home 
Me  Nally  Paul  sum  res  h59  Granite  St  (R) 

Me  Namara  Helen  Mrs  opr  Beauty  Nook  r47  Hartz  St 
Me  Namara  John  R  (Ann  S)  tchr  Gloucester  High  Sch  h3  Country 
Club  Rd  (R) 

Me  Namara  Leo  E  sum  res  hBrooks  Rd 

Me  Namara  Wm  E  (Josephine)  retd  h4  Summer  Street  Ct  (R) 

Me  Namara  Wm  E  Jr  USN  r4  Summer  Street  Ct  (R) 

Me  Namee  H  Brian  (Rosemarie  J)  phys  hSalt  Island  Rd 
Me  Narry  Eliz  summer  maid  rCaleb’s  La  (R) 

Me  Naughton  Robt  D  (Isabel  H)  retd  h6  Prospect  St  (R) 

Me  Neil  See  Also  Mac  Neil  Mac  Neill  And  Me  Neill 
Me  Neil  Agnes  K  (Little  River  Grocery)  h300  Essex  Av 
Me  Neil  Kathryn  rCape  Ann  Nursing  Home 
Me  Neil  Kathryn  M  retd  r300  Essex  Av 

Me  Neill  Carol  dept  admn  asst  Addison  Gilbert  Hosp  rRowley  Shore 
Mass 

Me  Neill  Roger  C  ins  broker  (B)  hRowley  Shore 

Me  Niff  Co  The  (John  D  Me  NifI')  150  Eastern  Av 

Me  NifF  John  D  (Ann  E)  genl  contr  Niles  Pond  Rd  hNiles  Pond  Rd 

Me  Nulty  Charles  J  retd  h5  Perkins  St 

Me  Nulty  Richd  retd  r44  South  St  (R) 

Me  Phail  Allan  (Eliz  K)  retd  hl3  Racklifle  St 

Me  Phail  Allan  R  (Joyce  C)  mgr  N  E  T  &  T  (Brookline)  h4  Clay  Ct 

Me  Phail  Donald  T  (Jean  E)  tchr  Gloucester  High  Sch  h28  Acacia  St 

Me  Phail  Jean  tchr’s  aide  Hovey  Sch  r28  Acacia  St 

Me  Phail  M  Jane  rl3  Racklifle  St 

Me  Phail  Patricia  studt  r4  Clay  Ct 

Me  Phail  Robt  pres  Rymac  r30  High  St  (Ipswich) 

Me  Phee  Doris  E  ins  283  E  Main  St  h283  E  Main  St 
Me  Phee  John  tchr  Ralph  B  O’Maley  Mdl  Sch  rBeverly  Mass 
Me  Phee  John  Y  (Mary  E)  distr  Gorton’s  h52b  Eastern  Point  Rd 
Me  Phee  Laura  B  Mrs  nurse  Gloucester  Mnr  Nursing  Hm  h8  Middle 
St 

Me  Phee  Mary  F  (Wid  Peter  A)  retd  rl4  Sayward  St 
Me  Phee  Violet  E  (Wid  Ray)  h283  E  Main  St 

Me  Pherson  Geo  W  (Madeline  S)  (Lanesville  Community  Market) 
hi  135  Washington  St 

Me  Pherson  Marion  retd  h35a  Atlantic  Av  (R) 

Me  Pherson  Mary  J  (Wid  James  M)  retd  h31  Haskell  St 

Me  Pherson  Roger  D  (Marilyn)  carrier  P  O  h36  High  St 

Me  Queen  R  sum  res  22  Andrews  St  rW  Springfield  Mass 

Me  Queston  Edith  M  sum  res  hVine  St 

Me  Queston  Helen  hRiggs  Point  Rd 

Me  Rae  See  Also  Mac  Rae 

Me  Rae  Barbara  h541  Washington  St 

Me  Rae  Danl  F  (Sharon  A)  carp  hlO  Stanwood  St 

Me  Robb  Carol  Mrs  med  sec  John  S  Gale  r33  Holly  St 

Me  Robb  Frank  II  (Carol)  capt  City  Fire  Dept  h37  Holly  St 

Me  Shara  Eliz  A  emp  Huntress  Pub  Med  Inst  h4  Maplewood  Ct 

Me  Shara  John  A  (Irene  C)  retd  hl259  Washington  St 

Me  Teague  Robt  F  (Kath)  driver  h534  Atlantic  St 
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Me  Tigue  Geo  USN  rl06  Magnolia  Av 

Me  Tigue  Kath  C  (Wid  Wm  C)  emp  The  Surf  (Manchester)  rl06 
Magnolia  Av 

Me  Tigue  Michl  (Lillian)  cook  The  Surf  (Magnolia)  h2  Stanwood  Av 
Me  Tigue  Thos  K  carp  rl06  Magnolia  Av 

Me  Vicker  Joseph  D  caulker  Gloucester  Marine  Railway  r73 
Washington  St 

Me  Vie  Nina  retd  r7  Cliff  Rd 
Me  Whirter  Margt  retd  h49  Main  St  (R) 

Me  Williams  Juanita  emp  Gorton’s  hi  19  Pleasant  St 
Mead  Geo  D  (Ruth)  retd  hi  Wiley  St 

Meade  Wm  mtcemn  Addison  Gilbert  Hosp  r23  Hancock  St 
Meades  Gertrude  music  tchr  hl45  Essex  Av  Apt  21 
Meadows  Connie  elk  Canteen  Discount  r45  Granite  St 
Meadows  David  emp  Kennebec  Fish  Co  rl2  Middle  St 
Meadows  Esther  M  (Wid  Rush)  retd  h99  Main  St  (R) 

Meadows  Laurie  emp  Empire  Fish  hl2  Middle  St 
Meadows  Marilyn  H  studt  r45  Granite  St 

Meadows  Walter  F  (Concetta  M)  custdn  Gloucester  High  Sch  h45 
Granite  St 

Mears  Anne  home  aide  Action  Inc  rGranite  St  (R) 

Mears  Eleanor  (Wid  Harry  F)  retd  hFolly  Cove  (R) 

Mears  Florence  retd  rl  Western  Av 

Mears  Harry  L  (Ann)  ranger  Crane  Reservation  hFolly  Cove  (R) 
Mechem  Awn  Norton  sum  res  hNashua  Av 

Mechem  John  S  (Margt  W)  sum  res  Highland  Av  r Westwood  Mass 

Mechem  R  T  (Lucy)  sum  res  hNashua  Av 

Mechem  Richd  W  (Jane)  sum  res  Nashua  Av  rNewton  Mass 

Mechem  Robt  C  sum  res  hHighland  Av 

Meddaugh  David  H  sum  res  hl4  Ocean  Av  (R) 

Medeiros  Jacqeline  bsmt  Tadco  Inc  h31  Mt  Vernon  St 
Medici  Natalie  tchr  Maplewood  Sch  rN  Andover  Mass 
Medico  Anne  ofc  sec  rll  Vine  St 
Medico  Caroline  rCape  Ann  Nursing  Home 
Medico  Caroline  Mrs  h76  Grove  St 

Medico  Ernest  J  (Louise  A)  fish  mgmnt  agt  Natl  Marine  Fisheries 
Serv  hll  Vine  St 
Medico  Richd  C  studt  rll  Vine  St 
Meenan  Margt  retd  hi  Lin  wood  Av  (R) 

Mehlman  Artemisia  hl7  Rackliffe  St 
Mein  Thos  emp  O  U  F  r44  E  Main  St 

Meinerth  Laurence  L  Jr  (Marjorie  M)  mach  opr  B  F  Goodrich  h26 
Chapel  St 

Mekkelson  Olga  retd  hl4  Ketchopulos  Cir  (R)  Apt  7 
Melansky  Benj  sum  res  h67  Witham  St 

Melanson  Charles  A  (Barbara  C)  lobstermn  h20  Woodward  Av 
Melanson  Charles  A  Jr  lobstermn  r20  Woodward  Av 
Melanson  David  W  r489  Washington  St 

Melanson  Eleanor  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  r25 
Starknaught  Hts 

Melanson  Eug  A  (Claudia  J)  wldr  R  F  Cox  Assoc  (Essex)  hl67  Essex 
Av 

Melanson  Fredk  mech  Le  Page’s  rl45  Essex  Av  Apt  9 
Melanson  Fredk  E  (Mary  L)  carp  hl2  Centennial  Av 
Melanson  Gilbert  S  (Mary  E)  carp  h53  Taylor  St 
Melanson  Gordon  S  (Eleanor  E)  food  broker  h25  Starknaught  Hts 
Melanson  Inez  nurse  Addison  Gilbert  Hosp  r489  Washington  St 
Melanson  James  A  (Judith)  firefighter  City  Fire  Dept  h4  Birch  Grove 
Hts 

Melanson  Joyce  M  pkr  Seafood  Kitchens  r3a  Commonwealth  Av 
Melanson  Judy  Mrs  admn  aide  Gloucester  High  Sch  r4  Birch  Grove 
Hgts 

Melanson  Marcia  P  studt  r25  Highland  St 
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Melanson  Margt  A  (Wid  B  Ira)  retd  hlO  Adams  PI 
Melanson  Mary  pkr  Le  Page’s  r5  Summit  St 
Melanson  Rachel  M  (Wid  Charles  W)  hlO  Eastern  Av 
Meianson  Ralph  W  (Mary  O)  retd  h21  Clearview  Av 
Melanson  Raymond  F  (Joan  C)  genl  wkr  B  O  M  A  C  (BEV)  hlO 
Eastern  Av 

Melanson  Richd  C  (Shirley)  tchr  Ralph  B  O’Maley  Mdl  Sch  h25 
Highland  St 

Melanson  Richd  C  Jr  USA  r25  Highland  St 
Melanson  Richd  W  (Elaine  G)  hl6  Trask  St 
Melanson  Sharon  M  studt  r489  Washington  St 

Melanson  Theo  Jr  (Rose  M)  emp  Town  Hwy  Dept  h6  Brooks  Rd  (R) 

Melanson  Wm  J  (Inez  M)  supvr  City  Sch  Dept  h489  Washington  St 

Melanson ’s  Mill  lobster  pot  stock  Cole  Av 

Melici  A  J  sum  res  Rowley  Shore  rArlington  Mass 

Melkowits  Carol  E  nurses  aide  Addison  Gilbert  Hosp  r24  Leverett  St 

Melle  Francis  X  (Dorothy  F)  firemn  Le  Page’s  h31  Trask  St 

Mello  Albert  C  retd  hl8  Perkins  St 

Mello  Annie  Mrs  h39  Maplewood  Pk 

Mello  Avis  R  (Wid  Earle  C)  aide  Addison  Gilbert  Hosp  h8  Gee  Av 

Mello  Barbara  Mrs  hl2 Vz  Cross  St 

Mello  Evelyn  Mrs  h.4  Alper  Rd 

Mello  Joseph  C  (Donna  E)  h23  Marble  Rd 

Mello  Lawrence  B  (Mary  E)  carpet  cln  10  Curtis  St  hlO  Curtis  St  (R) 

Mello  Lorraine  J  elk  Tony’s  Grocery  rl5  Whittemore  St 

Mello  Manuel  (Lucy  C)  mach  Gloucester  Mach  Shop  h5  Alper  Rd 

Mello  Manuel  (Gloria)  emp  Gorton’s  h6  El  well  St 

Mello  Muriel  pkr  Le  Page’s  hi  Alper  Rd 

Mello  Nora  T  Mrs  hlO  Adams  PI 

Mello  Raymond  C  (Theresa  P)  lab  Faulk  Bros  hl5  Whittemore  St 
Mello  Raymond  C  Jr  lab  Faulk  Bros  h5  Eastern  Point  Rd 
Mello  Richd  L  policemn  City  Police  Dept  rEssex  Mass 
Mello  Scott  studt  r23  Marble  Rd 

Mellow  B  June  emp  Mass  Mental  Health  Center  h4  Harrison  Av 
Mellow  Geo  P  eng  Gloucester  Ice  &  Cold  Stge  hi 06  Friend  St 
Mellow  James  R  retd  hl2  Brightside  Av 
Mellow  Serena  M  fish  pkr  Seafood  Kitchens  rl06  Friend  St 
Melton  Russell  M  (Madeline  J)  constn  wkr  (B)  h385  Washington  St 
Melville  Mercy  E  (Wid  Henry  F)  h543  Western  Av 
Menas  Cetrack  prof  of  law  Northeastern  Univ  (B)  hCamborne  Wy  (R) 
Mendelsohn  Joseph  M  research  tech  Natl  Oceanic  Atmospheric  Admn 
rRevere  Mass 

Mendes  Mario  A  (Rose  M)  supvr  NET&T  hl69  Hesperus  Av 
Mendes  Rosemary  studt  rl69  Hesperus  Av 
Menezes  Antonio  (Maria)  retd  h31  Webster  St 
Menicocci  Aladino  retd  hl3  Harold  Av 

Menieocci  Aladino  Jr  (June  A)  genl  contr  55  Prospect  St  hl5  Harold 
Av 

Menicocci  Richd  (Judith)  h21  Acacia  St 

Menicocci  Robt  (Antoinette  R)  carp  Harold  Dexter  h21  Gloucester  Av 
Menken  Herbert  W  retd  h56Vfe  E  Main  St 
Mentus  Michl  J  (Linda)  pharm  Salem  Hosp  hl9  Fuller  St 
Menzoian  Edw  (Sooren’s)  h5  Mt  Pleasant  St  (R) 

Merchant  Earl  r21  Centennial  Av 

Merchant  Earle  T  lwyr  120  Main  St  Rm  3  rl9  Pass  Av 
Merchant  Florence  T  Mrs  h24  School  St 
I  Merchant  James  A  (Gail)  bartndr  h93  Prospect  St 
Merchant  Joanne  Mrs  home  aide  Action  Inc  h6  Lynndale  Av 
Merchant  Katheryn  M  (Wid  Raymond  P)  retd  h9  Plum  St 
Merchant  Marjorie  B  (Wid  Orrin  C)  (M  B  Wright  Stationery  Store) 
h35  Warner  St 

Merchant  Mary  A  Mrs  hl8  Sayward  St 

Merchant  Michl  K  (Nancy  E)  meter  rdr  Mass  Elec  hi 44  Concord  St 
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Merchant  Michl  K  Jr  del  hlpr  Coastal  Tire  &  Appl  rl44  Concord  St 
Merchant  Miriam  W  coml  artist  hl2  Davis  St 
Merchant  Percy  A  (Alice  C)  retd  h82  Bass  Av 
Merchant  Robt  (Odell)  wharf  wkr  r9  Plum  St 
Merchant  Robt  custdn  Trinity  Congregational  Ch 
Merchant  Robt  A  (Gertrude  M)  v-pres  Gloucester  Community  Fish 
Pier  Assn  h3  Bellevue  Av 

Merchant  Robt  L  (Mary  L)  formn  Sylvania  (S)  h44  Wheeler  St 
Merchant  Robt  V  (Helen)  retd  r45  E  Main  St 

Merchant  Ronald  L  (Donna  T)  chem  opr  Matheson  Gas  h94  Riverdale 
Pk 

Merchant  Russell  C  (Helen  M)  retd  hl5  Plum  St 
Merchant  Sumner  (Marjorie)  roofer  h.21  Centennial  Av 
Mercier  Olof  agt  Hancock  Mut  Life  rBeverly  Mass 
Mercurio  Jacquelyn  Mrs  h58  Maplewood  Pk 
Mercurio  John  P  dentist  33  Pleasant  rl98  Granite  St  (R) 

Mercurio  Thos  (Mary  D)  retd  hl8  Western  Av 

Mercurio  Vincenza  (Wid  Pietro)  h21Vk  Church  St 

Mercurio  Vivian  dietary  wkr  Addison  Gilbert  Hosp  r21Vk  Church  St 

Merenda  Carmelo  (Betty  A)  fishermn  hl08  Centennial  Av 

Merenda  Charles  F  summer  res  28  Wyoma  Rd  r Winchester  Mass 

Meringer  Richd  J  (Jane  C)  psychologist  hlO  Gott  St  (R) 

Merriam  Ruth  (Wid  Irving  R)  sum  res  h709  Washington  St 
Merrick  Beverly  Mrs  waitress  Oleana  Restr  hla  Pigeon  Hill  Ct  (R) 
Merrill  Copeland  (Sara  J)  dentist  14  Dean  Rd  (R)  hl4  Dean  Rd  (R) 
Merrill  Florence  B  Mrs  sum  res  64  Long  Beach  St  (R)  rWeston  Mass 
Merrill  Frances  T  (Wid  Norman  H)  asst  supvr  Mighty  Ma^hll6 
Wheeler  St 

Merrill  Norman  R  (Virginia  R)  formn  Plastic  Lace  (P)  h729 
Washington  St 

Merrill  Virginia  V  retd  h38  King  St  (R) 

Merrill  Wm  G  sum  res  hBarberry  Wy 
Merritt  Joyce  E  Mrs  h2  Ocean  Av  Apt  3d 
Merwin  Evelyn  (Wid  Robt  A)  retd  h38  Poplar  Pk 
Merzig  John  (Roberta)  analyst  (B)  hDolliver’s  Neck 
Mesham  Ellen  studt  hll  Rockport  Rd 

Mesquita  Donna  model  Jordan  Marsh  (P)  rl25V2  Prospect  St 
Mesquita  Joseph  P  (Gertrude  M)  quality  controller  Gorton’s  hl25Vfe 
Prospect  St 

Mesquita  Mary  A  retd  h26  Lake  Rd 

Messenger  Emily  C  (Wid  Fredk  C)  retd  rl84  Main  St  (R) 

Messier  Janet  Mrs  tchr  Milton  L  Fuller  Sch  rManchester  Mass 

Messier  Richd  (Cheryl)  hll  Woodward  Av 

Messina  Joseph  P  carrier  P  O  rlpswich  Mass 

Metcalf  James  (Beverly)  tech  Raytheon  (Andover)  h25  Quarry  St 

Metzner  Bruce  USA  rl4  Centennial  Av 

Metzner  Ronald  D  fish  wkr  rl4  Centennial  Av 

Metzner  Wm  J  (Priscilla)  elk  Empire  Clo  hl4  Centennial  Av 

Meuse  See  Also  Muise  And  Muse 

Meuse  Bernice  E  (Wid  James  H)  retd  h24  Trask  St 

Meuse  Carlton  R  emp  B  F  Goodrich  r23Vfe  Church  St 

Meuse  Clifford  F  (Hester)  retd  h4  Mason  Ct 

Meuse  Colleen  Mrs  ofc  elk  Addison  Gilbert  Hosp  rl45  Essex  Av  Bldg 
5 

Meuse  Edw  retd  h47Vfe  Prospect  St 
Meuse  Eug  Jr  fish  wkr  r40  Cleveland  St 

Meuse  Eug  R  (Muriel)  lab  Cape  Ann  Anchor  &  Forge  h40  Cleveland 
St 

Meuse  Gertrude  E  (Wid  Carlton)  pkr  Gorton’s  h23V^  Church  St 
Meuse  Henry  (Lillian)  retd  h38  Millett  St 
Meuse  Henry  h62  Maplewood  Pk 

Meuse  Henry  A  mtcemn  Top  Of  The  Harbor  hl45  Essex  Av  Apt  4 
Meuse  John  E  (Marg)  retd  h6  Concord  St 
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Meuse  Lillian  M  retd  h70  Sumner  St 

Meuse  Linda  M  pkr  Gorton’s  h50  Pleasant  St 

Meuse  Stanley  T  (Eliz  B)  (Stan’s  Barber  Shop)  hl2  Blake  Ct 

Meyer  Bonnie  retd  r7  Cliff  Rd 

Meyer  Mary  C  (Wid  Eug  R)  sum  res  hAdams  Hill  Rd 

Meyerowitz  Wm  (Theresa)  sum  res  h44  Mt  Pleasant  Av 

Meyers  Milton  J  (Margt)  sum  res  Sleepy  Hollow  Rd  rAndover  Mass 

Meyers  Robt  D  (Fern  K)  hNautilus  Rd 

Mezoff  Lawrence  sum  res  hl6  Forest  La 

Miceli  Frances  A  dentist  100  Main  St  r Atlantic  Rd 

Miceli  John  r Atlantic  Rd 

Miceli  Mary  retd  rAtlantic  Rd 

Miceli  Sami  J  (Mary)  ofc  mgr  Dr  Miceli  hAtlantic  Rd 
Michael  Frances  Mrs  dietary  aide  Addison  Gilbert  Hosp  h29  Blynman 
Av 

Michael  Geo  F  retd  h29  Magnolia  Av 
Michael  Karen  studt  rl2  Shepherd  St 

Michael  Richd  R  (Barbara  L)  security  guard  N  E  Toyota  (Woburn) 
hl2  Shepherd  St 

Michael  Shirley  r29  Magnolia  Av 
Michael  Virginia  J  r29  Magnolia  Av 
Michalisin  Nicholas  J  (Bonnie  R)  mfg  rep  hi 7  Ryan  Rd 
Michalski  John  (Margt)  emp  (Burlington)  h70  Lexington  Av  Apt  21 
Michel  Philip  J  (Anneliese)  whsemn  Quincy  Mkt  Cold  Stge  &  Whse 
h5  Myrtle  Sq 

Michelini  Dorothy  sum  res  Salt  Island  Rd  rReading  Mass 
Michels  Wm  J  (Allison)  supvr  B&M  h9  Pearl  St 
Michelson  W  Jost  (Constance)  phys  hi  Hutchins  Ct 
Michon  Charlotte  J  Mrs  ofc  sec  Cahill  &  Cahill  r8  Brierwood  St 
Michon  Wilbur  F  (Charlotte  J)  bartndr  Capt  Courageous  Restr  h8 
Brierwood  St 

Mickelson  Barbara  M  Mrs  h233  Main  St  (R) 

Mickey’s  Exxon  Gas  Station  (Chas  A  Curley)  85  Washington  St 
Middle  School  Wm  Wright  Prin  Jerdens  La  (R) 

Middleton  Philomena  A  (Wid  Edw  H)  retd  h201  Washington  St 
Middleton  Steph  r201  Washington  St 
Middleton  Thos  studt  r201  Washington  St 
Midgett  Viola  homemkr  Action  Inc  rlO  Stage  Fort  Av 
Mighty-Mac  Inc  Richard  S  Bell  Pres  Harold  Bell  Treas  men  &  boys 
sportswear  mfrs  Emerson  Av  Extn 

Migneault  Henry  P  emp  Hawthorne  Tanners  (Salem)  h36  Atlantic  St 

MIKE’S  PASTRY  &  COFFEE  SHOP  (Michael  Lentini), 

Specializing  In  Italian  Pastry  Take  Out  Service,  Wedding 
Cakes  To  Order  37  Main  St  (01930),  Tel  283-5333  (See  Index 
To  Advertisers) 

Mikules  T  Leonard  Mrs  sum  res  hAthena  Wy  (R) 

Milbrook  View  Guest  House  &  Cottages  (Mrs  Irene  B  Anderson)  25 
King  St  (R) 

Miles  Annie  (Wid  Frank)  retd  r95  Centennial  Av 

Miles  Elise  S  Mrs  sum  res  50  River  Rd  rShelby  Tenn 

Miles  Frank  N  (Eileen  L)  mtcemn  O’Donnell  USEN  h20  Dalton  Rd 

Miletello  Jane  Mrs  r7  Hammond  St 

Militello  Anthony  U  S  N  rl5  Sadler  St 

Militello  Anthony  mgr  Cumberland  Farms  Dairy  r33  Granite  St 
Militello  Anthony  h38  E  Main  St  Apt  1 

Militello  Anthony  J  (Sharon)  mtcemn  City  Pub  Prop  Div  h29  Church 
St 

Militello  Antoinette  (Wid  Frank  P)  hsekp  Addison  Gilbert  Hosp  hl2 
Proctor  St 

Militello  Antonio  (Mary)  fishermn  h5  Foster  St 

Militello  Frank  (Lucille)  emp  Royce-Bittle  Elec  h94  Centennial  Av 
Militello  Matt  (Kathryn)  fishermn  hl5  Sadler  St 
Militello  Michl  (Vinci)  fishermn  h40  School  St 


m  </*  G 

fit  (rq 

H 

ft 

y 

■o  * 

•  ft 

ft 

3  r 

o  § 

> 

3  3 

"3 

T3 

7 

o  — 

7 

-4i  ft 

“  O 

5—0 

3  3 

■  Hi  — — ■ 

0 

■J 

</> 

3 

ft 

3 

o 

o  o 

3 

3 

G 

3 

1  O 

254 


Militello  Michl  mgr  Papa  Ginos  rl2  Proctor  St 

Militello  Salvatore  (Ann  G)  fishermn  h5  Corliss  Av 

Militello  Salvatore  Jr  r5  Corliss  Av 

Militello  Santo  (Rosalie)  fishermn  h5  Orchard  St 

Militello  Sheila  nurses  aide  Cape  Ann  Nursing  Home  rE  Main  St 

Militello  Vito  driver  Action  Inc  rGould  Ct 

Millar  Charles  sum  res  h!4  Walnut  St 

Millbrook  Park  Apartments  1  Ketchopulos  Cir  (R) 

Millefoglie  Alfonso  (Antonia)  fishermn  h69  Eastern  Av 

Millefoglie  Anthony  (Maria)  fishermn  hl2  Smith  St 

Millefoglie  Philipo  (Ninfa)  retd  hl2  Smith  St 

Miller  Adair  (Judy)  summer  res  hEastern  Point  Blvd 

Miller  Constance  T  Mrs  pkr  O  U  F  hlO  Fair  St 

Miller  Danl  bkpr  Rockport  Twine  &  Rope  r35  Maplewood  Pk 

Miller  Debra  L  studt  r37  Riverdale  Pk 

Miller  Diane  Mrs  homemkr  Action  Inc  h71  Riverdale  Pk 

Miller  Edith  L  (Wid  Wm  H)  retd  hChestnut  Dr  (R) 

Miller  Elmer  F  (Dorothy)  fish  wkr  Gorton’s  r53  Perkins  St 
Miller  Emery  L  (Grace  E)  tech  wrtr  Kinney  Vacuum  (B)  h89 
Hesperus  Av 

Miller  Flora  M  retd  h83  Main  St  (R) 

Miller  G  W  (Charlotte)  theatrical  tech  (B)  h922  Washington  St 
Miller  Geoffrey  member  Cape  Ann  Area  Chamber  Of  Commerce 
rlpswich  Mass 

Miller  Gertrude  C  Mrs  tchr  Rockport  Jr  Sr  Hi  Sch  r732  Washington 
St 

Miller  Grace  Mrs  social  wkr  Gloucester  Welf  Serv  Ofc  rMagnolia 
Mass 

Miller  Harry  A  (Alma)  claim  adj  The  Bedford  Ins  (Bedford)  hi 35 
Wheeler  St 

Miller  Harry  C  (Susan)  meat  ctr  Stop  &  Shop  (Everett)  h!47  Western 
Av 

Miller  James  B  (Anita)  constn  wkr  r37  Riverdale  Pk 
Miller  Jane  E  studt  r89  Hesperus  Av 

Miller  Jay  B  (Euna  A)  security  guard  Beverly  Hosp  h37  Riverdale  Pk 
Miller  Jonathan  R  copy  editor  Gloucester  Daily  Times  h205  Western 
Av 

Miller  Joseph  S  retd  h53  Perkins  St 

Miller  Joseph  S  (Priscilla  M)  first  officer  US  Dept  Of  Interior  hi 2 
Mystic  Av 

Miller  Knowlton  sum  res  Rowley  Shore  rCambridge  Mass 
Miller  Loretta  (Wid  Geo  H)  h4  Commonwealth  Av 
Miller  Mary  L  phys  Lahey  Clinic  (B)  r83  Main  St  (R) 

Miller  Merton  W  (Winifred)  summer  res  hGlenmere  Av 
Miller  Pamela  J  emp  Seafood  Kitchens  rlO  Fair  St 
Miller  Peter  B  (Ann)  v-pres  Gloucester  Stevedoring  h9  Davis  St 
Miller  Purviance  sum  res  h4  Cathedral  Av  (R) 

Miller  Robt  L  (Anne)  retd  h24  Ocean  Av 

Miller  Royce  W  (Gertrude  C)  prof  Gordon  College  (BEV)  h732 
Washington  St 

Miller  Slina  retd  r30  Quarry  St 
Miller  Steph  studt  rlO  Fair  St 

Miller  Thos  (Kathleen)  elec  tech  hl45  Essex  Av  Apt  9 
Miller  Thos  A  (Emma  A)  governor  Loyal  Order  Of  Moose  1471  h66 
Poplar  St 

Miller  Timothy  (Catherine)  wldr  fitter  Wm  Griffin  h875  Washington 
St 

Miller  Timothy  F  (Beverly  A)  comp  opr  United  Shoe  (BEV)  hl40 
Main  St  (R) 

Miller  Walter  (Margt)  retd  h949  Washington  St 
Milliken  Rhoda  J  h3  Drumlin  Rd  (R) 

Mills  Ann  teller  Cape  Ann  Bk  &  Trust  r434  Washington  St 
Mills  David  A  studt  r3  Woodman  St 
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Mills  Edith  retd  h7  Gott  St  (R) 

Mills  Ethel  E  (Wid  Geo  C)  dean  of  girls  Gloucester  High  Sch  hl5 
Traverse  St 

Mills  Helen  E  retd  r7  Gott  St  (R) 

Mills  J  Harry  (Louise  H)  retd  h207  Main  St  (R) 

Mills  Janies  F  (Anne  E)  tool  rm  atndt  United  Shoe  (BEV)  h434 
Washington  St 

Mills  Jeannette  F  (Wid  Claude)  retd  h33  Norwood  Av  (R) 

Mills  Louise  H  member  Rockport  Pub  Health  Nursing  Comn  r207 
Main  St  (R) 

Mills  Marguerite  artist  hlO  High  St  (R) 

Mills  Wm  A  (V  Geraldine)  emp  Cressy-Dockham  (S)  h3  Woodman  St 
Mills  Wm  P  (Ruth  E)  retd  hlO  Meadow  Rd  (R) 

Milne  Adelbert  B  (Ann)  constn  wkr  h39  Gee  Av 

Milne  Cath  (Wid  Arth)  personnel  elk  Le  Page’s  h31  Summit  Av  (R) 

Milne  David  (Natalie)  jet  eng  asmblr  Gen  Elect  (L)  hRear  39  Gee  Av 

Milne  Deborah  elk  r39  Holly  St 

Milne  Forrest  W  retd  h21  Nally  Av 

Milne  Robt  mech  designer  RCA  (Burlington)  r31  Summit  Av  (R) 

Milne  Robt  D  (Florence)  mech  Le  Page’s  h4  Perkins  St 

Milne  Ronald  emp  Registry  Of  Mtr  Vehicles  (BEV)  h20  Prospect  Sq 

Milne  Sally  S  Mrs  h3  Rose  La 

Milne  Sandra  Mrs  h25  Mansfield  St 

Milne  Virginia  P  ofc  wkr  Essex  Cnty  r21  Nally  Av 

Milne  Winifred  R  (Wid  Benj  A)  retd  h95  Prospect  St 

Milonas  Ebanthia  elk  Gloucester  Natl  Bk  rCommon wealth  Av 

Milonas  Edw  (Esther)  tchr  Rockport  Jr  Sr  Hi  Sch  h582  Essex  Av 

Milonas  Hope  studt  r582  Essex  Av 

Milonas  Joy  nurses  aide  Cape  Ann  Nursing  Home  r582  Essex  Av 
Milone  Nancy  (Wid  Steph)  retd  h35  Summer  St 
Milone  Rosario  (Larrine)  inventory  mgr  Gortons  h25  Mason  St 
Milone  Steph  J  r29  Poplar  St 

Milone  Vincenzo  (Ann  M)  fishermn  h29  Poplar  St 

Miltello  Vito  (Marcia)  emp  Cumberland  Farms  hl2V&  Gould  Ct 

Milton  L  Fuller  Sch  Alf  Woolfe  Prin  Blackburn  Cir 

Minasian  Peter  F  (Charlotte)  t  v  producer  h2  Langsford  St 

Mineo  Alfonso  (Antonina)  retd  hl7  Washington  Sq 

Mineo  Alphonse  (Patricia)  shipper  Tadco  Mfg  h32  Washington  Sq 

Mineo  Julia  (Wid  Frank)  retd  h6  Proctor  St 

Mineo  Michl  (Loretta)  fish  broker  Mars  Coastal  hi  Lowe  Dr 

Mineo  Ruth  hrdrsr  Barbara’s  Of  Mag 

Mineo  Santo  (Augusta  M)  fishermn  h29  Grapevine  Rd 

Mineo  Vincent  (Kath)  fishermn  h73  Friend  St 

Miner  Ethel  D  Mrs  med  wkr  Huntress  Pub  Med  Inst  h73  Washington 
St 

Mingace  Francis  emp  Moorland  Motor  Inn  h4  Moorland  Rd 
Minot  Charles  S  hRowley  Shore 
Mintern  B  Bradshaw  sum  res  h38  Bass  Rocks  Rd 
Minyard  Raymond  E  h78  Essex  Av 

Mione  Gerry  hostess  Capt  Courageous  Restr  rl51  Cherry  St 
Mione  Lan  pkr  Le  Page’s  rGilbert  Ct 

Mione  Leo  P  (Grace)  custodian  wkr  Gloucester  High  Sch  h8a  Gilbert 
Ct 

Mione  Peter  P  (Janice  L)  fishing  skipper  hl51  Cherry  St 
Mione  Vito  slitter  opr  Le  Page’s  r8  Gilbert  Ct 

Mishara  Milton  M  (Sylvia  R)  sum  res  5  Sleepy  Hollow  Rd  rMalden 
Mass 

Mister  Charles  Hair  Stylist  (Chas  Sanfilippo)  142  Main  St 
Mistrett  Antonio  (Angela)  retd  hll  Exchange  St 
Misuraca  Jennie  (Wid  Gaetano  T)  retd  hl9  Commercial  St 
Misuraca  Joanne  r21  Church  St 
Misuraca  Joseph  carp  rFrank  St  (R) 

Misuraca  Joseph  r28  Washington  Sq 
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Misuraca  Joseph  P  (Rose  M)  flshermn  h21  Church  St 
Misuraca  Lawrence  studt  r21  Church  St 

Misuraca  Natale  C  (Antoinette  M)  fish  dir  28  Washington  Sq  h28 
Washington  Sq 

Misuraca  Sami  P  (Julia  M)  (Sam’s  Fish  Market)  h37  Taylor  St 

Misuraca  Sami  P  Jr  studt  r37  Taylor  St 

Misuraca  Thos  studt  r21  Church  St 

Misuraca  Thos  (Marilyn)  fish  ctr  h3  Proctor  St 

Misuraca  Thos  Jr  (Roberta)  fish  dealer  h20  Liberty  St 

Misuraca  Thos  P  (Phyllis  A)  (Tom’s  Fresh  Fish)  h38  Allen  St 

Misuraca  Vito  (Philomena)  fishermn  h3  York  Rd 

Mitchell  Adeline  F  (Wid  Augustus  J)  retd  h48  Perkins  St 

Mitchell  Alan  (Ann)  studt  hl27  Magnolia  Av 

Mitchell  Albert  D  lndry  wkr  Addison  Gilbert  Hosp  r Warwick  Rd 
Mitchell  Anna  L  (Wid  Anthony)  retd  h22  Grove  St 
Mitchell  Anthony  (Amanda  R)  retd  h34  Perkins  St 
Mitchell  Barbara  L  pkr  ADE  hl4  Smith  St 
Mitchell  Barbara  V  Mrs  bkpr  Perry  Oil  r6  Mt  Vernon  St 
Mitchell  Bonnie  (Ben’s  Wallpaper  &  Pnt)  r7  Essex  Av 
Mitchell  Carrie  M  (Wid  Joseph  M)  fish  wkr  Sea  Food  Kitchens  h39 
Mt  Vernon  St 

Mitchell  Cath  (Wid  Joseph)  hl6  Middle  St 
Mitchell  Claremund  (Abbie  R)  retd  hRear  71  Friend  St 
Mitchell  D  Albert  Jr  (Theresa  A)  mixer  Matheson  Gas  hl7  Millett  St 
Mitchell  Danl  A  (Ursula)  lndry  mgr  Addison  Gilbert  Hosp  h Warwick 
Rd 

Mitchell  David  E  studt  rll  Dodge  St 

Mitchell  Donald  air  man  power  dir  Action  Inc  rSalisbury  Mass 
Mitchell  Donald  B  sum  res  Eden  Rd  (R)  rNewton  Mass 
Mitchell  Donna  elk  Modern  Home  Appl  rBeverly  Mass 
Mitchell  Edna  (Wid  Manuel)  h26  Shepherd  St 
Mitchell  Edw  (Lelia  E)  retd  h38  Madison  Av 
Mitchell  Edw  H  (Mitchell’s  Driving  School)  h9  Washington  St 
Mitchell  Francis  R  (Mary  J)  custdn  Beeman  Mem  Sch  h39  Mt 
Vernon  St 

Mitchell  Francis  R  Jr  tchr  r39  Mt  Vernon  St 
Mitchell  Frank  S  carp  r20  Prospect  Sq 

Mitchell  Geraldine  Mrs  pkr  Sea  Food  Kitchens  h3  Tolman  St 
Mitchell  Gertrude  E  retd  hi 22  Main  St  (R) 

Mitchell  Gertrude  R  rl3  Sadler  St 

Mitchell  Gilbert  (Barbara)  emp  B  F  Goodrich  hll  Eastern  Av 
Mitchell  Gladys  M  Mrs  elk  Moses  Corner  Store  hlO  Sylvan  St 
Mitchell  Herbert  G  (Dorothy  M)  sum  res  14d  Long  Beach  St  (R) 
r Wakefield  Mass 

Mitchell  James  (Evelyn)  hRust  Island 
Mitchell  Joanne  studt  r3  Tolman  St 

Mitchell  Joanne  maide  Cape  Ann  Nursing  Home  rEssex  Mass 
Mitchell  John  (Margt)  hsemn  Addison  Gilbert  Hosp  h2  Morton  PI 
Mitchell  Joseph  (Eva)  retd  h366  Main  St 
Mitchell  Joseph  (Ben’s  Wallpaper  &  Pnt) 

Mitchell  Joseph  (Beulah  M)  lobster  dir  h9  Bass  Av 
Mitchell  Joseph  (Bonnie)  (Bonnie’s  Inc)  h7  Essex  Av 
Mitchell  Joseph  Jr  (Judith)  plastic  wkr  B  F  Goodrich  h366  Main  St 
Mitchell  Joseph  S  Jr  (Nancy  R)  driver  N  Shore  Furn  hl9  Riverview 
Rd 

Mitchell  Leona  L  Mrs  lab  dir  Addison  Gilbert  Hosp  r30  Gloucester 
Av 

Mitchell  Lewis  (Mary)  fish  wkr  hll  Pearl  St 
Mitchell  Manuel  M  (Sylvia)  mach  Gorton’s  h27x/2  Perkins  St 
Mitchell  Marguerite  elk  Brown’s  Shoe  Dept  h3  Fair  St 
Mitchell  Marjorie  F  Mrs  ofc  sec  City  Bldg  Insp  h20  Prospect  Sq 
Mitchell  Mary  M  (Wid  Manuel)  retd  rRear  195  Main  St  (R) 

Mitchell  Maurice  L  tchr  Rockport  Jr  Sr  Hi  Sch  rTopsfield  Mass 
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Mitchell  Melvin  A  (Mary  C)  insp  US  Dept  Of  Interior  h23  Perkins  St 
Mitchell  Michl  rl6  Middle  St 

Mitchell  Paul  hsekpr  Addison  Gilbert  Hosp  r Warwick  Rd 
Mitchell  Paul  A  elk  P  O  r3  Fair  St 
Mitchell  Ralph  policemn  City  Police  Dept  rEssex  Mass 
Mitchell  Rita  Mrs  hl8  Linden  Rd 

Mitchell  Robt  A  hsemn  Addison  Gilbert  Hosp  r Warwick  Rd 

Mitchell  Robt  S  (Barbara  V)  pntr  Thos  Mitchell  h6  Mt  Vernon  St 

Mitchell  Sandra  L  opr  House  Of  Robel  r38  Madison  Av 

Mitchell  Sonya  studt  h3a  Beckford  St 

Mitchell  Steph  J  (Charlene)  MECH  hll  Dodge  St 

Mitchell  Steven  USAF  r23  Perkins  St 

Mitchell  Thelma  P  ofc  wkr  Gorton’s  r48  Perkins  St 

Mitchell  Thos  R  (Constance)  pntr  112r  Thatcher  Rd  hll2r  Thatcher 
Rd 

Mitchell  Ursula  elk  Mai’s  rWarwick  Rd 

Mitchell  Wm  L  (Leona  L)  (Hatfield  Color  Shop)  h30  Gloucester  Av 

MITCHELL’S  DRIVING  SCHOOL  (Edward  H  Mitchell),  79 
Washington  St  (01930),  Tel  283-0060  (See  Index  To 
Advertisers) 

Mitchum  Marjorie  ofc  sec  City  Bldg  &  Plumbing 
Mitnick  Raymond  J  sum  res  hEdgemoor  Rd 
Mixer  Dorothy  L  (Wid  John  M)  retd  hl7  Horton  St 
Moalli  Richd  A  (Natalie)  (S  R  Harvey  Co)  h42  Dennison  St 
Moceri  Anthony  (Ann  M)  carp  h8  Elizabeth  Rd 
Moceri  Carlo  (Mary  Ann)  fishermn  h6  Castle  Hill  Rd 
Moceri  Carlo  A  (Mary  A)  fishermn  hll  Cunningham  Rd 
Moceri  Giuseppe  retd  r3  Madison  Av 
Moceri  Joseph  (Tina)  emp  BEV  h8  Stone  Ct 
Moceri  Matteo  D  (Joan  M)  carp  hi  Babson  St 
Moceri  Paul  (Grace)  fishermn  hl9  Commonwealth  Av 
Moceri  Peter  (Rosaria  G)  carp  h7  Mystic  Av 
Moceri  Sabastian  M  (Pauline)  fishermn  h349  Essex  Av 
Moceri  Sebastian  (Agatha)  fishermn  hl5  Corliss  Av 
Moceri  Sebastian  E  mach  hl9  Commonwealth  Av 
Moceri  Virginia  T  tchr  West  Parish  Sch  r349  Essex  Av 
Modden  Hugh  A  (Betsy)  sum  res  12  Adams  Av  rProvidence  RI 
Modern  Dental  Laboratory  (Herbert  B  Walker)  11  Pleasant  St  Rm  7 
Modern  Heat  Inc  Clayton  R  Sova  Pres  sheet  metal  work  12  Burnham 
St 

MODERN  HOME  APPLIANCE  SALES  Sales-Service-Rentals 
Complete  Line  Of  Appliances  East  Gloucester  Shopping 
Center  Off  Bass  Av  And  Thatcher  Rd  (01930)  Tel  283-0783 
Modica  Vincent  J  (Rosa)  retd  hl6  Gloucester  Av 
Moebius  C  Greg  USMM  rl3  South  St  (R) 

Moebius  Doris  Mrs  elk  Blue  Lantern  Gift  Shop  hl3  South  St  (R) 
Moginot  Aleme  (Wid  Francis  L)  hi  Point  De  Chene  Av  (R) 

Moginot  Jane  E  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rl  Point  De 
Chene  Av 

Moginot  Paul  J  (Jane  E)  tchr  Ralph  B  O’Maley  Mdl  Sch  hi  Point  De 
Chene  Av  (R) 

Mohar  Lena  sec  Paul  B  Kenyon  Jr  rl2  High  St  (R) 

Mohr  Max  C  (Elaine  J)  emp  Raytheon  hl2  High  St  (R) 

Mohr  Pamela  studt  rl2  High  St  (R) 

Moir  Deborah  studt  r293  Washington  St 

Moir  Harold  D  dental  tech  Gloucester  Dental  Lab  h767  Western  Av 
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Moir  Nancy  studt  r293  Washington  St 

Moir  Robt  S  (Barbara)  slsmn  E  Dixenson  (CONN)  h293  Washington 
St 

Moldtool  Corp  Kettle  Cove  Industrial  Pk 

Molina  Walter  L  sum  res  111  Granite  St  (R)  rWest  Hartford  Conn 
Molinski  Frank  (GrafTix  Studio) 

Molinski  Frank  D  Jr  h962  Washington  St 
Molloy  James  D  pntr  h5  Norseman  Av 
Molloy  Paul  F  (Mary)  retd  h67  Main  St  (R) 

Molloy  Robt  (Stagefort  Apts)  rBoston  Mass 
Mome  Albert  A  chauf  Mrs  Jessie  M  Hilton  r Atlantic  Rd 
Monaghan  Louise  M  (Wid  Leo  V)  retd  h26  Atlantic  St 
Monbourquette  Geo  E  Jr  (Joan  M)  emp  Boston  Med  Laby  (B)  hl7 
Dalton  Av 

Money  Isabel  artist  r37  Langsford  St 
Money  Mildred  W  tchr  (B)  h37  Langsford  St 

Mondello  Anthony  (Lois)  emp  Mondello’s  Gas  Sta  h52  Pleasant  St 

Mondello  Anthony  F  (Evelyn  A)  (Mondello’s  Garage)  h7  Mondello  Sq 

Mondello  Bros  Texaco  (Frank  &  Gene  Mondello)  44  Bass  Av 

Mondello  Carol  ofc  elk  Borneo  Inc  rlO  Mondello  Sq 

Mondello  Carole  A  sec  hl6  Magnolia  Av  Apt  8 

Mondello  Eug  Jr  (Frances)  emp  O’Donnell-USEN  Fisheries  hl40  E 

Main  St 

Mondello  Eug  P  (Marjorie  A)  (Mondello  Bros  Texaco)  r9V2  Mondello 
Sq 

Mondello  Frank  (Frances)  hl6  Mondello  Sq 
Mondello  Frank  Jr  studt  rlO  Mondello  Sq 

Mondello  Frank  P  (Marjorie  P)  (Mondello  Bros  Texaco)  hlO  Mondello 
Sq 

Mondello  Gregory  C  (Jean  M)  meat  ctr  Stop  &  Shop  (P)  hl3  Hartz  St 
Mondello  James  P  (Gail)  finance  mgr  (Burlington)  h32  Ocean  Av 
Mondello  John  F  (Dorothy  M)  lab  Cape  Ann  Seafoods  hSaville  Rd 
Mondello  John  F  Jr  (Donna  M)  policemn  City  Police  Dept  h23 
Riverdale  Pk 

Mondello  Joseph  Jr  (Anna)  hl5  Mondello  Sq 

Mondello  Joseph  J  (Virginia  A)  (Mondello  Shoe  Serv)  hl9  Mondello 

Sq 

Mondello  Leo  F  (Virginia)  shoe  repr  4  Eastern  Av  h65  Taylor  St 
Mondello  Marjorie  E  (Wid  Gregory)  cafeteria  wkr  Gloucester  High  Sch 
h9  Mondello  Sq 

Mondello  Paul  G  emp  Industrial  Cab  (Essex)  r9  Mondello  Sq 
Mondello  Peter  (Kath)  h8  Maple  St 

Mondello  Shoe  Service  (Joseph  J  Mondello)  67  Pleasant  St 
Mondello  Virginia  cafeteria  wkr  Milton  L  Fuller  Sch  rl9  Mondello  Sq 
Mondello’s  Garage  (Anthony  F  Mondello)  auto  repr  18  Mondello  Sq 
Monell  Donald  F  (Lila  S)  archt  11  Pleasant  Rm  8  hFort  Hill  Av 
Monell  Steph  studt  rFort  Hill  Av 
Mongan  Agnes  retd  h212  Granite  St  (R) 

Mongan  Charles  E  physicist  r212  Granite  St  (R) 

Mongan  Eliz  art  historian-curator-prints-drawings  Smith  Col  r212 
Granite  St  (R) 

Monks  Doria  L  (Wid  Robt  J)  sum  res  h Whale  Cove  Rd  (R) 

Monroe  See  Also  Munroe 

Monroe  Bessie  E  retd  h9  Sadler  St 

Monroe  Donald  Jr  emp  Sears  (S)  r28  E  Main  St 

Monroe  Donald  C  (Emma  M)  retd  h28  E  Main  St 
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Monroe  Eliz  med  library  sec  Addison  Gilbert  Hosp  r6  Gott  St  (R) 

Monroe  Frank  A  III  treas  ofc  Town  Of  Rockport  r6  Gott  St  (R) 
Monroe  Robt  E  (Eliz  G)  asst  mgr  (Salem  Rk  Store)  (S)  h6  Gott  St  (R) 
Monroe  Robt  E  Jr  studt  r6  Gott  St  (R) 

Monroe  Wayne  P  (Marsha)  carp  h27  E  Main  St 

Montagnino  Anthony  pres  Cape  Ann  Modernizing  Corp  r3  Beach  St 

Montagnino  Dominic  (Mary)  fishermn  h!8  Beacon  St 

Montagnino  James  V  (Mary  J)  pres  Gloucester  Dispatch  Inc 
hThurston’s  Pt 

Montagnino  Joseph  mgr  Frank  Barkas  Pool  Room  hlO  Orchard  St 
Montagnino  Theresa  I  pkr  rl8  Beacon  St 

Montessori  Children’s  House  Of  Gloucester  Inc  Charles  F  Rossow  Dir 
198  Concord  St 

Montgomery  Boat  Yard  (Herbert  M  Montgomery)  Ferry  St 
Montgomery  David  H  driver  Gloucester  News  Agency  r379 
Washington  St 

Montgomery  Herbert  M  (Vera  M)  (Montgomery  Boad  Yd)  h379 
Washington  St 

Montgomery  John  pkr  O  U  F  rl27  Main  St  (R) 

Montgomery  John  M  state  trooper  h9  Andrews  St 
Montgomery  Wm  J  (Cath  M)  retd  hl27  Main  St  (R) 

Montgomery  Wm  J  Jr  emp  Bur  Of  Agrl  rl27  Main  St  (R) 

Mood  Richd  asst  mgr  First  Natl  Store  rDanvers  Mass 
Moody  Don  h99  Washington  St  Apt  3 
Moody  Kathleen  E  Mrs  hi 55  Maplewood  Av 
Moody  Laura  A  retd  h23  Lincoln  Pk 
Moody  Lena  (Wid  Wm)  retd  r5  Kirk  Rd 

Moody  Philip  (Paula)  bodymn  Stevens  Mtr  Sis  h24  Myrtle  Sq 
Moody  Virginia  E  (Wid  Robt  E)  lndry  wkr  Addison  Gilbert  Hosp  r6 
Hooper  Ct  (R) 

Moody  Wm  H  Jr  (Rauni  I)  mgr  Raytheon  (Bedford)  h5  Kirk  Rd 
Mooney  Margt  (Wid  Geo  P)  h39  Bray  St 

Moore  Albert  H  Jr  (Carol)  paste  upmn  Gloucester  Daily  Times  hlOl 
E  Main  St 

Moore  Angus  C  (Dorothy  F)  emp  B&M  hl8  Taylor  St 

Moore  Anthony  E  (Christine  M)  slsmn  Caribou  Fisheries  hl3  Summer 
St  (R) 

Moore  Anton  S  (Isabelle  A)  broker  Russell  Fisheries  h2  Hickory  St 
Moore  Asta  L  (Wid  Wm)  retd  hRocky  Pasture  Rd 
Moore  Bertha  Mrs  house  mother  Endicott  College  (BEV)  hl6 
Magnolia  Av  Apt  5 

Moore  Charles  L  (Alice)  sum  res  Norwood  Hts  rWinchester  Mass 
Moore  Charles  N  Jr  (Bonita)  studt  hl3  Poole’s  Ter  (R) 

Moore  Danl  (Shiela)  fish  ctr  h4  Parker  Ct 

Moore  Dorothy  Mrs  hsekpg  aide  Addison  Gilbert  Hosp  rl8  Taylor  St 
Moore  Dorothy  P  (Wid  Albert  H)  retd  hi  Division  St 
Moore  Eleanor  B  Mrs  dietary  wkr  Addison  Gilbert  Hosp  h21  Marsh 
St 

Moore  Frances  h6  Prospect  St 
Moore  Gary  L  stydt  h3  Exchange  St 

Moore  Geo  J  (Alice)  driver  Associated  Transport  (B)  h569  Washington 
St 

Moore  John  tchr  (Manchester  Mass)  hi  Maple  St 
Moore  John  h34  Magnolia  Av 

Moore  Joseph  C  (Frances  T)  emp  B  F  Goodrich  h4  Prospect  Sq 
Moore  June  h71  Maplewood  Pk 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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Moore  June  H  lndry  wkr  Addison  Gilbert  Hosp  r90  Maplewood  Pk 
Moore  Karen  hsekpr  Addison  Gilbert  Hosp  rRear  27  Chestnut  St 
Moore  Leonard  F  fish  wkr  Gorton’s  h336  Main  St 
Moore  Lillian  emp  Div  Of  Unemployment  h8  Middle  St 
Moore  Loretta  studt  r6a  Jewett  St  (R) 

Moore  Maynard  sum  res  hRear  1002  Washington  St 
Moore  Norman  Jr  (Paula)  emp  Cape  Ann  Anchor  &  Forge  hlO 
Babson  St 

Moore  Norman  A  (Phylis  F)  night  wtchmn  h7  Cabo  Dr 

Moore  Pauline  J  asst  dir  sch  nursing  Mt  Auburn  Hosp  h215  Main  St 

(R) 

Moore  Phyllis  E  Mrs  h29  Pigeon  Hill  (R) 

Moore  Richd  (Mary  E)  math  tchr  Milton  L  Fuller  Sch  hll  Sadler  St 
Moore  Richard  F  (Phyllis  N)  retd  h3  Exchange  St 
Moore  Richd  F  Jr  tchr  Ralph  B  O’Maley  Mdl  Sch  rEssex  Mass 
Moore  Robt  E  (Audrey  R)  fish  ctr  N  Atlantic  Fisheries  h4  Parker  Ct 
Moore  Roy  firefighter  Rockport  Fire  Dept  r49  Main  St  (R) 

Moore  Roy  E  Jr  (Shirley  E)  tchr  h6a  Jewett  St  (R) 

Moore  Roy  Lobster  Co  (Charles  Wood)  31  South  Rd  (R) 

Moore  Virginia  studt  r6a  Jewett  St  (R) 

Moore  Warren  E  (Arlene  F)  electn  h8  Grove  St  V" 

Moore  Wm  H  counselor  Ralph  B  O’Maley  Mdl  Sch  rlpswick  Mass 
Moores  Carl  J  (Vivian  M)  mgr  F  W  Bryce  Inc  hi  17  Leonard  St 
Moores  Ian  studt  rll7  Leonard  St 

Moores  Vivian  nurse  Addison  Gilbert  Hosp  rll7  Leonard  St 
Moorland  Hotel  Corp  Michl  H  Jasper  Pres  &  Treas  85  Atlantic  Rd 
Moorland  Motor  Inn  (Moorland  Hotel  Corp)  85  Atlantic  Rd 
Mooter’s  Package  Store  Inc  Anthony  M  Albert  Pres  Russell  S 
O’Maley  Treas-  Mgr  liquors  23  E  Main  St 
Morais  Herberto  S  (Maria)  emp  Mighty  Mac  hl07  Prospect  St 
Morais  Luis  M  (Helena)  cook-fishermn  h25  Taylor  St 
Moral  Sylvia  (Wid  Herbert)  retd  h35  School  St  (R) 

Moralli  Mary  Jane  h25  Commonwealth  Av 

Moran  Michelle  (Wid  Harold  W)  slswn  Doris  Roberts  Shop  h50  High 
St  (R) 

Moran  Phylis  T  elk  House  Of  Glass  rRockport  Mass 
Morash  Fatima  elk  Modern  Home  Appl  Co  r36  Millett  St 
Morash  Harriet  (Wid  Joshua  G)  elk  Sterling  Drug  Store  hl74  E  Main 
St 

Morash  John  (Fatima)  elec  tech  Parkhurst  T  V  h36  Millett  St 
Morash  Raymond  E  (Madelyn  F)  h21  Forest  St  (R) 

Mordecai  Danl  (Francis  M)  artist  73  Phillips  Av  (R)  h73  Phillips  Av 

(R) 

Morello  Richd  policemn  City  Police  Dept  rl82  Main  St  (R) 

Morello  Spartaco  V  (Lillian)  sum  res  hl5  Norwood  Ct  (R) 

Morendo  Carmen  (Jean)  bus  driver  hl21  Riverdale  Pk 
Morendo  Joseph  hRear  107  Essex  Av 

Morey  David  W  (Nina  S)  mach  Gloucester  Eng  h27  Langsford  St 

Morey  Eliz  dietary  supvr  Addison  Gilbert  Hosp  r25  Friend  St 

Morey  Geo  W  (Helen)  retd  hl082  Washington  St 

Morey  Geo  W  Jr  (Ann  L)  driver  S  R  Harvey  Co  h44  High  St 

Morey  Robt  Jr  (Eliz)  carp  h25  Friend  St 

Morey  Robt  M  (Agnes  L)  carp  h7  Amero  Ct 

Morgan  A  B  summer  res  hSalt  Island  Rd 

Morgan  Donald  C  constn  wkr  hRear  24  Stockholm  Av  (R) 

Morgan  Edith  M  (Wid  Arnold  E)  retd  hl30  Magnolia  Av 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Morgan  Edwin  T  (Lorene  V)  acct  17  Landmark  La  (R)  hi 7  Landmark 
La  (R) 

Morgan  Frances  H  fish  wkr  hl6  Church  St 
Morgan  Fredk  (Vicki-Jane)  carp  hl30r  Magnolia  Av 
Morgan  Gilbert  C  (Vera  C)  emp  Amory  Aluminum  Co  (Everett) 
hEnglewood  Rd 

Morgan  H  Vaughan  (E  Jane)  slsmn  Natl  Life  Of  Vermont  Co  h6 
Story  Rd 

Morgan  Helen  Mrs  sum  res  h41  Brooks  Rd 

Morgan  Henry  A  Jr  (Patricia)  mgr  Peter  Frasse  Co  Inc  (CAMB) 
hCliff  Rd 

Morgan  James  A  lab  City  Water  Div  rl8  Hancock  St 
Morgan  John  W  (Shirly  C)  consultant  h82  Main  St  (R) 

Morgan  Patricia  consultant  Dewing  Travel  rCliff  Rd 
Morgan  Robt  summer  res  hl6  Forest  La 
Morgan  Robt  A  studt  r82  Main  St  (R) 

Morgan  Robt  P  (Jean  M)  syst  analyst  Honeywell  (Brighton)  h402 
Essex  Av 

Morgan  Wayne  H  Rev  (Nancy)  pastor  Pigeon  Cove  Chapel  hi 20 
Granite  St  (R) 

Morgan  Wm  H  Rev  clergyman  h51  Atlantic  Rd 

Moriarty  Diane  E  med  tech  Addison  Gilbert  Hosp  rDanvers  Mass 

Morin  Christine  sec  C  F  Tompkins  Co  rl3  Lyndale  Av 

Morin  Corrinne  M  Mrs  elk  Brigham’s  hl8  Maplewood  Pk 

Morin  Ernest  (Phyllis)  custdn  Trinity  Congregational  Ch  h7  Holly  St 

Morin  Geo  E  Rev  asst  pastor  St  Peters  R  C  Ch  rl  Brightside  Av 

Morin  Roger  fry  cook  Capt  Courageous  Restr  rPearl  St 

Morin  Roland  (Christine)  mech  Sudbay  Mtr  hl3  Lynndale  Av 

Morin  Theo  G  (Delia  G)  h9  Lynndale  Av 

Moritz  Christine  Mrs  retd  h3  Ketchopulos  Cir  (R)  Apt  lie 

Morley  Austin  C  (Svea)  gndr  (Manchester)  h632  Western  Av 

Morong  Walter  K  genl  hlpr  Gorton’s  h9  Sadler  St 

Morong  Wm  C  retd  hla  Alper  Rd 

Morrell  Wayne  B  (Lillian  M)  (Wayne  Morrell  Gallery)  hi 53  Main  St 

(R) 

Morrell  Wayne  Gallery  (Wayne  B  Morreil)  153  Main  St  (R) 

Morrill  John  A  sum  res  h5  Old  Garden  Rd  (R) 

Morrill  Leon  L  (Edna  W)  retd  hl74  Granite  St  (R) 

Morrill  Lyman  (Irene)  sum  res  Salt  Island  Rd  r Newton  Mass 

Morrin  Ronald  (Cynthia)  pilot  h9  Beach  Rd 

Morris  Antone  retd  h5  Poplar  Pk 

Morris  Barber  Shop  (Louis  A  Thomas)  297  Main  St 

Morris  Charles  (Dianne)  carp  r79  Eastern  Av 

Morris  Clayton  W  (Kath  B)  landscape  gdnr  93  Mt  Pleasant  Av  h93 
Mt  Pleasant  Av 

Morris  Edmund  R  fishermn  rll  Hillside  Ct 
Morris  Elliot  L  (Sharon)  pntr  h4  Highland  St 
Morris  Floyd  rl42  E  Main  St 
Morris  Gary  M  r524  Washington  St 

Morris  Harold  L  (Esther)  sum  res  Stanwood  Pt  rBrooklyn  NY 

Morris  Harold  L  Jr  fishermn  rll  Hillside  Ct 

Morris  Henry  H  retd  hl5  Marble  Rd 

Morris  Irving  L  (Mary)  retd  h3  Perkins  Rd 

Morris  Johanne  (Wid  Perley  D)  retd  hill  Concord  St 

Morris  Joseph  L  (Mary  M)  cook  The  Surf  hlO  Forest  St 

Morris  Kenneth  E  emp  Cape  Ann  Glass  r524  Washington  St 
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Morris  Martha  (Wid  Harold)  retd  hll  Hillside  Ct 
Morris  Mary  E  Mrs  h524  Washington  St 
Morris  Miriam  sum  res  Stanwood  Pt  rBrooklyn  NY 
Morris  Norman  (Olive  S)  fish  ctr  h3  Granite  St 

Morris  Richd  E  (Charlotte  E)  firefighter  City  Fire  Dept  h32  Chapel  St 
Morris  Richd  E  Jr  firefighter  City  Fire  Dept  r32  Chapel  St 
Morris  Robt  F  (Carol  P)  opr  Lipman  Marine  hl5  Forest  St  (R) 

Morris  Sherman  (Anne-Lise)  hRouse  Rd 

Morris  Thos  W  (Natalie  J)  elk  A  N  Liquor  Store  h21  Orchard  St 
Morris  Wm  A  Jr  (Pauline  A)  fish  wkr  Gorton’s  h85  Friend  St 
Morris  Wm  E  Jr  (Jessie  B)  carp  Eastern  Point  Blvd  hEastern  Point 
Blvd 

Morrison  Charles  E  (Linda)  state  trooper  (Lynnfield)  hl4  Horton  St 
Morrison  Isabel  L  hsekpr  h94  Western  Av 
Morrison  Margt  h20  Fuller  St  Apt  8 
Morrison  Mary  rCape  Ann  Nursing  Home 

Morrison  Wm  (Rose  A)  sum  res  107  Long  Beach  St  (R)  rRoslindale 
Mass 

Morrissey  Chester  L  retd  hl072  Washington  St 

Morrissey  Clayton  (Ruth)  policemn  City  Police  Deptji84  Mt  Pleasant 
Av 

Morrissey  Joseph  J  (Lucille  M)  mgr  Me  Carthy’s  Package  Store  h40 
Harrison  Av 

Morrissey  Mary  Mrs  bkpr  Tadco  Mfg  rManchester  Mass 
Morrissey  Robt  (Cath)  eng  US  Govt  hl4  Riverview  Rd 
Morrissey  Robt  D  (Sylvia)  policemn  State  Police  (Lynnfield)  h268 
Western  Av 

Morrow  David  tchr  Milton  L  Fuller  Sch  r80a  Middle  St  Apt  21 
Morrow  H  C  Plumbing  &  Heating  Co  (Harold  C  Morrow)  200  Concord 
St 

Morrow  Harold  C  (Susan  J)  (H  C  Morrow  Plmb  &  Htg)  h200  Concord 
St 

Morrow  James  T  justice  dept  (B)  hl2  Washington  St 
Morse  Alan  R  (Theresa  J)  v-pres  United  States  Trust  Co  (B)  hl4 
Barberry  Heights  Rd 

Morse  Ellen  J  Mrs  xray  tech  Addison  Gilbert  Hosp  h77  Riverdale  Pk 
Morse  Elsie  F  (Wid  Geo  H  Jr)  ofc  mgr  Robt  M  Lundberg  hl08 
Western  Av 

Morse  Heath  E  (Leola  E)  retd  h34  Summer  St  Extn  (R) 

Morse  Helen  C  r83  Bond  St 
Morse  John  r31  Gee  Av 

Morse  John  R  (Alice)  genl  contr  Rose  La  h9  Rose  La 

Morse  Kathleen  studt  hlO  Oakes  Av 

Morse  Larry  R  (Evelyn  C)  mach  h3  Colonial  St 

Morse  Lewis  C  retd  h83  Bond  St 

Morse  Richd  W  (Betty)  mason  h37V2  Holly  St 

Morse  &  Sibley  (Thos  C  Morse  &  Chas  W  Sibley)  whol  fish  dlrs  229 
E  Main  St 

Morse  Steph  (Marjorie)  retd  r31  Gee  Av 
Morse  Suzanne  B  r31  Gee  Av 

Morse  Suzanne  B  Jr  elk  Gloucester  Welf  Serv  Ofc  r31  Gee  Av 
Morse  Thos  C  (Bertha)  (Morse  &  Sibley)  h9  Marble  St 
Morso  Milo  H  sum  res  13  Long  Beach  St  (R)  rFlorida 
Mortillaro  Gino  carp  Gloucester  Marine  Railway  rl7  School  St 
Mortillaro  Michl  (Eleanor)  (Boat  Shop)  hl7  Exchange  St 
Mortillaro  Theresa  Mrs  tchr  aide  Milton  L  Fuller  Sch  rl7  School  St 


Cape  Ann  Area 
Chamber  of  Commerce 

TELS.  283-1601  AND  283-1602 
t30  MAIN  ST.  GLOUCESTER,  MASS.  01930 
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Mortin  Jean  (Wid  Arnold)  h4  Rackliffe  St 

Morton  Arnold  fishermn  h273  E  Main  St 

Morton  Arth  C  Jr  prntr  Curhan  Co  h80a  Middle  St  Apt  17 

Morton  Horace  D  (Bertha  E)  retd  hl9  Mystic  Av 

Morton  Margt  L  (Wid  Newell)  sum  res  3  Eden  Rd  (R)  rFt  Lauderdale 
Fla 

Morton  Marion  (Wid  Paul)  h2  Bray  St 

Morton  Wendy  Mrs  nurses  aide  Cape  Ann  Nursing  Home  rMansfleld 
St 

Morton  Wm  J  (Jane)  emp  Sound  Sup  (Boston)  hl036  Washington  St 
Mosely  Howard  sum  res  11  Long  Branch  Av  (R)  rChelmsford  Mass 
Moses  Anthony  T  (Florence  E)  (Moses  Sewage  Disposal)  h699 
Washington  St 

Moses  Donna  nurses  aide  Addison  Gilbert  Hosp  r519  Wash  St 

Moses  Evelyn  hl4  Eastern  Point  Rd 

Moses  Gregory  longshoremn  r250  Concord  St 

Moses  Jacqueline  kitchen  wkr  Addison  Gilbert  Hosp  r250  Concord  St 
Moses  James  J  (Rose  M)  long  shoremn  h250  Concord  St 
Moses  James  J  Jr  longshoremn  r250  Concord  St 
Moses  James  T  retd  r27  Derby  St 

Moses  John  J  (Donna  M)  treas  Uncle  Moe’s  Inc  h519  Washington  St 

Moses  Leah  C  (Wid  Geo  B)  retd  hl24  Centennial  Av 

Moses  Robt  T  (Linda  L)  pres  Uncle  Moe’s  Inc  hl20  Western  Av 

Moses  Sewage  Disposal  (Anthony  T  Moses)  699  Washington  St 

Moses  Thos  longshoremn  r250  Concord  St 

Moses  Thos  J  (Shirley  A)  general  help  h29  Willow  St 

Mosher  Claire  K  h50  Main  St  (R) 

Mother  Of  Grace  Club  48  Washington  St 
Mother  Of  Grace  Club  42  Washington  St 
Motif  Dress  Shop  The  (Judi  Rotenburg)  9  Mt  Pleasant  St  (R) 

Mott  Jay  hlpr  Star  Mkt  rl59  Essex  Av 

Mott  John  M  (Priscilla)  elec  tech  hi 59  Essex  Av 

Moulton  Esther  A  (Wid  Marshall  T)  h9  Phillips  Av  (R) 

Moulton  Ida  (Wid  Cecil  J)  retd  h25  Trask  St 
Moulton  Joel  B  studt  r4  Foley  Rd 

Moulton  John  S  (Bertha  J)  mtr  repr  Cape  Ann  Elec  h4  Foley  Rd 
Moulton  Leonard  A  (Ann  C)  emp  Seacoast  Petroleum  h30  Stockholm 
Av  (R) 

Moulton  Marshall  T  Jr  mgr  Eben’s  Oil  Service  r9  Martha’s  La  (R) 
Moulton  Russel  Jr  USN  r50  Warner  St 

Moulton  Russell  G  (Nancy  C)  mtcemn  N  Atlantic  Fish  h50  Warner 
St 

Moulton  W  Louise  retd  r7  Cliff  Rd 

Moulton  Wm  (Sophie  H)  (Cape  Ann  Electric  Co)  h33  Thatcher  Rd 
Mount  Adnah  Cemetery  107  Leonard  St 

Mountain  Barbara  Mrs  emp  Metal  Smiths  Union  hl03  Western  Av 
Mountain  David  retd  h6Vfe  Bray  St 

Mountain  Gerald  F  (Barbara  A)  steam  ftr  hi 35  Mt  Pleasant  Av 
Mountain  Joseph  Jr  (Gail  K)  wldr  Industrial  Cab  (Essex)  hl4  Spring 
St 

Mountain  Lester  F  (Frances  M)  retd  h2  Pigeon  Hill  Ct  (R) 

Mountain  Lester  F  Jr  (Eulalia)  carrier  P  O  h2  Pigeon  Hill  Ct  (R) 
Mountain  Louis  J  (Arlene  G)  retd  hl6r  Spring  St 
Mountain  Mark  fish  ctr  Gorton’s  rl6r  Spring  St 
Mountain  Mary  (Wid  Ralph)  hl45  Essex  Av  Apt  15 
Mountain  Mary  Mrs  hi  12  Bass  Av  Apt  4 
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DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 
30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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Mountain  Mary  Mrs  h276  Washington  St 

Mountain  Ralph  custdn  Milton  L  Fuller  Sch  r2  Hovey  St 

Mountain  Robt  F  (Paula  J)  pntr  h4  Summit  St 

Mountain  Sandra  xray  elk  Addison  Gilbert  Hosp  r298  Washington  St 

Mountain  Theresa  A  pkr  Gorton’s  rl6r  Spring  St 

Mountain  Timothy  rl03  Western  Av 

Mount  Pleasant  Cemetery  25  Mt  Pleasant  Av 

Mount  Pleasant  House  Apts  57  Mt  Pleasant  St  (R) 

Mount  Pleasant  Riding  School  (Leland  P  Smith)  Rear  55  Mt  Pleasant 
St  (R) 

Mourey  Irene  (Wid  Wm)  retd  hi  Essex  St 

Mourey  James  L  (Sandra  L)  payroll  mgr  Boston  Univ  h20  Abbott  Rd 
Mourey  Wm  J  tech  eng  h80  Bass  Av 

Movalli  Alf  (Charlotte  M)  (Movalli  Oil  Co)  h237  Western  Av 
Movalli  Arth  (Edith  M)  (Movalli’s  Burner  Service)  h20  Riverside  Av 
Movalli  Arth  J  Jr  (Patricia  A)  custdn  E  G  Elementary  Sch  h21 
Woodward  Av 

Movalli  Charles  tchr  r237  Western  Av 

Movalli  David  tech  Graham  Marine  Electronics  rBeacon  St 
Movalli  James  P  (Susan)  tchr  Maplewood  Sch  h753  Washington  St 
Movalli  Jane  studt  r21  Woodward  Av 
Movalli  Joanna  nurse  Addison  Gilbert  Hosp  r9  Sadler  St 
Movalli  John  (Joan)  emp  Dept  Of  Pub  Wks  h2  Summit  St 
Movalli  Mary  Jane  Mrs  h36  Mt  Vernon  St 
Movalli  Oil  Co  (Alf  Movalli)  fuel  oils  237  Western  Av 
Movalli  Richd  P  (Joanne)  plant  opr  City  Water  Div  h9  Sadler  St 
Movalli’s  Burner  Service  (Arth  Movalli)  oil  burners  20  Riverside  Av 
Mower  Mart  (Roswell  F  Lane)  lawnmower  serv  22a  Leonard  St 
Moynahan  Steph  A  Jr  (Elaine)  deputy  elk  Federal  Court  Boston  h50 
Eastern  Point  Rd 

Moynahan  Steve  member  City  Council 

Moynihan  Geo  pres  &  treas  Sea  Lion  Realty  Trust  Inc  rNew  York 
NY 

Much-A-Do  (Everett  J  Saulnier)  21a  Dock  Sq  (R) 

Mueller  See  Also  Muller 

Mueller  Herman  F  (Katharine  B)  retd  hSouth  St  (R) 

Mueller  Joseph  J  (Eileen  T)  economist  U  S  Dept  Of  Commerce  hl7 
Parker  St  (R) 

Muese  Joseph  Jr  carrier  P  O  rWoburn  Mass 

Mugar  John  M  (Helen)  sum  res  58  Waterman  Rd  rBelmont  Mass 
Mugford  Cyrus  (Lilly)  summer  res  hRiverview  Rd 
Muir  Audrey  L  retd  h5  Summer  St  (R) 

Muise  See  Also  Meuse  And  Muse 
Muise  Archie  (Delia)  retd  h30  Webster  St 

Muise  Archie  J  Jr  (Dorothy  A)  servmn  Geo  H  Todd  Corp  hl6  Green 
St 

Muise  Barbara  L  elk  Benjamin’s  r4  Arthur  Ct 
Muise  Birgitte  waitress  Hearthside  hll  Plum  St 
Muise  Blanche  V  (Wid  Peter)  hl5  Proctor  St 
Muise  Brian  studt  rl27  Riverdale  Pk 

Muise  Cath  nurses  aide  Cape  Ann  Nursing  Home  rl27  Riverdale  Pk 
Muise  Charles  A  waiter  rl  Clifford  Ct 

Muise  Christine  maid  Cape  Ann  Nursing  Home  rSandy  Bay  Est  Bldg 
6  Apt  6  (R) 

Muise  Clifford  R  (Dorothy  A)  lab  Corliss  Bros  hl8  Clearview  Av 
Muise  Clifford  R  (Frances)  corrugated  opr  hRockwood  La 


ROSE'S  OIL  SERVICE  Inc. 

& 

ROSE'S  TRANSPORTATION 

Inc. 

WHOLESALE  DISTRIBUTORS 

395  Main  St. 

283-3334 

Gloucester,  Mass.  01930 

283-3335 
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Muise  Dana  (Arlene)  mach  opr  h206  Washington  St 

Muise  Donald  E  (M  Diane)  emp  Seafood  Kitchens  hl3  Colonial  St 

Muise  Eric  J  U  S  N  r251  Concord  St 

Muise  Frank  A  (Lillian)  clam  digger  h4  Arthur  Ct 

Muise  Frank  A  Jr  (Cath)  hl27  Riverdale  Pk 

Muise  Geo  W  (Helen  M)  fishermn  h691  Western  Av 

Muise  Geo  W  Jr  (Sharon)  supvr  Le  Page’s  hl8  Fuller  St 

Muise  Harold  Jr  fishwkr  rl7  Maplewood  Pk 

Muise  Jane  M  tchr  E  G  Elementary  Sch  r96  Centennial  Av 

Muise  Joann  rl7  Proctor  St 

Muise  John  retd  rl42  E  Main  St 

Muise  John  mtce  Gorton’s  r28  Washington  Sq 

Muise  John  B  (Marie  A)  landscape  formn  Corliss  Tree  And  Landscape 
Corp  hl7V6  Elm  St 

Muise  Kenneth  atndt  Brown’s  Serv  Sta  rl7  Proctor  St 
Muise  Kent  H  (Marianne)  aud  Cumberland  Farms  h25  Granite  St 
Muise  Leonard  (Etta)  fishermn  h28  Washington  Sq 
Muise  Leonard  E  Jr  (Maria)  comp  opr  First  Natl  Bank  Of  Boston  h4 
Gaffney  St 

Muise  Lucielle  Mrs  hl7  Maplewood  Pk 
Muise  Mark  E  (Alice  I)  retd  h202  Magnolia  Av 
Muise  Mary  (Wid  Alf)  retd  h8  Alper  Rd 

Muise  Mary  M  Mrs  inst  wkr  Huntress  Pub  Med  Inst  rl7  Proctor  St 

Muise  Melbourne  B  driver  r202  Magnolia  Av 

Muise  Patricia  sec  J  K  Sys  h9  S  Kilby  St 

Muise  Patricia  emp  OUF  r28  Washington  Sq 

Muise  Patricia  A  USAF  r36  School  St  (R) 

Muise  Peter  (Janice)  driver  Seacold  r6  Linnet  PI 

Muise  Peter  M  (Mary  M)  cook  Huntress  Pub  Med  Inst  hl7  Proctor  St 

Muise  Richd  carp  Gray  Jack  r28  Washington  Sq 

Muise  Richd  G  (Rose)  mldr  United  Shoe  h8  Sylvan  St 

Muise  Richd  M  (Rosamond  E)  (The  Bennacle)  h251  Concord  St 

Muise  Robt  (Jacqueline)  oil  burner  servmn  h4  Cedar  St 

Muise  Robt  coater  Le  Page’s  r691  Western  Av 

Muise  Robt  (E  Gloucester  Shellfish)  hl84  Washington  St 

Muise  Robt  emp  Glove  Eng  rlO  Neptune  PI 

Muise  Robt  E  studt  rl  Clifford  Ct 

Muise  Robt  E  (Jean  F)  traffic  mgr  Le  Page’s  h36  School  St  (R) 

Muise  Robt  L  (Lorraine  M)  constn  wkr  hlO  Neptune  PI 
Muise  Robt  N  servmn  Geo  H  Todd  Corp  rl4  Parker  St  (R) 

Muise  Robt  T  (Lynne)  emp  Community  Optns  (P)  hl68  Washington  St 

Muise  Sandra  emp  Curtis  rl  Eastern  Point  Rd 

Muise  Steph  E  (Marcia)  asmblr  Gen  Elect  (LYNN)  h4  Stuart  Sq 

Muise  Sue  A  ward  aide  Addison  Gilbert  Hosp  rl7  Proctor  St 

Muise  Walter  retd  h9  Sargent  St 

Muise  Wm  E  (Marjorie  C)  retd  h6  Linnet  PI 

Muise  Wm  J  emp  Gloucester  Eng  r251  Concord  St 

Mulcahey  Clayton  custdn  Dist  Ct  Of  Eastern  Essex  rManchester  Mass 
Mulcahey  Wm  hField  Rd 

Mulholland  Madith  E  (Wid  Wm)  retd  hll  Norwood  Av  (R) 

Mullaney  Cornelius  curate  Our  Lady  Of  Good  Voyage  Ch  rl42 
Prospect  St 

Mullen  Ann  emp  Gorton’s  rLookout  Rd 
Mullen  Charles  studt  rLookout  Rd 
Mullen  Henry  F  lumper  hLookout  Rd 
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Mullen  J  Chester  (Eliz  C)  sum  res  26  Long  Beach  St  (R)  rWellesley 
Mass 

Mullen  John  studt  rLookout  Rd 
Mullen  Kathleen  Mrs  h34  High  St  (R) 

Mullen  Patk  lumper  rLookout  Rd 
Mullen  Peter  lumper  rLookout  Rd 
Muller  See  Also  Mueller 

Muller  Anton  (Josephine)  eng  Sinterbond  h3  Flume  Rd 
Muller  Gerald  E  (Geraldine  M)  (Bass  Rocks  Mtr  Inn)  hAtlantic  Rd 
Muller  Jeffery  (Twinlight  Manor  Motor  Inn)  hAtlantic  Rd 
Muller  Karly  Jr  (Nancy  L)  h54  High  St  (R) 

Mullin  Evelyn  M  Mrs  nurse  Addison  Gilbert  Hosp  r6  Walnut  St 

Mullin  Geo  L  (Judith  E)  civil  servant  h24  Laurel  St 

Mullin  Geo  L  Jr  (Evelyn  M)  agt  Hancock  Mut  Life  r28  Walnut  St 

Mullins  Eliz  hi  19  Concord  St 

Mullins  Esther  M  h9  Lincoln  Av 

Mullins  Maureen  rll9  Concord  St 

Mulry  Geo  P  (Eileen  M)  sum  res  Elmo  La  rRoslindale  Mass 
Mulry  James  J  (Betty)  summer  res  1  Bayberry  La  rW  Roxbury  Mass 
Mundy  Donna  Jean  h38V2  Millett  St 
Municipal  Parking  Area  49  Rogers  St 
Municipal  Parking  Area  1  Rogers  St 
Muniz  Amelia  R  (Wid  Christian  J)  h54  Warner  St 
Muniz  Andrew  P  (Eileen  R)  policemn  City  Police  Dept  hl2  Harrison 
Av 

Muniz  Buddy  driver  Yankee  Cab  Inc  rHartz  St 

Muniz  David  teller  Cape  Ann  Sav  Bk  r26  Hartz  St 

Muniz  Donald  F  (Beverly  A)  ship  elk  Syl vania  (D)  h42  Millett  St 

Muniz  Evelyn  retd  h44  Friend  St 

Muniz  Geo  R  sprinkler  ftr  hRear  75  Main  St  (R) 

Muniz  Harold  E  (Eliz  P)  driver  (Peabody)  h26  Hartz  St 

Muniz  James  G  (Carleen)  firefighter  City  Fire  Dept  hl4  Overlook  Av 

Muniz  Mary  G  h4  Orchard  St 

Muniz  Melvin  P  (Carol)  hlpr  Gloucester  Engineering  hl64  Prospect  St 
Muniz  Raphael  fish  wkr  Gorton’s  hl9  Sadler  St 
Muniz  Robt  treas  Bass  Rocks  Golf  Club 

Muniz  Robt  L  (Jean  E)  acct  United  Shoe  (B)  hl40  Mt  Pleasant  Av 
Muniz  Roland  F  retd  rl9  Sadler  St 
Muniz  Shirley  retd  rl40  Mt  Pleasant  Av 

Muniz  Steph  D  (Charlene)  linemn  NET&T  hl25  Maplewood  Av 
Muniz  Wm  M  Jr  genl  hlpr  Works  Chev  &  Olds  rl39  Riverdale  Pk 
Muniz  Winifred  rCape  Ann  Nursing  Home 
Munize  John  (Regina)  emp  Stop  &  Shop  h24  Beacon  St 
Munro  Arth  contr  h44  Main  St  (R) 

Munro  F  Eliz  Mrs  retd  h9  Sawyer  Av 

Munro  John  C  (Judith  A)  emp  B  &  G  Constn  hll  Holly  St 
Munroe  See  Also  Monroe 

Munroe  Alan  M  (Norma  G)  coml  artist  (B)  h202  Washington  St 
Munroe  Ann  dining  rm  hlpr  Shore  Cliff  Retirement  Home  rOcean  Av 
Munroe  Arth  J  Jr  (Marilyn  W)  forger  Cape  Ann  Tool  hl088 
Washington  St 

Munroe  Aune  (Aune’s  Yarn  Shop)  rl9  Story  St  (R) 

Munroe  Cynthia  sec  rl8  Squam  Rd  (R) 

Munroe  Dorothy  E  dental  hygienist  h385  Magnolia  Av 
Munroe  Frank  A  (Anna  N)  retd  hDriftwood  Rd  (R) 

Munroe  Fredk  F  (Aune  V)  lab  Faulk  Bros  h!9  Story  St  (R) 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 

1 8  Whittemore  St.  Gloucester,  Mass.  01930 
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Munroe  Geo  A  (Caroline  L)  electn  Jerry  Noble  h61  Mt  Vernon  St 

Munroe  Geo  A  (Olga)  driver  Bldg  Center  hl057  Washington  St 

Munroe  Herbert  J  (Myra)  emp  Danvers  State  Hosp  h22  Sadler  St 

Munroe  J  Leona  Mrs  hsekpr  Addison  Gilbert  Hosp  hlO  Decatur  St 

Munroe  James  P  (Adelaide  E)  lab  Faulk  Bros  h29  E  Main  St 

Munroe  Kenneth  fish  wkr  r5  Ocean  Av 

Munroe  Kim  sec  Shultz  Transit  r29  E  Main  St 

Munroe  Leo  J  (Esther  A)  retd  hi  Gee  Av 

Munroe  Lois  studt  rl088  Washington  St 

Munroe  Mark  r22  Englewood  Rd 

Munroe  Myra  hd  kitchen  wkr  E  G  Elementary  Sch  r22  Sadler 
Munroe  Norman  A  (Cath  E)  retd  hl5  Marina  Dr 
Munroe  Ralph  S  (Edythe)  treas  Raven  wood  Spring  Water  Inc  h5 
Ocean  Av 

Munroe  Ralph  T  (Viano)  hlpr  Jean  Poirier  hl8  Squam  Rd  (R) 

Munroe  Reginald  R  mtcemn  Gortons  hi  10  Prospect  St 

Munroe  Russell  J  (Grace)  tiremn  Lipman  Marine  h550  Washington  St 

Munroe  Sanford  J  emp  NET&T  rl9  Story  St  (R) 

Munroe  Thelma  S  (Wid  Ernest  C)  retd  h3  Poplar  Ct 
Munroe  Thos  H  tanner  (P)  r22  Sadler  St 

Munroe  Virginia  A  hd  bkpr  Cape  Ann  Bank  &  Tr  (R)  rlO  Decatur  St 
Munson  David  (Joanna  L)  h40  Ferry  Lower  End 
Munson  Joanna  catalog  dept  Sears  r40  Ferry  Lower  End 
Murawski  Wm  (Sharon)  eng  h54  Ledge  Rd 

MURCH  ARTHUR  S  JR  (Edna  J),  Vice-President  Carroll  K 

Steele  Insurance  Agency  Inc,  32  Pleasant  St  (01930),  Tel  283- 
5100;  31  Main  St  (Rockport,  01966),  Tel  546-2186,  Director 
Rockport  National  Bank  h749  Western  Av  (Magnolia,  01930), 
Tel  525-3256 

Murch  Geo  A  h20  River  Rd 

Murch  Kristen  L  studt  r8  Beach  St  (R) 

Murch  Lawson  (Herdis  V)  (The  Pewter  Shop)  h8  Beach  St  (R) 

Murch  Lillian  F  Mrs  h6  Beach  St  (R) 

Murdock  Donald  M  (Grace  E)  retd  h45  Bray  St 
Murdock  Laurette  P  Mrs  retd  h26  Parker  St  (R) 

Murmac  Manufacturing  Co  Inc  Philip  Cole  Pres  bits  80  Grove  St 
Muros  Joseph  (Margt)  sum  res  85  Wingaersheek  Rd  rNewtonville 
Mass 

Murphy  Barbara  Mrs  h34  Riverdale  Pk 
Murphy  Betsy  A  studt  r21  Pleasant  St  (R) 

Murphy  Carol  Mrs  hll  Linden  Rd 

Murphy  Cecil  E  retd  h25  Marina  Dr 

Murphy  Chester  T  (Florence  A)  hRidgewood  Rd  (R) 

Murphy  Claudia  E  researcher  rl4  Madison  Ct  Extn 
Murphy  David  E  studt  rSeagull  St  (R) 

Murphy  Dennis  summer  res  Longview  Ter  rStoneham  Mass 
Murphy  Dorothy  P  (Wid  Wm  A)  retd  rl60  Washington  St 
Murphy  Edw  B  (Mary  E)  summer  res  Skipper  Way  rNeedham  Mass 
Murphy  Helen  A  Mrs  retd  h6  Gale  Av  (R) 

Murphy  Herbert  A  (Gladys  W)  archt  19  King  St  (R)  hl9  King  St  (R) 
Murphy  James  (Dorothy)  summer  res  Davis  Section  rBoston  Mass 
Murphy  Jeremiah  A  III  ambulance  driver  USN  r21  Pleasant  St  (R) 
Murphy  Jeremiah  V  (Kath  M)  wrtr  Boston  Globe  (B)  h21  Pleasant  St 
(R) 

Murphy  John  (Florence)  golf  pro  Colonial  Ctry  Club  (Lynnfield)  h60 
Pigeon  Hill  (R) 


GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Teltphont:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 
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Murphy  John  D  (Helen)  dept  mgr  Gorton’s  hSeagull  St  (R) 

Murphy  Kevin  studt  r34  Riverdale  Pk 
Murphy  Linda  L  studt  rSeagull  St  (R) 

Murphy  Louise  B  retd  hl2  Mansfield  St 
Murphy  Mary  retd  rl90  Western  Av 

Murphy  Mary  Mrs  emp  Kentucky  Fried  Chicken  h21  Thatcher  Rd 
Murphy  Michl  J  retd  hl6  King  St  (R) 

Murphy  Norman  (Barbara)  emp  Moses  Sewage  hl3  Young’s  Rd 
Murphy  Paul  J  (Mary  N)  sum  res  Pine  Rd  rMedford  Mass 
Murphy  Paul  R  pntr  rl6  King  St  (R) 

Murphy  Phyllis  G  retd  hlOO  Granite  St  (R) 

Murphy  Rachel  M  (Wid  Wm)  retd  rl9  King  St  (R) 

Murphy  Sandra  A  hairdrsr  rll  Ryan  Rd 

Murphy  Sean  reporter  Salem  News  r21  Pleasant  St  (R) 

Murphy  Susan  A  studt  rll  Ryan  Rd 

Murphy  Teresa  M  (Wid  Andrew  M)  (Railroad  Av  Mkt)  hl4  Madison 
Ct  Extn 

Murphy  Thos  (Eliz  C)  hll  Ryan  Rd 

Murphy  Thos  J  (Martha)  retd  h273  E  Main  St 

Murphy  Thos  J  (Rita  R)  mach  Gloucester  Eng  h9  Albion  Ct 

Murphy  Thos  V  Jr  rll  Ryan  Rd 

Murphy  Timothy  A  studt  r21  Pleasant  St  (R) 

Murphy  Walter  T  (Doris  H)  carp  R  V  Hunt  h48  Harrison  Av 
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Murphy  Wm  h80a  Middle  St  Apt  2 

Murphy  Wm  (Margt  M)  emp  Fish  fi-  Wildlife  h38  Trask  St 
Murphy  Wm  H  III  (Evelyn)  hl6  Silva  Ct 
Murray  Alan  (Judith)  fisherman  hl3  Fenley  Rd 
Murray  Ann  nurse  Addison  Gilbert  Hosp  r93  Wheeler  St 
Murray  Danl  J  (Dorothea  E)  lab  Faulk  Bros  h29  Trask  St 
Murray  Danl  L  Jr  studt  r29  Trask  St 

Murray  David  B  (Grace)  slsmn  Building  Center  h34  Dennison  St 

Murray  David  B  Jr  carp  r34  Dennison  St 

Murray  Debra  studt  rl6  Russell  Av 

Murray  Dexter  H  (Marion  H)  retd  hl6  Russell  Av 

Murray  Donald  h23  Horton  St 

Murray  Dudley  (Dud’s  Bait  &  Tackle) 

Murray  Edith  R  Mrs  fish  pkr  OUF  h38  Summer  St 
Murray  Edw  (Mary)  retd  h56  Friend  St 
Murray  Evelyn  M  (Wid  Wm  C)  r5  Green  St  (R) 

Murray  Gorene  studt  hl3  Rockport  Rd 
Murray  Harriet  E  Mrs  sten  North  Shore  Gas  r6  Trask  St 
Murray  Helen  Mrs  retd  hll  Mondello  Sq 
Murray  James  (Rhoda)  thermet  hl6  Laurel  St 
Murray  James  A  (Sharon)  (North  Shore  Automotive  Co)  h517 
Washington  St 

Murray  K  constn  wkr  Feldman  Bros  h227  Granite  St  (R)  Apt  lc 
Murray  Karen  studt  r93  Wheeler  St 
Murray  Laura  E  retd  h8a  South  St  (R) 

Murray  Marcia  studt  rl6  Russell  Av 

Murray  Martin  J  (Doris  I)  lab  Faulk  Bros  hl6  Laurel  St 
Murray  Philip  P  (Laura  S)  ship  Barry’s  (Lawrence)  hll  Harold  Av 
Murray  Philip  P  Jr  studt  rll  Harold  Av 

Murray  Richd  L  (Thelma  A)  treas  Depot  Cafe  Inc  h93  Wheeler  St 
Murray  Robt  guard  Pinkerton  (B)  r56  Friend  St 
Murray  Robt  P  studt  h27  Lincoln  Av 

Murray  Ruth  E  Mrs  dept  mgr  Grants  r34  Commonwealth  Av 


amei  C.  Cjreefy  funeral  Service ,  3nc. 

"Quality  &  Service  Since  1884 " 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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Murray  Steph  J  (Maureen  E)  formn  United  Shoe  (BEV)  h5  Ronna  Rd 

Murray  Steven  studt  r34  Dennison  St 

Murray  Thos  E  (Shirley  L)  elk  PO  h27  Lincoln  Av 

Murray  Thos  E  Jr  USA  r27  Lincoln  Av 

Murray  Thos  J  (Christina  O)  retd  h81  Centennial  Av 

Murray  Thos  J  Jr  (Alice  E)  (Murray’s  Variety)  h66  Eastern  Av 

Murray  Wm  retd  r44  South  St  (R) 

Murray  Wm  C  (Alice  E)  pres  Depot  Cafe  Inc  hFernwood  Hts 
Murray  Wm  C  Jr  (Harriete  E)  mason  tndr  Hubbard  &  Purdy  h6 
Trask  St 

Murray’s  Variety  (Thomas  J  Murray  Jr)  confrs  138  Washington  St 
Murry  Eliz  A  waitress  rll  Harold  Av 
Murry  Julie  h61  Langsford  St 

Musaphia  Constance  nurses  aide  r55  Dennison  St 
Musa  phi  a  Jean  (Wid  Emanuel)  retd  h55  Dennison  St 
Muse  See  Also  Muise 

Muse  Anna  K  elk  Reliable  Meat  Mkt  rl55  Washington  St 

Muse  Evelyn  M  retd  hl55  Washington  St 

Muse  Paul  T  organist  h77  Sumner  St 

Musgrave  Myrtle  (Wid  Austin)  retd  hEdgewood  Rd 

Music  Box  (Robt  Atwood)  13a  South  Rd  (R) 

Musie  Pamela  elk  Gorbon’s  r28  Washington  Sq 
Mustafa  Sherman  (Oceanside  Restr)  h28  Fuller  St 
M  us  tone  Tom  (Tom  Mies  Restr)  r  Stone  ham  Mass 
Mutchy  Thos  W  sum  res  h55  Witham  St 
Muzzey  Emilie  (Wid  David)  retd  h39  Leonard  St 
Myees  Wm  A  (Harriet)  sum  res  h876  Washington  St 
Myer  Beatrice  C  retd  h487  Essex  Av 
Myers  Robt  W  (Gloria)  h447  Western  Av 

Myett  A  Arth  (Marilyn  D)  circulation  dir  Gloucester  Daily  Times  h6 
Gemng  Rd 

Myett  Margt  K  Mrs  emp  Gloucester  Times  h2  Centennial  Av 
Mylly  Weikko  A  (Villa  P)  contr  h8  Langsford  St 
Nadeau  Joseph  A  Jr  (Sandra  A)  pres  Chubby's  Auto  Service  Inc  h. 
Marina  Dr 

Nadeau  Sandra  bkpr  Chubly’s  Auto  Serv  r7  Marina  Dr 
Naismith  James  (Marie)  sum  res  86  Langsford  St  rNew  York 
Nally  Robt  J  (Ada  L)  constn  insp  h7  Vine  St 

Nally  Robt  W  (Dianne  L)  supt  The  Lorraine  h80a  Middle  St  Apt  18 
Nameche  Beverly  G  hOld  Salem  Rd 

Nameche  Gene  (Renate)  psychologist  h33  Atlantic  Av  (R) 

Nameche  Lee  G  studt  rOld  Salem  Rd 

Namuar  Joan  tchr  Middle  Sch  (R>  rBeverly  Mass 

N angle  Virginia  savings  teller  Rockport  Natl  Bank  rlO  Granite  St  (R1 
N angle  Wm  J  Jr  (Phyllis)  constn  wkr  hWhite  Wy  (R) 

N angle  Wm  J  III  constn  wkr  r White  Wy  (R> 

Napolitano  Jean  nurse  G  Dist  Nursing  Assoc  rl21  Main  St  (R)  Rear 
Napolitano  Joseph  (Jeani  carp  hRear  121  Main  St  (R> 

Napolitano  Joseph  M  (Marilyn)  contr  hRidgewood  Rd  (R) 

Nash  Mark  (Diane)  mech  h7  Stone  Ct 

Nason  Earle  S  Jr  (Winifred)  electn  B  F  Goodrich  hl8  High  St 
Nason  Earle  S  III  (Geraldine)  tchr  hll  Hickory  St 
Nason  Geraldine  lpn  Cape  Ann  Nursing  Home  rll  Hickory  St 
Nasser  Emelia  Mrs  r34  Cleveland  St 

Naaaer  Fredk  C  (Dorothy  A)  firefighter  City  Fire  Dept  h78 

Maplewood  Av 


WILLIAM 


JEWELER 


REG.  JEWELER 
AM.  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware- 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Nasser  John  J  (Barbara)  retd  h34  Cleveland  St 

Nastasi  Reno  (Sally)  tchr  Rockport  Jr  Sr  Hi  Sch  hl34  Marmion  Wy 

(R) 

National  Assn  Of  Letter  Carriers  Branch  No  1415  39  Broadway  (R) 
National  Butchers  Inc  Christine  M  Bloch  Pres  Leon  A  Bloch  Sec- 
Treas  gro  121  Main  St 
National  Cleaning  (Ernest  Morin)  7  Holly  St 
National  Federation  Of  Postal  Clerks  Br  Frank  Gray  Pres  39 
Broadway  (R) 

Natl  Marine  Fisheries  Marvin  Bousu  Coordinator  div  environmental 
assessment  191  Main  St 
Natti  Carl  mech  h62  Langsford  St 
Natti  David  r9  Morgan  Av 

Natti  Elsie  H  (Wid  Of  Lauri  D)  teller  Rockport  Natl  Bank  h9 
Morgan  Av 

Natti  Erik  (Suzanne)  tchr  h30  Leverett  St 
Natti  Ilmari  (Suzanne)  tchr  hi  157  Washington  St 
Natti  Isabel  lab  tech  rll57  Washington  St 
Natti  Peter  rQuarry  St 

Natti  Robt  H  (Mary  L)  prin  Gloucester  High  Sch  hQuarry  St 

NAUMKEAG  TRUST  CO  OF  SALEM  F  H  Harris  President,  217 
Essex  St  (Salem,  01970),  Tel  744-0080 

Navaro  David  (Mary)  h44  Eastern  Point  Rd 
Navarro  Mary  lpn  Cape  Ann  Nursing  Home  r44  Eastern  Pt  Rd 
Naves  Eug  M  Jr  (Sharon  C)  mech  Sudbay  Pontiac  Cadillac  Buick 
h235  Essex  Av 

Naves  John  emp  S interbond  rl31  E  Main  St 

Naves  Manuel  (Diane)  constn  wkr  Glouc  Dry  Well  h640  Western  Av 
Naves  Manuel  D  (Mary  G)  retd  h3  Fair  St 
Naves  Matthew  studt  rl31  E  Main  St 

Naves  Richd  G  (Elaine  L)  agt  Boston  Ins  hl046  Washington  St 
Naves  Ricky  studt  rl31  E  Main  St 

Naves  Veronica  J  (Wid  Eug  M)  treas  Gloucester  Dispatch  Inc  hl31  E 
Main  St 

Naves  Virginia  G  Mrs  (Virginia  G  Naves  Real  Estate)  h24  Dalton  Av 
Naves  Virginia  G  Real  Estate  (Virginia  G  Naves)  98  E  Main  St 
Neal  Ann  elk  Mai’s  rEssex  Mass 

Neal  Arth  F  (Virginia  M)  eng  Raytheon  (Andover)  h2  Tarr’s  La  (R) 
Neal  Charles  S  (Doris  )  installer  N  E  T  &  T  h3  Tarr’s  La  (R) 

Neal  Donald  studt  r2  Tarr’s  La  (R) 

Neal  Gregory  (Stephanie)  sum  res  2  Arlington  St  rCarlisle  Ma 
Neal  Linda  teller  Gloucester  Natl  Bk  r4  Tarrs  La  (R) 

Neal  Thos  E  (Helen)  slsmn  Boston  Stove  (Reading)  hHesperus  Av 
Nealey  Robt  C  (Dorothy  E)  mach  Gloucester  Eng  hRear  31  Hartz  St 
Nearis  Edith  A  (Wid  Josiah  B)  retd  hl5  Colonial  St 
Nearis  Merrill  B  (Eleanor  L)  lwyr  h71  Atlantic  Rd 
Neblett  Sarah  E  sum  res  hRear  6  Pleasant  St  (R) 

Nee  Sally  teller  Cape  Ann  Bk  &  Tr  h70  Lexington  Av  Apt  1 
Needham  Shirley  F  assoc  North  Shore  Community  College  r215  Main 
St  (R) 

Neely  Douglas  B  piano  tuner  h2  Gott  St  (R) 

Neighborhood  Youth  Corps  Of  Gloucester  Jeffrey  Hansis  Dir  24  Elm 
St 

Neill  Margt  Mrs  tchr  Forbes  Sch  rHamilton  Mass 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street  Gloucester,  Mass.  01930 
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Neime  Joesphine  retd  r50  Woodbury  St 

Neimi  Lillian  rCape  Ann  Nursing  Home 

Neipris  Ruth  Mrs  summer  res  120  Bass  Av  rMalden  Mass 

Nelles  Mary  (Wid  Walter)  sum  res  Cambridge  Av  rNew  Haven  Conn 

Nelson  See  Also  Nielsen  Nielson  And  Nilsen 

Nelson  Abbie  Mrs  retd  h40  Poplar  Pk 

Nelson  Allan  R  (Kathrine)  emp  Yewell  Co  h51  Concord  St 

Nelson  Allen  R  Jr  studt  r51  Concord  St 

Nelson  Barbara  sec  Middle  Sch  (R)  r28  Summer  St  (R) 

Nelson  Bruce  (Doris)  fish  wkr  Gorton’s  h9  Perkins  Rd 
Nelson  Carl  F  (Karen  G)  retd  h2  Holbrook  Ct  (R) 

Nelson  Carl  F  Jr  (Barbara  A)  cable  splicer  N  E  T  &  T  (S)  h20 
Summer  St  (R) 

Nelson  Carl  W  retd  h.246  Washington  St 

Nelson  Cecile  V  (Wid  Nelson)  retd  h80a  Middle  St  Apt  12a 

Nelson  Charles  (Mary)  h56  Granite  St  (R) 

Nelson  Charles  H  (Mary  A)  fish  dir  hPasture  Rd  (R) 

Nelson  Charles  R  studt  rPasture  Rd  (R) 

Nelson  Donald  R  (Geraldine  P)  lawn  serv  mn  hLa  Rose  Av 

Nelson  Eliz  R  retd  r7  Cliff  Rd 

Nelson  Ernest  G  retd  hRear  213  Main  St  (R) 

Nelson  Ethel  (Wid  Joseph)  retd  h88  Centennial  Av 
Nelson  Evelyn  home  aide  Action  Inc  rlO  Summer  Ct 
Nelson  Forrest  L  retd  rl3  Exchange  St 
Nelson  Frank  USA  rl9  Pigeon  Hill  (R) 

Nelson  Geo  hlpr  Curhan  Co  rl  Smith  St 

Nelson  Geo  L  (Emma  P)  lobstermn  h6  Curtis  St  (R) 

Nelson  Gladys  E  (Wid  Norman  G)  (Nelson’s  Variety)  hl3  Exchange  St 
Nelson  Helen  M  (Wid  John  E)  retd  hl6  Lincoln  Pk 
Nelson  Herman  (Mabel  G)  retd  h4  Hale  St  (R) 

Nelson  James  H  sum  res  73  Long  Beach  St  (R)  r307  Main  St 
Nelson  James  H  studt  h3  Castle  Hill  Rd 
Nelson  Jean  T  retd  hl5  High  St  (R) 

Nelson  John  (Ruth)  security  guard  supvr  h4  Beckford  St 
Nelson  John  (Roberta)  emp  NET&T  h72a  Main  St  (R) 

Nelson  John  A  retd  h2  Holbrook  Ct  (R) 

Nelson  John  B  (Mabel  E)  retd  h9  Young  Av 
Nelson  Joy  A  studt  rl3  Exchange  St 
Nelson  Lillian  retd  r93  Maplewood  Av 
Nelson  Lottie  retd  r44  South  St  (R) 

Nelson  Manton  K  retd  rlO  Trask  St 
Nelson  Margt  B  (Wid  Lars  F)  h22  Chapel  St 

Nelson  Margt  D  (Wid  Aro  D)  artist  21  Woodbury  St  h21  Woodbury 
St 

Nelson  Mary  J  (Wid  Oliver)  retd  h6  Riggs  St 

Nelson  Mary  L  retd  hlO  Trask  St 

Nelson  Morris  E  (Lillian  G)  retd  hi  Marina  Dr 

Nelson  Oscar  J  (Rheatha)  slsmn  Stevens  Motor  Sales  h32  School  St 
(R) 

Nelson  Otto  J  (.Beatrice  M)  (Capt  Otto’s)  h6  Prospect  St  (R) 

Nelson  Paul  production  elk  Stop  &  Shop  rSalem  Mass 
Nelson  Ralph  C  (Grace  K)  fishermn  hl8  Old  Garden  Rd  (R) 

Nelson  Richd  C  mtcemn  Le  Page’s  r88  Centennial  Av 
Nelson  Richd  E  F  (.Evelyn  M)  mach  Murmac  Mfg  hlO  Summer  Street 
Ct  (R) 

Nelson  Richd  S  mach  Murmac  Mfg  rlO  Summer  St  Ct  (R) 
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Nelson  Robt  sec  Acacia  Lodge  (IOOF)  rEssex  Mass 
Nelson  Robt  A  (Doris)  v-pres  &  treas  Cape  Ann  Tool  Co  h20  Phillips 
Av  (R) 

Nelson  Roberta  tech  Cape  Ann  Med  Center 

Nelson  Rose  K  (Wayside  Book  Service)  h605  Western  Av 

Nelson  Roy  R  electronics  mn  Bomac  (BEV)  h605  Western  Av 

Nelson  Ruth  N  ward  aide  Addison  Gilbert  Hosp  hi 26  Prospect  St 

Nelson  Stuart  K  retd  rlO  Trask  St 

Nelson  Susan  R  studt  rl8  Old  Garden  Rd  (R) 

Nelson  Vera  retd  hl6  Magnolia  Av  Apt  4 

Nelson  Walter  O  (Ellen)  elec  tech  US  Weather  Bur  (B)  h8  Tolman 
Av 

Nelson  Wm  A  (Victoria)  mach  hl6a  Stan  wood  Av 
Nelson’s  (James  H  Nelson)  fishermn’s  sup  248  Main  St 
Neno  Thos  genl  hlpr  Seafood  Kitchens  h3a  Bass  Av 
Neptune’s  Seven  Sea’s  Inc  Anthony  P  Parco  Pres  Edw  E  Me  Collum 
Jr  Treas  whol  fish  88  Commercial  St 
Nerden  Joseph  sum  res  12  Brierwood  St  Rear  rEverett  Mass 
Nerlinger  Ann  tchr  E  G  Elementary  Sch  rManchester  Mass 
Nerney  John  N  claims  mgr  State  Div  Employment  Security  r  (Lowell) 
Nettel  John  P  sum  res  99  Long  Beach  St  (R)  rLeominster  Mass 
Neuman  R  C  technical  mgr  B  F  Goodrich  Chem  rBear  Hill  Rd 
(Boxford) 

Neumann  Susan  waitress  Ernies  Cape  Ann  Diner  r45  Broadway  (R) 
Neves  Anthony  Jr  r20  Washington  Sq 

Neves  Deolinda  M  (Wid  Anthony)  cook  Oakwood  Convalesent  Home 
(Manchester  Mass)  h20  Washington  Sq 
Neves  John  (Judith)  carp  Naumkeag  Lbr  Salem  h745  Western  Av 
Neves  Joseph  (Sheila)  emp  John  R  Morse  h7  Rose  La 
Neves  Louis  (Maria)  emp  Crescent  Cookie  Co  h6  Elwell  St 
Neves  Manuel  (Lena)  mtee  Gorton’s  h6  Elwell  St 
New  England  Coast  Seafood  John  Houlihan  Pres  whol  23  Parker  St 
New  England  Fish  Co  C  Robt  Del  Torchio  Mgr  Rogers  St 
NEW  ENGLAND  TELEPHONE  &  TELEGRAPH  CO  Jeanette 
Bender  Manager,  53  Dodge  Street  N  Beverly,  Mass  (01915), 
Tel  922-9911 

New  England  Telephone  &  Telegraph  Co  (Mtce  Bldg)  Charles  De 
Coste  Plant  Serv  Mgr  Rear  9  Elm  St 
New  England  Telephone  &  Telegraph  Co  (Plant  Dept)  Chas  R  Vose 
Serv  Mgr  Rear  140  Eastern  Av 
New  Hawthorne  Inn  (Frank  T  Mantia)  12  Hawthorne  La 
New  Peter  K  (Mary  L)  assoc  prof  Sum  Res  hPenzance  Rd  (R) 

New  Peter  S  (Margt  W)  phys  Blackburn  Dr  hl2  Ledge  La 
New  Pigeon  Cove  Apts  (Philip  H  Ackerman)  205  Granite  St  (R) 
Newburg  Robt  L  v-pres  Gorton  Corp  h3  Sackville  St 
Newcomb  Henry  (Margaret)  sum  res  Nashua  Av  rSaugus  Mass 
Newell  Cindy  hairdrsr  Mr  Charles  Hair  Stylist  rSandy  Bay  Estates 
(R) 

Newell  Henry  H  (Paula  P)  sum  res  Castle  Pt  rBrookline  Mass 

Newell  Janice  Mrs  h29  Granite  St 

Newell  John  L  sum  res  Castle  Pt  rBrookline  Mass 

Newell  Jones  E  (Doris  M)  foreman  Cape  Ann  Tool  Co  hMacomber  Rd 

Newell  Jones  E  Jr  (Lorraine  L)  oil  burner  servmn  h8  Sawyer  Av 

Newell  Judith  A  emp  Mass  Genl  Hosp  (B)  hl45  Essex  Av  Apt  12 

Newell  Stadium  32  Centennial  Av 

Newell  Wm  C  (Esther  L)  steel  ctr  Cape  Ann  Tool  h22  Squaxn  Rd  (R) 
Newman  Anna  Mrs  mgr  Coffee  Galley  r40  Wash  Sq 

Newman  Bruce  D  (Deborah  E)  emp  Town  Water  Dept  h57  Stockholm 
Av  (R) 

Newman  Charles  W  (Minnie)  carp  hi  Thompson  St 

Newman  Charles  W  Jr  (Anna)  insp  of  wires  City  h40  Washington  Sq 

Newman  Dorothy  retd  h44  Lexington  Av  Apt  3 

Newman  Eug  F  (Janice  B)  designer  New  England  Elec  h633  Essex  Av 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Newman  Gerald  studt  r2  Walker  Ct 

Newman  Grant  W  (June  E)  emp  Town  Of  Rockport  h33  Stockholm 
Av  (R) 

Newman  John  L  (Jeanette  F)  (Newman  &  Burke  Auto  Body) 
(Manchester)  h323  Essex  Av 

Newman  Merrill  (Avis)  garbage  disposal  2  Walker  Ct  h2  Walker  Ct 
Newman  Merrill  R  Jr  (Sheila  M)  policemn  City  Police  Dept  h5 
Homan’s  Ct 

Newman  Myron  J  (Marion  M)  retd  h53V2  Concord  St 

Newman  Ronald  J  (Charlene  E)  mech  Gloucester  Eng  h50  High  St 

Newman  Shawn  P  hl2  Acacia  St 

Newman  Signe  A  (Wid  Paul  A)  retd  h46  Curtis  St  (R) 

Newman  Steve  (Speedway  Welding)  rManchester  Mass 
Newman  Thos  Rev  (Louise)  archaeologist  hi 06  Marmion  Wy  (R) 
Newman  Wm  E  (Gloria  F)  firefighter  City  Fire  Dept  hi  13  Magnolia 
Av 

Newton  Fredk  P  (Joyce  L)  mktg  sis  Mass  Lottery  h73  Hesperus  Av 
Newton  Robert  V  (Stella)  emp  Gorton’s  hll  Mondello  Sq 
Nexus  Machine  &  Gallery  (Peter  Lindenmuth)  62  South  Rd  (R) 
Nicastra  John  (Laura)  pntr  h93  Washington  St 

Nicastro  Anthony  P  (Linda)  mach  Gloucester  Engineering  h7  Russell 
Av 

Nicastro  Baptista  h93  Riverdale  Pk 

Nicastro  Barbara  N  Mrs  (Barbara’s  Of  Magnolia)  rManchester  Mass 
Nicastro  Betty  L  studt  r93  Riverdale  Pk 
Nicastro  Bruce  studt  r69  Pleasant  St 

Nicastro  Charles  G  (Marianne  J)  constn  h34  Blynman  Av 
Nicastro  Dominic  A  (Cath  A)  flshermn  hl7  Commercial  St 
Nicastro  Gloria  elk  Addison  Gilbert  Hosp  rShore  Hill  Rd 
Nicastro  Jeremiah  (Mary  G)  flshermn  hl31  Western  Av 
Nicastro  Jeremiah  P  (Cath  V)  flshermn  h35  Mt  Vernon  St 
Nicastro  Jeremiah  T  (Rosalie  L)  flshermn  h25  Pine  St 
Nicastro  Jerome  (Rosalie)  h23  Pine  St 
Nicastro  John  r5  Lloyd  St 

Nicastro  John  B  flshermn  rl5  Madison  Ct  Extn 

Nicastro  John  B  (Grace  K)  treas  Felicia  Oil  Co  Inc  hl23  Maplewood 
Av 

Nicastro  John  M  (Rosaline)  flshermn  h69  Pleasant  St 
Nicastro  Joseph  A  (Pauline  G)  flshermn  h31  Elm  St 
Nicastro  Joseph  A  Jr  emp  City  Water  Dept  h31  Elm  St 
Nicastro  Joseph  P  (Gloria  A)  electn  Rust  Corp  (Everett)  hlO  Shore 
Hill  Rd 

Nicastro  Josephine  nurses  aide  Addison  Gilbert  Hosp  rl31  Western 
Av 

Nicastro  K  Maureen  ofc  sec  City  License  Board  rl4  Old  Ford  Rd 
Nicastro  Louise  hl9  Commercial  St 
Nicastro  Paul  S  emp  Gorton’s  r31  Elm  St 

Nicastro  Philip  (Grace)  master  mariner  Mariner  hl5  Madi^n  Ct  Extn 
Nicastro  Salvatore  (Eliz)  prod  supvr  Glouc  Eng  h7  Fremont  St 
Nicastro  Salvatore  (Mary  A)  oil  dir  hi  17  Western  Av 
Nicastro  Salvatore  A  (K  Maureen)  lab  Thermet  hl4  Old  Ford  Rd 
Nicastro  Sami  (Mary)  pres  Fisherman’s  Wharf  Of  Gloucester  Inc  hl69 
Cherry  St 

Nicastro  Sami  D  hairdrsr  Samuels  Beauty  Salon  (S)  rl5  Madison  Ct 

Extn 

Nicastro  Sebastian  P  (Grace  M)  constn  wkr  h87  Western  Av 
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Nicastro  Serafina  studt  r69  Pleasant  St 

Nicastro  Seraflnco  hairdrsr  House  Of  Robel  h60  Centennial  Av 
Nicastro  Stephanie  studt  r87  Western  Av 

Nicastro  Vence  D  make  upmn  Gloucester  Daily  Times  r87  Western 
Av 

Nicastro  Vencee  (Wid  Salvatore)  shrimp  wkr  h60  Centennial  Av 
Nicholas  Art  Gallery  (Thos  A  Nicholas)  8b  Main  St  (R) 

Nicholas  Thos  A  (Gloria  R)  artist  7  Wildon  Hts  (R)  h7  Wildon  Hts 

(R) 

Nicholas  Wm  phys  Cape  Ann  Med  Center  r  (BEV) 

Nichols  Alden  mgr  Sacred  Cod  rWash  St 

Nichols  Andrea  E  accts  elk  Addison  Gilbert  Hosp  r29  King  St  (R) 
Nichols  Barbara  elk  Nichols  Ocean  Home  Candies  rl4  Myrtle  Sq 
Nichols  Charles  (Claire)  wrtr  h4  Holbrook  Ct  (R) 

Nichols  Edw  Jr  (Bertha  E)  h29  King  St  (R) 

Nichols  Geo  B  (Dorothy  E)  master  mariner  h26  Linden  Rd 
Nichols  Harriet  A  dental  asst  Paul  B  Kenyon  Jr  h2  Brierwood  St 
Nichols  Howard  (Anita)  3  sum  res  1  Riverside  St  rBedford  Mass 
Nichols  James  (Andria)  buyer  Gloucester  Eng  r29  King  St  (R) 

Nichols  Jeanette  S  (Wid  Geo)  retd  h711  Washington  St 
Nichols  John  C  (Alden  S)  adv  Daniel  Lowe  (S)  r711  Washington  St 
Nichols  Ocean  Home  Candies  (Walter  W  Nichols)  Rust  Island 
Nichols  Phyllis  home  mkr  Action  Inc  r5  Bellvue  Av 
Nichols  Robin  studt  r26  Linden  Rd 

Nichols  Walter  W  (Margt)  (Nichols  Ocean  Home  Candies)  hl4  Myrtle 
Sq 

Nichols  Wm  candy  mkr  Nichols  Ocean  Home  Candies  rl49  Eastern 
Av  (Essex) 

Nicholson  Cynthia  tchr  r93  Centennial  Av 
Nicholson  Edith  prf  rdr  h8  Clark  Av  (R) 

Nicholson  Joanne  ofc  sec  David  E  Harrison  r93  Centennial  Av 
Nicholson  John  R  (Virginia  E)  mason  Faulk  Bros  h93  Centennial  Av 
Nick’s  Arco  Service  (Nicholas  P  Guarrasi)  6  Railroad  Av 
Nick’s  Pool  Parlor  (Arth  N  Danikas)  124  Main  St 
Nickas  Andrew  C  (Kathy)  credit  mgr  Gorton  Corp  hSquam  La 
Nickas  Esther  S  (Nickas  Market)  rl  Friend  St 
Nickas  Market  (Esther  S  &  Stella  S  Nickas)  gro  156  Prospect  St 
Nickas  Paul  tchr  Keene  College  (Keen  N  H)  rl  Friend  St 
Nickas  Stella  S  (Wid  Antonio  A)  (Nickas  Market)  hi  Friend  St 
Nickel  Arth  (Mary  E)  h85  Riverdale  Pk 
Nickerson  Charles  mach  Murmac  Mfg  r2  Riggs  St 
Nickerson  Ellen  pkr  Le  Page’s  r20  Eastern  Point  Rd 
Nickerson  Emily  H  Mrs  tchr  Gloucester  High  Sch  rill  Phillips  Av 
(R) 

Nickerson  Ernest  B  (Madeline)  mtcemn  Connolly  &  Daggett  (L)  h3 
Sylvan  Ct 

Nickerson  Eva  M  (Wid  Raymond  A >  retd  h24  Madison  Sq 
Nickerson  Florence  M  (Wid  Leslie)  retd  h5  Mystic  Av 
Nickerson  Frank  Jr  (Mary  E)  genl  hlpr  Gloucester  Eng  hi 22 
Magnolia  Av 

Nickerson  Helen  tchr  r98  Bass  Av 

Nickerson  Helen  Mrs  tchr  Babson  Sch  h4  Mt  Vernon  St 
Nickerson  Herbert  D  chf  san  eng  City  Water  Div  rWilmington  Mass 
Nickerson  Kenneth  R  (Emily  H)  emp  N  E  Aquarium  hill  Phillips 
Av  (R) 

Nickerson  Larry  R  mixing  opr  Le  Page’s  r9  Doane  Rd 
Nickerson  Leroy  (Louisa)  retd  hl2  Carlisle  St 
Nickerson  Rita  L  retd  hl8  Webster  St 
Nickerson  Robt  (Cynthia)  r4  Rio  Dr 

Nickerson  Ronald  A  (Norma)  supt  Quincy  Mkt  Cold  Stge  &  Whse  Co 
hl3  Gee  Av 

Nickerson  Steph  C  (Katherine)  emp  Genl  Elec  (LYNN)  hl65 
Washington  St 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771  _ _ 
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Nickerson  Stephen  L  mech  Industrial  Cab  (Essex)  r3  Sylvan  Ct 
Nickitopolous  Aristedes  N  (Louise  I)  equip  formn  NET&T  h36 
Grapevine  Rd 

Nickitopolous  Louise  I  Mrs  tchr  Gloucester  High  Sch  r36  Grapevine 
Rd 

Nicolosi  Charles  (Kath)  tchr  Rockport  Jr  Sr  Hi  Sch  hl5  Summit  Av 
(R) 

Nicolosi  Lawrence  (Harriet  W)  formn  OUF  hl70  Washington  St 
Nicolosi  Lawrence  A  (Eleanor)  designer  Laur-El  Manchester  h582 
Western  Av 

Nicolosi  Patricia  studt  rl58  Washington  St 

Nicolosi  Robt  N  (Nancy  P)  asmblr  Gloucester  Eng  hl58  Washington 
St 

Nicolosi  Salvatore  (Phyliss)  retd  h9  Corliss  A\ 

Nicolosi  Terri  Mrs  nurse  Addison  Gilbert  Hosp  r8  Acadia  St 

Niederauer  Beverly  D  exec  elk  Dist  Ct  Of  Eastern  Essex  rS  Essex  Av 

Nielsen  See  Also  Nelson  Nielson  And  Nilsen 

Nielsen  Jean  L  nurse  Addison  Gilbert  Hosp  rll2  Bass  Av 

Nielson  Eric  hi  Eastern  Point  Rd 

Nielson  Everett  O  pres  Cupboard  Corp  h9  Pine  St 

Nielson  Hans  K  hi  12  Bass  Av  Apt  3 

Niemi  Arnold  B  (Esther  E)  drop  forger  Cape  Ann  Tool  hl5  Butman 
Av 

Niemi  Diane  Mrs  nurse  Addison  Gilbert  Hosp  h579  Washington  St 
Niemi  Donald  N  (Blanche  R)  driver  Cape  Ann  Mfg  h8  Butman  Av 
Niemi  Ernest  A  (Patsy  R)  plmb  1  Summer  Street  Ct  (R)  hi  Summer 
Street  Ct  (R) 

Niemi  Ernest  A  (Libera  M)  (Benny  The  Florist)  r279  Western  Av 
Niemi  Karl  A  (Edith  G)  mach  Gen  Elect  (LYNN)  h22  Abbott  Rd 
Niemi  Lempi  I  retd  h8  Smith  Street  Ct  (R) 

Niemi  Libera  M  Mrs  (Benny  The  Florist)  r279  Western  Av 

Niemi  Lillian  (Wid  Geo  T)  retd  hl8  Pearl  St 

Niemi  Paul  D  (Mary  E)  eng  Thermet  hPerrywinkle  La 

Niemi  Uno  A  (Julia  E)  formn  City  Highway  Dept  h51  Langsford  St 

Niemi  Verner  W  (Mary  R)  mach  Murmac  Mfg  h20  Friend  St 

Niemi  W  John  (Jennie  M)  retd  hi  12  Main  St  (R) 

Niemi  Wm  E  mtcemn  City  Water  Div  r45  Lexington  Av 
Niemi  Wm  E  (Lydia)  retd  hll30  Washington  St 
Nigro  Ernest  L  summer  res  26  Wyoma  Rd  rReading  Mass 
Nigro  Sami  J  (Mary  A)  summer  res  15  Wingaersheek  Rd  rArlington 
Mass 

Nikola  Donald  computer  programmer  rl057  Washington  St 
Nikola  Keith  W  r5Vfe  Gloucester  Av 

Nikola  Margt  L  Mrs  nurse  Addison  Gilbert  Hosp  h5Vfe  Gloucester  Av 

Niles  Ann  (Wid  Frank)  sum  res  hPalfrey  Rd 

Niles  Apartments  (Richd  L  Andrews)  52  Eastern  Point  Rd 

Niles  Beauty  Shoppe  (Barbara  Zakas)  68  Eastern  Point  Rd 

Nilsen  See  Also  Nelson  Nielsen  And  Nielson 

Nilsen  Carl  studt  r71  Sumner  St 

Nilsen  David  studt  r71  Sumner  St 

Nilsen  Lornts  B  (Louise  N)  dir  of  eng  Lewis  Shepard  Co  h71  Sumner 
St 

Nilsen  Steph  studt  r71  Sumner  St 
Ninfo  Rosalie  (Wid  Frank)  retd  h549  Washington  St 
Nissenbaum  Max  (Ceil  L)  sum  res  7  Bayle  La  r Malden  Mass 
Nixon  Geo  J  sum  res  h  Row  ley  Shore 
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Nixon  Joseph  F  (Margt)  3  sum  res  108  Bungalow  Rd  rBeverly  Mass 
Nixon  Leroy  dishwasher  Ernie’s  Cape  Ann  Diner  r28  Cherry  St 
Nixon  Wm  A  Jr  (Gertrude  L)  slitter  opr  Le  Page’s  hll  Oak  St 
Nobello  Dominic  (Paula  J)  whsemn  Quincy  Mkt  &  Cold  Stge  h447 
Washington  St 

Noble  Albert  E  (Eleanor  F)  chf  City  Fire  Dept  hlOO  Thatcher  Rd 

Noble  Albert  E  Jr  USN  rlOO  Thatcher  Rd 

Noble  Charles  H  Jr  (Jenny)  retd  h61  Eastern  Av 

Noble  David  studt  r7  Sadler  St 

Noble  Davis  h96  Leonard  St 

Noble  Dorothy  Mrs  ofc  sec  Peter  Smith  r27  A  Gee  Av 
Noble  E  Peter  driver  Glou  Trans  r7  Sadler  St 

Noble  Edmund  P  (Barbara  L)  eng  Cape  Ann  Coastal  Serv  h7  Sadler 
St 

Noble  Evelyn  (Wid  Robert)  retd  h8  Hammond  St 

Noble  Gerald  (Jane  P)  firefighter  City  Fire  Dept  h79  Perkins  St 

Noble  Grace  J  Mrs  h52  Warner  St 

Noble  Jerome  Jr  (Virginia)  elec  contr  471  Western  Av  h471  Western 
Av 

Noble  Linda  J  elk  Babson-Elwell  &  Davis  r27a  Gee  Av 
Noble  Madge  B  Mrs  h31  Gee  Av 
Noble  Philip  R  retd  hCaleb’s  La  (R) 

Noble  Ralph  E  (Maureen  F)  firefighter  City  Fire  Dept  r377  Magnolia 
Av 

Noble  Richd  (Susan)  tester  Matheson  Gas  hi  13  Pleasant  St 
Noble  Richd  J  (Susan)  tester  Matheson  Gas  hi  13  Mt  Pleasant  Av 
Noble  Wm  O  (Dorothy  A)  firefighter  City  Fire  Dept  h27a  Gee  Av 
Nocton  Madeline  J  Mrs  cook  St  Ann’s  Rectory  h5%  Maple  St 
Nogello  Joseph  (Seneca)  youth  wkr  hl7  Washington  Sq 
Nolan  Franklin  tchr  Rockport  Jr  Sr  Hi  Sch  rlpswich  Mass 
Nolan  Gladys  R  (Wid  Thos  C)  h32  Norman  Av 

Nolan  Thos  Jr  (Kathleen  M)  mach  Gloucester  Eng  hlO  Norman  Av 
Nolton  Steph  sum  res  North  Rd  (R)  rColorado 
Noonan  Robt  lumper  h2  Cross  St 

Nor’east  Cleaners  (Jay  And  Mrs  Nancy  Cooke)  6  Thatcher  Rd 
Nordstrom  Charles  W  aircraft  mech  Logan  Airport  (B)  h8  Flume  Rd 
Apt  13 

Noreiga  Zaira  retd  rl9  Norman  Av 

Norelga  Leandio  C  (Alicia  M)  eng  Stone  &  Webster  (B)  hl9  Norman 
Av 

Norland  Sales  Brokerage  Robt  Howlett  Pres  Rogers  St 
Norman  Barbara  ofc  wkr  Gloucester  Daily  Times  hi  110  Washington 
St 

Norman  Merle  Cosmetics  (Ann  Sheinwald)  cosmetics  35  Broadway  (R) 

NORMAN  OFFICE  SUPPLY  INC  Norman  Authier  Treasurer, 

Office  Machines,  Equipment  And  Office  Supplies,  Calculators, 
25  Duncan  St  (01930),  Tel  283-8000 
Normand  Cheryl  dental  asst  Paul  B  Kenyon  Jr  r319  Washington  St 
Norman d  Robt  W  hl60  E  Main  St 

Normansell  Elmer  J  (Olivette  M)  watch  eng  Mass  Elec  r381  Essex  Av 
Normanse  11  Lillian  studt  r381  Essex  Av 

Normansell  Olivette  nurse  Addison  Gilbert  Hosp  r381  Essex  Av 
Norrington  Walter  L  (Sarah  R)  eng  (b)  hl2  Union  La  (R) 

Norris  Geo  L  (Virginia)  day  mgr  Surf  Restr  (M)  h69  Hesperus  Av 
Norris  J  Dennis  studt  r9  Mechanic  PI 

Norris  Lucy  E  Mrs  masseur  148  Magnolia  Av  hl48  Magnolia  Av 
Norris  Lynne  elk  Happy  Whale  rl5  Caleb’s  Lane  (R) 

Norris  Mary  E  (Wid  Jesse  D  Jr)  elk  Welfare  Dept  (BEV)  h9 
Mechanic  PI 

Norris  Roger  C  (Lynne  G)  contr  h49  High  St  (R) 

Norris  Russell  T  (Gretchen  D)  regional  dir  U  S  Bur  Of  Fisheries 
h Whale  Cove  Rd  (R) 

Norris  W  ayne  elk  Empire  Clo  r69  Hesperus  Av 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 

1 5  Broadway,  Roekport,  Mass.  01966  Call  283-0210 
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North  Atlantic  Fish  Co  Inc  Frank  J  Cefalo  Pres  Emil  Cefalo  Treas 
whol  88  Commercial  St 

North  Shore  Arts  Assn  Elsa  Hall  Exec  Sec  Rear  197  E  Main  St 
North  Shore  Arts  Assn  Wharf  Rear  197  E  Main  St 

NORTH  SHORE  CREDIT  BUREAU  INC  Ray  H  Cahoon 

President,  Credit  Reports,  Collection  Services  120  Main  St 
Rm  4  (01930),  Tel  283-0889 

NORTH  SHORE  FURNITURE  CO  Jacob  Levy  President- 

Treasurer,  Complete  Home  Furnishings,  Floor  Covering  And 
Upholsterers,  161  Main  St  (01930),  Tel  283-0094  (See  Index  To 
Advertisers) 

North  Shore  Gas  Co  96  Main  St 

North  Shore  Theatre  Richd  Pascucci  Mgr  281  Main  St 
North  Shore  Veterinary  Hospital  (Leonard  J  Letendre)  343 
Washington  St 

Norton  Deborah  studt  hl6%  Railroad  Av  (R) 

Norton  Debra  mgr  Shafer  Studios  rlO  Pleasant  St  (R) 

Norton  Dorothy  (Folly  Cove  Designers)  hRear  146  Leonard  St 
Norton  Edwin  R  (Diane)  (Saddle  Co)  (Hamilton)  hStraitsmouth  Wy  (R) 
Norton  Eileen  A  bkpr  hi  Poole’s  La  (R) 

Norton  Fredk  H  (Ann  H)  retd  h90  Revere  St 

Norton  Janet  S  Mrs  emp  Lufkin  Brown  hlO  Pleasant  St  (R) 

Norton  Mamie  elk  Goldman’s  r96  Bass  Av 
Norton  Margt  retd  hl46  Leonard  St 

Norton  Martha  M  social  wkr  Mc-Cleam  hl21  Granite  St  (R) 

Norton  Morris  H  (Mamie)  (Modern  Bride  Shop)  (Manchester)  h96  Bass 
Av 

Norwood  Andrew  J  retd  hRidgewood  Rd  (R) 

Norwood  Carleton  E  (Bessie  T)  carp  h71  Phillips  Av  (R) 

Norwood  Carleton  E  Jr  studt  r71  Phillips  Av  (R) 

Norwood  Steph  h9  Western  Av 

Noseworthy  Edgar  mech  Dominick-Mc  Niff  hi 28a  Wheeler  St 

Nose  worthy  Edgar  Jr  lobster  mn  rl9  Nally  Av 

Noseworthy  Gerald  (D  Ann)  mgr  h553  Washington  St 

Noseworthy  Natalie  M  Mrs  supvr  Beeman  Mem  Sch  hl9  Nally  Av 

Noseworthy  Robt  (Angelina)  retd  h4  Oak  St 

Noseworthy  Robt  Jr  (Sandra  J)  carp  h83  Prospect  St 

Nose  worthy  Roberta  sec  Thermet  r553  Washington  St 

Noseworthy  Robin  studt  r83  Prospect  St 

Notaro  Elvira  sum  res  hThatcher  Rd  (R) 

Notkin  Myron  (Esther)  sum  res  Starknaught  Hts  rMontreal  Canada 

No  to  Anthony  (Rita)  fisherman  hl4  Harvard  St 

No  to  Joseph  fishermn  hl06  Pleasant  St 

Noto  Peter  (Maria)  fishermn  h73  Friend  St 

No  to  Salvatore  h24  Prospect  St 

Noto  re  John  emp  Gorton’s  hll  Spring  St 

Novack  Richd  (Joyce)  4  sum  res  Rockholm  Rd  r Rockland  Ill 

Novak  Steven  Jr  (Paula)  emp  O’Maley  Sch  h507  Essex  Av 

Novak  Wm  J  carrier  P  O  rl25  Washington  St 

Novello  Anthony  P  (Grace)  fishermn  h32  Fort  Sq 

Novello  Bernadette  nurse  Addison  Gilbert  Hosp  r298  Washington  St 

Novello  Bonaventure  retd  h24  Burnham  St 

Novello  Dominic  (Mary)  boat  capt  h5  Tower  Rd 

Novello  James  fishermn  r5  Tower  Rd 

Novello  John  (Lillian)  elk  h93  Washington  St 

Novello  John  B  (Rose  M)  fishermn  h22  Burnham  St 


"O  Tl 

II 

°s 

3C 


n 

n 

n 

30 


n 

o 

■o 


278 


Novello  Joseph  (Sandra  J)  flshermn  h34  Commonwealth  Av 
Novello  Joseph  fishermn  r5  Tower  Rd 

Novello  Joseph  B  (Rosanne  M)  electn  Gloucester  Eng  h26  Washington 
Sq 

Novello  Joseph  B  emp  Glou  Eng  r22  Burnham  St 
Novello  Joseph  B  (Rosalina)  pres  Bonaventure  Inc  h38  Middle  St 
Novello  Nicholas  (Roseline  F)  treas  Bonaventure  Inc  h7  Gaffney  St 
Novello  Peter  P  studt  r38  Middle  St 
Novello  Salvatore  N  (Judith  R)  fishermn  h8  Harriett  Rd 
Novello  Salvatore  R  (Ada  E)  treas  Gloucester  Marine  Railways  Corp 
hlO  Winchester  Ct 

Nowak  Alf  J  (Kath)  hi 45  Essex  Av  Apt  16 
Nowe  Bernard  M  meter  reader  North  Shore  Gas  h8  Cole  Av 
Noyes  Andrew  L  (Pamela)  (Noyes  Hardware)  (Swampscott)  hRiverview 
Rd 

Noyes  Kirk  housing  div  dir  Action  Inc  hi  19  Main  St 
Noyes  The  Mover  (Robt  E  Me  Gillivray)  108  Pleasant  St 
Noyes  Wm  R  (Eleanor  A)  retd  hRiverview  Rd 
Nubel  Walter  hlOl  Mt  Pleasant  Av 

Nugent  Charles  P  hlpr  Lipman  Mariner  rl94  Eastern  Av 
Nugent  Cherie  h35  Cleveland  St 
Nugent  Dorothy  elk  Sitto’s  rR-12  Gerring  Rd 
Nugent  Dorothy  A  Mrs  rl28a  Wheeler  St 

Nugent  James  P  (Janice  G)  ships  Chandler  James  Nugent  Co  hl94 
Eastern  Av 

Nugent  John  T  carp  Lifetime  Aluminum  h26  Warner  St 
Nugent  Mary  J  (Wid  Jas  P)  retd  hl4  Marble  St 
Nugent  Mary  J  tchr  Gloucester  High  Sch  rl4  Marble  St 
Nugent  Nora  retd  r44  South  St  (R) 

Nugent  Shirley  L  (Wid  Richd  O)  hl37  Eastern  Av 
Nunes  Anna  R  Mrs  hse  &  ktehn  wkr  Huntress  Pub  Med  Inst  rl7 
Proctor  St 

Nunes  Eleanor  M  lead  girl  Le  Page’s  h32  Concord  St 
Nunes  Evelyn  retd  h54  Warner  St 

Nunes  H  Augustus  Jr  (Carolyn  M)  tchr  Gloucester  High  Sch  hl24 
Maplewood  Av 

Nunes  Melvin  atndt  Tony’s  House  Of  Tires  rEssex  Mass 
Nunes  Shiela  M  Mrs  hlO  Mt  Vernon  St 

Nunes  Steph  A  (Annie)  atndt  Tony’s  House  Of  Tires  h21  Green  St 

Nutbrown  Richd  K  (Eliz  M)  mech  City  Of  Gloucester  h508  Essex  Av 

Nuton  Marie  retd  r82  Pleasant  St 

Nutt  Ruth  M  (Wid  James  C)  retd  hRiverside  St 

Nutting  Edmund  (Mary)  hi  189  Washington  St 

Nutting  Philip  H  studt  rll89  Washington  St 

Nutton  Andrew  H  (Harriet  L)  pres-genl  mgr  Cape  Ann  Forge  Div  Of 
Standard  Int  Corp  h5  Overlook  Av 
Nyland  Clarence  retd  h3a  King  Street  Ct  (R) 

Nyman  Donald  (Eliz)  summer  res  hUncas  Rd 
Oak  Grove  Cemetery  9  Grove  St 

Oakes  Clara  S  (Wid  Henry  L  Jr)  retd  h396  Essex  Av 
Oakes  Eliz  Mrs  ofc  sec  Carroll  K  Steele  Ins  Agcy  h5  Lincoln  Av 
Oakes  Gardner  W  (Gertrude)  summer  res  hWoodward  Av 
Oakes  Geo  A  (Marjorie  W)  bldg  contr  25  Thatcher  Rd  h25  Thatcher 
Rd 

Oakes  Helen  H  (Wid  Everett  B)  ofc  sec  D  F  Harris  &  Sons  hl65 
Main  St  (R) 

Oakes  James  M  (Sylvia  M)  treas  Cape  Ann  Bk  &  Trust  hl5  Conant 
Av 

Oakes  Kathleen  E  nurses  aide  Cape  Ann  Nursing  Home  rLawrence 
Mountain  Rd 

Oakes  Margt  sec  Ventron  (BEV)  r88  Eastern  Av 

Oakes  Marguerite  A  nurses  aide  Cape  Ann  Nursing  Home  rLawrence 
Mountain  Rd 
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Oakes  Richd  A  (Jean  P)  dept  mgr  Raytheon  (Andover)  h80  Perkins  St 
Oakes  Robt  H  (Marilyn)  carp  tchr  Gloucester  Hi  Sch  hLawrence 
Mountain  Rd 

Oakland  Mary  retd  hi  191  Washington  St 

Oakley  Paul  M  treas  Cape  Ann  Animal  Aid  Associated  Inc  hi  15c  Mt 
Pleasant  Av 

Oaks  Beverly  day  care  mother  Action  Inc  rlpswich  Mass 
Oaks  Howard  J  (Ann)  sum  res  h31  Beach  Rd 
Oathes  Maureen  Mrs  rl50  Washington  St 

Oberlander  Wm  (Marian)  mech  Am  Airlines  (EB)  h57  Mt  Pleasant  St 

(R) 

O’Brien  Alice  C  Mrs  nurse  Addison  Gilbert  Hosp  h6  Decatur  St 
O’Brien  Alice  R  (Wid  Wm  F)  nurse  Saugus  Hosp  hl6  Cleaves  St  (R) 
O’Brien  Anne  (Wid  James  F)  retd  hl60  Main  St  (R) 

O’Brien  Carol  A  Mrs  bkpr  Gloucester  Bldg  Sup  rl7  Maplewood  Av 

O’Brien  Colin  driver  E  A  Greel  rArcadia  Ct 

O’Brien  Danl  E  fish  ctr  r8  Sargent  St 

O’Brien  Donna  elk  Mighty  Mac  r32  Hodgkins  St 

O’Brien  Dorothy  studt  r66  Centennial  Av 

O’Brien  Frances  nurse  Addison  Gilbert  Hosp  r44  Lexington  Av  Apt  5 
O’Brien  Harriet  E  rl52  Leonard  St 
O’Brien  James  emp  Mighty  Mac  r32  Hodgkins  St 
O’Brien  James  F  (Shirley  F)  head  linemn  Mass  Elec  h6  Wildon  Hts 
(R) 

O’Brien  James  L  Jr  (Cecelia  M)  whse  mn  Quincy  Mkt  Cold  Stge  hl66 
E  Main  St 

O’Brien  Janice  emp  Button  Shop  (B)  r6  Wildon  Hts  (R) 

O’Brien  Jeanne  M  h217  Granite  St  (R) 

O’Brien  John  summer  res  h50  Valley  Rd 

O’Brien  John  Rev  asst  St  Ann’s  Rectory  r60  Prospect 

O’Brien  John  E  (Cynthia  S)  elec  designer  h32  High  St  (R) 

O’Brien  John  J  Jr  eng  State  D  P  W  h35  Wolf  Hill  La 
O’Brien  Joseph  W  (Ruth  M)  mgr  Mac  Gray  Corp  (CAMB)  h7  Bass 
Rocks  Rd 

O’Brien  Leona  S  retd  hll  Shepherd  St 

O’Brien  Loren  A  (Rose  M)  ofc  mgr  Sea  Cold  Service  h21  Grapevine 

Rd 

O’Brien  Margt  J  matron  Capt  Courageous  Restr  h3  Cedar  St 

O’Brien  Mary  R  retd  h580  Western  Av 

O’Brien  Nora  M  (Wid  Daniel)  emp  OUF  h8  Sargent  St 

O’Brien  Philip  J  (Marceline  E)  slsmn  h7  Butler  Av 

Obrien  Richd  studt  rl66  E  Main  St 

O’Brien  Robt  L  (Ruth  M)  carrier  P  O  hEllery  St 

O’Brien  Shirley  F  Mrs  (Shirley’s  Beauty  Salon)  r6  Wildon  Hts  (R) 

O’Brien  Steven  emp  Town  Of  Rockport  r6  Wildon  Hts  (R) 

O’Brien  Thos  USA  rl66  E  Main  St 

O’Brien  Thos  (Harriet)  elk  Mother  Ann  Ocean  Products  hSalt  Island 
Rd 

O’Brien  Thos  A  rl6  Cleaves  St  (R) 

O’Brien  Thos  R  (Sylvia  P)  flshermn  h32  Hodgkins  St 
O’Callaghan  J  M  h31  Western  Av  Apt  6 
O’Callahan  Jean  bkpr  Works  Chev-Olds  rReading 
O’Callahan  Sally  chandler  The  Chandlery  rBreakwater  Av  (R) 

Ocean  Crest  Seafoods  Inc  Anthony  P  Parco  Pres  Edw  E  Me  Collum 
Jr  Treas  whol  fish  88  Commercial  St 
Ocean  Lodge  91  (IOOF)  111  Main  St 

Ocean  Terrace  Apts  Rhoda  E  Brenner  Mgr  2  Ocean  Av 
Ocean  View  Lodge  No  84  (K  Of  P)  203  Granite  St  (R) 

Oceanside  Real  Estate  (Mrs  Seraphina  M  Del  Torchio)  31  Norman  Av 
Oceanside  Restr  (Sherman  Mustafa)  28  Fuller  St 
Oceanview  News  Agency  Kenneth  Flygare  Mgr  42  Lexington  Av 
O’Connell  Bonnie  P  Mrs  tchr  Gloucester  High  Sch  r5  Ocean  Av  (R) 

O  Connell  Eileen  M  nurse  Addison  Gilbert  Hosp  hDrumlin  Rd  (R) 
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O  Connell  Frances  J  (Doris  A)  3  sum  res  3  Longview  Rd  rWatertown 
Mass 

O’Connell  Francis  A  (Bonnie  P)  v  pres  Babson  Report  (Wellesly)  h5 
Ocean  Av  (R) 

O’Connell  Harold  R  lobstermn  rl4  Summit  Av  (R) 

O’Connell  Harry  W  (Eleanor  V)  retd  h80a  Middle  St  Apt  20 
O’Connell  John  B  (Celia  E)  retd  h31  Beacon  St 

O’Connell  John  B  Jr  (Betty  J)  sis  rep  Monarch  Foods  (Everett)  h33 
Wheeler  St 

O’Connell  Margt  A  retd  r44  South  St  (R) 

O’Connell  Marilyn  retd  h36  South  St  (R) 

O’Connell  Mary  intake  supvr  Sr  Home  Care  Serv  r47  Woodward  Av 
O’Connell  Mary  A  retd  r Landmark  La  (R) 

O’Connell  Paul  R  Jr  sum  res  Castle  Pt  rMarblehead  Mass 
O’Connell’s  Variety  Store  (Angus  Hinckley)  89  Washington  St 
O’Conner  Steph  (Anna)  tchr  Milton  L  Fuller  Sch  h7  Sibley  St 
O’Connor  Anna  ofc  sec  City  Sch  Dept  r7  Sibley  St 
O’Connor  Beatrice  homevisitor  Action  Inc  r9  Clearview  Av 
O’Connor  David  M  (Beatrice)  fishermn  hNew  Way  La 
O’Connor  David  W  (Marsha  A)  investigator  B  &  M  (B)  h271  Essex  Av 
O’Connor  Eliz  retd  rl90  Western  Av 

O  Connor  Gerald  B  (Martha  F)  mtcemn  Gorton’s  h40  Broadway  (R) 
O’Connor  Marguerite  R  (Wid  Wm)  retd  hi  Wharf  Rd  (R) 

O’Connor  Maurice  (Margt)  chem  (Bev)  h305  Washington  St 
O’Connor  Michl  E  r40  Broadway  (R) 

O’Connor  Timothy  E  utilitymn  Gorton’s  r40  Broadway  (R) 

O  Connor  Wm  C  (Mary  L)  sum  res  Elmo  La  rDanvers  Mass 
O’Connor  Wm  E  (Carol  A)  toll  tester  N  E  T  &  T  (D)  h206  Granite  St 

(R) 

O’Connor  Wm  F  (Carolyn  M)  v-pres  Gorton’s  hl8  Rackliffe  St 
O’Day  Anna  A  retd  rl23  Marmion  Wy  (R) 

O’Dea  Esther  (Wid  Arth  J)  retd  hllO  Western  Av 
O’Dea  Fred  A  (Julie  F)  servmn  hl2  Bellevue  Av 

O’Dea  Martha  J  personal  asst  US  Dept  Of  Interior  rllO  Western  Av 
O  Dell  Ann  E  Mrs  real  est  27  Starknaught  Hts  h27  Starknaught  Hts 
O’Donnell  Anne  R  phys  Cape  Ann  Med  Center  h24a  Grapevine  Rd 
O’Donnell  Dorothy  M  (Wid  Wm  F)  r6  Allen  St 
O’Donnell  Gladys  (Wid  Albert  M)  retd  h7  Nally  Av 
O  Donnell  Judith  A  med  asst  Addison  Gilbert  Hosp  hl45  Essex  Av 
Apt  6 

O’Donnell  Mary  L  (Wid  John  R)  retd  hl9  Dean  Rd  (R) 

O’Donnell  Maurice  H  (Clara  K)  mach  Murmac  Mfg  h56  E  Main  St 
O’Donnell  Robt  policemn  City  Police  Dept  rLyndale  Av 
O’Donnell  Thos  F  (D  Claire)  pres  Off  Shore  Fisheries  h20  Marmion 
Wy  (R) 

O  Donnell  Thos  J  tchr  Gloucester  High  Sch  hll  Cedarwood  Rd 
O’Donnell-Usen  Fisheries  Irving  Usen  Pres-Treas  whol  fish  51 
Commercial  St 

O’Donnell  Walter  E  (Madeline)  phys  Blackburn  Dr  h36  Edgemoor  Rd 
Odum  Andrew  T  (Ann  B)  agt  h6  Madison  Ct 

Odum  Brenda  nurses  aide  Cape  Ann  Nursing  Home  r7  Mason  Ct 
Odum  Geo  T  Jr  (Helen  A)  jr  eng  aide  City  Eng  hlO  Columbia  St 
Odum  Helen  nurses  aide  Cape  Ann  Nursing  Home  rlO  Columbia  St 
Off  Shore  Fisheries  Inc  Thos  F  O’Donnell  Pres  fish  brokers  Rogers  St 
Officer  James  P  (Joan  I)  car  slsmn  h6  Nally  Av 
O’Gorman  James  F  (Jean)  prof  hl6  N  Kilby  St 
O  Grady  Gerald  B  III  USN  rPenryn  La  (R) 

O’Grady  Gerald  B  Rev  sum  res  Penryn  La  (R)  rBloomsfield  Hills 
Mich 

O’Grady  John  W  (Virginia  M)  sum  res  29  Long  Beach  St  (R) 
r Winchester  Mass 

O  Grady  John  W  Jr  emp  Gloucester  Ice  &  Cold  Storage  hNorwood 
Hts 
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O’Grady  Louise  tchr  asst  Rockport  Jr  Sr  Hi  Sch  rPenryn  Way  Bx 
276  (R) 

O’Grady  Steph  USN  rPenryn  La  (R) 

Ogren  Ingrid  h44  Lexington  Av  Apt  47 

O’Hanley  Alex  R  (Estelle  M)  cook  Gorton’s  h50  Reynard  St 

O’Hanley  Arth  J  Jr  carp  hRear  9  Brierwood  St 

O’Hanley  Harold  J  (Dorothy  M)  equip  opr  City  Water  Div  h9  Marion 
Wy 

O’Hanley  Michl  (Theresa)  emp  Quincy  Cold  Storage  hl61  E  Main  St 
O’Hanley  Richd  D  (Nancy  R)  driver  Cape  Ann  Mkt  h.2  Perkins  St 
O’Hanley  Robt  E  (Phyllis  L)  plant  opr  City  Water  Div  hl3  Spring  St 
O’Hara  Blance  M  retd  hl4  Mt  Vernon  St 
O’Hara  James  comnr  City  License  Board  rMagnolia  Mass 
O’Hara  James  W  (Ann  A)  parole  ofcr  US  Dept  Of  Justice  (B)  h79 
Lexington  Av 

O’Hara  Michl  J  studt  r79  Lexington  Av 
O’Hara  Thos  artist  17  Rocky  Neck  Av  hl7  Rocky  Neck  Av 
O’Hare  Francis  C  Rev  sum  res  40  Beachcroft  Rd  rBrighton  Mass 
O’Hare  Loretta  V  sum  res  3  Long  Beach  St  (R)  rMedford  Mass 
O’Hearn  Eunice  rCape  Ann  Nursing  Home 

O’Hearn  Marjorie  S  (Wid  W  Elliott)  med  sec  Warren  M  Poland  h5 
Hammond  St 

O’Hearn  Sonja  J  Mrs  hairdrsr  Anthony’s  Beauty  Salon  rBeverly  Mass 

Ojantakanen  Amelia  E  (Wid  Waina  T)  domestic  h4  Gee  Av 

Ojantakanen  Helen  E  (Wid  Rudolph)  h71  High  St 

O’Keefe  See  Also  Keefe 

O’Keefe  Edna  M  retd  h4  Poplar  St 

O’Keefe  Emeline  retd  rl90  Western  Av 

O’Keefe  Janice  ofc  sec  Gloucester  High  Sch  rll  Ellery  St 

O’Keefe  Kenneth  K  (Madeline  H)  lab  Faulk  Bros  hll  Ellery  St 

O’Keefe  Margt  M  sum  res  Thurston’s  Pt  rLynn  Mass 

O’Keefe  Owen  M  rll  Ellery  St 

Olans  Paul  meat  mgr  Stop  &  Shop  rPeabody  Mass 
Old  Castle  The  museum  3  Castle  La  (R) 

Old  Farm  Inn  (John  C  &  Mrs  Mabel  A  Balzarini)  tourists  291 
Granite  St  (R) 

Old  Mill  The  (Wm  F  Sawyer)  410  Washington  St 
Old  Parish  Cemetery  10%  Beach  St  (R) 

Old  Salt  Box  The  (Louis  Polack)  antiques  16  South  St  (R) 

Old  Salt  Weather  Observatory  (Rev  Ralph  M  Barker)  32%  South  St 

(R) 

Old  Second  Parish  Burial  Ground  Thompson  St 

Old  Timer’s  Tavern  (Vito  Scola  &  Salvatore  Lovasco)  14  Rogers  St 

Oldman  Ruth  Mrs  h8  Middle  St 

Oleana  By  The  Sea  (John  Maki)  27  Main  St  (R) 

O’LEARY  BROS  PAVING  AND  SEWERAGE  CO  (Charles 

O’Leary)  Hot  Top  Specialists  Sidewalks-Driveways  Serving 
Cape  Ann  Over  25  Years  62  Grove  St  (01930)  Tels  283-6871 
283-5200 

O’Leary  Charles  (O’Leary  Bros  Paving  &  Sewerage  Co)  h62  Grove  St 
O’Leary  Charles  H  (Marjorie  A)  mtce  serv  hl8  Rockport  Rd 
O’Leary  Danl  hl05  Granite  St  (R) 

O’Leary  Elinore  A  (Wid  Thos  B)  summer  ros  hEden  Rd  (R) 

O’Leary  Richd  pres  &  treas  Western  Ocean  Resources  rl  Prospect  St 
Essex  Mass 

Oleson  See  Also  Olsen  And  Olson 

Oleson  Randolph  M  (Dorothy  O)  retd  h9%  Carlisle  St 

Oleson  Robt  H  retd  r26  Washington  Sq 

Oliveira  Antonio  F  h24a  Friend  St 

Oliveira  Rosa  A  elk  typ  Le  Page’s  r24a  Friend  St 

Oliver  Anne  (Wid  John  R)  r3  Cedar  St 

Oliver  Barbara  counselor  Action  Inc  hi  14  E  Main  St 

Oliver  Carol  teller  Cape  Ann  Sav  Bk  r6  Emerald  St 
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Oliver  Diane  h68  Maplewood  Pk 

Oliver  Dorothy  L  (Wid  Allen  F)  retd  h21  Bass  Av 

Oliver  Estelle  M  retd  h30  Lincoln  Pk 

Oliver  Evelyn  (White  Star  Fish  Market)  hl50  Prospect  St 
Oliver  Frank  servmn  Works  Chev-Olds  r93  Prospect  St 
Oliver  Frank  retd  hl6  Friend  St 

Oliver  Franklin  W  (Esther  A)  retd  hla  Norseman  Av 
Oliver  Geo  rCape  Ann  Nursing  Home 

Oliver  Geraldine  mgr  Yellow  Submarine  Shop  rl4  Silva  Ct 
Oliver  Gertrude  M  (Wid  Geo  W)  cafeteria  wkr  Eastern  Av  Sch  h55 
Wheeler  St 

Oliver  Gilbert  R  retd  h6  Marchant  St 

Oliver  Hilary  M  elk  Hancock  Mut  Life  (B)  r55  Wheeler  St 
Oliver  James  (Joyce)  heavy  equip  opr  h32  Bass  Av 
Oliver  James  A  studt  hlO  Oakes  Av 
Oliver  James  P  (Nancy  E)  mech  hLa  Rose  Av 
Oliver  Joanne  r6  Charles  St  (R) 

Oliver  John  (Helen  M)  electn  h37  Trask  St 
Oliver  John  Jr  acct  (B)  r37  Trask  St 
Oliver  John  Jr  studt  r288  Western  Av 
Oliver  John  C  carp  Fildman  Bros  h6  Charles  St  (R) 

Oliver  John  G  (Daisy  R)  supvr  State  St  Natl  Bank  &  Trust  (B)  h288 
Western  Av 

Oliver  Lawrence  G  (Josephine  A)  plant  wkr  West  Lynn  Creamery 
(LYNN)  hl49  Riverdale  Pk 
Oliver  Lawrence  G  flshermn  h9  Elwell  St 
Oliver  Lenore  elk  The  Curtain  Shop  r8  Perkins  St 
Oliver  M  Evelyn  retd  h22  Plum  St 
Oliver  Mabel  B  (Wid  Frank  V)  retd  hill  Bass  Av 
Oliver  Martha  S  (Wid  Richd)  sum  res  Brier  Neck  Rd  rEast  Orange 
NJ 

Oliver  Mary  retd  r44  South  St  (R) 

Oliver  Mary  D  (Wid  Joseph)  retd  r7V2  Forest  St 
Oliver  Matilda  (Wid  Manuel  F)  retd  h4  Poplar  Pk 
Oliver  Nancy  J  h9  Elwell  St 

Olivdr  Noreen  C  (Wid  Geo  F)  supvr  Gloucester  Welf  Serv  Ofc  hl94 
Essex  Av 

Oliver  Ralph  emp  Glove  Eng  h211  E  Main  St 

Oliver  Ralph  C  (Leonore)  slsmn  h223  Washington  St 

Oliver  Ralph  C  Jr  electn  r223  Washington  St 

Oliver  Ralph  C  Jr  elec  Parks  Bros  h33  Mt  Vernon  St 

Oliver  Randolph  G  (Carol  J)  electn  h6  Emerald  St 

Oliver  Raphael  D  (Geraldine)  (Yellow  Submarine  Shop)  hl4  Silva  Ct 

Oliver  Raymond  rCape  Ann  Nursing  Home 

Oliver  Renee  customer  serv  rep  Cape  Ann  Bk  &  Tr  rl4  Silva  Ct 
Oliver  Richd  tchr  Milton  L  Fuller  Sch  rla  Norseman  Av 
Oliver  Robt  B  (Martha)  h62  Warner  St 

Oliver  Robt  J  (Pauline  D)  (Oliver’s  Market)  hRear  82  Mt  Pleasant  Av 
Oliver  Robt  W  (Leona  M)  mgr  Cape  Ann  Bk  &  Tr  h29  Summer  St 

(R) 

Oliver  Susan  L  USAF  r29  Summer  St  (R) 

Oliver’s  Market  (Robt  J  Oliver)  158  E  Main  St 
Oliverra  Vito  deacon  Our  Lady  Of  Good  Voyage  Church  hl42 
Prospect  St 

Olken  Harry  G  (Ruth)  1  sum  res  6  Eden  Rd  (R)  rSwampscott  Mass 
Oloi  Maria  studt  r21  Summer  St 
Oloi  Santo  (Santina)  fishermn  h21  Summer  St 
Olsen  See  Also  Oleson  And  Olson 
Olsen  Edith  M  (Wid  Charles  A  Jr)  h39  Cherry  St 
Olsen  John  G  Jr  (Sarah  A)  asst  treas  Cape  Ann  Savings  Bank  hl41 
Mt  Pleasant  Av 

Olsen  Mildred  P  (Wid  John  G)  retd  h6  Staten  St 
Olsen  Pauline  E  elk  Gloucester  Natl  Bk  r6  Staten  St 
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Olsen  Theresa  Mrs  instr  Mitchell’s  Driving  Sch  hliy2  Washington  St 
Olson  Albert  (Lana)  tech  formn  G  E  (LYNN)  hl3  Haven  Av  (R) 

Olson  Albin  S  slsmn  Tadco  Mfg  rRowley  Shore  Mass 

Olson  Alf  J  (Patricia  R)  eng  Design  Serv  (Waltham)  h5  Burnham  St 

Olson  Arth  L  (Helvi  H)  lobstermn  hl4  Breakwater  Av  (R) 

Olson  Carl  J  Jr  (Patricia  M)  servmn  North  Shore  Gas  hl47  Western 
Av 

Olson  Charles  sum  res  hSeaview  St  (R) 

Olson  Donna  home  aide  Action  Inc  rMaplewood  Pk 
Olson  Eliz  h20  Prospect  Sq 

Olson  Gerald  pres  J  &  P  Trucking  rTop  Of  The  Harbor  Bldg  5  Apt  5 
Olson  Glenda  waitress  Ellen’s  Coffee  Shop  rSummer  St  Extn  (R) 

Olson  Gustave  D  (Esther  L)  dir  Rockport  Civil  Defense  hSummer  St 
Extn  (R) 

Olson  Jennie  Mrs  retd  hl6  Ketchopulos  Cir  (R)  Apt  G 
Olson  Lester  F  (Barbara)  meat  ctr  Purity  Supreme  (BEV)  h7 
Rockmoor  Ter 

Olson  Lillian  M  retd  rl02  Centennial  Av 
Olson  Linda  studt  rl4  Breakwater  Av  (R) 

Olson  Mary  Jane  1  p  n  Addison  Gilbert  Hosp  rl86  Main  St  (R) 

Olson  Melvin  (Julia)  retd  hll  Lincoln  Pk 
Olson  Melvin  A  (Eliz)  rep  h3  Gap  Head  Rd  (R) 

Olson  Melvin  P  Jr  (Ruth  M)  treas  Gloucester  Co-Operative  Bank  h6 
Riverview  Rd 

Olson  Mildred  L  (Wid  Charles  C)  retd  hl04  E  Main  St 

Olson  Patricia  admn  asst  Rockport  Sch  Dept  r56  Pigeon  Hill  St  (R) 

Olson  Paul  E  retd  r56  Pigeon  Hill  (R) 

Olson  Peter  studt  r3  Gap  Head  Rd  (R) 

Olson  Richd  A  (Barbara)  lab  Town  Of  Rock  hl86  Main  St  (R) 

Olson  Richd  C  (Patricia  M)  lobstermn  h56  Pigeon  Hill  (R) 

Olson  Richd  T  USAF  r22  Summit  Av  (R) 

Olson  Robt  driver  hl02  Centennial  Av 

Olson  Robt  E  (Pauline)  emp  Penn  Trans  h!45  Essex  Av  Apt  16 
Olson  Romaine  ofc  sec  (B)  hl43  Mt  Pleasant  Av 
Olson  Sally  A  studt  r22  Summit  Av  (R) 

Olson  Sally  B  Mrs  nurse  Addison  Gilbert  Hosp  rEssex  Mass 
Olson  Thor  B  (Jean  E)  emp  Univ  Of  Mass  (B)  h22  Summit  Av  (R) 
Olson  Thor  B  Jr  studt  r22  Summit  Av  (R) 

Olson  Victor  sum  res  hSeaview  St  (R) 

Olson  Waino  retd  h66V2  Langsford  St 

Olson  Warren  storerm  mgr  Addison  Gilbert  Hosp  rl8  Curtis  St  (R) 
O’Maley  Charles  M  (Joyce)  emp  NET&T  hl61  Washington  St 
O’Maley  James  T  (Margt  A)  retd  hl3  Harvard  St 
O’Maley  John  J  (Carol)  counselor  Ralph  B  O’Maley  Mdl  Sch  hl61 
Washington  St 

O’Maley  Joseph  W  (Edna  R)  electn  Parks  Bros  h324  Washington  St 
O’Maley  Karin  studt  rRust  Island 
O’Maley  Lisa  A  studt  rRust  Island 

O’Maley  Marion  C  (Wid  G  Warren)  home  aide  Action  Inc  hl7l/2 
Centennial  Av 

O’Maley  Ralph  Middle  School  Alphonso  Swikkla  Prin  353  Washington 

O  Maley  Ralph  Skating  Rink  Vito  Anida  Mgr  Alf  Stuart  Asst  Mgr 
skating  &  hockey  rink  353  Washington  St 
O’Maley  Robt  (Linda)  refrigerating  eng  h461  Western  Av 
O’Maley  Robt  C  (Lottie  H)  custdn  Milton  L  Fuller  Sch  hi  10 
Centennial  Av 

O’Maley  Roger  L  (Eliz  A)  reprmn  NET&T  hi  10  Phillips  Av  (R) 

O  Maley  Russell  S  (Lila  E)  treas-mgr  Mooter’s  Package  Store  Inc 
hRust  Island 

O’Maley  Thos  (Barbara  A)  sgt  Rockport  Police  Dept  hTarr’s  La  (R) 
O’Maley  Wm  emp  Smith  Publishing  h59  Eastern  Av 
O’Maley  Wm  K  (Ellen  F)  carrier  P  O  h745  Washington  St 
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O’Malley  Gina  counselor  Action  Inc  r35r  Main  St 
O’Malley  Susan  nurse  Addison  Gilbert  Hosp  rl45  Essex  Av  Bldg  1 
Apt  11 

Omni- Wave  Electronics  Corp  Raymond  Tarr  Pres  Milton  Hamilton 
V-Pres  Blackburn  Dr 

O’Neil  Barbara  E  sum  res  Rear  23  Point  Rd  rRowley  Mass 
O’Neil  Dan  W  retd  hlOb  Dock  Sq  (R) 

O’Neil  Gerald  A  (Arlene)  tchr  Gloucester  High  Sch  hl62  Hesperus  Av 

O’Neil  James  F  (Karin)  crane  opr  hll  Woodman  St 

O’Neil  Kath  retd  h59  Prospect  St 

O’Neil  Kathryn  Mrs  pkr  Gorton’s  hi43  Prospect  St 

O’Neil  M  Madeline  bkpr  John  Alden-Griffin  h2  Middle  St 

O’Neil  Robt  (Ann)  meat  ctr  A&P  h9  Myrtle  Sq 

O’Neill  Ethel  H  (Wid  John)  retd  hl7  Norwood  Av  (R) 

Onorio  Antonino  G  comp  opr  American  Mutual  rl4  Riggs  St 
Onorio  Gabrielle  USAF  rl4  Riggs  St 

Onorio  Gaetano  (Girolana)  agt  Alitalia  Airlanes  (B)  hl4  Riggs  St 
Onthank  Elmer  A  (Ruth  S)  development  dir  Sheraton  Corp  (B) 
hRockholm  Rd 

Onthank  Elmer  A  III  studt  rRockholm  Rd 

Open-Church  Foundation  Geo  Rideout  Exec  V-Pres  58  Middle  St 
Opie  Douglas  B  mach  Gloucester  Eng  r5  Bayfield  Rd 
Opie  Harold  E  (Natalie  F)  supvr  Cabot  Research  (Billerica)  h5 
Bayfield  Rd 

Opie  Jane  r5  Bayfield  Rd 

Oppenheim  Bertram  (Weathervane)  hl3  Grapevine  Rd 
Orange  Joseph  V  circulation  mgr  Bev  Times  rl6  Taylor  St 
Orb  Silversmith  (Otto  Bade)  36  South  Rd  (R) 

O’Reilly  See  Also  Reilly  And  Riley 
O’Reilly  Charles  A  retd  hl3  Prospect  St  (R) 

O’Reilly  Charles  D  tchr  Wm  Diamond  Jr  Sch  (Lexington)  rl3 
Prospect  St  (R) 

O’Reilly  Jill  Ann  tchr  (Lexington)  rl3  Prospect  St  (R) 

Oritz  Cesar  summer  res  hl9  Old  Garden  Rd  (R) 

Orlando  A  Michl  lab  Imperial  Fisheries  r23  Riggs  St 
Orlando  Alerio  F  (Sandra)  elk  P  O  hl9  Mansfield  St 
Orlando  Ambrose  studt  r31  Granite  St 
Orlando  Ambrose  (Grace)  fishermn  h3  Gloucester  Av 
Orlando  Andrew  (Margt  M)  fishermn  h7  Liberty  St 
Orlando  Anthony  (Jeannie)  fishermn  h6  Foster  St 
Orlando  Anthony  mach  Waverly  Heat  Sys  (BEV)  r67  Commercial  St 
Orlando  Anthony  M  (Josephine  A)  (Hesperus  Lobster  Pool)  h66 
Sumner  St 

Orlando  Anthony  P  (Marilyn  A)  mtee  City  Sewer  Div  hl5  Hawthorne 
Rd 

Orlando  Antonette  (Wid  Michl)  retd  h7  Puritan  Ct 
Orlando  Benj  (Joan)  (Railroad  Av  Mkt)  h62  High  Popples  Rd 
Orlando  Bessie  K  (Wid  James  G)  hll  Millett  St 
Orlando  Carlo  h25  Prospect  St 

Orlando  Carlo  shoe  wkr  Duchess  Footwear  (S)  r67  Commercial  St 
Orlando  Carlo  (Maria)  fishermn  h9  Church  St 

Orlando  Carlo  J  (Grace  T)  treas  Orlando  Fish  Co  Inc  h21  Chestnut  St 
Orlando  Carlo  R  (Helen  E)  gro  mgr  Cape  Ann  Mkt  h305  Washington 
St 

Orlando  Carol  studt  r7  Washington  Sq 

Orlando  Cath  swtchbd  opr  Addison  Gilbert  Hosp  rl6a  Myrtle  Sq 
Orlando  Christine  ofc  sec  r25  Whittemore  St 
Orlando  Christine  r23  Riggs  St 

Orlando  Domenica  stitcher  Mighty-Mac  r21  Chestnut  St 
Orlando  Dominico  (Grace)  fishermn  h28  Middle  St 
Orlando  Fannie  (Wid  Dominic)  h23  Riggs  St 

Orlando  Frank  P  (Laura  C)  ctr  Ocean  Crest  Seafood  h25  Whittemore 
St 
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Orlando  Gasper  (Rosalie)  fishermn  h31  Granite  St 
Orlando  Grace  cafteria  wkr  Eastern  Av  Sch  r3  Gloucester  Av 
Orlando  Grace  M  pkr  OUF  rl6  Washington  St 
Orlando  James  (Geraldine)  fishermn  h26  Granite  St 
Orlando  James  J  (Carol)  furnace  opr  Thermet  hl4  Brightside  Av 
Orlando  John  (Josie  M)  mach  Waverly  Heat  Sys  (BEV)  h67 
Commercial  St 

Orlando  John  C  asst  mgr  Art  Jewelry  Co  Inc  r45  Western  Av 
Orlando  John  T  emp  Gorton’s  r21  Chestnut  St 

Orlando  John  W  (Susan  T)  tchr  Gloucester  High  Sch  hl2  Liberty  St 

Orlando  Joseph  studt  r45  Western  Av 

Orlando  Joseph  (Mac’s  Italian  Specialties)  rl3  Church  St 

Orlando  Joseph  (Mary)  hi  Colonial  St 

Orlando  Joseph  (Maria)  fishermn  h75  Concord  St 

Orlando  Joseph  (Maryanne)  boat  capt  h98  Prospect  St 

Orlando  Joseph  A  (Cath)  atndt  Mickey’s  Exxon  Gas  Sta  hl6a  Myrtle 

Sq 

Orlando  Joseph  C  constn  wkr  John  H  Hunt  &  Son  rl6a  Myrtle  Sq 
Orlando  Joseph  C  (Jean  C)  fishermn  h4  Kings  Rd 
Orlando  Joseph  G  (Grace)  (West  End  Grocery)  h21  Commercial  St 
Orlando  Joseph  J  fishermn  rl6  Washington  St 
Orlando  Joseph  P  Jr  (Eliz  T)  carp  Anthony  Corrao  h6  Colonial  St 
Orlando  Joseph  R  (Lourdes)  tire  mech  Coastal  Tire  &  Appliance  Inc 
h29  Prospect  Sq 

Orlando  Joseph  S  (Mary)  retd  h6  Chestnut  St 

Orlando  Leonard  M  (Patricia  A)  elk  Cape  Ann  Mkt  hl5  Chestnut  St 
Orlando  Lourdes  med  sec  Addison  Gilbert  Hosp  r29  Prospect  Sq 
Orlando  M  Antonette  (Wid  Ambroso)  retd  hl6  Washington  St 
Orlando  Margt  studt  r23  Riggs  St 

Orlando  Marilyn  swtchbd  opr  Addison  Gilbert  Hosp  rl5  Hawthorne 
Rd 

Orlando  Mercurio  J  (Cath  M)  fishermn  hl3  Church  St 
Orlando  Michl  P  (Phylis  A)  pres-treas  Me  Carthy’s  Package  Store  Inc 
hll  Church  St 

Orlando  Patricia  nurse  Cape  Ann  Nursing  Home  rl5  Chestnut  St 
Orlando  Patricia  Mrs  bartndr  Schooner  Race  h8  Fair  St 
Orlando  Phyllis  Mrs  hll  Angle  St 

Orlando  Providenza  stitcher  Mighty-Mac  r21  Chestnut  St 
Orlando  Richd  M  (Jo  Ann  L)  lab  rl2  Alpine  Ct 
Orlando  Robt  J  (Bob’s  Beauty  Shop)  h75  Main  St  (R) 

Orlando  Salvatore  (West  End  Grocery)  r20  Granite  St 
Orlando  Salvatore  (Lucy)  retd  hl9  Church  St 

Orlando  Salvatore  (Josephine)  lab  Producers  Fish  h7  Washington  Sq 
Orlando  Salvatore  M  (Francis  S)  mgr  Bob’s  Haberdashery  hl6V2 
Exchange  St 

Orlando  Samuel  J  (Virginia)  fishermn  h45  Western  Av 
Orlando  Sarah  (Wid  Vincent)  r36  Washington  Sq 
Orlando  Steph  studt  r66  Sumner  St 

Orlando  Susan  purch  dept  wkr  Addison  Gilbert  Hosp  rl2  Liberty  St 
Orlando  Vincent  genl  wkr  Star  Fisheries  rLaurence  Mt  Rd 
Orlando  Vincent  (Donna)  acct  h29  Mt  Vernon  St 
Orlando  Vincie  stitcher  Mighty  Mac  r21  Chestnut  St 
Ormes  Isabel  Mrs  h9  Hesperus  Cir 

Orne  Homer  G  (Sarah  C)  pres  Sandy  Bay  Historical  Society  & 
Museum  Inc  hl3  Granite  St  (R) 

O’Rourke  Helen  (Wid  Thos  W)  retd  hSouth  St  (R) 

O’Rourke  Thos  W  Jr  (Marcia  F)  electn  Russ  Parsons  h64  High  St  (R) 
Orr  Charles  H  (Virginia  P)  food  tech  OUF  h49  Mt  Pleasant  St  (R) 
Orr  Edmund  D  (Margt)  drop  forger  Cape  Ann  Tool  h23a  High  St  (R) 
Orr  Judith  ofc  sec  Gloucester  Natl  Bank  rlO  Spring  La  (R) 

Orr  Steph  R  (Mary  I)  retd  hl5  Summer  St  (R) 

Orr  Steph  R  Jr  (Dorothy  M)  hlO  Spring  La  (R) 

Orr  Steven  R  III  U  S  A  F  rlO  Spring  La  (R) 
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Orsini  Joanne  stud:  r60  Cherry  St 

Orsini  Laurence  G  i  Agnes  E  electn  Poirier  Contr  (R’  h60  Cherry  St 
Orthodox  Congregational  Church  Of  Lanesville  Rev  Gordon  P 
Hugenberger  Pastor  1120  Washington  St 
Ortins  Jeannette  Mrs  tchr  Gloucester  High  Sch  rWenham  Mass 
Osgood  Cath  domestic  wkr  h5  Cambridge  Av 
Osgood  Herman  A  summer  res  hTT  Woodward  Av 
Osier  Bernice  J  Mrs  prsr  h23  Forest  St  R 

Osier  Lawrence  Phyllis  mach  Fairview  Top  hl5  Forest  St  <R» 

Osmond  Phillip  J  retd  h6  Overlook  Av 

Osterrunc.  J  cm  J  Ruth  R  tishermr  hS6  Mt  Vernon  St 

O'Sullivan  Donna  studt  hSouther  Rd 

O'Sullivan  Donna  Mrs  h47  Beacon  St 

O'Sullivan  Edw  r259  E  Main  St 

O  Sullivan  ELen.  C  ELen  Cavan agh  Portraits  rPeabodv  Mass 

O’Toole  Eliz  A  journalist  h5  Allen  Av  R 

O Toole  Ida  Wid  Lawrence  J  retd  hl2  Dock  Sq  R 

O Toole  Laurence  Arlene  sismn  Caribou  Fisheries  rStoneham  Mass 

O Toole  Mary  C  prof  Boston  College  ro  Allen  Av  »R 

O Toole  Shirley  nurse  Addison  Gilbert  Hosp  r276  Washington  St 

Otto  Emma  Mrs  h56  High  St  R 

Ouellette  Alan  serv  mgr  Stevens  Motor  Sales  rMiddleton  Mass 

Ouellette  Don  Sandy  Bay  Book  Store  R  h54a  Marmion  Wy  (R» 

Ouellette  Donald  studt  rGap  Head  Rd  R 

OueLette  Ernest  Annette'  Captain  Bill  h3  Williams  Ct 

OueUette  Gerald  A  Anne  M  astronomer  MIT  hGap  Head  Rd  R 

Ouellette  Gerald  A  summer  res  h54  Marmion  Wy  R 

Ouellette  Paul  'Nancy  h44  Lexington  Av  Apt  43 

OueLette  Ricna  G  anesthetist  Addison  Gilbert  Hosp  rBeverlv  Mass 

OueLette  Richd  R  Claire  I  iobstermn  h8  Charles  St  R) 

OueLette  Thos  studt  rGap  Head  Rd  R 

Oulton  Nancy  Mrs  elk  Gloucester  Natl  Bk  hi  Granite  St  Rl 
OUR  LADY  OF  GOOD  VOY’AGE  CHURCH  Eugene  L  Alves 
Pastor  142  Prospect  St  <01930)  Tel  283-1490 
Our  Lady  Of  Good  Voyage  Convent  40  Mt  Vernon  St 
Our  Lady's  Kindergarten  Sister  He.en  13  Mt  Vernon  St 
Our  Lady's  Youth  Center  Rear  140  Prospect  St 
Cutwater  Dennis  L  Donna  L  prof  hi '338  Washington  St 
Oveiette  Cnristopher  studt  ro  Franklin  Sq 

OVERALL  ECONOMIC  DEVELOPMENT  COMMITTEE  OF  CAPE 
ANN  Donald  E  Field,  Executive  Director  185  Main  St  (01930) 
Tel  281-1744 

Overcash  Chanes  retd  r39  Cleveland  St 

Overcash  Valerie  tel  opr  hoc  Warner  St 

Overly  V*  m  H  sum  res  hRouse  Rd 

Owen  Barbara  J  ofc  sec  h46a  Curtis  St  R 

Owen  \  lrgin la  B  V*  id  Haddon  S  retd  hi  Driftwood  Rd  R 

Orton  A  Tneo  Hannah  K  sum  res  hPenzance  Rd  R - 

Oxton  Anna  M  retd  rl90  Western  Av 

Oxton  Nellie  C  retd  hPenzance  Rd  R 

Oyster  SneL  Inc  The  Joan  M  Leavitt  Pres  &  Treas  used  clo  244 
Main  St 

P  M  S  Manufacturing  Products  Richd  Berruzzi  Pres  sht  mtl  prod 
Sadler  St 

Pacco  Salvatore  Mary  E  formn  Ocean  Crest  h30  E  Main  St 
Pacheco  Frank  retd  r44  South  St  R 

Pacheco  Julia  V»ia  Manuel  kitchen  wkr  ML  ton  L  Fuller  Sch  h6 
Perkins  Rd 

Pacheo  Frank  Anita  fisnermn  h20  Liberty  St 

Packard  Marion  Wid  Alden  H  Jr>  retd  hRear  8  Main  St  <R» 

Packer  ELz  studt  rRear  1  Holly  St 

Packer  John  V»  sismn  Roadway  Exp  Reading'  h4  Holly  St 
Packer  Robin  studt  r4  Holly  St 
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Padre  Alcides  O  (Julia  F)  constn  wkr  h48  Reynard  St 
Padre  Alicia  slswn  Brown’s  r48  Reynard  St 

Padre  Donald  J  (Rosalie  C)  driver  John  Alden  Griffen  Co  Inc  h6 
Blueberry  La 

Padre  Ethel  elk  Frank’s  Variety  h84  Friend  St' 

Padre  Jane  bkpr  Gloucester  Marine  Railway  r Reynard  St 

Padre  John  (Mary)  carp  h8  Silva  Ct 

Padre  John  B  (Mary)  contr  hRear  65  Friend  St 

Padre  John  B  Jr  (Janice  D)  carp  hRear  167  Main  St  R 

Padre  Judy  cash  CVS  r Reynard  St 

Padre  Linda  elk  Addison  Gilbert  Hosp  r48  Reynard  St 

Padre  Mary  Mrs  retd  h54  Eastern  Av 

Padre  Sharon  waitress  D  J’s  Essex  r84  Friend  St 

Page  Peggy7  Beauty  Salon  (Harry  E  James  269  Main  St 

Page  Phyllis  S  Mrs  summer  res  hCedar  La 

Page  Warren  W  (Marjorie  Bj  retd  hlOl  Hesperus  Av 

Paget  Ann  asst  Middle  Sch  (R)  hll7  Phillips  Av  R 

Paget  Fredk  member  Rockport  Finance  Committee  rPhillips  Av  R 

Paine  Roberta  summer  res  hlrvana  Rd  R) 

Painters  Local  Union  No  176  11  Center  St 

PAINTON  MELVTN  S  (Melvin  S  Pain  ton)  Real  Estate,  Broker 
Consultant  Appraiser  25  Dock  Square  (Rockport  01966)  Tel 
546-6104 

Pain  ton  Melvin  S  (Dorothy  T)  realtor  hl5  South  St  R 
Pajari  Jennie  h3  Norseman  Av 

Palage  Guy  M  (Marie  H)  sum  res  67  Wauketa  Rd  rWobura  Mass 
Palazola  See  Also  Palazzola  Palazzolo  And  Paliazola 
Palazola  Alf  hlO  Field  Rd 

Palazola  Angie  tchr’s  aide  Hovey  Sch  r24  Granite  St 
Palazola  Anthony  (Denise)  slitter  opr  Le  Page’s  hl45  Essex  Av  Apt 
11 

Palazola  Anthony  (Maryanne)  fishermn  h38  Mt  Vernon  St 

Palazola  Anthony  (Frances)  retd  h3  Mansfield  St 

Palazola  Anthony  J  (Sandra  J)  elec  tech  Inforex  B  h31  Cherry  St 

Palazola  David  studt  r40  Beacon  St 

Palazola  Denise  pkr  Le  Page’s  rl45  Essex  Av 

Palazola  Donna  P  tchr  r40  Beacon  St 

Palazola  Frank  S  (Jennie)  fishermn  h5  York  Rd 

Palazola  Gasper  J  (Antoinette)  fishermn  h26  Middle  St 

Palazola  Grace  hsekpr  Addison  Gilbert  Hosp  rl2  Proctor  St 

Palazola  James  L  (Marilyn  G)  mach  Gloucester  Eng  h9  Eastern  Av 

Palazola  Jay  studt  r40  Beacon  St 

Palazola  Jeanne  cln  wn  Shore  Cliff  Retirement  Home  rlOb  Short  St 
Palazola  Jennie  Mrs  cafeteria  wkr  Ralph  B  O'Maley  Mdl  Sch  r5 
York  Rd 

Palazola  Jerome  (Julia)  retd  h33  Cleveland  St 
Palazola  Jerome  (Josephine!  fishermn  h54  Summer  St 
Palazola  Jerry  (Mary)  fisherman  hl3  Western  Av 
Palazola  Joseph  studt  r40  Beacon  St 
Palazola  Joseph  F  (Rose  M)  retd  hi 7  Middle  St 
Palazola  Joseph  J  (Jean  M)  dir  Community  Action  Programs  h40 
Beacon  St 

Palazola  Michl  H  (Judith  A)  emp  Am  Tel  &  Tel  h26  Haskell  S: 

Palazola  Paula  USAF  r40  Beacon  St 

Palazola  Peter  studt  rlO  Bellevue  Av 

Palazola  Sebastian  (Angela 1  h24  Granite  St 

Palazola  Se bastion  (Josephine)  plasterer  h27  Green  St 

Palazola  Serafino  J  (Celeste  M  fishermn  h9  Exchange  St 

Palazola  Vincent  h4V4  Alpine  Ct 

Palazzola  Gasper  A  (Giuseppa)  fishermn  hi 03  Prospect  St 
Palazzola  James  (Marilyn )  emp  Gloucester  Eng  h5  Franklin  Sq 
Palazzola  Joseph  (Vincenza1  retd  hlO  Middle  St 
Palaxxola  Joseph  policemn  City  Police  Dept  rPerryw  inkle  La 
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Palazzola  Lisa  rl5  Riggs  St 

Palazzola  Louise  daycare  mother  Action  Inc  rlO  Perrywinkle  La 
Palazzola  Sebastian  (Dorothy  C)  fishermn  hl6  Webster  St 
Palazzola  Vito  (Anna  M)  fish  ctr  Empire  Fish  hi  Pascucci  Ct 
Palazzola  Vito  J  (Jean  H)  fishermn  h85  Centennial  Av 
Palazzola  Vito  J  Jr  r85  Centennial  Av 
Palazzolo  Jerry  (Mary  A)  fisherman  hl5  Riggs  St 
Palazzolo  Pasquale  (Rose)  emp  Gorton’s  h35  Prospect  St 
Palce  Sonny  r7  Caledonia  PI 
Palczynski  Carol  J  r4  Walnut  St 
Palelli  Dale  (Susanne)  mech  hi  15  Western  Av 
Palelli  Grace  (Wid  Louis  H)  hsekpr  aide  Addison  Gilbert  Hosp  h6 
Andrews  St 

Palelli  Louis  V  Jr  (Virginia)  dir  &  agt  City  Veterans  Benefits  h6 
Andrews  St 

Palk  Ruth  M  (Wid  Wm  E)  retd  h625  Essex  Av 
Palk  Wm  E  Jr  (Ruth  F)  draftsman  Campbell  &  Aldrich  Archts  (B) 
h631  Essex  Av 

Pallazola  See  Also  Palazola  Palazzola  And  Palazzolto 

Pallazola  Anthony  (Anna  A)  utility  Le  Page’s  hl3V2  Addison  St 

Pallazola  Anthony  (Anne)  supt  Mighty  Mac  hl9  Hampden  St 

Pallazola  Anthony  P  (Eleanor  M)  fishermn  h53  Prospect  St 

Pallazola  Baptiste  (J  Angela)  emp  Gloucester  Eng  h22  Granite  St 

Pallazola  Benedette  tchr  r3  Highland  Ct 

Pallazola  Carl  J  (Sadie)  fishermn  h8  Blynman  Av 

Pallazola  Carlo  (Joan)  sht  mtl  wkr  Cape  Ann  Erection  h8  Harold  Av 

Pallazola  Clement  r53  Fort  Sq 

Pallazola  Cosmo  P  (Margt  M)  supt  Modern  Continental  Constn  Co 
(CAMB)  h8  Story  Rd 
Pallazola  Dominico  retd  r22  Granite  St 
Pallazola  Evelyn  studt  r53  Prospect  St 
Pallazola  Gaspar  USN  r71  Pleasant  St 
Pallazola  Gaspar  (Grace)  retd  h4  Maple  St 

Pallazola  Grace  R  (Wid  Joseph  J)  supvr  Milton  L  Fuller  Sch  h71 
Pleasant  St 

Pallazola  Jeremiah  (Mary  E)  lab  OUF  h46  Fort  Sq 
Pallazola  Jerome  J  (Marjorie)  mgr  Charlie’s  Coffee  Shop  h31  Middle 
St 

Pallazola  Joseph  (Josephine  A)  prsr  Mighty-Mac  hi 29  Essex  Av 
Pallazola  Joseph  Jr  studt  r71  Pleasant  St 
Pallazola  Joseph  A  r3  Highland  Ct 

Pallazola  Julia  A  (Wid  Lawrence  J)  aide  Cape  Ann  .  Med  Serv  hl7 
Bond  St 

Pallazola  Julie  hl5  Revere  St 

Pallazola  Marjorie  elk  Charlie’s  Coffee  Shop  r31  Middle  St 
Pallazola  Michl  studt  r71  Pleasant  St 

Pallazola  Nancy  J  aide  Cape  Ann  Med  Serv  rlOl  Washington  St 

Pallazola  Nancy  M  studt  rl7  Bond  St 

Pallazola  Robt  J  (Diane  T)  emp  Sylvania  hl2  Madison  Av 

Pallazola  Salvatore  (Grace)  fishermn  h3  Madison  Av 

Pallazola  Sami  J  (Betty  T)  fishermn  h95  Pleasant  St 

Pallazola  Saraiino  (Mary)  fisherman  r3  Highland  Ct 

Pallazola  Thos  P  (Grace)  emp  Sears  Roebuck  &  Co  hl2  Proctor  St 

Pallazola  Vince  studt  r31  Middle  St 

Pallazola  Vincent  S  (Nancy  J)  med  asst  aide  hlOl  Washington  St  Apt 
1 

Pallazza  Donna  sr  interviewer  State  Div  Emp  Security 

Palley  Barnett  H  sum  res  Cliff  Rd  r Worcester  Mass 

Palmer  Allison  h21  Beacon  St 

Palmer  Bertha  (Wid  Frank  M)  h52a  Friend  St 

Palmer  Betsy  ofc  sec  Gloucester  News  r956  Washington  St 

Palmer  Clayton  W  (Janette)  emp  City  Hwy  Dept  h956  Washington  St 

Palmer  Donald  F  (Joan  M)  emp  B  F  Goodrich  h6  Davis  St 
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Palmer  Edith  retd  r55  Broadway  (R) 

Palmer  Mary  homeaide  Action  Inc  r956  Washington  St 
Palmer  Robt  (Barbara)  dir  community  relations  Polaroid  (Waltham) 
hlOOa  Marmion  Wy  (R) 

Palmers  David  W  (Rose  R)  emp  MIT  hi 09  Phillips  Av  (R) 
Palmesano  Pasquale  (Patricia)  h3  Addison  St 
Palmgurst  Ada  retd  r44  South  St  (R) 

Palmisano  Ann  L  (Wid  Frank)  h23  Church  St 

Palmisano  Anne  kitchen  aide  Cape  Ann  Nursing  Home  r91  Friend  St 
Palmisano  Cath  emp  Kennebec  r29a  Commercial  St 
Palmisano  Charles  (Rosalie)  fisherman  h29a  Commercial  St 
Palmisano  Theresa  Mrs  emp  Mighty  Mac  h3  Addison  St 
Palmisano  Vincenza  M  (Wid  Anthony)  h25  Church  St 
Palmquist  Edw  N  (Sandra  L)  mach  opr  U  S  M  Corp  (BEV)  h5a 
Summit  Av  (R) 

Palmquist  Edw  N  (Ada  L)  retd  h4  Smith  Street  Ct  (R) 

Palonen  Martha  I  (Wid  Onni)  retd  hSunset  Point  Rd 
Palumbo  Frank  sum  res  h31  Eastern  Point  Rd 
Pam’s  Antiques  (Charles  Ilges)  31  Bass  Av 
Pamp  Frederic  R  lwyr  h4  Jewett  St  (R) 

Panizzi  Mario  G  sum  res  hSkipper  Wy 

Panniello  John  (Beverly)  driver  hl45  Essex  Av  Apt  17 

Pantages  Thos  tchr  Gloucester  High  Sch  rLexington  Av  (M) 

Panunzio  Laurie  elk  typ  Natl  Oceanic  Atmospheric  Admn  rBeverly 
Mass 

Paone  Richd  A  mech  Coastal  Tire  &  Appl  rNahant  Mass 
Papa  Ginos  Michl  Militello  Mgr  Thatcher  Rd 
Paper  House  The  museum  50a  Pigeon  Hill  (R) 

Papows  Walter  A  (Claire  F)  carp  20b  Grapevine  Rd  h20b  Grapevine 
Rd 

Pappalardo  Helen  Mrs  sum  res  126  Long  Beach  St  r  (R)  Wisconsin 

Pappas  Alice  home  aide  Action  Inc  rSalem  Mass 

Pappas  Leo  (Shirley)  bartndr  hl8  Juniper  Rd 

Pappas  Patricia  A  Mrs  (Chicataubut  Inn)  r87  Long  Beach  St 

Pappas  Ruth  R  (Wid  Charles)  retd  h85  Leonard  St 

Pappas  Steph  J  (Patricia  A)  (Chicataubut  Inn)  h87  Long  Beach  St  (R) 

Paquette  Joseph  W  retd  h39  Hartz  St 

Paquette  Norman  C  (Mary  E)  food  serv  mgr  Boston  Univ  hl35 
Granite  St  (R) 

Paradis  Barbara  A  studt  rl9  Railroad  Av  (R) 

Paradis  Frank  studt  rl9  Railroad  Av  (R) 

Paradis  Frank  T  (Barbara  C)  formn  United  Shoe  (BEV)  hl9  Railroad 
Av  (R) 

Paradis  Gertrude  M  (Wid  Alf  J)  retd  hl8  Hale  St  (R) 

Paradis  J  Alf  Jr  (Barbara)  (Sea  Shell  Restaurant)  hi  Paradis  Cir  (R) 
Paradis  Jay  (Patricia)  toll-tester  Comn  Of  Mass  hi  Paradis  Cir  (R) 
Paradis  Lea  B  (Wid  John  B)  retd  h36  High  St  (R) 

Paradis  Patricia  A  note  teller  Rockport  Natl  Bank  r4  Paradis  Circle 
Paradis  Susan  h32  Maplewood  Pk 
Paradise  Aquarium  5  Main  St  (R) 

Parady  Alf  Jr  (Antoinette)  (Gloucester  Television  &  Radio  Co)  hll 
Cleveland  PI 

Parady  C  Edw  (Eleanor)  ship  Cape  Ann  Tool  rl92  Granite  St  (R) 
Parady  Charles  E  retd  hl92  Granite  St  (R) 

Parady  Clifton  L  member  Cape  Ann  Area  C  Of  C  rEssex  Mass 
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MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

Aua 

(01930) 

TEL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL.  546-7405 


290 


Parady  Fredk  J  (Patricia  F)  plmb  John  F  Reilly  Plmb  &  Htg  hl5a 
Hodgkins  St  (R) 

Parady  Janet  teller  Rockport  Natl  Bank  rMc  Kay  Dr  (R) 

Parady  Janet  E  Mrs  acct  Tally’s  Auto  Sis  r6  Cabo  Dr 
Parady  Mabel  E  (Wid  Arth  J)  (Wee  Shop)  h8  Dock  Sq  (R) 

Parady  Pauline  cash  Ernie’s  Mkt  r217  Main  St  (R)  Rear 
Parady  Roger  J  (Pauline  A)  tree  surgeon  Town  Tree  Dept  hRear  217 
Main  St  (R) 

Parady  Roger  J  Jr  (Phyllis  S)  tchr  Ralph  B  O’Maley  Mdl  Sch  h6 
Orchard  St 

Parady  Sarah  (Wid  Theo)  retd  h3  Ketchopulos  Cir  (R)  Apt  11b 
Parady  Steph  h83  Prospect  St 

Parco  Anthony  P  (Rosalie  G)  pres  Ocean  Crest  Seafoods  Inc  h24 
Flume  Rd 

Parco  Cosmo  (Jean)  emp  Oceancrest  h32  Washington  St 
Parco  Joseph  P  (Patricia  A)  formn  Ocean  Crest  Seafoods  h44  Beacon 
St 

Parco  Joseph  S  (Mary  R)  flshermn  h28  Exchange  St 
Parco  Leonard  (Doris  R)  fish  wkr  Oceancrest  h49  E  Main  St 
Parco  Mary  E  Mrs  nurse  Addison  Gilbert  Hosp  r30  E  Main  St 
Parco  Romanie  Mrs  h32  Granite  St  . 

Parco  Salvatore  studt  r28  Exchange  St 

Pare  Denis  J  (Frances  A)  mgr  N  E  T  &  T  (Malden)  h3  St  Peter’s  La 
Parent  Edw  D  (Ingar  M)  sum  res  h39  Haskell  St 
Parenteau  Elsa  M  (Wid  Joseph  T)  (Rockport  Cheese  Shop)  h46  Main 
St  (R) 

Parillo  Barbara  S  Mrs  slswn  The  Pewter  Shop  hMarshall  La  (R) 
Parillo  Eric  S  studt  rMarshall  La  (R) 

Parillo  Mark  studt  rMarshall  La  (R) 

Parillo  Michl  E  (Eliz)  (Galley  Lunch)  h26  Squam  Rd  (R) 

Paris  Barbara  hsekpr  Addison  Gilbert  Hosp  r41  Common  Wealth  Av 
Paris  Faye  aide  Glou  Manor  Rest  Home  rMt  Vernon  Av 
Paris  Gilbert  D  mach  r41  Commonwealth  Av 
Paris  Phillip  mgr  The  Butcher  Shop  rl2  Spring  St 
Pariseau  Arth  rCape  Ann  Nursing  Home 
Pariseau  Lynn  mgr  Brooks  Discount  Store  rl2  Hovey  St 
Parisi  Anthony  J  (Angelina)  flshermn  h26  Middle  St 
Parisi  Anthony  J  (Adriana)  pres  Gloucester  Marine  Railways  Corp 
h33  Poplar  St 

Parisi  Antonino  hl4x/2  Mansfield  St 

Parisi  Charles  S  (Virginia  M)  flshermn  h3  Foley  Rd 

Parisi  Charles  S  Jr  flshermn  r3  Foley  Rd 

Parisi  Dawna  home  aide  Action  Inc  r66  Bass  Av 

Parisi  Dominic  A  (Vincie  J)  flshermn  h4  Riverview  Rd 

Parisi  Florence  kitchen  aide  Cape  Ann  Nursing  Home  r4  Mason  St 

Parisi  Frances  Mrs  ofc  sec  Gloucester  News  r6  Sylvan 

Parisi  G  John  r42  Fort  Sq 

Parisi  Grace  (Wid  Ben)  hi 00  Eastern  Av 

Parisi  Grace  cook  Plum  Cove  Elementary  Sch  r8  Crowell  Av 

Parisi  Grace  (Wid  Salvatore)  h34  Middle  St 

Parisi  Helen  (Wid  Joseph)  h2  Alpine  Ct 

Parisi  Jack  (Mary  Ellen)  h21  Cleveland  St 

Parisi  Jack  A  (Annie  M)  lumper  hl8  Mason  St 

Parisi  James  (Rebecca)  lab  Towne  Of  Rockport  h38  Curtis  St  (R) 

Parisi  James  F  (Maria  M)  flshermn  r35  Centennial  Av 

Parisi  Jennie  Mrs  r5  Marshfield  St 


FAULK  BROS., 

MASON  CONTRACTORS 

35  Whiftftemore  St.  Gloucester 

TEL.  283-1771 

Inc. 

,  Mass.  01930 
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Parisi  Jenny  Mrs  matron  Milton  L  Fuller  Sch  rl6  Poplar  St 

Parisi  John  (Clotilda)  lobstermn  h77  Friend  St 

Parisi  John  A  waiter  r22  Orchard  St 

Parisi  John  A  Jr  h!7  Sadler  St 

Parisi  John  B  (Sharon  H)  hl3  Madison  Av 

Parisi  John  B  (Mary  A)  fishermn  h9  Chestnut  St 

Parisi  Joseph  (Donna)  h66  Bass  Av 

Parisi  Joseph  (Grace)  fishermn  hll  School  St 

Parisi  Joseph  studt  r52  Perkins  St 

Parisi  Joseph  h99  Maplewood  Pk 

Parisi  Joseph  (Josephine)  master  mariner  OUF  h42  Fort  Sq 
Parisi  Joseph  (Providenza)  fisherman  h4  Washington  St 
Parisi  Joseph  J  lab  Salem  Tannery  r9  Chestnut  St 
Parisi  Joseph  P  (Jennie  M)  stevedore  h!6  Poplar  St 
Parisi  Joseph  P  (Marie)  lumper  h89  Prospect  St 
Parisi  Joseph  S  fishermn  r7  School  St 

Parisi  Judith  teller  Cape  Ann  Bk  &  Trust  r Washington  St 
Parisi  Kath  (Wid  Joseph)  retd  h22  Plum  St 
Parisi  Mary  cafeteria  wkr  Milton  L  Fuller  Sch  rAndrews  Ct 
Parisi  Mary  Ann  studt  r3  Williams  Wy 

Parisi  Matthew  (Jennie  M)  slsmn  Parisi  Plastic  Fishing  Gear  h3 
Williams  Wy 

Parisi  Matthews  Jr  (Nancy)  slsmn  Parisi  Plastic  Fishing  Gear  h3  Gee 
Av 

Parisi  Nancy  retd  h25  Church  St 

Parisi  Nicholas  (Josephine  M)  lobstermn  h52  Perkins  St 
Parisi  Nicholas  Jr  r52  Perkins  St 

Parisi  Nicholas  A  (Rosalie)  fishermn  hlOl  Eastern  Av 
Parisi  Nicholas  A  (Judith  F)  fishermn  hMacomber  Rd 
Parisi  Nicholas  P  (Frances)  driver  Gloucester  News  h6  Sylvan  St 
Parisi  Nicholas  T  emp  Hesperus  Marine  Serv  r4  Gilbert  Rd 
Parisi  Patricia  nurse  Gloucester  Manor  Rest  Home 
Parisi  Paul  studt  rl8  Mason  St 
Parisi  Paul  (Teresa  R)  fisherman  h22  Trask  St 
Parisi  Paul  F  (Mary  F)  fishermn  hl6  Pearl  St 
Parisi  Paul  S  (Patricia  J)  acct  h7  Madison  Ct  Extn 
Parisi  Pearl  waitress  Demitri’s  Steak  House  r7  School  St 
Parisi  Philip  (Phil’s  Barber’s  Shop)  rl6  Pearl  St 
Parisi  Philip  J  (Virginia  M)  fishermn  hl5  Washington  St 
Parisi  Philip  L  (Carole  A)  emp  Gen  Elec  hRear  126  Main  St  (R) 
Parisi  Philip  P  (Anna-Marie)  meat  ctr  hl2  Spring  fc>t 
Parisi  Phillip  Merchant  Marines  r7  School  St 
Parisi  Phillip  waiter  Captain  Courageous  Restr  r3  Webster  St 
Parisi  Plastic  Fishing  Gear  Inc  Salvatore  A  Parisi  Treas-Mgr  whol  & 
ret  27  Commercial  St 

Parisi  Regina  dietary  wkr  Addison  Gilbert  Hosp  r3  Foley  Rd 

Parisi  Rose  elk  Empire  Clo  r4  Albert  Rd 

Parisi  Rose  L  cash  Boston  Mut  Ins  r7  School  St 

Parisi  Salvador  (Josephine  A)  fishermn  h38  Washington  Sq 

Parisi  Salvatore  (Lena  J)  fishermn  h21  Taylor  St 

Parisi  Salvatore  (Grace)  fishermn  h7  School  St 

Parisi  Salvatore  (Ann  M)  fishermn  h5  Riggs  St 

Parisi  Salvatore  A  (Rosalie)  treas-mgr  Parisi  Plastic  f  ishing  Gear  Inc 
h99  Eastern  Av 

Parisi  Salvatore  J  (Judith  L)  eng  hl97  Washington  St 
Parisi  Salvatore  N  elk  Mighty-Mac  r9  Chestnut  St 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 _ Tel.  283-0884 
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Parisi  Sami  (.Josephine  A)  flshermn  h38  Washington  Sq 
Parisi  Santo  A  (Ellen  M)  br  mgr  Sherwin-Williams  Co  h515  Essex 
Av 

Parisi  Sebastian  (Leanora)  mech  Dyna  Truck  (D)  h24  Hampden  St 

Parisi  Thos  A  (Rose)  flshermn  h4  Gilbert  Rd 

Parisi  Thos  J  (Grace)  capt  Schooner  St  Nicholas  h8  Crowell  Av 

Parisi  Thos  J  USN  r5  Riggs  St 

Parisi  Wm  S  (Sandra)  flshermn  h22  Orchard  St 

Parisi  Wm  S  Jr  r22  Orchard  St 

Parisien  Dana  USN  r43  Riverdale  Pk 

Parisien  Michl  P  (Barbara  J)  mach  Glou  Eng  hRear  100  Bass  Av 
Parisien  Patricia  A  Mrs  nurse  Addison  Gilbert  Hosp  h43  Riverdale 
Pk 

Parisien  Sheila  studt  r43  Riverdale  Pk 

Paritore  Mario  (Marguerita)  emp  Mighty  Mac  h3  Loma  Dr 
Park  Mabel  retd  r24a  Grapevine  Rd 

Park’s  Service  Station  Inc  Theo  Linsky  Pres-Treas  Benj  Linsky  Corp 
Clk  159  Maplewood  Av 

Parker  Albert  C  sum  res  Castle  Pt  rMarblehead  Mass 
Parker  Douglas  retd  h25  Poplar  Pk 
Parker  Edw  W  sum  res  Castle  Pt  rMarblehead  Mass 
Parker  Genvea  studt  hi  Seagull  St  (R) 

Parker  Gerald  K  member  City  Sch  Committee  r23  Concord  St 
Parker  Guy  P  psychologist  Gloucester  Sch  Dept  h36  Atlantic  St 
Parker  Hjordis  H  (Wid  Harley  D)  retd  h39  High  St  (R) 

Parker  James  P  (Betty  F)  sum  res  Castle  Pt  rMarblehead  Mass 
Parker  Joseph  S  W  sum  res  Castle  Pt  r Manchester  Mass 
Parker  Linda  wrtr  h28  Fort  Sq 
Parker  Marsha  (Beef  &  Bun)  r4  Cherry  Hill  Rd 

Parker  Norman  W  (Margt)  adv  mgr  North  Shore  Weekly  h41  Pigeon 
Hill  (R) 

Parker  Phillip  S  (Judith  A)  retd  hSeagull  St  (R) 

Parker  Robt  A  Jr  (Marsha  J)  (Beef  &  Bun)  h4  Cherry  Hill  Rd 
Parker  Sydney  S  (Zelda)  phys  96  Middle  St  hEdgemoor  Rd 
Parker  Theo  G  (Francis)  retd  hRockholm  Rd 
Parker  W  James  sum  res  hMussel  Point  Rd 

Parkhurst  Alison  L  nurses  aide  Addison  Gilbert  Hosp  rl44  Essex  Av 
Parkhurst  C  M  Mrs  h7  High  Street  Ct  (R) 

Parkhurst  Hugh  Jr  pres  Parkhurst  Television  &  Appliance  Co  Inc 
rl44  Essex  Av 

Parkhurst  Leslie  C  Mrs  hl44  Essex  Av 

Parkhurst  Pricilla  (Wid  Hugh)  retd  h375  Washington  St 

Parkhurst  Rebecca  dietn  Addison  Gilbert  Hosp  rBoxford  Mass 

PARKHURST  TELEVISION  &  APPLIANCE  CO  INC  Hugh 

Parkhurst  Jr  President  Leslie  C  Parkhurst  Treasurer  Color 
TV,  Stereo,  Radios,  Tape  Recorders,  Household  Appliances, 
Refrigerators  Sales  And  Service,  238  Main  St  (01930),  Tel  283- 
0034 

Parkhurst  Winslow  S  (Irene  E)  retd  h6  Union  Ct 

Parkman  Chiropractic  Richard  Schmidt  Chiropractor  10  Norman  Av 

Parks  Albert  H  emp  Gorton’s  h82  Eastern  Av 

Parks  Alton  P  (Cath  E)  emp  Lepage’s  h451  Washington  St 

Parks  Bernice  rCape  Ann  Nursing  Home 

Parks  Bros  Russell  W  Parks  Pres  elec  contr  57  Washington  St 
Parks  Earl  C  (Bernice)  sum  res  Adams  Hill  Rd  rBelmont  Mass 
Parks  Edw  S  Jr  USA  r73  Gloucester  Av 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Parks  Elaine  J  elk  NET&T  r26  Holly 

Parks  Florence  E  (Wid  Edw  S)  retd  h73  Gloucester  Av 

Parks  Helen  G  retd  hi 79  Washington  St 

Parks  Josephine  G  (Wid  Carlton)  h28  Holly  St 

Parks  Lorinda  h5  Eastern  Point  Rd 

Parks  Ralph  (Delia)  emp  B  F  Goodrich  h6  Winchester  Ct 

Parks  Robt  C  (Elaine  J)  elk  First  Natl  Stores  h26  Holly  St 

Parks  Russell  U  S  N  r9  Highland  Ct 

Parks  Russell  W  (Cath  E)  pres  Parks  Bros  h29  Hartz  St 

Parks  Russell  W  Jr  (Myra  J)  electn  Parks  Bros  h9  Highland  Ct 

Parks  Sandra  r9  Highland  Ct 

Parks  Wm  R  retd  hl6  Walker  St 

Parnell  Edw  J  (Eleanor)  custdn  St  Ann’s  Rectory  h97  Pleasant  St 
Parnell  Edw  J  Jr  (Andrea)  hl45  Essex  Av  Apt  11 
Parnell  Robt  G  (Rebecca  H)  slsmn  Waldron  Sup  (Wakefield)  h45 
Wheeler  St 

Parnell  Ronald  L  (Nancy  E)  mach  Amerac  (BEV)  h9  Butman  Av 
Parousis  Steven  (C  &  A  House  Of  Pizza)  rl2  Columbia  St 
Parrelo  Mike  E  (Galley  Restr)  rSquam  Rd  (R) 

Parrish  Doris  elk  Sacred  Cod  r  (Manchester) 

Parrot  Eleanor  tchr  Plum  Cove  Elementary  Sch  rBrierstone  Rd  (R) 
Parrott  Charles  R  (Eleanor  O)  lawyer  hi  Briarstone  Rd  (R) 

Parry  Robt  I  elec  eng  r5  Frank  St  (R) 

Parry  Wm  (Martha  B)  retd  h5  Frank  St  (R) 

Parson  Gertrude  F  (Wid  Chester  M)  retd  h3  Ketchopulos  Cir  (R)  Apt 
lid 

Parson  Harold  L  h9  Western  Av 

Parson  Robt  S  (Marion  E)  carp  Gloucester  Eng  h38  Cleveland  St 
Parson  Sandra  S  Mrs  dress  designer  Parsons  &  Sons  hl5  Dock  Sq  (R) 
Parson  Theo  rCape  Ann  Nursing  Home 
Parsons  A  Lovell  (Evelyn  C)  retd  hl9  Trask  St 
Parsons  A  Story  Jr  (Eleanor  C)  retd  h25  Granite  St  (R) 

Parsons  Albert  S  retd  h7  Tarr’s  La  (R) 

Parsons  Alice  rCape  Ann  Nursing  Home 
Parsons  Allan  studt  r8  Gardner  Ter 

Parsons  Anna  Mrs  counselor  Milton  L  Fuller  Sch  rl58  Essex  Av 
Parsons  Aubrey  S  rl  Castle  La  (R) 

Parsons  Barbara  J  rl4  South  St  (R) 

Parsons  Barry  (Christine)  art  dir  Essex  Cty  Newspaper  hl89  Western 
Av 

Parsons  Bud  h9  Prospect  St 

Parsons  Carol  Mrs  r374  Washington  St 

Parsons  Carol  L  r2  Colburn  St 

Parsons  Carroll  D  (Frances  B)  retd  h701  Washington  St 
Parsons  Charles  h3  Duley  St 

Parsons  Dana  (Carol)  cable  splicer  NET&T  h.24  Sayward  St 
Parsons  Donald  carp  r243  Concord  St 

Parsons  Doris  H  bkpr  Wm  W  Babson  r546  Washington  St 
Parsons  Dorothy  M  Mrs  retd  hl8  Pine  St 
Parsons  Douglas  emp  Newton  Cash  Register  hl9  School  St 
Parsons  Douglas  carp  rl4  South  St  (R) 

Parsons  Douglass  USN  r  16  Stan  wood  St 
Parsons  Edw  S  (Dorothy)  retd  h705  Washington  St 
Parsons  Elinor  G  rll3  Centennial  Av 

Parsons  Elliott  H  (Anna  I)  asst  city  elk  City  Clk  hl58  Essex  Av 
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&  APPLIANCES 
OIL  HEATING 

Tel.  283-1076 
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Parsons  Ernest  A  (Blanche  M)  treas  Hudder  &  Parsons  Inc  hWhale 

Cove  Rd  (R) 

Parsons  Ernest  C  (Virginia  B)  tool  mkr  U  S  M  Corp  (BEV)  h8 
Gardner  Ter 

Parsons  Evelyn  E  Mrs  ofc  sec  Danl  F  Harris  hRear  1018  Washington 
&t 

Parsons  Evelyn  E  Mrs  (The  Rudder)  hl5  Rackliffe  St 
Parsons  Frank  (Mae  A)  bkpr  h4  Sylvan  St 

Parsons  Frank  B  (Madeline  A)  sec  Cape  Ann  Sportsman  Club  h8 
Young’s  Rd 

Parsons  Frank  B  Jr  lab  r8  Young’s  Rd 

Parsons  Gardner  W  (Geneva  M)  (Three  Lanterns)  hl6  Stanwood  St 
Parsons  Gardner  W  Jr  (Mary  C)  production  mgr  Gortons  h88 
Wheeler  St 

Parsons  Geo  F  (Geraldine  K)  mech  Geo  W  Thurston  Inc  hl90  Eastern 
Av 

Parsons  Gladys  hl2  Middle  St 
Parsons  Gregg  S  studt  r546  Washington  St 
Parsons  Harold  B  (Mildred  E)  retd  h8  Beckford  St 
Parsons  Harold  B  Jr  carp  r8  Beckford  St 
Parsons  Harold  W  retd  h2  Perkins  St 

Parsons  Harold  W  Jr  (Eliz  E)  (Snug  Harbor  Ceramics)  h7  Prospect  Sq 
Parsons  Helen  Mrs  h98  Riverdale  Pk 

Parsons  Helen  E  lpn  Addison  Gilbert  Hosp  rRear  353  Essex  Av 
Parsons  Helen  H  (Wid  Harold  T)  h6  Dodge  St 
Parsons  Helen  L  (Wid  Wm  J)  retd  h36  Hodgkins  St 

Parsons  Henry  T  (Josephine  A)  carp  Gloucester  Yacht  Yds  h2 
Colburn  St 

Parsons  Ida  G  (Wid  Russell)  emp  Gorton’s  h3  Staten  St 

Parsons  James  W  (Carrie  J)  retd  hl9  Hawthorne  Rd 

Parsons  Janet  tchr  Forbes  Sch  hl83  E  Main  St 

Parsons  Janice  Mrs  emp  Cape  Ann  Nursing  Home  h22  Friend  St 

Parsons  Jeffrey  lumper  hl41-a  Western  Av 

Parsons  Jeffrey  N  (Elsa  M)  drftsmn  eng  h75  Magnolia  Av 

Parsons  John  L  Jr  (Edna  M)  retd  hl7  Gee  Av 

Parsons  John  T  studt  rll  Oakland  Av  (R) 

Parsons  Kenneth  R  (Marion  W)  retd  h39  Harriett  Rd 
Parsons  Lawrence  iron  wkr  rl4  South  St  (R) 

Parsons  Lorraine  A  Mrs  h9  Cross  St 

Parsons  Lovell  R  (Lois  G)  carp  h243  Concord  St 

Parsons  Margt  retd  r9  Abbott  Rd 

Parsons  Marion  S  (Wid  Wallace  A)  h7  Trask  St 

Parsons  Martha  D  (Wid  Roy  L)  retd  h6  Myrtle  Sq 

Parsons  Mary  rl2  Middle  St 

Parsons  Mary  nurse  Addison  Gilbert  Hosp  r57  Lexington  Av 

Parsons  Mary  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  r  16 
Quarry  St 

Parsons  Maxwell  Playground  Davis  St 

Parsons  Myron  R  (Clarissa  E)  emp  O’Donnell-USEN  hNew  Way  La 
Parsons  Peter  tchr  rRear  1018  Washington  St 

Parsons  Ralph  C  (Olive  C)  custdn  Maplewood  Sch  hlO  Lynwood  Av 
Parsons  Ralph  W  (Ella  F)  retd  h707  Washington  St 

Parsons  Raymond  A  (Mildred  E)  (Sandy  Bay  Forge  Ornamental  Iron 
Works)  hl4  South  St  (R) 

Parsons  Richd  G  (Kathryn)  elec  drftsmn  United  Shoe  (BEV)  h240  E 
Main  St 


Cape  Ann  Area 
Chamber  of  Commerce 


1 30  MAIN  ST. 


TELS.  283-1601  AND  283-1602 


GLOUCESTER.  MASS.  01930 
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Parsons  Richd  L  (Mary  E)  caretkr  Wm  H  Robinson  hPage  St 
Parsons  Robt  (Bearskin  Neck  Fudge  Pantry)  rPeabody  Mass 
Parsons  Robt  carp  r243  Concord  St 
Parsons  Robt  A  USN  r2  Colburn  St 

Parsons  Robt  C  (Ruth  A)  sum  res  18  Sleepy  Hollow  Rd  r Waltham 
Mass 

Parsons  Robt  F  mach  United  Shoe  (BEV)  rlO  Lynwood  Av 
Parsons  Robt  O  (Althea)  meter  rdr  Mass  Elec  hThurston’s  Pt 
Parsons  Russell  E  (Lucy  L)  fish  wkr  Gorton’s  h24  Marina  Dr 
Parsons  Russell  E  Jr  (Nancy  A)  elec  contr  h20  Nally  Av 
Parsons  Russell  H  (Gladys  G)  mtcemn  Wm  Mac  Gillivray  hi  13 
Centennial  Av 

Parsons  Stanley  T  (Doris  E)  claims  adj  Lumbermans  Mut  Ins  (L) 
h546  Washington  St 
Parsons  Theo  A  retd  hl3  Marchant  St 
Parsons  Thos  E  studt  r2  Colburn  St 

Parsons  Warren  F  (Josephine  W)  asst  v-pres  Gloucester  Natl  Bank 
h9  Dodge  St 

Parsons  Wm  H  (Amy  E)  retd  h8  Hesperus  Cir 
Parsons  Wm  H  (Florence  G)  retd  h63  High  St  (R) 

Parsons  Wm  H  Jr  (Norma)  town  acct  Town  Of  Rockport  hll  Oakland 
Av  (R) 

Parsons  Wm  S  (Edwina)  retd  hi 36  E  Main  St 
Partington  Hillis  M  (Florence)  retd  h494  Washington  St 
Party  Boat  Lounge  Charles  Rich  Pres  restr  118  E  Main  St 
Paschal  J  Howard  eng  h60  Revere  St 
Paschal  Stella  retd  hl2  Brierwood  St 

Pasco  Helen  nurse  Addison  Gilbert  Hosp  r298  Washington  St 
Pascucci  Alice  Mrs  pkr  OUF  h8  Riggs  St 

Pascucci  Antonio  (Rose)  (Gloucester  Shoe  Repairing)  h35  Main  St 
Pascucci  Everett  (Julia)  trucking  29  Summer  St  h29  Summer  St 
Pascucci  John  A  (Esther  L)  elk  hChestnut  Dr  (R) 

Pascucci  John  A  Jr  landscaper  rChestnut  Dr  (R) 

Pascucci  Julia  pkr  Le  Page’s  r29  Summer  St 
Pascucci  Louis  (Marilyn  L)  (Lou’s  Auto  Body)  hl6  Witham  St 
Pascucci  Mary  nurses  aide  Cape  Ann  Nursing  Home  rl6  Witham  St 
Pascucci  Pasquale  J  (Florence)  drop  forger  United  Shoe  h989 
Washington  St 

Pascucci  Richd  mgr  North  Shore  Theatre  rEastern  Ave  Essex 
Pascucci  Sami  retd  h8V£  Myrtle  Sq 
Pascucci  Vincent  J  wldr  r989  Washington  St 
Pasek  Ronald  tchr  Milton  L  Fuller  Sch  rManchester  Mass 
Paskarian  Charles  K  (Gertrude  K)  summer  res  hCanonicus  Rd 
Pasquariello  Nicholas  (Mary  D)  retd  h28a  Grove  St 
Pasquina  Edward  F  Jr  (M  Jean)  exec  dir  O  E  D  C  h44  Grapevine  Rd 
Pasquina  Jean  nurse  Addison  Gilbert  Hosp  r44  Grapevine  Rd 
Passanisi  Anthony  formn  Tadco  Mfg  hlO  Flume  Rd 
Passanisi  Joseph  A  (Paulina)  elk  Stop  &  Shop  hl6V^  Washington  Sq 
Passanisi  Paulina  Mrs  pkr  Tadco  Mfg  rl6Vfe  Washington  Sq 
Pastagal  Andrew  security  guard  Addison  Gilbert  Hosp  rlOl  Wheeler 
St 

Pastagal  Andrew  (Betty  Lou)  emp  USEN  h46  Harrison  Av 
Pastagal  Grace  (Grade’s  Beauty  Lounge)  rlOl  Wheeler  St 
Pastagal  Jose  P  (Grace  O)  lobstermn  hlOl  Wheeler  St 
Pas  to  Theo  (Irene)  summer  res  h3  Stanwood  Pt 
Pastorello  John  tchr  Milton  L  Fuller  Sch  hl8  Webster  St 
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Pat’s  Center  Grocery  Inc  Joseph  Ciaramitaro  Pres  Mrs  Rosalie  M 
Ciaramitaro  Treas  49  Washington  St 
Pat’s  Gold  &  Silver  Shop  (Ruth  Pew)  Rear  17  Railroad  Av  (R) 

Pat’s  Package  Store  36  Washington  St 

Pata  Antonio  (Maria  A)  mach  Gloucester  Eng  h42  Millett  St 

Pata  Domingos  F  (Concetta  S)  retd  hl6  Oak  St 

Pata  John  J  (Randi  Ann)  mach  Gloucester  Eng  hl6  Oak  St 

Pata  Manuel  (Edith  F)  mach  Essex  Eng  (LYNN)  h83  Eastern  Av 

Pata  Tonie  A  elk  G  Everett  Mahoney  r22  Linden  Rd 

Patash  Neal  Z  psychologist  Myrna  J  h9  Marble  Rd 

Patch  Isaac  Jr  Sum  Res  hEastern  Point  Blvd 

Patey  Stanley  G  (Doris  R)  supt  Rockport  School  Dept  hPenzance  Rd 

(R) 

Patfort  Marie  tchr  h98  Holly  St 

Patience  Geo  C  (Sally)  foremn  wkr  Quincy  Cold  Storage  h509 
Washington  St 

Patience  James  (Muriel)  emp  Gorton’s  h453  Washington  St 
Patience  Muriel  Mrs  adjudicator  State  Div  Employment  Security  r453 
Washington  St 

Patience  Sally  Mrs  jr  elk  City  Purch  Agt  r509  Washington  St 
Patil  Barbara  J  Mrs  emp  Gorton’s  h41  Reynard  St^ 

Patil  David  genl  hlpr  Mighty  Mac  r41  Reynard  St 

Patil  Michl  mgr  Gloucester  Bldg  Supply  rl54  Granite  St  (R) 

Patil  Michl  S  (Eleanor)  window  cln  37  Reynard  St  h37  Reynard  St 
Patil  Steph  M  window  cln  Michl  S  Patil  r37  Reynard  St 
Patio  Lounge  Bar  (Kenneth  Fuller)  4  Lexington  Av 
Patio  Shop  (Mrs  Eva  L  Fine)  gifts  4  South  Rd  (R) 

Paton  Richd  (Janeen)  emp  Hart  Mem  Hosp  (D)  r63a  Curtis  St  (R) 
Patrican  Danl  E  (Janice  E)  leather  wkr  Creese  &  Cook  (D)  hl57 
Riverdale  Pk 

Patrican  Edmond  (Pauline)  claims  adj  hl09  Bass  Av 
Patrican  Gladys  E  (Wid  Danl)  retd  h49  Maplewood  Pk 
Patrican  Herman  A  (Martha  M)  pres-treas  Maria’s  Pizza  Inc  h35 
Dalton  Rd 

Patrican  Joseph  E  (Elaine)  longshoremn  h Rockport  Rd 
Patrican  Lewis  (Jeanette)  mgr  Kentucky  Fried  Chicken  hRear  4 
Atlantic  Rd 

Patrican  Martha  M  Mrs  corp  elk  Maria’s  Pizza  Inc  r386  Main  St 
Patrican  Michl  F  r49  Maplewood  Pk 
Patrican  Peter  J  r49  Maplewood  Pk 

Patrick  Maroy  C  waitress  Freddie’s  Lobster  Land  hi  10  Thatcher  Rd 
Patschaider  Dorothy  billing  elk  Cape  Ann  Med  Serv  rPeabody  Mass 
Patten  Helena  (Wid  Laurence)  retd  h6  Grove  St 
Patten  Hollis  H  slsmn  E  H  Bickford  hRear  8  Marble  St 
Patten  Joan  elk  Building  Center  rRear  8  Marble  St 
Patten  Lydia  M  (Wid  Wilbur  S)  sr  elk  City  Bd  Of  Assessors  hl3  N 
Kilby  St 

Patten  Robt  A  (Eliz  G)  sum  res  42  Long  Beach  St  (R)  rMedford  Mass 
Patterson  Malcolm  L  (Trace  L)  tchr  Ward  II  Veterans  Mem  Sch  h40 
Atlantic  St 

Patteson  James  H  III  v-pres  Caribou  Fisheries  hEdgemoor  Rd 
Patton  Clifford  W  (Madeline)  retd  hSouth  St  (R) 

Paul  Carl  A  (Rosemary)  formn  Gloucester  Mach  Shop  h29  Magnolia 
Av 

Paul  E  Arth  (Mildred  N)  air  condition  eng  York  Corp  (B)  h42  Beacon 
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Paul's  Silver  Shop  South  Rd  (R) 

Paula  Kathy  h8  Fair  St 

Paulsen  Fredk  N  (June)  driver  Munro  Dry  Dock  (B)  hSunset  Point 
Rd 

Paulson  Alf  G  summer  res  hThatcher  Rd  (R) 

Paxson  James  C  (Genevieve)  mgr  Hale  Distributing  hl25  Wheeler  St 
Paxson  Melinda  R  studt  rl25  Wheeler  St 
Paxson  Timothy  mtcemn  rl25  Wheeler  St 

Payne  Eunice  Mrs  parish  sec  St  John’s  Epis  Ch  rl83  (REAR)  E  Main 
St 

Payne  Milton  L  (Peace  M)  phys  (Beverly)  h215  Western  Av 
Payne  R  Stanley  (Eunice)  hl83  E  Main  St 

Paynotta  Joseph  N  Jr  (Virginia)  firefighter  City  Fire  Dept  h75 
Eastern  Point  Rd 

Paynotta  Mayme  (Wid  Joseph  N)  retd  h9  Calder  St 
Peabody  Lester  C  (Phyllis  P)  (Peabody  Office  Furn)  hHesperus  Av 
Peach  Lucile  C  supvr  G  Dist  Nursing  Assoc  r745  Western  Av 
Peacock  Lane  A  (Nancy  B)  adv  exec  Albert  Frank  Gunther  Law  (B) 
hl8  Fuller  St 

Peacock  Nest  The  (Thos  Caulfield)  Bsmt  5  Main  St  (R) 

Pear  Wm  W  Jr  (Cath)  sum  res  Rockholm  Rd  rGreenwich  Conn 
Pearce  See  Also  Pierce 

Pearce  Chandler  D  (Deborah)  eng  hi 63  Washington  St 
Pearce  Charles  F  Jr  (Carolyn  D)  pres  Annisquam  Village  Hall  Assn 
h722  Washington  St 

Pearce  Eleanore  E  retd  hDrumlin  Rd  (R) 

Pearce  Virginia  L  tchr  Hovey  Sch  h3  Caleb’s  La  (R) 

Pearl  Black  The  (Mrs  Karen  Ronnberg)  gifts  South  Rd  (R) 

Pearl  Russell  P  sum  res  hSait  Island  Rd 

Pearsall  John  (Susan)  silversmith  (R)  hl45  Essex  Av  Apt  22 
Pearsall  Ralph  E  (Grace  E)  retd  hi  Roberts  Ct 
Pearson  Bangt  R  (Harriet  K)  model  wkr  United  Shoe  (BEV)  h34 
Norman  Av 

Pearson  Bruno  N  (Margt  A)  v-pres  Granite  Sav  Bk  hl4  Country 
Club  Rd  (R) 

Pearson  Edw  (Margt)  pntr  hl45  Essex  Av  Apt  7 
Pearson  Kenneth  R  studt  r34  Norman  Av 

Pearson  Marguerite  S  artist  47  Marmion  Way  (R)  h4<  Marmion  Wy 

(R) 

Peaslee  Richd  H  (Margart  P)  tool  &  die  maker  Gen  Elect  (L\NN) 
hl57  Western  Av 
Peavey  Bertha  retd  hl4  Sadler  St 
Peavey  Mary  J  r7  Riverdale  Pk 
Peavey  Mary  P  Mrs  retd  hl4  Sadler  St 
Peavey  Robt  r7  Riverdale  Pk 

Peavey  Roy  B  (Mary  S)  stk  elk  Gloucester  Marine  Railway  h7 
Riverdale  Pk 

Peavey  Roy  B  Jr  storeroom  Addison  Gilbert  Hosp  r-  Riverdale  Pk 
Pechelis  Nicholas  agt  Boston  Mut  Ins  r Essex  Mass 
Peckham  Albert  genl  hlpr  Gloucester  Marine  Railway  r8  Bray  St 
Peckham  Cynthia  A  treas  Sandy  Bay  Historical  Soc  &  Museum  Inc 
h44  Mt  Pleasant  St  (R) 

Peckham  Uldene  (Wid  Walter)  h8  Bray  St 
Pecunies  Marilyn  nurses  aide  Gape  Ann  Nursing  Home  rlOl 
Riverdale  Pk 

Pecunies  Otto  J  (Adele  M)  glazier  Am  Glass  h56  Riverdale  Pk 
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Pecunies  Peter  T  Marilyn  A  constn  wkr  Manzi  (BEV)  hlOl 
Riverdale  Pk 

Pecunies  Richd  W  r56  Riverdale  Pk 
Pedersen  Lars  Ann  E  real  est  broker  h47  Leonard  St 
Pedicini  Nicholas  sis  mgr  Gorton  Corp  rTopsfield  Mass 
Pedro ru  Margery  W  Wia  Victor  nurse  Addison  Gilbert  Hosp  h99 
Maplewood  Av 

Pedrotu  Angelo  rCape  Ann  Nursing  Home 
Pedrotti  Eug  J  designer  h862  Washington  St 
Pedrotti  Pn cilia  M  Wid  Emilio  A)  retd  h22  Quarry  St 
Peers  Root  Evelyn  earner  P  O  hl8  Vine  St 
Peg  Leg  Inn  3  King  St  R 

Peg  Leg  Motel  James  R  Ervin  10  Beach  St  >R 

PEG  LEG  RESTAURANT  AND  INN  (  Robert  H  Welcome) 

Restaurant  Open  April  Through  October  Tel  546-3038  Inn 
Open  Year  Round  Tel  546-2352  18  Beach  St  (Rock port  01966) 
(See  Index  To  Advertisers' 

Pellegrino  Joseph  P  Anne  E  sum  res  Point  Rd  rNorth  Andover 
Mass 

PeLetier  Anthony  serv  mgr  Foster  From  Gloucester  rPeabody  Mass 

Pelletier  Arm  J  Hath  M  h!58  Riverdale  Pk 

Peuetier  Richd  Judith  A  USAF  r75  Langsford  St 

PeLetier  Shirley  Wia  Carlton  A  retd  h22  Riverdale  Pk 

Peloqum  Denise  r62  Lexington  Av 

Peloqum  Lance  r62  Lexington  Av 

P eloquin  Marc  A  OD  Hours  9-5  DaLy  Except  Wednesday  Saturday 
Mornings  9-12  Noon  Evening  And  House  Call  By  Appointment 
Corner  Of  Rogers  And  Hancock  Sts  (01930)  Tel  283-5599 
Pelosi  Anthony  Pauline  barm  dr  Sonny’s  Lounge  (B)  h5  Elwell  St 
Pemstem  Geo  I  sum  res  hCliff  Rd 
Pemstem  R  sum  res  aEden  Rd  R 
Pence  Anna  G  retd  hla  Jewett  St  R 
Pendergast  Darn  hGap  Head  Rd  R 

Pendleton  House  Robt  N  Benoit  guests  55  Broadway  <R) 

Penney  John  B  sum  res  hRear  8  Waterman  Rd 
Pereen  Buddy  emp  City  Water  Dept  h89  Prospect  St 
Pereen  Dorothy  M  nurses  aide  Cape  Ann  Nursing  Home  r29  Orchard 
St 

Pereen  Edw  1.1  mntcemn  Cape  Ann  Nursing  Home  r29  Orchard  St 

Pereen  John  Irene  emp  Bedford  h29  Orchard  St 

Pereen  Joan  E  Dorothy  E  mech  Gorton’s  h2~2  Blynman  Av 

Pereen  Joyce  nurse  Addison  Gilbert  Hosp  r Essex  Mass 

Pereira  Joseph  USN  rll2  Western  Av 

Pereira  Mary  E  Wid  Albino  M  Jr)  hi  12  Western  Av 

Peres  Virginia  G  Mrs  homemkr  Action  Inc  h21  Mansfield  St 

Perez  Zoraida  h4  Cross  St  Apt  3 

? ergano  John  Spruce  Manor  rl41  Essex  Av 

Perk  Ina  E  stitcher  D  O  Frost  Co  h49  Curtis  St  iR> 

Perkms  Apartments  Mrs  Edith  S  Perkins)  8  Middle  St 
Perims  Dan  Marsha  K  computer  analyst  Gortons  hi  12  Essex  Av 
Perxms  David  Maureen  emp  Syncor  (Malden)  h40  Wheeler  St 
Perm  mm  S  id  F  Kenneth  'Perkins  Apartments)  h6  Middle  St 
Per  kins  Lena  Mrs  elk  De  Marco's  Cleaners  &  Dyers  r31  Western  Ave 
Perm*  Gertrude  E  Wid  Harold  S)  retd  h635  Washington  St 
Perkms  Helen  E  sr  elk  Gloucester  Welf  Serv  Ofc  hl6  Acacia  St 
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Perkins  Lawrence  J  (Regis  A)  mtcemn  Cape  Ann  Anchor  &  Forge 
hRear  8  Gerring  Rd 

Perkins  Lewis  (Gertrude  E)  butcher  h462  Washington  St 
Perkins  Lillian  retd  r44  South  St  (R) 

Perkins  Marjorie  opr  NET&T  r4  Martha’s  La  (R) 

Perkins  Maryann  studt  r6  Collins  Av 
Perkins  Mildred  L  retd  h55  Concord  St 

Perkins  Nancy  G  Mrs  v-pres  treas  Granite  Garage  Inc  rl35Vfe  Main 
St  (R) 

Perkins  Patricia  D  dental  asst  Bernard  Cohen  rRear  8  Gerring  Rd 
Perkins  Ralph  S  (Edna  G)  retd  hi  17  Marmion  Wy  <R) 

Perkins  Raymond  M  (Mary  C)  slitter  opr  Le  Page’s  h6  Collins  Av 
Perkins  Richd  D  (Helen  R)  retd  r2  Ocean  Av  (R) 

Perkins  Robt  security  ofcr  r4  Day  Ct 

Perkins  Roger  E  (Nancy  G)  pres  Granite  Garage  Inc  rl35Vfe  Main  St 
Perkins  Roger  T  (Alma)  summer  res  hCedar  La 
Perkins  Ruth  E  sum  res  hPasture  Rd  (R) 

Perkins  Spencer  W  III  emp  Town  Of  Rockport  r4  Martha’s  La  tRi 
Perkins  Thos  R  lumper  hl45  Essex  Av  Apt  15 
Perkins  Timothy  USN  Reserve  rl6  Acacia  St 
Perkins  Vernon  H  (Esther  C)  retd  hRidgewood  Ter  (R) 

Perkins  Wilbur  G  mech  Ocean  Pontiac  (B)  h4  Day  Ct 

Perkins  Wm  E  (Eleanor)  sum  res  11  Stockholm  Av  (R)  rCanton  Mass 

Perkins  Winifred  (Wid  Spencer)  retd  h4  Martha’s  La  (R) 

Perkins  Woodbury  E  retd  h7  Forest  St  (R) 

Perkio  Dorothy  cafeteria  wkr  Milton  L  Fuller  Sch  rGardner  Ter 
Perkio  Emil  O  (Dorothy)  jan  School  Dept  hGardner  Ter 
Perkio  Jacob  H  (Beatrice  M)  retd  hl04  Marmion  Wy  (R) 

Perlman  Sami  S  sum  res  26  Sleepy  Hollow  Rd  rLexington  Mass 
Pema  Angelo  tchr  Milton  L  Fuller  Sch  rlpswich  Mass 
Perrault  Ruth  J  (Wid  Raymond  N)  h209  Granite  St  (R) 

Perriga  Cathy  chandler  The  Chandlery  rEssex  Mass 
Perrin  Brenda  L  ofc  sec  Action  Inc  r75  Maplewood  Rk 
Perrin  Randolph  C  (Lydia  F)  retd  h20  Orchard  St 
Perrin  Randolph  C  Jr  (Bernice)  tree  surgeon  Amalia  Tree  Service 
(Manchester)  h20  Orchard  St 

Perrin  Ronald  (Margt)  elect  wkr  Syl vania  (Ipswich)  h6  Forest  St 
Perrine  Diana  dental  asst  (Bev)  r86  Western  Av 

Perrine  Gertrude  cafeteria  wkr  Milton  L  Fuller  Sch  r86  Western  Av 
Perrine  Glenn  B  (Gertrude)  driver  Progressive  Oil  Co  h86  Western 
Av 

Perron  Beth  W  Mrs  nurse  Addison  Gilbert  Hosp  rlpswich  Mass 
Perruzzi  Richd  (Deborah)  mach  h320  Western  Av 
Perry  Albert  F  (Ellen  S)  emp  Sears  (S)  hl71  Essex  Av 
Perry  Annie  h30  Trask  St 

Perry  Anthony  (Amelia)  mtcemn  Rope  &  Twine  (R)  rStewart  Av 
Perry  A  par  .ments  summer  rentals  Rear  73  Main  St  R) 

Perry  Arth  Jr  (Carol)  pntr  h3  Summit  St 

Perry  Arth  R  (Leah  R)  carp  h5  Lawrence  Ct 

Perry  Barbara  V  Mrs  pkr  Gorton’s  h28  Lynndale  Av 

Perry  Carole  jr  elk  Gloucester  Welf  Serv  Ofc  r3  Summit  St 

Perry  Charles  W  (Emma  A)  retd  h37  Sumner  St 

Perry  Claudia  retd  hlOa  Dock  Sq  (R) 

Perry  Claudia  trustee  Rockport  Public  Library  r59  Main  St  (R» 

Perry  Dana  R  (Sandra  J)  mech  h2l3  Washington  St 

Perry  David  F  (Patricia)  landscape  archt  (b)  State  h3  Seagull  St  (R) 
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FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

_ NIGHTS:  546-2009  •  283-3046  -  546-3249  _ 
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Perry  Desmond  J  (Edna  M)  mariner  Annisquam  Marina  h27  Norman 
Av 

Perry  Edith  rCape  Ann  Nursing  Home 
Perry  Edith  F  retd  r42  Revere  St 
Perry  Ellen  retd  r44  South  St  (R) 

Perry  Ellen  S  Mrs  clerk  Larsen’s  Shoe  Store  rl71  Essex  Av 
Perry  Ernest  J  (Madaline  E)  driver  Bldg  Center  h5  Linnet  PI 
Perry  Eug  J  (Joanna)  Gloucester  Eng  hl6Vfe  Perkins  St 
Perry  Eug  S  (Mary  E)  gro  27  Perkins  h25  Perkins  St 
Perry  Evelyn  L  ofc  mgr  Matheson  Gas  r25  Acacia  St 
Perry  Evelyn  M  (Wid  Albert)  retd  h58  Poplar  Pk 
Perry  Frank  F  (Esther)  retd  h6  Young  Av 
Perry  Fredk  C  (Martha  L)  carp  hl4  Dodge  St 
Perry  Gardner  J  (Ruth  S)  physiotherapist  10  Chestnut  St  hlO 
Chestnut  St 

Perry  Gardner  J  School  Of  Dancing  (Gardner  J  Perry)  10  Chestnut 
St 

Perry  Gene  r27-a  Norman  Av 

Perry  Geo  R  (Antoinette  A)  tchr  Gloucester  High  Sch  h69  Perkins  St 
Perry  Gerald  summer  res  hLong  Branch  Av  (R) 

Perry  James  h6  Maplewood  Pk 

Perry  Joan  Mrs  cafeteria  wkr  Milton  L  Fuller  Sch  rl6  Perkins  St 
Perry  John  (Doreen)  USAF  h27-a  Norman  Av 
Perry  John  C  (Sarah  H)  sum  res  1  Chester  Sq  rNorth  Field  Mn 
Perry  John  D  (Sharon  L)  dept  mgr  Bell  Super  Market  (BEV)  h23 
Friend  St 

Perry  John  F  (Florence  M)  retd  h3  Smith  Rd  (R) 

Perry  Joseph  (Joanne)  emp  OUF  hNew  Way  La 
Perry  Joseph  (Amelia)  sum  res  944  Washington  St  rBoston  Mass 
Perry  Joseph  E  (Martha)  mgr  Boot  &  Sandle  Shop  h33  Haskell  St 
Perry  Joseph  F  Jr  (Mary)  slitter  opr  Le  Pagio  h32  Wheeler  St 
Perry  Kenneth  E  (Mary  A)  driver  Gloucester  News  h3  Derby  St 
Perry  Laurence  F  (Mary  A)  ship  Cape  Ann  Anchor  &  Forge  h3 
School  St 

Perry  Lois  M  studt  rlO  Ferry  St 

Perry  Louis  P  (Mabel  C)  firefighter  City  Fire  Dept  hl5  Harvard  St 

Perry  Lucille  B  (Wid  Richd  V)  h29  Sargent  St 

Perry  Manuel  F  (Eliz  E)  fish  wkr  h9  Stanwood  St 

Perry  Manuel  R  (Cecelia)  pres-treas  Perry  Oil  h5  Rackliffe  St 

Perry  Margt  ofc  supvr  Cape  Ann  Mfg  h4  Wishart  Rd 

Perry  Marie  C  (Wid  Albert  N)  retd  h25  Acacia  St 

Perry  Marion  G  retd  h42  Revere  St 

Perry  Martha  craftsmn  Boot  &  Sandle  r33  Haskell  St 

Perry  Mary  (Wid  Ernest)  retd  h5  Linnet  PI 

Perry  Mary  Ann  regent  Cape  Am  Chapter  No  896  (Women  Of  Moose) 
rAllen  St 

Perry  Mary  Ann  lab  wkr  Natl  Oceanic  Atmospheric  Admn  r3  School 
St 

Perry  Mary  E  (Wid  Joseph)  social  wkr  hla  Main  St  (R) 

Perry  Mary  J  h31  Western  Av  Apt  13 
Perry  Oil  Co  Inc  Manuel  R  Perry  Pres-Treas  11  Bass  Av 
Perry  Pauline  M  emp  OUF  h20  Pleasant  St  Apt  4 
Perry  Pearl  G  (Wid  Joseph  J)  retd  h40  Bass  Av 

Perry  Philip  C  (Camilla  P)  mach  shop  formn  United  Shoe  (BEV)  hlO 
Ferry  St 

Perry  Phillip  E  tchr  Rockport  Jr  Sr  Hi  Sch  hStewart  Av 


212  Washington  St. _ Gloucester,  Mass.  01930 


Quality  &  Service  Since  1884 


Tel.  283-0698 
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Perry  R  Kenneth  summer  res  Lucia  Rd  (R)  rSpringfield  Mass 

Perry  Ralph  M  (Barbara  J)  plmb  L  E  Andrews  &  Co  h81  Wheeler  St 

Perry  Richd  A  Jr  (Theresa  B)  supvr  Gorton’s  hl32  Western  Av 

Perry  Richd  E  (Janice  R)  mtcemn  City  Pub  Prop  Div  h37  Cherry  St 

Perry  Richd  E  Jr  studt  r37  Cherry  St 

Perry  Robt  formn  Perry  Oil  r82  Mt  Pleasant  Av 

Perry  Robt  (Nancy)  sum  res  7  Eden  Rd  (R)  r Acton  Mass 

Perry  Robt  L  (Doree  K)  boat  bldr  &  designer  h8  Holbrook  Ct  (R) 

Perry  Robt  S  (Grace)  h62  Mt  Pleasant  Av 

Perry  Rolland  J  slsmn  Sudbay  Pontiac  Cadillac  Buick  rll  Gloucester 
Av 

Perry  Russell  E  (Fannie)  retd  h42  Revere  St 

Perry  Ruth  S  Mrs  (The  Cape  Ann  Shop)  rlO  Chestnut  St 

Perry  Shelia  M  studt  rl32  Western  Av 

Perry  Theresa  Mrs  cafeteria  wkr  Milton  L  Fuller  Sch  rl32  Western 
Av 

Perry  Wilfred  F  (Selma)  retd  h45  Leverett  St 
Perry  Wm  B  retd  h53  Phillips  Av  (R) 

Perry  Wm  J  (Marie  J)  (Bill’s  Barber  Shop)  h38  Valley  Rd 
Perry  Wm  J  Jr  tech  Varian  (BEV)  r38  Valley  Rd 

Perry  Wm  R  (Carmel  M)  custdn  Gloucester  High  Sch  h32  Reynard  St 

Perry  Wm  R  Jr  studt  r32  Reynard  St 

Pers«on  Danl  (Wendy)  designer  hl47  Granite  St  (R) 

Persson  Karl  A  (Anna  L)  retd  hi  19  Granite  St  (R) 

Pertzoff  Allan  fishermn  hl99Vfe  E  Main  St 
Pete  Ethel  retd  h44  Main  St  (R) 

Pete’s  Auto  Repair  (Peter  W  Anderson)  27  Pearl  St 
Peter  J  Geo  (Helen)  sum  res  18  Leonard  St  rBeverly  Mass 
Peters  Alice  retd  hl7  Ketchopulos  Cir  (R)  Apt  D 
Peters  Dennis  studt  rlO  Bellevue  Av 
Peters  Edw  J  prod  eng  hJerdens  La  (R) 

Peters  Frederic  J  rJerdens  La  (R) 

Peters  Gertrude  C  (Wid  Joseph  A)  retd  hl9  Riverside  St 
Peters  Jane  L  studt  r58  Cherry  St  " 

Peters  Joanne  C  hll  Sylvan  St 

Peters  John  L  (Evelyn  F)  emp  Ins  Co  Of  North  Am  (B)  hJerdens  La 
(R) 

Peters  Joseph  A  Jr  (Jean)  meter  rdr  h51a  Beacon  St 
Peters  Louis  M  (Jeanne  M)  retd  hCaleb’s  La  (R) 

Peters  Robt  h4d  Pleasant  St  (R) 

Peters  W  Curtis  studt  r58  Cherry  St 
Peters  Wm  retd  hl6  Friend  St 
Peterson  Alf  retd  r44  South  St  (R) 

Peterson  Alf  L  retd  hRear  6  Mt  Pleasant  St  (R) 

Peterson  Andrew  (Rosemary)  body  mn  h44a  Leverett  St 
Peterson  Bradley  (Judith  A)  acct  h501  Washington  St 
Peterson  Carl  A  (Lillian  E)  retd  h6  Oakland  Av  (R) 

Peterson  Cora  L  retd  h2  Agawam  La  (R) 

Peterson  Dawn  studt  rl5  Norman  Av 

Peterson  Dorothy  T  sec  Lawrence  N  Peterson  Inc  r30  Beacon  St 
Peterson  Earl  retd  h48a  Woodbury  St 

Peterson  Edward  Post  No  98  (Am  Legion)  32  Beach  St  (R) 

Peterson  Elinor  M  (Wid  Nester  T)  asst  bkpr  J  Raymond  Smith  h6 

Agawam  La  (R) 

Peterson  Everett  retd  r21  Exchange  St 

Peterson  Frances  M  (Wid  Joseph)  retd  h44  Lexington  Av  Apt  5 
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JEWELER 

REG.  JEWELER 
AM..  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware' 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 

01930 
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DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation— Our  Herd 
The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 


Peterson  Geo  N  (Diana  M)  fishermn  h23a  Hodgkins  St  (R) 

Peterson  Helen  S  (Wid  Carl  L)  retd  h45  Decatur  St 
Peterson  Kendall  (Nina)  asst  mgr  Mac  Donald’s  (BEV)  hl7  Allen  St 
Peterson  Lawrence  (Della)  electn  Jerry  Noble  hl5  Norman  Av 

N  <D°r°thy  "  ™  ^  A“  Savi^  Baak 
Pete^sleyaStrenCe  N  ^  (MarCia  F>  ^  LaWrence  N  Person  Inc  h7 


PETERSON  LAWRENCE  N  INC  Lawrence  N  Peterson  Vr 
President,  Bradley  Peterson  Vice-President,  Lawrence  N 

No  7?2°en  AnHn  rVD°.r0thy  T  PeterSOn  Secretary,  License 
j°7“6  A  ^  *“3’  Contracting  Engineers,  Plumbing,  Heating 

(See  Indeex  ^JX^)M‘PtoW°°d  A"  <01930)’  ^  283-°560 


Peterson  Leif  (Jackie)  emp  Gloucester  House  Restr  h4  Mt  Vernon  St 
Peterson  Ludwig  (Lempi  A)  retd  h44  Leverett  St 
Peterson  Marie  E  fishpkr  Gorton’s  hRear  17  Main  St  (R) 

Peterson  Mary  A  retd  rl08  Western  Av 
Peterson  Rebecca  (Wid  Oliver)  retd  h7  Neptune  PT 
Peterson  Richd  A  (Roberta  F)  (Paradise  Aquarium)  h2  Fort  Sq 
Peterson  Robt  L  (Mary  H)  mach  mech  Sylvania  hl7  Curtis  St  (R) 

pl^011  T^ld0c  !fharlene)  elec  aPPr  Jerry  Noble  hl5  Norman  Av 
Peterson  Theo  (Sallie  F)  lab  Amba’zarini  h2  Curtis  St  (R) 

Peterson  Walter  H  (Marion  F)  retd  h7  Davis  St 

Peterson  Wendell  slsmn  Grants  r211  E  Main  St 

Peterson  Wm  I  (Virginia  A)  retd  hl2  Breakwater  Av  (R) 

Petrasek  Andrew  J  (Evelyn)  retd  h53  Lexington  Av 

Petronzio  Frank  P  (Myriam)  tchr  Gloucester  High  Sch  hl94  Hesperus 

Pett  Arley  L  (Miriam)  studt  h45  Middle  St 
Pett  Morris  H  (Faye  G)  retd  hl2  Beach  Rd 

PettiWe  ?‘kel  w  MrS  su“  res  Nashua  Av  rHyde  Park  Mass 
Pettibone  John  W  curator  Rockport  Art  Assn  hi  Main  St  <RK 

Pettingill  Albert  sum  res  h49  River  Rd 

Pettipas  Mabel  W  Mrs  cafeteria  wkr  Gloucester  High  Sch  r24  Millett 

Pettipas  Wm  J  (Mabel  W)  retd  h24  Millett  St 

Pettit  Martin  T  lwyr  11  Pleasant  St  Rm  10  h!99  E  Main  St 

ew  Gordon  G  (Ruth  P)  hlpr  Endicott  Sch  h507  Washington  St 
Pew  Mary  H  retd  hl07  South  St  (R)  ^ 

Pew  Ruth  (Pat’s  Gold  &  Silver  Shop)  r507  Washington  St 
Pew  Steph  C  researcher  r507  Washington  St 
Pew  s  Wharf  fish  331  Main  St 

Pewter  Shop  The  (Lawson  Murch)  mfrs  14  South  Rd  (R) 

Phelon  Arth  N  (Helen)  retd  h7  Mt  Pleasant  PI  (R) 

Fheion  Heather  retd  r44  South  St  (R) 

Ph!r  ,Laurant  G  ,Florence  °)  eng  supt  POh5  Allen  St 
Fnetteplace  Rosemarie  Mrs  h29  Lookout  St 

pf“j,s  Btrl?r  fh°P  (Phil‘P  Parisi)  184a  Washington  St 

PhUbrook  Cha  fra  rm,Mr°n  R°Ckp°rt  &h  DeP‘  r13  Stockholm  Av  (R) 

m“  E*™  Av  ^  6ry  agt  Na“  Ma"ne  Fisheries  S*- 

P“  Frn<ft  ,H  Barbara  P)  retd  hl3  Stockholm  Av  (R) 

Philbrook  Kimberly  studt  r42  Eastern  Av 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street  _ Gloucester,  Mass.  01930 
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Philbrook  Rosalind  E  (Wid  Willard)  hsekp  Addison  Gilbert  Hosp  h22 
Atlantic  St 

Philip’s  Beauty  Salon  (Philip  T  Lovasco)  274  Essex  Av 
Phillips  Anthony  C  (Lillian  L)  security  guard  hi 093a  Washington  St 
Phillips  Beatrice  M  asst  mgr  Brae  Burn  Country  Club  (W  Newton) 
hll  Whittemore  St 

Phillips  Edw  F  (Mary  K)  retd  h Waterman  Rd 
Phillips  Ellen  J  Mrs  retd  h64  Grove  St 

Phillips  Ernest  A  Jr  (Priscilla)  sum  res  h33  Marmion  Wy  (R) 

Phillips  Hazel  H  (Wid  Thos  L)  hl58  Hesperus  Av  Apt  5 
Phillips  John  studt  rl32  Wheeler  St 

Phillips  John  F  (Diane  L)  sum  res  Waterman  Rd  rBurlington  Mass 
Phillips  Kenneth  A  (Mary)  real  est  (Lynn)  hl32  Wheeler  St 
Phillips  Lola  M  Mrs  h41  Webster  St 
Phillips  Lura  H  (Wid  Stanley  M)  retd  h87  Main  St  (R) 

Phillips  Mary  x-ray  tech  Addison  Gilbert  Hosp  rl32  Wheeler  St 
Phillips  Mary  R  retd  h6  Winchester  Ct 

Phillips  Patricia  tchr  Bridgewater  State  Tchrs  College  rl32  Wheeler 
St 

Phillips  Ralph  Jr  studt  r41  Webster  St 
Phillips  Robt  studio  artist  h5a  Atlantic  Av  (R) 

Philpott  Patricia  clinical  supvr  Cape  Ann  Nursing  Home  r23 
Englewood  Rd 

Philpott  Richd  W  (M  Patricia)  eng  Gloucester  Eng  h23  Englewood  Rd 

Phinney  Anne  T  waitress  hi  Mt  Locust  PI 

Phinney  David  USA  r4  Blynman  Av 

Phinney  G  Russell  (Myrtle)  summer  res  hRust  Island 

Phinney  Therese  nurse  Addison  Gilbert  Hosp  r4  Blynman  Av 

Phinney  Thomas  M  studt  r4  Blynman  Av 

Phinney  Walter  W  (Therese)  x-ray  tech  Gen  Elect  h4  Blynman  Av 
Picane  Salvatore  (Vincenza)  fish  ctr  h214  Washington  St 
Pickens  Claude  (Eliz)  retd  hBarberry  Heights  Rd 
Pickette  Harvey  J  (Ann  M)  mason  cntr  h38  Dalton  Rd 
Picone  Joanna  pkr  r214  Washington  St 
Picone  Lucretia  pkr  r214  Washington  St 

Picone  Paul  K  photog  hl62  Western  Av  f 

Picone  Pauline  pkr  r214  Washington  St 

Picone  Sarah  Mrs  dept  hd  Ralph  B  O  Maley  Mdl  Sch  h7  Allen  St 

Piechowiak  Paul  tchr  Middle  Sch  (R)  rlpswich  Mass 

Piel  Edw  K  (Piel’s  Poop  Deck)  rNewburyport  Mass 

Piel’s  Poop  Deck  (Edw  K  Piel)  nautical  shop  South  Rd  (R) 

Pier  The  (John  C  Sanidas)  restr  Folly  Cove  (R) 

Pier  7  Bay  Trading  Co  (Frank  U  Wetmore)  Parker  St 

Pierce  See  Also  Pearce 

Pierce  Ada  F  Mrs  retd  h6  Millett  St 

Pierce  Ada  V  (Wid  Geo)  retd  h87  Prospect  St 

Pierce  Barbara  M  (Wid  Henry  E)  elk  typ  Gloucester  Welf  Serv  Ofc 
hRear  97  Mt  Pleasant  Av 
Pierce  Barbara  W  Mrs  sum  res  hThatcher  Rd  (R) 

Pierce  Bruce  studt  rRear  97  Mt  Pleasant  Av 
Pierce  Cath  W  retd  h48  Marmion  Wy  (R) 

Pierce  Charles  T  retd  h39  Western  Av 

Pierce  Charles  W  (E  Doris)  carp  h36  Highland  Av  (R) 

Pierce  Florence  Mrs  retd  h2  Ketchopulos  Cir  (R)  Apt  9h 

Pierce  Frances  B  (Wid  Robt  M)  hsemother  Addison  Gilbert  Hosp  r6 

Myrtle  Sq 
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Pierce  Geo  A  Jr  (Mary  C)  lab  City  Pub  Prop  Div  hl26  Maplewood 
Av 

Pierce  Greggory  grndr  Cape  Inn  Tool  r339  Western  Av 
Pierce  Hosea  T  (Evelyn  M)  retd  h30  Atlantic  Av  (R) 

Pierce  John  H  retd  rl64  Prospect  St 
Pierce  John  W  (Judith  M)  longshoremn  hl8  Traverse  St 
Pierce  Ralph  T  Jr  (Mary  E)  mgr  Middlesex  Co  Natl  Bank  (Melrose) 
h339  Western  Av 

Pierce  Richd  A  prod  wkr  Gorton’s  r6  Millett  St 
Pierce  Robt  studt  rRear  97  Mt  Pleasant  Av 
Pierce  Ronald  (Gerald)  elk  PO  rlpswich  Mass 
Pierce  Virginia  E  retd  hi  16  Granite  St  (R) 

Pierce  Walter  B  (Jeanette  A)  sum  res  7  Waterman  Rd  rWest  Newton 
Mass 

Pierce  Wm  pres  &  treas  Kelleher’s  rl8  Traverse  St 
Pierce  Winship  B  (Glenis  A)  v-pres-tech  Tarr  &  Wonson  Ltd  h25 
Englewood  Rd 

Pieroway  Donald  retd  rl42  E  Main  St 

Pieroway  Lestor  G  (Rose  T)  formn  Smith  &  Winchester  (D)  h56 
Curtis  St  (R) 

Pierpont  Clyde  L  dept  chairmn  Ralph  B  O’Maley  Mdl  Sch  rBeverly 
Mass 

Pigeon  Cove  Apts  (Richd  A  Lovell)  tourist  182  Granite  St  (R) 

Pigeon  Cove  Chapel  Rev  Wayne  H  Morgan  Pastor  155  Granite  St  (R) 
Pigeon  Cove  School  Mrs  Mary  Kempton  Prin  15  Story  St  (R) 

Pike  Christine  M  retd  h46Vfc  Warner  St 

Pike  Fredk  R  (Julia  F)  retd  h334  Washington  St 


PIKE  FUNERAL  SERVICE  Harold  N  Pike  Funeral  Director,  61 
Middle  St  (01930),  Tel  283-0884  (See  Index  To  Advertisers) 
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Pike  Harold  N  funeral  dir  Pike  Funeral  Service  h61  Middle  St 

Pike  Harold  N  Jr  (Patricia  J)  pntr  hl094  Washington  St 
Pike  Marguerite  E  Mrs  retd  h4  Bridgewater  St 
Pimental  Arth  E  (Art’s  Barber  Shop)  h21  Allen  St 
Pimental  G  Jerome  (Theresa  E)  retd  h8  Lewis  Ct 
Pimental  Gary  whsemn  E  A  Greel  r21  Allen  St 
Pimental  John  (Rose)  sum  res  7  Riggs  Pt  Rd  hl6  Vine  St 
Pimental  Manuel  J  Jr  (Norma  E)  labor  rep  A  F  L-C  I  O  (Wash  DC) 
hHighland  La 

Pina  Elaine  (Wid  Henry)  emp  Gorton’s  h8  El  well  St 
Pina  Steph  B  slsmn  North  Shore  Furn  Co  r8  Elwell  St 

Pine  Edw  J  Jr  (Kathleen  A)  chef  Pilgrim  Nursing  Home  h22  South 
St  (R) 

Pine  Kathleen  A  r22  South  St  (R) 

Pingree  Charles  V  marine  documentation  ofer  US  Dept  Of  Trans  rW 
Lynn  Mass 

Pinho  Humperto  F  (Maria  C)  emp  Mighty  Mac  h5  Oak  St 
Pinho  Joseph  F  (Isabel  G)  mach  Gloucester  Engineering  h31  Friend 
St 

Pinkham  Clarence  A  (Edna  A)  utilitymn  Le  Page’s  h461  Washington 
St 

Pinkham  Fred  rl04  Pleasant  St 

Pinkham  Nancy  C  Mrs  cash  Action  Inc  hl46  Riverdale  Pk 

Pino  Anthony  (Ann)  policemn  Rockport  Police  Dept  h6  Oak  Cir  (R) 

Pino  David  carp  hll  Vulcan  St 

Pino  Eleanor  Mrs  retd  h67  Friend  St 

Pino  John  (Muriel  E)  fishermn  h3  Hampden  St 

Pino  Ralph  R  (Muriel  E)  dir  of  auxiliary  City  Sch  Dept  h56  Harrison 
Av 

Pino  Richd  (Ruth)  carp  h3  Hampden  St 
Pino  Weldon  D  hPoole’s  Ter  (R) 

Pinxit  Gallery  (Aldora  R  Guarnera)  art  7  South  Rd  (R) 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Moss.  01930  Tel.  283-1416 
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Piolite  Plastics  Richd  O  Lawrence  Pres  Robt  W  Lawrence  V-Pres 
plastic  mfrs  Fernwood  Lake  Av 
Piotrowicz  Michl  chem  analyst  Matheson  Gas  rSalem  Mass 


PIPER  MERVYN  F  (Barbara  G) 

(CUNNINGHAM  &  KERR) 

111  MAIN  STREET 
TELEPHONE  283-3280 
h  EASTERN  POINT  BLVD 
TELEPHONE  283-4388 


Piper  Muriel  C  (Wid  Frank)  retd  hPenzance  Rd  (R) 

Piper  Ralph  (Florence  E)  summer  res  hi  High  St  (R) 

Piraino  Anthony  S  (Rosalie)  carp  h29  Lookout  St 

Piraino  Bartholemew  J  (Madilyn  M)  mach  Navy  Yd  (B)  h3  Mansfield 
St 

Piraino  James  (Frances)  fishermn  h28  Granite  St 
Piraino  Joseph  (Stephenie)  fishermn  hll  Granite  St 
Piraino  Rosario  A  (Grace  M)  artist  M  I  T  (B)  hl4  Orchard  St 
Piraino  Steph  J  drftsmn  rl4  Orchard  St 
Piraino  Thos  USA  r28  Granite  St 

Piraino  Thos  (Mary)  mach  Sinterbond  hRear  7  Magnolia  Av 

Piraniro  Stepenie  elk  r6  Blueberry  La 

Pirate’s  Lane  Marine  197  E  Main  St 

Pirroni  Joseph  sum  res  hBrooks  Rd 

Piscatello  Linda  elk  Brigham’s  r20  Washington  Sq 

Piscitello  Alf  (Frances  E)  marine  eng  h20  Washington  Sq 

Piscitello  Augustine  J  (Antoinette)  fishermn  h52  Washington  St 

Piscitello  Bartolo  A  (Mary)  lino-opr  Gloucester  Daily  Times  h8 
* 

Exchange  St 

Piscitello  Charles  A  emp  Hall  Bros  Marine  h35  Derby  St 
Piscitello  Fay  r35  Derby  St 

Piscitello  Joanne  ofc  elk  Empire  Clo  r52  Washington  St 
Piscitello  John  J  (Sally  J)  retd  h8k  Commonwealth  Av 
Piscitello  John  S  (Sally)  lab  City  Pub  Prop  Div  h48  School  St 
Piscitello  Joseph  (Laura)  asst  mgr  (Swampcott)  h20  Shepherd  St 
Piscitello  Joseph  J  (Pauline  T)  fishermn  h27  Granite  St 
Piscitello  Mary  teller  Cape  Ann  Bk  &  Trust  h7  Magnolia  Av 
Piscitello  Rosalie  (Wid  Salvatore)  retd  h21  Pine  St 
Piscitello  Salvatore  (Cheryle  L)  emp  Cape  Ann  Anchor  &  Forge  r84 
Prospect  St 

Piscitello  Sami  J  (Josephine  M)  genl  hlpr  h8k  Commonwealth  Av 
Piscitello  Vito  (Eliz)  elec  tech  Transition  h29  Magnolia  Av 
Pistenma  A  Wm  (Martha  H)  retd  hl7  S  Kilby  St 
Pistenmaa  Aili  F  Mrs  retd  h2  Barker  Av 

Pistenmaa  Fannie  M  ofc  sec  Salvatore  J  Favazza  r2  Barker  Av 
Pistenmaa  Geo  S  (Taimi  R)  carp  Richd  Hunt  h2  Barker  Av 
Pistenmaa  John  (Edith)  h20  Andrews  St 
Pistenmaa  Lauri  M  (Pauline  A)  retd  hi  Barker  Av 
Pistenmaa  Lawrence  firefighter  City  rl  Barker  Av 
Pistenmaa  Michl  A  (Debra)  firefighter  City  Fire  Dept  h7  Barker  Av 
Pistenmaa  Urho  J  (M  Winifred)  emp  Cape  Ann  Tool  hl097a 
Washington  St 

Pistenmad  Kathleen  Mrs  waitress  hi 35  E  Main  St 
Pitcher  Charlotte  E  (Wid  Blake)  retd  r7  South  Street  Ct  (R) 

Pitkin  Susan  rl6  Fuller  St 
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Pitman  Helen  S  hRear  6  Main  St  (R) 

Pitman  Melissa  tchr  aide  Eastern  Av  Sch  r34  Commonwealth  Av 
Pitteuger  Fred  eng  B  F  Goodrich  Chem  rWillden  Heights  Rd 
Pitts  Henry  J  slsmn  The  Pewter  Shop  rl80  Granite  St  (R) 

Pitts  John  A  tchr  (Beverly)  hi 80  Granite  St  (R) 

Pitts  Mary  J  sec  Old  Colony  Trust  (B)  h23  Main  St  (R) 

Pizer  Laura  C  (Wid  Max)  summer  res  25  Skipper  Wy  rCambridge 
Mass 

Pizzimenti  Anthony  P  U  S  C  G  rl4  Marina  Dr 

Pizzimenti  Joanna  hairdrsr  Anthony’s  Beauty  Salon  rl4  Washington 
Sq 

Pizzimenti  Salvatore  P  studt  rl4  Marina  Dr 

Pizzimenti  Sami  retd  hl4  Washington  Sq 

Pizzimenti  Vincent  P  (Mary  R)  fishermn  hl4  Marina  Dr 

Place  Cath  A  Mrs  h72  Riverdale  Pk 

Place  Diane  sec  hi 45  Essex  Av  Apt  9 

Place  Marlene  h7  Caledonia  PI 

Place  Mary  Mrs  retd  h9  Prospect  St 

Place  Richd  W  (Caroline)  fish  wkr  h45  Riverdale  Pk 

Place  Robt  genl  hlpr  Gorton’s  rl5  Linden  Rd 

Place  Ronald  E  (Sandra  A)  (The  Chowder  Hse)  hl2  Caledonia  PI 
Place  Vernon  L  Jr  (Esther  M)  carp  hl5  Linden  Rd 
Plander  Helen  G  (Wid  Henry  G)  retd  h6  Terrace  La 

Plante  Kevin  J  (Diane  E)  porter  Sewing  Mach  Co  (BEV)  r54  Eastern 
Av 

Platt  David  R  (Geraldine  R)  cabt  mkr  h70  Phillips  Av  (R) 

Playfair  Susan  R  public  relations  Gloucester  Eng  hRockholm  Rd 
Plekavich  Louis  E  (Nellie)  sum  res  11  Elmo  La  rBelmont  Mass 
Pless  Alex  (Rose  F)  pharm  Sterling  Drug  Store  h35  Chapel  St 
Pless  Alex  Jr  studt  r35  Chapel  St 
Pless  Barbara  Z  studt  r35  Chapel  St 
Pless  Bayard  J  studt  r35  Chapel  St 

Plum  Cove  Elementary  School  Vincent  Caffasso  Prin  Hickory  St 
Plumber  Charles  (Bev)  tchr  hl82  Granite  St  (R) 

Plummer  Roger  chef  Capt  Courageous  Restr  rHamilton  Mass 
Plunkett  Linda  J  tchr  hl63  Magnolia  Av 
Pocknett  Donna  asst  buyer  Filene’s  r21  Fenley  Rd 
Pocknett  Frances  pkr  Le  Page’s  r21  Fenley  Rd 

Pocknett  L  Horace  (Frances)  insp  Gen  Elect  (LYNN)  h21  Fenley  Rd 
Pocknett  Mara  J  studt  r21  Fenley  Rd 
Pocknett  Mark  studt  r21  Fenley  Rd 

Pohas  Geo  J  (E  Martha)  phys  41  Pleasant  St  h4  Kent  Cir 

Pohas  Joan  med  sec  r4  Kent  Cir 

Poirier  Annie  E  Mrs  retd  h7  Broadway  (R) 

Poirier  Dennis  B  studt  rl5  Addison  St 

Poirier  Joseph  E  emp  Poirier  Elec  r7  Broadway  (R) 

Poirier  Louis  E  (Alice  C)  mtcemn  h24  Lynndale  Av 
Poirier  Marie  (Wid  Lenus  C)  retd  hlOl  Prospect  St 
Poirier  Percy  L  (Cath  F)  truck  driver  hl5  Addison  St 
Poirier  Sylvia  A  tchr  Beeman  Mem  Sch  h616  Western  Av 
Poirier  Thos  F  studt  r7  Broadway  (R) 

Polack  Louis  (The  Old  Salt  Box)  hCaleb’s  La  (R) 

Poland  Warren  M  (Edith  H)  phys  47  Pleasant  St  h47  Pleasant  St 
Polansky  Geraldine  dir  family  daycare  Action  Inc  rBeverly  Mass 
Police  Court  Building  193  Main  St 

POLICE  DEPARTMENT  (See  Gloucester-City  Of;  Rockport-Town 
Of) 

Polinsky  Richd  M  driver  hl7  Becker  La 

Polisson  Citgo  (Geo  Polisson)  gas  sta  18  Railroad  Av 

Polisson  Geo  (Ellen  M)  (George’s  Car  Wash)  hl029  Washington  St 

Polisson  Harriette  sec  Mass  Elec  hl2  Perkins  Rd 

Polisson  Jason  (Tula)  serv  sta  atndt  rl029  Washington  St 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Politano  John  A  (Josephine  A)  wldr  Mkt  Forge  (Everett)  h28  Prospect 
St 

Polizzia  Ann  M  studt  r23  Whittemore  St 
Polizzia  John  (Eliz)  retd  h3  Maplewood  Av 
Polizzia  Joseph  W  (Nancy  A)  firefghter  City  Fire  Dept  h23 
Whittemore  St 

Polizzia  Paul  F  (Donna  M)  carrier  PO  h6  Whittemore  St 


POLK  R  L  &  CO 

CITY  DIRECTORY 
PUBLISHERS 

600  WASHINGTON  STREET 
BOSTON,  MASS  02111 
AUTOMOBILE  AND  TRUCK 
OWNER  LISTS 
AUTOMOTIVE  STATISTICS 
BANK  BUSINESS 

DEVELOPMENT  SERVICES 
BANK  DIRECTORIES 
DIRECT  MAIL  ADVERTISING 
MAILING  LISTS 
MOTOR  VEHICLE 

REGISTRATION  MANUALS 
POLK  BUILDING 
431  HOWARD  STREET 
DETROIT,  MICHIGAN  48231 


Pollack  David  P  (Rose  Marie)  summer  res  hThurston’s  Pt 
Pollard  Donald  (Gail)  emp  Forge  hi  Hooper  Ct  (R) 

Pollock  Allen  B  r925  Washington  St 
Pollock  Barry  (Sandie  L)  h925  Washington  St 

Polloni  Domenico  (Della  L)  mill  wkr  Bldg  Center  h271  Granite  St  (R) 
Polloni  Mafalda  E  cook  Driftwood  Inn  h269  Granite  St  (R) 

Polloni  Maria  F  (Wid  Angelo  D)  retd  h52  Curtis  St  (R) 

Polloni  Wm  A  emp  Cape  Ann  Tool  r271  Granite  St  (R) 

Polossi  John  (Tobacco  Shop)  rElwell  St 
Polsonetti  Anthony  (Tony’s  Fruitland)  rLynn  Mass 
Pomeroy  Herbert  summer  res  hRust  Island 
Pomeroy  John  S  Jr  (Esther)  retd  h65  Mt  Pleasant  Av 
Pomeroy  Rosemary  bkpr  Sonolite  Corp  r65  Mt  Pleasant  Av 
Pommet  Dana  P  (Janet  F)  computer  opr  Gorton’s  h38  Commonwealth 
Av 

Pommet  Fannie  A  (Wid  Paul  J)  hl7  Eastern  Av 
Pommet  Gary  E  genl  hlpr  Fabro  Inc  rl7  Eastern  Av 
Pommet  Janet  ofc  sec  Gloucester  Ind  Devel  Comn  r38  Commonwealth 
Av 

Pommet  Winifred  (Wid  Eug)  hl4  Eastern  Point  Rd 
Pool  See  Also  Poole 

Pool  Alan  S  (Eliz  B)  computer  opr  Raytheon  hl6  Story  St  (R) 

Pool  Donald  M  (Mazie  P)  retd  hi  High  Street  Ct  (R) 

Pool  Dorothy  retd  h51  Broadway  (R) 

Pool  Eliz  B  bkpr  Rockport  Natl  Bank  r49  High 
Pool  Norman  S  (Martha  L)  retd  hl8  Story  St  (R) 

Pool  Paul  S  (Barbara  E)  serv  tech  h859  Washington  St 

Pool  Ronald  D  r47  Prospect  St 

Pool  Rosemond  (Wid  Chester  E)  h47  Prospect  St 
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Poole  A  Dewey  (Kathleen  N)  mach  Cape  Ann  Tool  h7  Linden  Rd 
Poole  Albert  N  retd  h54  Holly  St 

Poole  Charles  E  (Barbara)  driver  J  Raymond  Smith  h86  Friend  St 
Poole  David  E  (Louise  N)  (Joseph  B  Poole  &  Son)  hlO  Green  St  (R) 
Poole  Dorothy  L  studt  hi 89  Hesperus  Av 
Poole  Eliz  retd  r44  South  St  (R) 

Poole  Ernest  R  (Helen  V)  retd  hlO  Norwood  Av  (R) 

Poole  Esther  emp  Muss  Coastal  rThatcher  Rd  (R) 

Poole  Glenn  studt  r8  Grove  St 

Poole  Isabel  L  (Wid  Ernest  R  Jr)  asst  treas  Granite  Sav  Bank  h9 
South  St  (R) 

Poole  James  D  mach  h96  Riverdale  Pk 

Poole  John  F  (Virginia  L)  elec  tech  h967  Washington  St 

Poole  Joseph  B  &  Son  (David  E  Poole)  elec  contr  10  Green  St  (R) 

Poole  Louisa  M  Mrs  astrologist  r25  Parker  St  (R) 

Poole  Margt  retd  hRear  14  King  St  (R) 

Poole  Marjorie  L  fish  wkr  O  U  F  hl3a  Hampden  St 
Poole  Nancy  V  retd  hi 58  Hesperus  Av  Apt  3 
Poole  Orren  S  (F  Evelyn)  farmer  h21  South  St  (R) 

Poole  Paige  O  (Mary  Anne)  emp  Poole’s  Drug  Store  h24  Smith  Rd 

(R) 

Poole  Patricia  elk  Gloucester  Natl  Bk  r24  Smith  Rd  (R) 

Poole  Phyllis  K  (Wid  Philip  P)  waitress  Old  Farm  Inn  h76  Eastern 
Av 

Poole  Reggie  G  (Mary  Jane)  mach  Murmac  Mfg  h2  Lexington  Av 
Poole  Richd  H  (Louise  B)  (Poole’s  General  Contracting)  hThatcher  Rd 

(R) 

Poole  Ruth  C  (Wid  Irving)  retd  hRear  2  Main  St  (R) 

Poole  Sally  sum  res  h3  Landmark  La  (R) 

Poole  Sidney  L  Jr  (Poole’s  Drug  Store)  h79  Main  St  (R) 

Poole  Stanley  emp  Pooles  Genl  Contracting  rThatcher  Rd  (R) 

Poole  Stanley  (Ruth  E)  carp  hRidgewood  Ter  (R) 

Poole  Walter  E  (Emily  D)  retd  h5  Forest  St  (R) 

Poole  Winston  R  driver  Miles  River  &  Sand  hl2  Summer  St 
Poole’s  Drug  Store  (Sidney  L  Poole  Jr)  79  Main  St  (R) 

POOLE’S  GENERAL  CONTRACTING  (Richard  H  Poole),  General 
Contracting,  Land  And  House  Lots  Bought  And  Sold 
Thatcher  Rd  (Rockport;  01966),  Tel  546-6952  (See  Index  To 
Advertisers) 

Pooler  Howard  F  (Concetta)  retd  h25  Hartz  St 

Pooler  Rachael  R  Mrs  stitcher  Royal  Sportswear  h36  Washington  Sq 
Pooler  Ronald  R  (Judy)  lab  Hagstrom  Co  h30  Cleveland  St 
Pope  Alex  mason  atndt  h42  Granite  St  (R) 

Pope  Charlotte  tchr  Plum  Cove  Elementary  Sch  rl6  Marble  St 

Pope  Clifton  T  (Charlotte)  mach  hl6  Marble  St 

Pope  Jeffrey  studt  rl6  Marble  St 

Pope  Jonathon  carp  h92  Main  St 

Popp  Donna  M  sec  hl45  Essex  Av  Apt  21 

Poppe  David  J  hl6  Fuller  St 

Popular  Antique  Shop  (Mrs  Merry  L  Kizevich)  1095  Washington  St 
Porcello  Anthony  br  mgr  A  &  P  Tea  Co  rPeabody  Mass 
Porcino  Marjorie  A  Mrs  sec-treas  G  Vocational  Sch  rl5  Perriwinkle 
La 

Porcino  Nancy  Mrs  tchr  West  Parish  Sch  rl45  Essex  Av  Apt  20 
Porper  David  studt  r6  Poplar  St 

Porper  Helen  Mrs  nurse  Gloucester  High  Sch  rl4  Forest  St 
Porper  Leonora  A  (Wid  Russ  D)  retd  h6  Poplar  St 
Porper  Michl  studt  rl4  Forest  St 

Porper  Peter  C  (Diana)  invoice  elk  Thermet  h38  Cleveland  St 
Porper  Richd  B  br  mach  North  Atlantic  Fisheries  r38  Cleveland  St 
Porper  Robt  B  (Helen)  mach  Gloucester  Eng  hl4  Forest  St 
Porper  Robt  B  Jr  USN  rl4  Forest  St 

Porper  Wm  H  (Maryann)  asmbly  mn  Gloucester  Eng  h9  Madison  Av 


PETROLEUM,  INC. 


eacdast 


Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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Porper  Wm  T  (Freda  M)  freezer  eng  Empire  Fish  h38  Cleveland  St 
Porter  Ashby  L  (Effie  G)  fish  wkr  Codinha’s  Fish  h47V2  Warner  St 
Porter  Barbara  (Wid  Charles)  retd  hPenryn  La  (R) 

Porter  Cath  Mrs  daycare  mother  Action  Inc  r8  Leighton  Ct 
Porter  Edw  J  studt  r6  Fremont  St 
Porter  Eliz  driver  United  Gro  h9  Babson  Ct 
Porter  Frances  retd  r44  South  St  (R) 

Porter  Gardner  W  (Nancy)  firefighter  City  Fire  Dept  hl55  Cherry  St 
Porter  John  V  (Eleanor  F)  retd  hl64  Washington  St 
Porter  Joseph  A  (Louise)  retd  h7  Derby  St 

Porter  Laura  (Wid  James  W)  emp  Gorton’s  hRear  118  Mt  Pleasant 
Av 

Porter  Lucy  I  Mrs  h5  Alper  Rd 

Porter  Margt  sec  Natl  Marine  Fisheries  r50a  Rocky  Neck  Av 

Porter  Mary  hsekpr  Cape  Ann  Nursing  Home  rl24  Riverdale  Pk 

Porter  Richd  (Nona)  h229  Western  Av 

Porter  Richd  L  (Carolyn  E)  studt  h24  Leonard  St 

Porter  Robt  (Carol)  emp  Arthur  O  Little  (CAMB)  h9  Blossom  La 

Porter  Robt  sum  res  h7  Ships  Bell  Rd 

Porter  Roger  P  (Mary  A)  fish  wkr  Gorton’s  hl24  Riverdale  Pk 

Porter  Virginia  C  retd  r6  Federal  St 

Porter  Wm  emp  Gorton’s  rl24  Riverdale  Pk 

Porter  Wm  (Marg)  fish  ctr  Gorton’s  hl4  Columbia  St 

Porter  Wm  E  (Helen  M)  retd  h6  Fremont  St 

Portugese  American  Club  Joseph  F  Pinho  Treas  133  Prospect  St 
Posey  Steph  L  (Ellen)  educational  tutor  hlO  Flume  Rd 
Post  Clifford  (Toby)  dir  Main  St  Chess  Studio  hl6  Columbia  St 
POST  OFFICE  DEPARTMENT  (See  United  States  Government) 
Pothier  Allan  M  (Ann  M)  laby  elk  Addison  Gilbert  Hosp  r23  Green 
St 

Pothier  Mary  I  (Wid  Gerald  P)  pres  The  Main  Deck  Inc  h23  Green 
St 

Potkay  Rachel  laby  elk  Addison  Gilbert  Hosp  rl  Gardner  Ter 
Potkay  Robt  M  (Rachel  D)  hi  Gardner  Ter 
Potter  Alma  H  (Wid  Jos  H)  retd  h5  Emerald  St 
Potter  Lucy  A  Mrs  tchr  (Ipswich)  h67  Shore  Rd 
Potter  Natalie  studt  r67  Shore  Rd 

Potter  Pauline  (Wid  Daniel  W)  sum  res  hlO  Briarstone  Rd  (R) 

Potter  Priscilla  Mrs  summer  res  hRust  Island 

Poulsen  Douglas  A  (Ethel  M)  crane  opr  Cape  Ann  Anchor  &  Forge 
h32  Grove  St 

Powell  C  E  lab  tech  h2  Prospect  St  Extn  (R) 

Powell  Carol  ofc  sec  Cape  Ann  Med  Center  rRockport  Mass 
Powell  Donald  J  (Marilyn)  dir  of  industrial  relations  United  Shoe  (B) 

h27  Haskell  St 

Power  Wm  J  Rev  treas  Gonzaga  Retreat  House  rLake  Av 
Powers  Adelaide  M  (Wid  Archie)  retd  hi  19  Pleasant  St 
Powers  Alf  C  (Caroline  E)  h5  Derby  St 

Powers  Arline  M  Mrs  nurses  aide  Cape  Ann  Nursing  Home  h79 
Prospect  St 

Powers  Carleton  M  (Mary  E)  lumper  h3  Rockmoor  Ter 
Powers  Cath  elk  Seafood  Kitchens  r26  Dale  Av 
Powers  Cath  elec  tech  hl3  Myrtle  Sq 
Powers  Cath  G  Mrs  retd  hl2  Nally  Av 

Powers  Charlotte  nurse  Addison  Gilbert  Hosp  rll2  Pleasant  St 
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Powers  Christine  M  (Wid  Gerald  J)  acct  Sandler  Sandler  &  Laramee 

hl84  Main  St  (R) 

Powers  Dennis  M  sub  tchr  r4  Oak  St 
Powers  Everett  A  (Viola  R)  retd  h2  Gilbert  Rd 

Powers  Everett  A  Jr  (Nancy  A)  computer  programmer  h725  Western 
Av 


Powers  Francis  B  (Helen  M),  Podiatrist,  19  Dale  Av  (01930),  Tel  283- 
0319 

Powers  G  Harvey  (Frances  H)  supt  Rockport  Golf  Club  rlO  Prospect 
St  (R) 

Powers  Geneva  E  Mrs  bkpr  Hall  Bros  Marine  r61  Gloucester  Av 
Powers  Geo  H  (Francis  H)  supt  Rockport  Golf  Club  hRear  17 
Hodgkins  St  (R) 

Powers  Grace  retd  h5  Derby  St 

Powers  Harry  D  (Linda  W)  countermn  Michel’s  Cape  Ann  Diner  h4 
Oak  St 


Powers  Helen  M  (Wid  Edw  W)  retd  h30  Harrison  Av 

Powers  James  (Alice  C)  retd  h80  Bass  Av 

Powers  James  A  (Joan  H)  dentist  hl07  Mt  Pleasant  Av 

Powers  Jeffery  (Patricia  H)  h21  Friend  St 

Powers  Joan  C  studt  r79  Prospect  St 

Powers  Kathleen  retd  hRiverside  St 

Powers  Mary  retd  h36  Granite  St 

Powers  Mary  H  rl9  Dale  Av 

Powers  Nancy  billing  elk  Cape  Ann  Med  Center  r725  Western  Av 
Powers  Priscilla  M  (Wid  John  H  Jr)  retd  h22  Riverside  Av 
Powers  Regina  dental  asst  Walter  J  Powers  Sr  rEdgemoor  Rd 
Powers  Richd  T  treas  Crow’s  Nest  rWinchester  Mass 
Powers  Robt  K  (Geneva  E)  h61  Gloucester  Av 
Powers  Robt  L  retd  hl7  Clark  Av  (R) 

Powers  Scott  E  studt  r725  Western  Av 

Powers  Sylvester  E  (Charlotte  E)  emp  Atlantic  Seafoods  hi  12 
Pleasant  St 

Powers  Thos  H  (Maureen  A)  studt  h52  Broadway  (R) 

Powers  Walter  J  (Helen  M)  dentist  26  Dale  Av  h4  Gerring  Rd 
Powers  Walter  J  Jr  (Marie)  dentist  26  Dale  Av  hl55  E  Main  St 
Powers  Wm  D  (Cath  M)  mach  Cape  Ann  Forge  &  Tool  h27  Gee  Av 
Powler  Genevieve  J  (Wid  Frank)  retd  h28  Bass  Av 
Praderio  Emma  J  bkpr  Danl  Lowe  (S)  rlO  Whittemore  St 
Pramos  Peter  N  (Jennie  D)  leather  wkr  hRear  24  Lookout  St 
Pratl  Robt  J  (Kath  G)  serv  mgr  Extrion  Corp  h20  Marina  Dr 
Pratt  Chas  (Nat)  sum  res  h54  Long  Beach  St  (R) 

Pratt  Charles  R  (Natalie)  mason  contr  47  Beacon  St  h47  Beacon  St 
Pratt  Chester  R  (Phyllis  A)  sum  res  199  Long  Beach  St  (R) 
rSomerville  Mass 

Pratt  Christine  studt  rl29  Western  Av 
Pratt  Christine  hl7  Sadler  St 

Pratt  D  Bernard  (Marjorie)  tchr  Gloucester  Sch  Dept  h80  Mt 
Pleasant  Av 


Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 

Pratt 


David  (Sheila  A)  emp  N  E  T  &  T  h44  Lexington  Av  Apt  G  2 

Donald  I  (Mary)  emp  Genl  Elec  (LYNN)  hl7  Friend  St 

Donald  R  lab  Cape  Ann  Tool  r21  Bass  Av 

Dorothy  R  (Wid  Robt  P)  h46  Sumner  St 

Eleanor  I  Mrs  hl6  Centennial  Av 

Helen  M  (Wid  James  F)  h328  Main  St 

James  A  rl29  Western  Av 

Michl  H  (Gail  L)  firefighter  City  Fire  Dept  hi  Myrtle  Sq 
Michelle  studt  rl29  Western  Av 

Ralph  W  (Josephine  T)  (Army  &  Navy)  hl29  Western  Av 

Richd  S  (Ruby  W)  hi  14  Eastern  Av 

Robt  (Lucinda)  hBsmt  75  Eastern  Point  Rd 

Robt  P  asst  sanitary  insp  &  agt  Bd  Of  Health  r46  Sumner  St 

Russell  S  (Alma  N)  tv  repr  1  Stuart  Sq  hi  Stuart  Sq 
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Pratt  Sandra  J  catalog  dept  Sears  rl7  Friend  St 

Pratt  Stephanie  J  purch  agt  rl29  Western  Av 

Prelak  Lester  (Barbara)  agt  Prudential  (B)  hl45  Essex  Av  Apt  13 

Prendergast  Thos  (Rochelle)  bartender  h57  Woodward  Av 

Prentiss  Adela  M  (Wid  Spencer  W)  retd  hl2  Pleasant  St  (R) 

Prescott  Barbara  S  sum  res  70-A  Lonb  Beach  St  (R)  r Wellesley  Mass 
Prescott  Edw  M  summer  res  hWolf  Hill  St 
Prescott  Helen  Mrs  ofc  elk  Grants  r42  High  St  (R) 

Prescott  Paul  (Helen)  emp  Sinterbond  (G)  h42  High  St  (R) 

Pressroom  The  (David  Me  Aveeney)  186  Main  St 
Prestegard  Kurt  (Liza)  hRear  229  Concord  St 

Prestejohn  Wm  J  (Patricia  M)  summer  res  80  Dune  La  rW  Medford 
Mass 

Preston  Robt  C  (Jeannine  M)  dentist  96  Middle  St  hl5  Mt  Locust  Av 

(R) 

Pretzler  Adolph  II  (Gertrude)  whsemn  hl6  Quarry  St 
Pretzler  Gertrude  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  rl6 
Quarry  St 

Prevost  Burton  E  fish  ctr  American  Fillet  rl2  Friend  St 
Prevost  Josephine  A  studt  rllW  Knowlton  Sq 
Prevost  Lucy  A  (Wid  Burton  E)  fish  pkr  Imperial  Sea  Foods  hl2 
Friend  St 

Prevost  Wesley  A  (Anne  E)  mtcemn  City  Water  Div  hllVz  Knowlton 
Sq 

Preytis  Robt  J  emp  Probation  Ofc  hRichards  Av  (R) 

Price  Annie  F  (Wid  Joseph  A)  retd  h54  Summer  St 
Price  Edw  L  III  (Ethel)  h869  Washington  St 
Price  Phyllis  Mrs  ofc  sec  h40  Main  St  (R) 

Price  Roy  (May)  sum  res  hBrooks  Rd 
Pride  Iris  E  dispatcher  r4  Conant  Av 

Pride  Iris  E  Mrs  ofc  sec  Hale  Distributing  r620a  Washington  St 
Priest  Lydia  hFrank  St  (R) 

Primm  Geo  M  Jr  (Dorothy)  (The  Primm  Pilgrim  Shoppe)  h4  Bickford 
Wy 

Prince  Blanche  Mrs  hskpr  18  Riverside  St 

Prince  Daynor  C  (Josephine  W)  emp  Auto  Motive  Div  (S)  hColona  Rd 

(R) 

Prince  Florence  (Wid  Wilmot)  r206b  Washington  St 
Prince  Jay  studt  r206b  Washington  St 
Prince  Mabel  G  Mrs  retd  h95  Prospect  St 
Prince  Natalie  F  nurses  aide  Cape  Ann  Nursing  Home  r206b 
Washington  St 

Prince  W  S  Insurance  Agency  (Wilfred  S  Prince)  11  Washington  St 
Prince  Wilfred  S  (Janice)  (W  S  Prince  Insurance  Agency)  h206b 
Washington  St 

Prince  Winifred  r46  Mt  Pleasant  Av 

Prindall  Mildred  (Wid  Wm)  retd  hl5  Ketchopulos  Cir  (R)  Apt  A 
Probost  Ernest  M  Jr  mtcemn  (Bev)  rl5  School  St 
Procopio  Louis  prof  North  Shore  Community  College  h70  Lexington 
Av  Apt  3 

Procter  Ethel  A  domestic  h25  Poplar  St 
Procter  Gladys  P  (Wid  Leon  V)  retd  h25  Essex  Av 
Proctor’s  J  O  Wharf  120  Commercial  St 
Proctors  Building  108  Main  St 

Producers  Fish  Co  Joseph  C  Curcuru  Pres  Charles  J  Curcuru  Treas 
who!  Fort.  Wharf 

Progressive  Oil  Co  Inc  Salvatore  J  Favaloro  Pres  Leonard  Linquata 
Treas  fuel  oil  92  Grove  St 

Progressive  Oil  Co  Inc  Salvatore  J  Favaloro  Pres  Leonard  Linquata 
Treas  fuel  oil  88  Commercial  St 
Prompt  T  V  Service  (Robt  A  Carignan)  89  Maplewood  Av 
Propoeki  Wm  J  (Yvette  M)  tchr  Gloucester  High  Sch  hl2  Story  St  (R) 
Prouty  Bertha  L  (Wid  Sangton)  retd  h31  Mt  Pleasant  St  (R) 
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Prouty  Richd  (Doris  E)  tchr  h20  Langsford  St 
Provencher  Andre  retd  r44  South  St  (R) 

Provencher  James  slsmn  Bearskin  Neck  Fudge  Pantry  r  (P) 

Provost  Ernest  M  (Kathleen)  retd  hl5  School  St 

Provost  Kathleen  lndry  wkr  Addison  Gilbert  Hosp  rl5  School  St 

Provost  Orient  E  Mrs  h29  Derby  St 

Provty  Bertha  L  (Wid  Langdon)  retd  h48  Main  St  (R) 

Prybot  John  R  with  Peace  Corps  rll82  Washington  St 
Prybot  Peter  h227  Granite  St  (R)  Apt  3d 

Prybot  Peter  K  marine  biologist  Peace  Corp  rll82  Washington  St 
Prybot  Roman  J  retd  hi  182  Washington  St 

Przybyszewski  Janet  tchr  Rockport  Jr  Sr  Hi  Sch  rPeabody  Mass 
Psalidas  Anthony  co-mgr  Cape  Ann  Mkt  r39  Gloucester  Av 
Psalidas  Charles  A  (Cath  K)  retd  h39  Gloucester  Av 
Psalidas  Charles  N  studt  r259  Washington  St 
Psalidas  Katherine  cashier  Cape  Ann  Mkt  r259  Washington  St 
Psalidas  Nicholas  C  (Mary)  mgr  A  N  Liquor  Store  h259  Washington 
St 


PUBLIC  FINANCE  COMPANY  James  Bizios  Manager  Finance 
Company  82  Main  St  (01930)  Tel  283-8300 

PUBLIC  LIBRARY  (See  Rockport-Town  Of) 

Pucci  Amelia  S  retd  h226  Granite  St  (R) 

Pucci  Angelo  (Pearl  M)  pkr  Robt  C  Hiltz  Movers  h76  Perkins  St 
Puccio  Anthony  J  (Nora  A)  h7  Addison  St 
Puccio  Joseph  hll  Beach  Ct  v 

Puehn  Michele  A  phys  therapist  rl3  Norman  Av 

Puff  Robt  E  (Agnes  L)  band  dir  Gloucester  High  Sch  h37  Gloucester 
Av 


Puff  &  Stuff  (Priscilla  George)  Rear  17  Railroad  Av  (R) 

Pugh  Evaline  H  (Wid  Walter  C)  h295  Granite  St  (R) 

Puglisi  Jay  studt  rll8  Mt  Pleasant  Av 
Puglisi  Joseph  Jr  studt  rll8  Mt  Pleasant  Av 
Puglisi  Joseph  G  (Geraldine)  driver  John  Alden-Griffin  hl!8  Mt 
Pleasant  Av 

Puglisi  Miriam  Mrs  hl9  School  St 
Pulcifer  Julia  M  retd  hl21  Western  Av 
Puleio  Joseph  (Maryanne  T)  slsmn  h22  Rockport  Rd 
Pulkka  Taisto  S  (Gertrude  M)  loan  officer  First  Natl  Bank  (B)  h4 
Tucker  St 

Puma  Joseph  A  (Rose)  emp  B  F  Goodrich  h41  Mansfield  St 

Puma  Philip  R  r41  Mansfield  St 

Puma  Vincent  R  programmer  r448  Essex  Av 

Pump  Fredk  E  Jr  (Janet)  consultant  J  E  Boyce  hl07  Granite  St  (R) 
Pump  Janet  member  Cape  Ann  Area  C  Of  C  rl07  Granite  St  (R, 
Pundt  Ralph  studt  r654  Western  Av 
Purcell  Danl  A  (Julia  L)  hRear  82  Main  St  (R) 

Purcell  Lucy  A  h95  Prospect  St 
Purdy  Annie  M  retd  2838913  h632  Washington  St 
Purdy  Carrie  (Wid  Martin)  retd  h71  Poplar  Pk 
Purdy  Edith  ofc  sec  Mut  Boiler  Ins(Waltham)  r632  Washington  St 
Purdy  Edward  (Ann)  emp  Sylvania  h9  Traverse  St 
Purdy  Fred  (Winifred  R)  pres  Fred  Purdy  Inc  h43  Dennison  St 
Purdy  Fred  Inc  Fred  Purdy  Pres  mason  contr  43  Dennison  St 
Purdy  Gladys  Mrs  nurses  aide  Cape  Ann  Nursing  Home  h51 
Riverdale  Pk 

Purdy  Kathleen  S  studt  r43  Dennison  St 
Purdy  Laurence  (The  Grok  Shop)  hSouth  St  (R) 

Purdy  Lawrence  S  (Priscilla  W)  plmb  Lawrence  N  Peterson  Co  h5 
Juniper  Rd 

Purdy  Winifred  R  treas  Purdy  Fred  Inc  r43  Dennison  St 
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Purington  Ellison  S  (Cath  M)  retd  h46  Hesperus  Av 
Purmort  Marian  N  retd  hla  Oak  Cir  (R) 

Purpura  Fred  S  (Sharon)  fishermn  Gloucester  Welfare  Serv  Ofc  h5 
Summit  St 

Purpura  Jack  (Maria)  fishermn  h4  Liberty  St 
Purrington  Emma  E  Mrs  (Burke’s  Bazaar)  hGlenmere  Av 
Pusateri  Connie  stitcher  r24  Lookout  St 
Pusateri  Salvatore  retd  h24  Lookout  St 
Pusatiri  James  emp  City  Sanitation  Dept  h8  Pine  St 
Putaansuu  Henry  W  emp  Cape  Ann  Tool  r92  High  St 
Putaansuu  Marjorie  R  (Wid  Henry  G)  h92  High  St 
Putaansuu  Susan  studt  r92  High  St 
Putanseu  Peter  h25  Mansfield  St 

Putenon  Fernande  lpn  Cape  Ann  Nursing  Home  rl8  Holly  St 
Putnam  Winifred  M  (Wid  Albert  R)  sec  credit  dept  (B)  h27  Atlantic 
Av  (R) 

Putney  Diane  studt  rSt  Louis  Av 
Putney  Geo  (Marylin)  hSt  Louis  Av 
Putney  Pamela  studt  rSt  Louis  Av 
Putonen  Arth  E  retd  h9  Vale  Ct 
Putonen  Eino  retd  r9  Vale  Ct 

Putonen  Eric  (Roseann  G)  rec  elk  Chemical  Developement  (D)  h7 
Vale  Ct 

Putonen  Impi  domestic  h21  S  Kilby  St 
Putonen  John  r7  Vale  Ct 

Putonen  Leonard  R  (Gwenn)  pilot  Eastern  Airlines  (B)  h888 
Washington  St 

Putonen  Mary  tchr  Babson  Sch  rl25  Main  St  (R) 

Putonen  Mary  L  hi 046  Washington  St 
Putonen  Selma  retd  r9  Vale  Ct 

Puttee  Ann  E  (Virginia)  med  admn  asst  Mass  Genl  Hosp  (B)  hlO 
Hale  St  (R) 

Puttee  Jo  Ann  E  studt  rlO  Hale  St  (R) 

Puttonen  Betty  M  nurse  Denmar  Nursing  Home  hl6  Holly  St 
Pyeburn  Danl  hRear  78  Bass  Av 
Pythian  Hall  203  Granite  St  (R) 

Pzenny  Liz  daycare  mother  Action  Inc  rOaks  La  (R) 

Quadros  Angie  Mrs  retd  h5  Silva  Ct 

Quadros  Arnold  A  (Caroline  R)  landscaper  hSaville  Rd 

Quadros  Carole  A  pkr  Gorton’s  rSaville  Rd 

Quarterdeck  The  (Yankee  Clipper  Inn)  123  Granite  St  (R) 

Quasarano  Leo  (Josephine)  ctr  North  Atlantic  Fish  h9  Angle  St 
Quick  Freeze  Corp  (O’donnell-Usen  Fisheries)  frozen  fish  Fort  Wharf 
Quigg  Miss  (Edna  E  Quigley)  gifts  South  Rd  (R) 

Quigley  Diane  M  studt  rl5  Poplar  St 
Quigley  Edna  E  (Miss  Quigg)  h2  Harvard  St 

Quigley  Edw  (Dorothy  A)  insp  US  Dept  Of  Interior  hl5  Poplar  St 
Quigley  Margt  L  mgr  Miss  Quigg  r2  Harvard  St 
Quimby  Bea  nurse  h44  Lexington  Av  Apt  G4 
Quimby  Charles  M  (Muna  K)  hl7  Broadway  (R) 

Quimby  Charles  M  Jr  rl7  Broadway  (R) 

Quince  John  S  (Grace  M)  coml  fishermn  h74  Grove  St 
Quince  Tina  M  med  sec  Mass  General  (B)  r6  Addison  St 
Quince  Vitina  retd  h20  Mason  St 

Quince  Vito  P  (Phyllis)  utility  wkr  Gorton’s  h6  Addison  St 
Quincy  Market  Cold  Storage  &  Warehouse  Co  Kenneth  Me  Knight 
Pres  John  Waugh  V-Pres-Genl  Mgr  Rogers  St 
Quincy  Market  Cold  Storage  &  Warehouse  Co  (Br)  Michl  J  Burke  V- 
Pres  Rowe  Sq 

Quincy  Mkt  Cold  Stge  &  Whse  (E  Gloucester  Pint)  Brian  B  Kennedy 
Formn  159  E  Main  St 

Quinn  Anna  L  (Wid  Gerald  W)  hlO  Traverse  St 
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Quinn  Anna  R  (Wid  John  R)  registrar  of  voters  Town  Of  Rockport 
hl64  Main  St  (R) 

Quinn  Carol  A  ofc  sec  Genl  Services  (B)  r23  Parker  St  (R) 

Quinn  David  K  (Chestine  F)  wldr  Cox  Assoc  Essex  hi  10  Main  St  (R) 
Quinn  Dennis  R  carp  Gloucester  Marine  Railways  r23y2  Mansfield  St 
Quinn  Desmond  H  (Helen  R)  registrar  of  voters  Town  Of  Rockport 
hl2  Parker  St  (R) 

Quinn  Dorothy  homemkr  Action  Inc  r8  Taylor  St 
Quinn  Dorothy  R  mgr  Canteen  Discount  hl3b  Short  St 
Quinn  Edw  J  sum  res  h7  Cliff  Rd 
Quinn  Elsie  A  (Wid  Thos)  rl2  Emerald  St 

Quinn  Herbert  D  (Constance  E)  driver  Geo  H  Todd  Corp  h55  High  St 

(R) 

Quinn  James  E  (Marilyn  R)  asst  hd  elk  First  Natl  Stores  hll 
Hampden  St 

Quinn  James  T  (Lydia  B)  retd  h3  Marmion  Wy  (R) 

Quinn  John  studt  rl64  Main  St  (R) 

Quinn  John  Jr  studt  r3  Juniper  Rd 

Quinn  John  F  (Kathleen  J)  policemn  City  Police  Dept  h3  Juniper  Rd 
Quinn  Joseph  A  (Josephine  A)  h2  Norwood  Ct 
Quinn  Kath  studt  r47  Centennial  Av 

Quinn  Margt  T  (Wid  Thos  E)  elk-typ  Veterans  Admn  (B)  h23  Parker 
St  (R) 

Quinn  Marilyn  billing  elk  Cape  Ann  Med  Center  rll  Hampden  St 
Quinn  Paul  retd  r29  Cleveland  St 
Quinn  Robert  Jr  studt  r47  Centennial  Av 

Quinn  Robt  J  (Mary  E)  pilot  Delta  Airlines  (B)  h47  Centennial  Av 
Quinn  Robt  P  (Sheila  E)  supvr  Virian  (BEV)  hl08  Cherry  St 
Quinn  Steph  studt  r2  Norwood  Ct 
Quinn  Thos  driver  Ray  Beef 

Quinn  Thos  E  Jr  driver  Ray  Beef  r23  Parker  St  (R) 

Quinn  Thos  G  (Gloria  M)  chem  wkr  Matheson  Gas  h4  Spring  La  (R) 
Quint  Bernard  (Beverly)  art  editor  Life  Magazine  hDrumlin  Rd  (R) 
Quintan  Fabian  Sister  tchr  St  Mel  Day  Sch  rEdgemoor  Rd 
Quirk  Gordon  A  (Stella  M)  bus  driver  hl4  Neptune  PI 
Quirk  Mary  H  ofc  sec  Addison  Gilbert  Hosp  r298  Washington  St 
Rabey  John  phys  h912  Washington  St 

Rackle  Ida  M  treas  Am  Instrument  Exchange  r81  Eastern  Pt  Blvd 
Rackle  Wm  H  (Ida  M)  retd  h81  Eastern  Point  Rd 
Radasdovich  Michl  mgr  Glass  Sailboat  r392  Western  Av 
Radcliffe  See  Also  Ratcliff 

Radcliffe  Anna  (Wid  H  Le  Ray)  retd  h308  Western  Av 
Radcliffe  John  A  (Kath)  tchr  Ayer  High  Sch  hRear  133  Wheeler  St 
Radcliffe  Paul  A  (Mary  E)  counselor  Gloucester  High  Sch  h310 
Western  Av 

Radio  Shack  John  Glasler  Mgr  122  Main  St 
Radoslovich  Mark  studt  r77  Mt  Pleasant  Av 

Radoslovich  Wm  V  (Jean)  tech  dir  Le  Page’s  h77  Mt  Pleasant  Av 

Raffenello  Patk  (Mimi  A)  sum  res  27  Bungalow  Rd  rBeverly  Mass 

Rafferty  Elaine  elk  Yellow  Submarine  Shop  rl55  Riverdale  Park 

Raftery  Brian  M  studt  rl55  Riverdale  Pk 

Raftery  Kevin  studt  rl55  Riverdale  Pk 

Raftery  Vernon  W  (Elaine)  mech  hl55  Riverdale  Pk 

Rafuse  Richd  C  tchr  Ipswich  r662a  Washington  St 

Ragano  Valerie  elk  Grass  Roots  rl7  (REAR)  Parker  St  (R) 

Ragoti  Paul  (Karen)  elk  King’s  Dept  h70  Lexington  Av  Apt  33 
Ragusa  Anthony  (Nina)  retd  h51  Fort  Sq 
Ragusa  Ethel  (Wid  Charles)  hl8  Chestnut  St 
Ragusa  Frank  G  (Cynthia  M)  lobstermn  h9  Colonial  St 
Ragusa  Frank  G  (Cecelia)  custdn  E  G  Elem  Sch  h51  Fort  Sq 
Ragusa  Steven  C  genl  wkr  Star  Fisheries  rl8  Chestnut  St 
Ragusa  Wm  hl55  E  Main  St 
Ragusa  Wm  D  plmb  rl8  Chestnut  St 
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Ragusa  Wm  E  (Margt)  fishermn  h42  Commonwealth  Av 
Railroad  Avenue  Market  (Benj  Orlando)  meats  &  gro  273  E  Main  St 
Raizin  Frances  (Wid  Wm)  clk-typ  Int  Rev  Serv  hl33  Maplewood  Av 
Raisin  Myles  A  studt  rl33  Maplewood  Av 
Raizin  Sami  (Anne)  freezermn  Gortons  hlO  Mystic  Av 
Rallo  Geraldine  Mrs  guidance  aide  Ralph  B  O’Maley  Mdl  Sch  rll 
Summer  St 

Rallo  Giacomo  (Josephine  M)  fisherman  Boat  Baby  Rose  hl73 
Western  Av 

Rallo  Joseph  (Catherine  A)  retd  h32  Prospect  St 
Ralph’s  Auto  Repair  (Ralph  E  Martin)  37  Pearl  St 
Ralph’s  Superette  (Ralph  G  Whitten)  gro  86  Concord  St 
Ralston  Ronald  C  (Saline)  pilot  T  W  A  h7  Ledge  Rd 
Ramey  Marcella  sum  res  hl31b  Wheeler  St 
Ramos  Catherine  (Wid  Joseph)  retd  hlO  Elwell  St 
Ramos  Cynthia  L  cash  Yellow  Submarine  Shop  rlO  Taylor  St 
Ramos  Dorothy  recpt  Twa  (B)  hlO  Elwell  St 

Ramos  Eliz  M  Mrs  clk-typ  Gloucester  Welf  Serv  Ofc  hlO  Taylor  St 
Ramos  Paula  elk  E  A  Greel  rll  Pearl  St 

Ramos  Richd  W  (Deanna)  lab  City  Pub  Prop  Div  hl6  Butman  Av 

Ramos  Ronald  W  hlO  Field  Rd 

Ramos  Valerie  A  Mrs  h9  Amero  Ct 

Rampe  Peter  (Jo  Ann)  h5b  Starknaught  Hts 

Ramsdell  B  M  sum  res  h21  South  St  (R) 

Ramsden  Eliz  C  Mrs  (The  Ramsden’s)  r20  Beach  St  (R) 

Ramsden  Geo  A  Jr  (Eliz  C)  (Ramsden  Guest  House)  h20  Beach  St  (R) 
Ramsden  Geo  A  III  (Janice)  tchr  Rkpt  Jr  Sr  High  Sch  hFolly  Cove 
(R) 

Ramsden  Guest  House  (Geo  A  Jr  And  Mrs  Eliz  C  Ramsden)  6  Kine 
St  (R) 

Ramsden  Neil  G  tchr  r20  Beach  St  (R) 

Ramsdens  The  (Mrs  Eliz  C  Ramsden)  tourists  20  Beach  St  (R) 

Ramsey  Charles  (Clara  M)  lumper  h6  Granite  St 
Ramsey  Diane  H  studt  r21  Hawthorne  Rd 
Ramsey  Eliz  H  Mrs  tchr  Milton  L  Fuller  Sch  h31  Sumner  St 
Rand  Abbott  (Jean  D)  sum  res  hRear  81  Eastern  Point  Rd 
Rand  Norman  W  Jr  (Meredith  I)  agt  Prudential  hlO  Oakes  Av 
Rand  Sherburne  S  (Naomi  S)  sum  res  hRear  81  Eastern  Point  Rd 
Randall  Betty  social  wkr  Cape  Ann  Nursing  Home  rBeverly  Mass 
Randazza  Albert  (Clara)  dietary  wkr  Addison  Gilbert  Hosp  hRear  191 
E  Main  St 

Randazza  Anthony  lumper  h72  Wheeler  St 
Randazza  Benedetto  retd  hl4  Bellevue  Av 
Randazza  Benj  (Eliz)  custdn  Maplewood  Sch  h3  Rockland  St 
Randazza  Carlo  (Josephine)  fishermn  h62  Granite  St 
Randazza  Clara  dietary  wkr  Addison  Gilbert  Hosp  rRear  191  E  Main 
St 

Randazza  Jeanne  waitress  rl2  Exchange  St 
Randazza  Jo- Ann  pkr  Gorton  r37  Maplewood  Pk 
Randazza  John  (Dorothy  M)  Lumper  hl7  Witham  St 
Randazza  John  studt  r38  Grapevine  Rd 
Randazza  John  elk  hl5  Sayward  St 

Randazza  John  C  eng  Quency  Mkt  &  Cold  Storage  h71  Hesperus  Av 
Randazza  John  M  (Grace  M)  whsemn  Quincy  Mkt  Cold  Stge  h30 
Prospect  St 

Randazza  John  W  (Rosalie)  fishermn  h38  Grapevine  Rd 
Randazza  Joseph  (Jean  D)  h37  Maplewood  Pk 
Randazza  Joseph  (Maria)  fishermn  h28  Addison  St 
Randazza  Lena  M  (Wid  Joseph  T)  h6  Western  Av 
Randazza  Michl  P  fishermn  rl2  Riggs  St 
Randazza  Paul  h406  Washington  St 
Randazza  Pauline  (Wid  Joseph)  h6  Angle  St 
Randazza  Peter  (Josephine)  fishermn  h2  Shepherd  St 
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Randazza  Phillip  (Arlene)  lumper  h36  Exchange  St 
Randazza  Repair  Service  (Salvatore  J  Randazza  &  Serafino  Randazza) 
elec  appl  reprs  10  Curtis  Sq 

Randazza  Rosalie  settling  agt  Gloucester  Marine  Railway  r38 
Grapevine  Rd 

Randazza  Salvatore  asst  mgr  Papa  Ginos  h21  Granite  St 
Randazza  Salvatore  (Anna)  fishermn  hl9  Mason  St 
Randazza  Salvatore  Jr  (Virginia)  fishermn  hl9  Mason  St 
Randazza  Salvatore  J  (Mary  A)  (Randazza  Repair  Service)  hlO  Curtis 
Sq 

Randazza  Salvatore  P  (Cath  M)  fishermen  hl2  Riggs  St 
Randazza  Salvatore  P  Jr  (Elaine  F)  slsmn  John  Hancock  (S)  hi  Essex 
St 

Randazza  Salvatore  T  electn  hFrank  St  (R) 

Randazza  Salvatore  T  firefighter  City  Fire  Dept  hll  Cleveland  PI 

Randazza  Serafino  (Randazza  Repair  Service)  r6  Angle  St 

Randazza  Sophie  lumper  h3  Proctor  St 

Randazza  Thos  retd  rl8  Hancock  St 

Randazza  Thos  (Genevieve  F)  lobstermn  h52  Warner  St 

Randazza  Thos  S  (Mary)  fishermn  h273  Washington  St 

Rando  Dorothy  M  (Wid  John  S)  hEastern  Point  Blvd 

Rankin  Donald  S  (Carolle  B)  carp  hl5  Orchard  St 

Pankin  John  instr  Action  Inc  rl  Locust  La 

Rankin  Mary  I  sum  res  hl63a  Main  S.  (R) 

Ranta  Alexandra  (Wid  E  Emil)  retd  h6  Ketchopulos  Cir  (R)  Apt  10c 
Ranta  Edw  E  (Ranta’s  Market)  h62  Langsford  St 
Ranta  Maurice  W  sec  Cape  Ann  Lodge  No  1471  (LOOM)  f!2 
Washington  Sq 

Ranta  Sherryl  A  dietary  wkr  Addison  Gilbert  Hosp  hi 45  Essex  Av 
Apt  13 

Ranta  Steph  E  genl  hlpr  h62  Langsford  St 

Ranta  Viola  Mrs  dental  asst  J  Wain  Baker  h5  Squam  Rd  (R) 

Ranta’s  Market  (Edw  E  Ranta)  62  Langsford  St 

Ran  tala  Emily  nurse  Addison  Gilbert  Hosp  rl33  Main  St  (R) 

Ranttila  Geo  E  treas  Sun  Rise  Stand  Inc  h22  Forest  St  (R) 

Rao  Anthony  S  (Phyllis  A)  slsmn  World  Book  Encyclopedia  (Lexington) 
hlO  Riverdale  Pk 

Rapp  John  R  (Gert  U)  retd  hl9  Clark  Av  (R) 

Rapp  John  R  Jr  (Ruth  S)  serv  formn  NET&T  h21  Prospect  St  (R) 

Rapp  Robt  H  (Dolores)  v-pres  Bldg  Center  hl2  Holbrook  Ct  (R) 

Rapp  Ruth  S  teller  Granite  Sav  Bnk  r21  Prospect  St  (R) 

Rapp  Wm  R  (Courtney  P)  marine  eng  Iserandtsen  Lines  hll  Prospect 
St  (R) 

Rask  Steph  r2  Cleaves  St  (R) 

Rasmussen  Eliz  studt  r21  Granite  St  (R) 

Rasmussen  James  P  Jr  (Marilyn)  (Financial  &  Bus  Serv)  h21  Granite 
St  (R) 

Rasmussen  Karen  studt  r21  Granite  St  (R) 

Ratcliff  See  Also  Radcliffe 

Ratcliff  Wardwell  (Dale  A)  tchr  Babson  Sch  hi  175  Washington  St 
Ratcliff  Wm  J  D  (Doris  W)  summer  res  Ferry  Lower  End  rPeabody 
Mass 

Rathsen  Warren  F  (Helga)  biologist  h3  Ocean  Highlands 
Ratsey  Louis  A  sum  res  63  Long  Beach  St  (R)  rMedford  Mass 
Rattray  Janet  L  Mrs  nurse  City  Sch  Dept  hl05  Magnolia  Av 
Rauberts  Leslie  Mrs  r26  Juniper  Rd 
Rautenbach  Helene  hl45  Essex  Av  Apt  21 
Ravenswood  Community  Chapel  481  Western  Av 
Ravens  wood  Park  Western  Av 

Ravenwood  Spring  Water  Inc  Ralph  Lipsett  Pres  Ralph  S  Munroe 
Treas  bottlers  465  Western  Av 

Ravesi  Elinor  M  research  chem  Natl  Oceanic  Atmospheric  Admn 
rMalden  Mass 
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Rawlings  Thos  (Susan)  asst  credit  mgr  hl3  Norseman  Av 
Ray  Beef  Co  (Raoul  I  And  Robt  A  L’Heureux)  whol  meats  24 
Railroad  Av 

Ray  John  (Tova  S)  retd  hRockwood  La 
Ray  Martin  H  rRockwood  La 
Ray  Wm  L  summer  res  hKing  Philip  Rd 
Raymond  Charles  h3  Sylvan  St 
Raymond  David  (Gail)  hl6  Beach  Rd 

Raymond  Edw  J  (Loretta)  financial  asst  &  loan  ofcr  US  Dept  Of 
Commerce  h4  Blueberry  La 

Raymond  Eleanor  sum  res  Mussel  Pt  Rd  rCambridge  Mass 

Raymond  Loring  H  Jr  (Edith)  sum  res  hNashua  Av 

Raymond  Mark  sis  mgr  D  F  Harris  hl6  Magnolia  Av  Apt  17 

Raymond  Martha  library  aide  Gloucester  High  Sch  r9  Rockport  Rd 

Raymond  Mary  C  (Wid  Domintos)  retd  hi  Maple  St 

Raymond  Pauline  S  (Wid  Jonathan  S)  summer  res  hFort  Hill  Av 

Raymond  Wm  T  disp  r4  Blueberry  La 

Re  Beverly  A  treas  Chris  Lee  Dar  Rand  rll  Fenley  Rd 

Re  Darryl  elk  Chrislee-Darrand  rll  Fenley  Rd 

Re  Edmund  F  (Beverly  A)  pres  Chris  Lee  Dar  Rand  hll  Fenley  Rd 
Re  Frank  (Vincie)  custdn  Gorton’s  h292  Western  Av 
Re  Martin  hi  14  E  Main  St 

Re  Mary  D  (Wid  Manuel  S)  retd  h75  Perkins  St 

Re  Mary  M  (Wid  Manuel)  h8  Forest  St 

Reache  Gerville  h4  Norwood  Ct  (R)  Apt  2 

Read  See  Also  Reed 

Read  Donald  W  pres  Services  Inti 

Read  Esther  H  retd  h25  Marmion  Wy  (R) 

Reader  Harold  E  (Norma  D)  formn  Hood’s  hWolf  Hill  St 
Readon  Edw  prsmn  Chisholm  &  Hunt  rGloucester  35  E  Main  St 
Reardon  Anita  R  ward  aide  Addison  Gilbert  Hosp  r38  Riverdale  Pk 
Reardon  David  A  policemn  City  Police  Dept  r3  Witham  St 
Reardon  Diane  swim  instr  rl8  Summit  Av  (R) 

Reardon  Diane  studt  rl  Gardner  Ter 

Reardon  Harry  policemn  City  Police  Dept  rLake  Rd 

Reardon  Harry  J  Jr  emp  D  P  W  hRear  58  Cherry  St 

Reardon  Myles  (Geraldine  P)  eng  Syl vania  (S)  hl99  Washington  St 

Reardon  Nancy  h2  Montvale  Av 

Reardon  Ronald  (Phyllis)  emp  Quincy  Mkt  &  Cold  Stge  h35  E  Main 
St 

Reardon  Ronald  Jr  prntr  Chisholm  &  Hunt  r35  E  Main  St 
Reardon  Thos  Jr  studt  r38  Riverdale  Pk 

Reardon  Thos  J  (Anita  R)  mason  38  Riverdale  Pk  h38  Riverdale  Pk 
Reardon  Timothy  whsemn  Cape  Ann  Tool  rl8  Summit  Av  (R) 
Reardon  Timothy  B  (Madeline  M)  retd  hl8  Summit  Av  (R) 

Reavley  Virginia  G  pkr  Gortons  h20  Blynman  Av  Apt  5 
Reboca  John  (Belmina)  fisherman  h90  Maplewood  Av 
Reboco  John  (Belmira)  flshermn  hl9  Shepherd  St 

Recchia  Richd  H  (Kitty  P)  sculptor  6  Summer  St  (R)  h6  Summer  St 
(R) 

Record  Mary  h4  x/t  Perkins  St 
Red  Men’s  Building  65  Middle  St 
Redding  Mary  (Wid  Walter)  retd  h48  Poplar  Pk 
Redding  Susan  nurse  Salem  Hosp  rl97  E  Main  St 
Reddy  Dorothy  M  (Wid  Paul)  retd  hl4  Ketchopulos  Cir  (R)  Apt  3 
Redmond  Barbara  A  Mrs  tchr  Milton  L  Fuller  Sch  rll  Ashland  PI 
Redmond  Eug  studt  rll  Ashland  PI 
Redmond  Francis  E  (Joan  G)  carrier  PO  h21  Dodge  St 
Redmond  James  T  (Barbara  A)  carp  hlpr  hll  Ashland  PI 
Redmond  Joan  G  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  r21 
Dodge  St 

Reed  See  Also  Read 

Reed  Aileen  E  hi  13  Washington  St 
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Reed  Barbara  Mrs  tchr  Beeman  Mem  Sch  r6  Smith  St  (R) 

Reed  Bruce  R  (Rosmary  P)  slsmn  Borden  Chem  h39  School  St  (R) 
Reed  Charles  (Linda)  h23  Mt  Vernon  St 

Reed  Charlotte  (Wid  Warren)  retd  r97  Washington  St 
Reed  Clarence  rCape  Ann  Nursing  Home 
Reed  Danl  F  (Rosalie)  retd  h51  Eastern  Point  Rd 
Reed  Donald  studt  r28  Dennison  St 

Reed  Edw  B  (Doris  W)  mtce  City  Pub  Prop  Div  h47  Concord  St 
Reed  Edward  K  U  S  A  F  h22  Broadway  (R) 

Reed  Edw  W  (Gertrude  E)  retd  h21  Summer  St  (R) 

Reed  Eleanor  S  Mrs  teller  Rockport  Natl  Bank  r4  Granite  St  (R) 
Reed  Elmer  P  mach  Gloucester  Eng  h663  Essex  Av 
Reed  Elsie  J  (Wid  Wm  G)  retd  hi  La  Crosse  Av  (R) 

Reed  Esther  I  (Wid  Donald  S)  ofc  wkr  Babson-Elwell  &  Davis  h28 
Dennison  St 

Reed  Esther  V  Mrs  h2y2  Riggs  St 

Reed  G  Warren  (Lois  M)  meat  mgr  Cape  Ann  Mkt  h58  Cherry  St 

Reed  Harold  (Madeline)  retd  h61  Eastern  Av 

Reed  James  (Barb)  tchr  asst  Rockport  Sch  Dept  h6  Smith  St  (R) 

Reed  James  L  (Jean)  fishermn  hl8  Allen  St 
Reed  John  sum  res  h231  Granite  St  (R) 

Reed  John  (Lucy)  lab  Cape  Ann  Tool  h59  Fort  Sq 

Reed  John  W  (Lempi  E)  estimate  assigner  NET&T  h22  Broadway  (R) 

Reed  Lempie  Mrs  (The  Lantana  House)  r22  Broadway  (R) 

Reed  M  summer  res  hVine  Av  (R) 

Reed  Priscilla  W  artist  hl3  Pleasant  St  (R) 

Reed  Raymond  M  (Eleanor  S)  repr  Cape  Ann  Tool  h4  Granite  St  (R) 

Reed  Russell  W  (Llewellyn)  sum  res  h20  Samuel  Riggs  Cir 

Reed  Ruth  G  (Wid  Earl  C)  retd  h26  Lynndale  Av 

Reed  Ruth  H  (Wid  Charles  H)  retd  h50  Warner  St 

Reed  Sandra  J  Mrs  driver  Me  Niff  &  Doninic  h27  Warner  St 

Reed  Sara  (Village  Sq  Luncheonette)  rManchester  Mass 

Reed  Sarah  Ann  aide  Cape  Ann  Med  Center  r511  Wash 

Reed  Sarah  K  r9  Parker  St  (R) 

Reed  Susan  hsekpr  Addison  Gilbert  Hosp  rl35  Riverdale  Pk 
Reed  Virginia  studt  r22  Broadway  (R) 

Reed  Walter  funeral  dir  (Cambridge)  hl20  Wheeler  St 
Reed  Warren  G  meat  mgr  Cape  Ann  Mkt  r58  Cherry  St 
Reed  Wm  D  (Sarah  H)  sum  res  h511  Washington  St 
Reed’s  Wharf  Inc  (Paul  Clark)  Rear  197  E  Main  St 
Reedy  Warren  sum  res  Vine  St  rSwampscott  Mass 
Rees  Helen  retd  h7  Phillips  Av  (R) 

Reeves  Leona  E  summer  res  hKing  Philip  Rd 
Reeves  T  J  sum  res  hSalt  Island  Rd 

Regan  Jeremiah  J  (Cath  S)  sum  res  3  Bayberry  La  rFt  Lauderdale 
Fla 

Regan  Margt  M  sum  res  h3  Long  Beach  St  (R) 

Reichenbacher  Arth  L  sum  res  h4  Terrace  La 
Reichenbacher  Casper  P  r4  Terrace  La 
Reiff  Martin  Jr  programming  eng  r549  Washington  St 
Reiff  Martin  H  (Jennie  M)  asst  mktg  analyst  Gorton’s  h549 
Washington  St 

Reilly  See  Also  Riley  And  O’Reilly 
Reilly  Geo  J  rl66  Main  St  (R) 

Reilly  James  G  retd  hl2  Spring  La  (R) 

Reilly  James  R  (Mary  M)  driver  Geo  H  Todd  Corp  hl66  Main  St  (R) 
Reilly  John  summer  res  hSouth  St  (R) 

Reilly  John  C  (Jean)  slsmn  Gloucester  Sup  hl9  Allen  St 
Reilly  John  M  studt  r25  Hodgkins  St  (R) 

Reilly  Wm  J  Jr  (Margt  M)  retd  h3  Summer  St  (R) 

Reimer  Edmund  J  retd  hll  Curtis  St  (R) 

Reinherz  Ellis  (Joan)  sum  res  Rear  10  Bayle  La  rMalden  Mass 
Reinherz  Sami  E  (Helen)  sum  res  10  Bayle  La  rMalden  Mass 
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Reino’s  Sauna  (Reino  T  Makkonen)  52  Stockholm  Av  (R) 

Reis  Joseph  (Mary  T)  emp  Gorton’s  hlO  Friend  St 

Reis  Steven  C  (Susan)  hl4  Western  Av 

Reiss  Jesse  emp  Gorton’s  r52  Warner  St 

Reliable  Meat  Market  (James  Kyrouz)  50  School  St 

Remeika  Alfreda  B  Mrs  nurse  Addison  Gilbert  Hosp  r36  Bass  Av 

Remeika  John  A  (Sandra)  mach  Bamco  Inc  hl3  Fair  St 

Remeika  John  P  (Alfreda  B)  retd  h36  Bass  Av 

Remick  Albert  R  (Muriel  V)  sum  res  h78  Main  St  (R) 

Remick  Ethel  C  summer  res  87  Wingaersheek  Rd  rLynn  Mass 
Remick  Jane  r78  Main  St  (R) 

Remillard  Steven  L  dir  of  professional  serv  Addison  Gilbert  Hosp 
rll33  Washington  St 

Remington  Christopher  (Julianna  M)  slsmn  hlO  Norseman  Av 
Renales  Charlene  studt  r53  Cherry  St 
Renales  Donald  pntr  h2  Ocean  Av  Apt  1  J 

Renales  Donald  R  (Nancy  J)  sht  mtl  wkr  Lawrence  N  Peterson  Co 
h53  Cherry  St 

Renales  Donald  R  Jr  (Eliz)  pasteupmn  Gloucester  Daily  Times  h39 
Englewood  Rd 

Renales  Gray  C  studt  r53  Cherry  St 
Renales  Kenneth  studt  r53  Cherry  St 

Renales  Kenny  cook  Gloucester  Manor  Rest  Home  r F air  St 
Renales  Mary  Mrs  h2  Willow  St 

Renales  Nancy  nurse  Glou  Manor  Rest  Home  r53  Cherry  St 
Renales  Pauline  nurses  aide  Gloucester  Manor  Rest  Home  r53  Cherry 
St 

Renals  Kenneth  emp  Gloucester  Manor  hl3  Fair  St 
Rennie  Howard  A  (Linda  Jane)  fish  ctr  hWolf  Hill  La 
Renwick  Sandra  Mrs  tchr  Gloucester  High  Sch  rlpswich  Mass 
Requejo  Raoul  R  (Deborah  A)  h72  Lexington  Av 
Requejo  Rooul  hlpr  Le  Page’s  rl51  Riverdale  Pk 
Resnick  Abr  (Rose  P)  treas  Camp  Annisquam  hStanwood  Pt 
Resnick  Jeffrey  (Susan)  summer  res  Stanwood  Pt  rBoston  Mass 
Rexford  Eveoleen  N  dir  D  A  Thom  Clinic  For  Children  (B)  hll 
Chester  Sq 

Rexford  Maitlon  (Virginia  T)  hl2  Norseman  Av 
Reyes  Raymond  (Janet)  linemn  h5  Nashua  Av 
Reynolds  Eleanor  M  h5  Lincoln  Pk 
Reynolds  Ella  P  Mrs  retd  h80a  Middle  St  Apt  19 

Reynolds  Fredk  C  (Barbara  A)  fork  lift  opr  Quincy  Mkt  Cold  Stge  & 
Whse  h5  Mt  Vernon  St 

Reynolds  Geo  sum  res  720  A  Washington  St  rBoston  Mass 

Reynolds  Mary  L  Mrs  hl7  Shepherd  St 

Reynolds  Mildred  (Wid  Charles)  tchr  hl60  Hesperus  Av 

Rhinelander  Constance  sum  res  40  Fort  Hill  Av  rBoston  Mass 

Rhodes  Christine  daycare  mother  Action  Inc  rSaville  Rd 

Rhodes  Edo  W  retd  h3  Marble  Rd 

Rhodes  Fredk  C  (Lillian)  retd  hl48  Maplewood  Av 

Rhodes  Fredk  C  III  (Sandra)  carp  h3  Ferry  La 

Rhodes  Richd  D  (Christine)  electn  hSaville  Rd 

Rhodes  Sandra  nurse  Addison  Gilbert  Hosp  r3  Ferry  La 

Riaf  Arth  mech  Works  Chev  (Ipswich)  hlO  Field  Rd 

Ribeiro  Antonio  (Eugenia)  fishermn  h35  Centennial  Av 

Ribeiro  Joao  (Maria)  fisherman  Cape  Ann  Tool  h55  Warner  St 

Ribeiro  Leopold  S  Jr  (Priscilla)  mtcemn  Gorton’s  h57  Perkins  St 

Riberio  Anthony  (Sandra)  drftsmn  hi 45  Prospect  St 

Ricca  Josephine  M  Sister  with  Our  Lady  Of  Good  Voyage  Convent 

r40  Mt  Vernon  St 

Riccardi  Paul  G  (Laraine  A)  sum  res  82  Dune  La  rMagnolia  Mass 
Rice  Allan  F  boiler  rm  eng  Addison  Gilbert  Hosp  rlpswich  Mass 
Rice  Charles  G  sum  res  hCole’s  Island 
Rice  Earl  F  (Avis)  retd  h5  Stanwood  St 
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Rice  Ethel  M  (Wid  H  Carlton)  retd  hi  Arlington  St 

Rice  Geo  D  studt  rl80  Hesperus  Av 

Rice  Helen  G  (Wid  Neil  W)  retd  hMussel  Point  Rd 

Rice  Joseph  W  (Kathleen  M)  retd  hFresh  Water  Cove  Rd 

Rice  Madeline  W  tchr  Rockport  Jr  Sr  Hi  Sch  h2  Mt  Pleasant  St  (R) 

Rice  Marion  hi 80  Hesperus  Av 

Rice  Mary  E  sum  res  103  Long  Beach  St  (R)  rMelrose  Mass 
Rice  Mildred  W  hl06a  Main  St  (R) 

Rice  Nancy  Mrs  h23  Smith  Rd  (R) 

Rice  Ralph  (Maureen)  refgr  mn  hlO  Cedarwood  Rd 

Rice  Robt  dir  of  marketing  Gorton  Corp  rTopsfield  Mass 

Rich  Albert  (Sarah)  lab  City  Of  Gloucester  hl8  Myrtle  Sq 

Rich  Albert  Jr  fish  wkr  rl8  Myrtle  Sq 

Rich  Alf  F  (Anna  O)  carp  hl3  Myrtle  Sq 

Rich  Almira  rCape  Ann  Nursing  Home 

Rich  Ann  elk  Yellow  Submarine  Shop  rAddison  St 

Rich  Ann  S  (Ann’s  Beauty  Salon)  r44  School  St 

Rich  Brian  (Andrea  R)  formn  rl2  Collins  Av 

RICH  C  H  LIQUORS  George  H  McKinnon  President  And 

Treasurer  Distributors  Of  Famous  Brand  Liquors,  Wines  And 
Beer  A  &  P  Plaza  Gloucester  01930  Tel  283-0073  (See  Index 
To  Advertisers) 

Rich  Charles  R  (Jean  A)  pres  Party  Boat  Lounge  h2  Leonard  St 

Rich  David  rl3  Myrtle  Sq 

Rich  David  G  (Angela)  h31  Summer  St 

Rich  Ethel  E  emp  Gorton’s  rRear  6  Parker  St  (R) 

Rich  Frank  L  (Almira  L)  retd  hl5  Myrtle  Sq 

Rich  Kath  M  (Wid  Wm  Jr)  nurse  Addison  Gilbert  Hosp  hf2  Collins 
Av 

Rich  Loring  E  (Carmella)  hl56  Magnolia  Av 
Rich  Melvin  E  (Marion)  retd  h44  School  St 

Rich  Mildred  F  (Wid  Clarence  S)  summer  res  hl9  Summit  Av  (R) 

Rich  Raymond  H  (Florence  B)  emp  United  Shop  (Middleton)  hl6 
Trask  St 

Rich  Robt  M  (Eliz  A)  driver  West  End  Taxi  Serv  h2  Wise  PI 
Rich  Steph  carp  rl3  Myrtle  Sq 

Rich  Walter  G  (Jean)  sealer  of  weights  &  measures  Town  Of  Rockport 
hRear  6  Parker  St  (R) 

Rich  Wayne  I  studt  rl2  Collins  Av 

Rich  Wm  (Geraldine)  mach  Polaroid  (CAMB)  h6  Marble  St 
Rich  Wm  J  Jr  (Jane  G)  tech  United  Shoe  (BEV)  h43  Haskell  St 
Richan  Bertha  O  Mrs  (Harbor  Coffee  Shop)  h62  E  Main  St 
Richard  Henry  J  (Blanche  C)  sum  res  h43  Long  Beach  St  (R) 

Richard  Linda  nurse  hill  Mt  Pleasant  Av 

Richard  Peter  (Judy)  3  summer  res  45  Atlantic  Rd  rNeedham  Mass 
Richard  Peter  (Judy)  3  summer  res  37  Atlantic  Rd  rNeedham  Mass 
Richards  Irene  L  retd  hl3  Hale  St  (R) 

Richards  Isabelle  (Wid  Joseph)  h21  Eastern  Av 

Richards  John  H  (Janice  L)  terminal  mgr  Indian  Head  Truck  Lines 
(LYNN)  hSouth  St  (R) 

Richards  Joseph  H  (Laura  L)  fishermn  h5  Clark  Av  (R) 

Richards  Robt  J  driver  Manuel  R  Perry  Oil  Serv  r5  Clark  Av  (R) 
Richardson  David  L  (Jane)  retd  h21  Fort  Hill  Av 
Richardson  Dorothy  retd  h350  Essex  Av 

Richardson  Josephine  M  fish  pkr  Empire  Fish  Co  h39  Cleveland  St 
Richardson  Laura  S  (Wid  Of  Justin)  retd  h8  E  Main  St 
Richardson  Lincoln  sum  res  Riggs  Pt  Rd  rManchester  Mass 
Richdale  Dairy  Store  John  Bell  Mgr  47  Main  St  (R) 

Richdale  Dairy  Store  Mrs  Cora  D  Johnson  Mgr  33  Western  Av 
Richdale  Stores  (Richd  Bornemann)  140  Granite  St  (R) 

Richdale  Superette  Walter  J  Bradford  Mgr  gro  427  Washington  St 
Richer  Charles  D  (Barbara)  mech  hl4  Trask  St 
Richie  John  sum  res  h9  Echo  Av 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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Richmond  Ernest  D  sum  res  Salt  Island  Rd  rLynnfield  Mass 
Ricker  Debra  nurse  Addison  Gilbert  Hosp  r298  Wash  St 
Ricker  Marion  rCape  Ann  Nursing  Home 

Rickershauser  Karen  tchr  Plum  Cove  Elementary  Sch  rl45  Essex  Ave 

Rideout  Annie  R  (Wid  James)  retd  hl41  E  Main  St 

Rideout  Geo  pres  Open  Church  Foundation  r Wellesley  Mass 

Rideout  Lee  hi  Magnolia  Av 

Riedeman  William  L  (Edna)  retd  hHesperus  Cir 

Riedlinger  Arth  H  (Evelyn  M)  retd  h48  Friend  St 

Rieff  Susan  studt  r549  Washington  St 

Riegel  Eliz  P  sis  mgr  Museum  Of  Fine  Arts  (B)  h82  Granite  St  (R) 
Rielly  John  F  (Judith  H)  plmbr  h25  Hodgkins  St  (R) 

Riess  Edw  G  sum  res  82  Long  Beach  St  rWakefield  Mass 
Rigby  Mabel  rCape  Ann  Nursing  Home 
Riggi  David  rl07  Granite  St  (R) 

Riggs  Florence  C  (Wid  Leonard  F)  retd  h29  Reynard  St 
Riggs  Gladys  elk  Blue  Lantern  Gift  Shop  r6  Pleasant  St  (R) 

Riggs  James  M  (Gladys  R)  pntr  h6  Pleasant  St  (R) 

Riggs  Otis  Jr  sum  res  h533r  Washington  St 

Rigney  Janice  E  (Wid  Joseph)  atty  h95  Centennial  Av 

Rihne  Sylvia  K  (Wid  Geo)  retd  hl9  Brierwood  St 

Riley  See  Also  O’Reilly  And  Reilly 

Riley  Bernard  (Mary)  summer  res  hThatcher  Rd  (R) 

Riley  Donald  (Jo  Ann  R)  tchr  h62  Centennial  Av 
Riley  Donna  studt  rlO  Hickory  St 

Riley  Dorothy  A  Mrs  tchr  aide  Plum  Cove  Elementary  Sch  rlO 
Hickory  St 

Riley  Florence  A  (Wid  Fredk)  retd  hi 23  Marmion  Wy  (R) 

Riley  Geo  P  formn  City  Sewer  Div  hi  14  Centennial  Av 

Riley  Hannah  F  (Wid  Paul  R)  retd  h3  Madison  Ct  Extn 

Riley  Herbert  P  retd  h39  Perkins  St 

Riley  John  (Pamela)  pntr  hl43  Prospect  St 

Riley  Mary  E  Mrs  emp  Gorton’s  h26  Mt  Vernon  St 

Riley  Michl  W  U  S  C  G  r26  Mt  Vernon  St 

Riley  Nancy  J  nurse  Addison  Gilbert  Hosp  rl8  Granite  St  (R) 

Riley  Patricia  A  elk-typ  City  Aud  r3  Madison  Ct  Extn 
Riley  Patk  J  studt  r37  High  St 

Riley  Paul  (Nancy)  tchr  Ralph  B  O’Maley  Mdl  Sch  h9  Day  Av 
Riley  Robt  P  (Dorothy  A)  firefighter  City  Fire  Dept  hlO  Hickory  St 
Riley  Timothy  L  (Marilyn  J)  guidance  counselor  No  Shore  Com  Coll 
(BEV)  hi  Magnolia  Av  Apt  2 

Riley  Wm  F  (Victoria  M)  plmb  L  E  Andrews  &  Co  h37  High  St 
Rimini  Jay  (Jay  Rimini  Paintings) 

Rimini  Jay  Paintings  (Jay  Rimini)  324  Main  St 
Rindlaub  Neil  hsemn  Addison  Gilbert  Hosp  rlpswich  Mass 
Ring  Michl  M  (Rita  M)  fish  &  lobsterman  hlO  Oakes  Av 
Ring  Millard  E  (Edith  V)  retd  h56  Main  St  (R) 

Ring  Millard  E  (Julia  M)  resort  opr  h44  Main  St  (R) 

Ring  Richd  H  (Anne  D)  leather  wkr  (P)  h5  Marsh  St 
Rings’  N  Things  (Marvin  Rudow)  25  South  Rd  (R) 

Riordan  Jerome  (Rosa  Belle)  elk  Maplewood  Sweet  Shop  h71 
Maplewood  Av 

Riordan  Marion  M  tchr  Wakefield  Mass  rThatcher  Rd  (R) 

Riordan  Michl  P  slsmn  Trani  Bky  rThatcher  Rd  (R) 

Riordan  Rosa  belle  elk  Maplewood  Sweet  Shop  r71  Maplewood 
Riordan  Walter  E  (Loretta  M)  retd  hThatcher  Rd  (R) 
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283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  -  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL  546-7405 
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Rioux  Edw  P  (Lois)  plmb  L  E  Andrews  &  Co  h25  Gee  Av 

Rioux  Gerard  X  (Amelia)  boat  eng  h52  E  Main  St 

Risley  Sara  research  asst  Rockport  Sch  Dept  rPenzance  Rd  (R) 

Ristoff  Geo  retd  h33  Elm  St 
Ritcey  Mildred  h9  Sayward  St 
Ritchie  David  studt  rNorwood  Hts 

Ritchie  David  A  (Barbara)  prod  mgr  Lyman-Ritchie  (B)  hNorwood 
Hts 

Ritondo  Michl  J  tchr  Maplewood  Sch  h20  Western  Av 
Ritter  Allen  C  (Kathleen)  serv  mgr  hl45  Essex  Av  Apt  12 
Riverdale  Community  Center  6  Stanwood  St 

Riverdale  Construction  Co  (Almon  F  Macomber)  bldg  contr  Thurston’s 
Pt 

Riverdale  Market  (Lawrence  Lane)  gro  537  Washington  St 
Riverdale  Methodist  Church  Rev  John  M  Dunnack  Pastor  438 
Washington  St 

Riverdale  Professional  Building  302  Washington  St 
Rivers  Alf  (Ethel)  flshermn  h72  Eastern  Av 
Rivers  Edw  J  constn  wkr  r6  Foster  St 
Rivers  Edw  S  (Angela)  fishermn  h6  Foster  St 
Rivers  Linda  J  hairdrsr  r6  Foster  St 

Rix  Vernon  B  (Paula)  insp  Fedl  Bureau  Comml  Fisheries  (G)  h6 
Holbrook  Ct  (R) 

Rizzo  Stanley  treas  Juniors  Inc  rDanvers  Mass 
Roach  See  Also  Roche 

Roach  J  J  summer  res  h51  Eastern  Point  Rd 
Roach  John  W  Rev  hSt  Louis  Av 

Roach  Marilyn  F  asst  treas  Cape  Ann  Bank  &  Trust  r51  Eastern 
Point  Rd 

Roaden  Edw  A  elk  Reliable  Meat  Mkt  r2  Morton  PI 
Roaden  Steven  D  studt  r2  Morton  PI 

Roark  Geo  H  (Daphne)  asst  v-pres  Gloucester  Natl  Bk  hl3  Beauport 
Av 

Robb  Russell  Mrs  summer  res  hl67  Concord  St 
Robbins  April  studt  rl6  Summit  Av  (R) 

Robbins  Bertney  W  Mrs  admn  sec  (B)  hl6  Summit  Av  (R) 

Robbins  Charlotte  W  (Wid  Russell  C)  retd  rl31  Wheeler  St 
Robbins  Donald  (Russellyne)  summer  res  5  Waterman  Rd  rMedford 
Mass 

Robbins  Grace  retd  h8c  South  St  (R) 

Robbins  Harold  A  (Robbins  Reproductions  Studio)  r23  Dock  Sq  (R) 
Robbins  Irwin  tchr  rl6  Summit  Av  (R) 

Robbins  Jane  studt  r Eastern  Point  Blvd 
Robbins  Reproductions  235  E  Main  St 

Robbins  Reproductions  Studio  (Harold  A  Robbins)  23  Dock  Sq  (R) 

Robbins  Sarah  (Wid  Chandler  II)  hEastern  Point  Blvd 

Robbins  Steph  P  hl45  Essex  Av  Apt  23 

Robbins  Walburga  M  pkr  O  U  F  hl45  Essex  Av  Apt  20 

Roberto  Frank  J  (Mary  J)  sum  res  Rear  9  Bayle  La  rDanvers  Mass 

Roberts  Allison  studt  r600  Essex  Av 

Roberts  Allison  studt  r43  Sumner  St 

Roberts  Arth  A  (Dorothy  M)  mtcemn  Ideal  Baby  Shoe  (Danvers)  hi 
Derby  St 

Roberts  Bruce  A  studt  r600  Essex  Av 

Roberts  C  G  &  Son  Inc  Clifford  G  Roberts  Pres  Mrs  Martha  L 
Roberts  Treas  caterers  11  Atlantic  St 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whiftftemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Roberts  Chester  F  (Lydia)  music  tchr  h592  Essex  Av 
Roberts  Clifford  G  (Martha  L)  pres  C  G  Roberts  &  Son  Inc  hll 
Atlantic  St 

Roberts  Constance  E  (Wid  Earle  J)  nurse  Filene’s  (B)  h25  Ferry  St 
Roberts  Constance  W  (Wid  G  Lawrence)  h!04  Riverview  Rd 
Roberts  Donald  F  studt  r5  Madison  Ct 

Roberts  Doris  A  Mrs  gift  shop  Tuna  Wharf  (R)  hCove  Hill  La  (R) 
Roberts  Doris  L  Mrs  supt  Huntress  Pub  Medical  Inst  rl  Emerson  Av 
Roberts  Earl  R  (Dorothy  E)  carp  503  Essex  Av  h503  Essex  Av 
Roberts  Edw  F  (Marion  F)  retd  h596  Essex  Av 
Roberts  Ephraim  A  (M  Frances)  retd  h49  Sumner  St 
Roberts  Eug  A  (Priscilla  H)  carp  600  Essex  Av  h600  Essex  Av 
Roberts  Eunice  L  Mrs  clam  shucker  Robert  Greely  (Essex)  r288 
Concord  St 

Roberts  Frank  B  sum  res  hPenzance  Rd  (R) 

Roberts  Harold  mach  rl  Derby  St 
Roberts  Helen  F  h2481/2  Main  St 

Roberts  James  A  (Olive)  sum  res  h300  Granite  St  (R) 

Roberts  Joyce  A  studt  rl  Derby  St 

Roberts  Kenneth  A  (Vicki  A)  insp  Babco  Ind  (D)  h45  Reynard  St 
Roberts  Larry  K  (Pamela  I)  emp  Gloucester  Tree  Surgeons  hFernald 
St 

Roberts  Leslie  nurse  G  Dist  Nursing  Assoc  rl3  Beach  Rd 

Roberts  Lester  S  (Ruth  E)  foremn  United  Shoe  (BEV)  h43  Sumner  St 

Roberts  Lincoln  A  (Sally  A)  (West  Parish  Apts)  h563  Essex  Av 

Roberts  Margt  (Wid  Earl  D)  retd  h28  Poplar  Pk 

Roberts  Marjorie  sum  res  h2  Mt  Locust  PI 

Roberts  Martha  E  retd  h554  Essex  Av 

Roberts  Martha  L  Mrs  treas  C  G  Roberts  &  Son  Inc  rll  Atlantic  St 
(WG) 

Roberts  Maurice  F  (Evelyn)  (Gloucester  Tree  Surgeons)  hFernald  St 

Roberts  Norman  E  (Patricia)  clam  digger  h288  Concord  St 

Roberts  Pauline  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  r497  Essex  Av 

Roberts  Percy  E  (Grace)  retd  h247  Concord  St 

Roberts  R  Munroe  (Pauline)  carp  497  Essex  Av  b497  Essex  Av 

Roberts  Rachel  retd  h25  Dock  Sq  (R) 

Roberts  Ralph  E  (Lillian  C)  chf  car  distr  B  &  M  (B)  h8  Main  St  (R) 
Roberts  Randy  emp  Amalia  Tree  Surgeon  h93  Prospect  St 
Roberts  Ronald  A  Jr  studt  r5  Madison  Ct 

Roberts  Ronald  F  (R  Leslie)  mach  United  Shoe  (BEV)  h5  Madison  Ct 
Roberts  Ruth  rl04  Riverview  Rd 

Roberts  Ruth  E  Mrs  ofc  sec  Cunningham  &  Kerr  r43  Sumner  St 

Roberts  Stanley  W  (Louise)  Shellfish  Dealer  h96  Friend  St 

Roberts  Steven  S  (Laura  J)  ins  agt  (Essex)  h270  Essex  Av 

Roberts  Walter  E  (Doris  B)  retd  h565  Essex  Av 

Roberts  Weymouth  A  (E  Irene)  retd  hll  Overlook  Av 

Roberts  Wm  L  (Doris  L)  jr  custdn  City  Police  Dept  hi  Emerson  Av 

Robertson  See  Also  Robinson 

Robertson  David  J  constn  wkr  r41  Wheeler  St 

Robertson  Donald  L  (Johannah  R)  opr  Matheson  Gus  h36  Orchard  St 
Robertson  Eliz  Mrs  retd  h6  Ketchopulos  Cir  (R)  Apt  10a 
Robertson  Ellis  r273  E  Main  St 

Robertson  Geo  (Eleanor)  eng  Town  Rockport  hRear  47  Main  St  (R) 
Robertson  Geo  D  (Harriet  M)  armorer  Natl  Guard  Battery  A  h41 
Wheeler  St 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930 _ Tel.  283-0884 
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Robertson  James  A  (Evelyn  L)  member  City  Traffic  Commission 

hl049  Washington  St 

Robertson  James  W  (Virginia  M)  policemn  City  Police  Dept  hRowlev 
Shore 

Robertson  Lucille  W  (Wid  Walter  S)  retd  h99  Main  St  (R) 

Robertson  Marion  tchr  Rockport  Sch  Dept  rPenzance  Rd  (R) 

Robertson  Marjorie  J  pkr  Le  Page’s  r41  Wheeler  St 
Robertson  Martin  studt  r994  Washington  St 

Robertson  Noel  S  (Marion)  real  est  49  Broadway  St  (R)  hPenzance  Rd 
(R) 

Robertson  Richd  G  lab  r41  Wheeler  St 
Robertson  Sarah  retd  hl030  Washington  St 
Robertson  Steven  studt  r35  Sumner  St 

Robertson  Wm  C  (Bertha)  emp  United  Shoe  (BEV)  h35  Sumner  St 
Robey  A  Alex  ins  broker  hRear  876  Washington  St 

Robey  A  Alex  Jr  real  est  922  Washington  St  Rear  hRear  922 
Washington  St 

Robey  Andrew  Alex  III  custdn  U  S  Dept  Commerce  h62  High  St 
Robey  Frances  E  rl  Holly  St 

Robin  Richd  J  (Denise  E)  sum  res  24  Sleepy  Hollow  Rd  rNewton 
Centre  Mass 

Robinson  See  Also  Robertson 

Robinson  Albert  G  (Ella  V)  die  mkr  United  Shoe  (BEV)  h24  School 
St  (R) 

Robinson  Andrew  h41  Granite  St  (R) 
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Robinson  Clarence  R  (Jeanne  A)  policemn  City  Police  Dept  hl3 
Juniper  Rd 

Robinson  Danl  (Julie)  lobstermn  h740  Washington  St 

Robinson  David  mason  rRiverview  Landing 

Robinson  Dennis  (Kathleen)  civ  eng  hi 45  Essex  Av  Apt  1 

Robinson  Dianne  Mrs  tchr  Beeman  Mem  Sch  rll62  Washington  St 

Robinson  Donna  M  hi 52  Riverdale  Pk 

Robinson  Douglas  cln  Cape  Ann  Vets  r8  Haskell  St 

Robinson  E  H  elk  typ  h38  Granite  St  (R) 

Robinson  Edna  Mrs  retd  hl8  Lincoln  Pk 
Robinson  Gail  L  studt  r740  Washington  St 
Robinson  Gillian  G  (Wid  John  A)  h8  Haskell  St 
Robinson  Harold  (Patricia  A)  retd  h6  Main  St  (R) 

Robinson  Hattie  L  (Wid  John  I)  retd  h37  Hartz  St 
Robinson  Heidi  hRear  273  E  Main  St 
Robinson  Helen  D  h90  Middle  St 
Robinson  Howard  E  hRiverview  Landing 
Robinson  James  L  retd  hLa  Rose  Av 

Robinson  Jane  L  (Wid  Reginald  H)  retd  h3  Norman  Stone  Dr  (R) 

Robinson  John  H  (Shirley)  emp  U  S  M  Chem  (Middleton)  h29 
Sumner  St 

Robinson  June  Mrs  home  aide  Action  Inc  h89  Prospect  St 
Robinson  Kaarin  A  emp  Cape  Ann  Mkt  rl9  Trask  St 

Robinson  Kenneth  (Kathleen)  pilot  North  Atlantic  Airways  h6 
Magnolia  Av 

Robinson  Mary  r49  Riverdale  Pk 
Robinson  Mary  F  Mrs  h49  Riverdale  Pk 
Robinson  Mary  K  sec  r24  School  St  (R) 

Robinson  Maude  retd  r44  South  St  (R) 

Robinson  Morris  Rev  (Mary  C)  retd  h660a  Washington  St 
Robinson  Myron  A  (Mary  E)  carp  (Bev)  hRear  13  Broadway  (R) 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Robinson  Nelson  B  (Toad  Hall  Bookstore) 

Robinson  P  David  studt  r5  Summer  Street  Ct  (R) 

Robinson  Patricia  A  nurse  Addison  Gilbert  Hosp  hThatcher  Rd  (R) 
Robinson  Patricia  A  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  r6  Main  St 
Robinson  Ruth  hsekpr  Addison  Gilbert  Hosp  r5  Summer  Ct  (R) 
Robinson  Ruth  H  (Wid  Wm  E)  retd  hi  100  Washington  St 
Robinson  Ruth  S  Mrs  h5  Summer  Street  Ct  (R) 

Robinson  Steph  F  (Dorothy  L)  retd  h35  High  St  (Ri 
Robinson  Steph  J  (Dianne)  hi  162  Washington  St 
Robinson  Susan  supvr  Putnam  Funds  (N)  r34  School  St  (R) 

Robinson  Thos  II  hAtlantic  Rd 

Robinson  W  Andrew  Jr  studt  r5  Summer  Street  Ct  (R) 

Robinson  W  Raymond  (Ruth  T)  retd  h5  Grandview  Rd 
Robinson  Wm  (Hope  S)  brakemn  B&M  hl9  Summer  St  (R) 

Robinson  Wm  P  (Marie)  mtcemn  Ralph  Waldo  Emerson  Inn  h44 
Langsford  St 

Robinton  Eliz  professor  Smith  College  r7  Phillips  Av  (R) 

Rocha  Angelina  J  (Wid  John)  retd  hl3V4  S  Kilby  St 

Rocha  Emily  Raytheon  (Andover)  hl02  Friend  St 

Rocha  Florence  rCape  Ann  Nursing  Home 

Rocha  Manuel  Jr  (Elsie  M)  fishermn  hi 27  Essex  Av 

Rocha  Manuel  P  (Judith)  retd  h74  Friend  St 

Rocha  Mary  C  (Wid  Manuel)  retd  h63  Bass  Av 

Rocha  Rose  E  (Wid  Joseph)  h20  Elwell  St 

Rocha  Steph  A  USMC  r20  Elwell  St 

Rocha  Theo  studt  rl27  Essex  Av 

Roche  See  Also  Roach 

Roche  Wm  F  (Bertha  N)  electn  2  Summer  Street  Ct  (R)  h2  Summer 
Street  Ct  (R) 

Rochford  Wm  C  (Arlene  M)  dir  Community  Development  h76  Shore 
Rd 


Rochow  Theo  F  prof  Bucknell  Univ  h92  High  St  (R) 

Rochow  Theo  G  (Eliz  C)  research  chem  Am  Cyanamid  (CONN)  h92 
High  St  (R) 

Rockaway  Hotel  Corp  Frank  Esty  Pres  7  Rackliffe  St 
Rockett  Wm  A  ofc  facilities  mgr  The  Gorton  Corp  rDanvers  Mass 
Rockport  Art  Association  John  W  Pettibone  Curator  12  Main  St  (R) 
Rockport  Barber  Shop  (Walter  E  Julian)  63  Main  St  (R) 

Rockport  Board  Of  Trade  Robt  Y  Ellis  Pres  Main  St  (R) 

Rockport  Casuals  (Wilfred  E  And  Mrs  Marjorie  B  Marks)  womens  clo 
65  Main  St  (R) 

Rockport  Cheese  Shop  (Elsa  Parenteau)  46  Main  St  (R) 

Rockport  Dental  Lab  (Woodbury  Williams  Jr)  Rear  21  Railroad  Av 

(R) 

Rockport  Dye  House  (Robt  Kline)  320 Vfe  Main  St 

Rockport  Explorers  Headquarters  Boy  Scouts  Of  Amer  7  Beach  St  (R) 
Rockport  Garden  Club  58  Broadway  (R) 

Rockport  General  Store  Inc  Oscar  Spatz  Pres  &  Treas  37  Main  St  (R) 
Rockport  Golf  Club  Inc  Ronald  J  Ryan  Mgr  Country  Club  Rd  (R) 
Rockport  Golf  Club  Pro  Shop  60  South  St  (R) 

Rockport  Hammock  (Paul  C  Dow)  43  Marmion  Wy  (R) 

Rockport  Housing  Authority  4  Ketchopulos  Cir  (R) 

Rockport  Junior  &  Senior  High  School  John  E  Lane  Prin  Jerdens  La 

(R) 

Rockport  Lodge  Inc  (Women’s  Educational  &  Industrial  Union  Of 
Boston)  hotel  61  South  St  (R) 
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Rockport  Marine  Center  (Erik  A  Ronnberg)  Tuna  Wharf  (R) 

ROCKPORT  NATIONAL  BANK  Walter  E  Johnson  President 
Charles  L  De  Meule  Executive  Vice — President,  Member 
Federal  Deposit  Insurance  Corp,  16  Main  St  (Rockport 
01966),  Tel  546-3411  Branch  Office  37  King  St  (Rockport 
01966)  Tel  546-7405  (See  Index  To  Advertisers) 

Rockport  Public  Library  2a  Jewett  St  (R) 

Rockport  Quarries  Co  Inc  Raymond  Bernardo  Treas  Pigeon  Hill  (R) 

ROCKPORT  TOWN  OF 

TOWN  OFFICE  BUILDING,  34  Broadway  (R) 

ANIMAL  INSPECTOR,  Charles  L  Lane,  34  Broadway  (R) 
ATTORNEY,  David  Lee  Turner  34  Broadway  (R) 

BOARD  OF  ASSESSORS,  John  E  Lane  Chairman,  Mary 

Witham,  Robt  J  Rowe  Members,  34  Broadway  (R),  Tel 
546-2011 

BOARD  OF  ENGINEERS,  Richd  S  Burbank  Chf  Eng,  37 
Broadway  (R),  Tel  546-6750 

BOARD  OF  HEALTH,  Charles  F  Ahearn  Chairmn,  34 
Broadway  (R),  Tel  546-3701 

BUILDING  INSPECTOR,  Richd  S  Burbank  34  Broadway  (R) 
CIVIL  DEFENSE,  Gustave  D  Olson  Dir,  34  Broadway  (R) 
CONSTABLES,  Rear  37  Broadway  (R) 

DEPARTMENT  OF  PUBLIC  WORKS,  34  Broadway  (R),  Tel 
546-3525 

DEPARTMENT  OF  VETERAN’S  SERVICE,  John  Evans  Jr 
Dir,  34  Broadway  (R) 

FENCE  VIEWER,  Richd  S  Burbank,  34  Broadway  (R) 
FINANCE  COMMITTEE,  C  Richd  Carlson  Chairmn,  34 
Broadway  (R) 

FIRE  DEPARTMENT,  Richd  S  Burbank  Chief,  37  Broadway 
(R),  Tel  546-6555 

ENGINE  COMPANY  NO  2,  118  Granite  St  (R),  Tel  546- 
6848 

COMBINATION  A  118  Granite  St  (R),  Tel  546-6848 
FOREST  FIRE  &  CIVIL  DEFENSE  DEPARTMENT,  Gustave 
D  Olson  Dir,  T  Wharf  (R) 

FOREST  WARDEN,  Leroy  C  Silva  Jr,  34  Broadway  (R),  Tel 
546-2842 

HARBOR  MASTER,  Gene  C  Lesch,  34  Broadway  (R) 
HOUSING  AUTHORITY,  James  Ervin  Chairman,  34 
Broadway  (R) 

HOUSING  AUTHORITY,  Charles  W  MacEllven  Dir,  4 
Ketchopulos  Cir  (R),  Tel  546-3181 
MODERATOR,  34  Broadway  (R) 

PERSONNEL  BOARD,  Bradford  L  Bigelow  Chairmn,  34 
Broadway  (R) 

PLANNING  BOARD,  Lars  E  Wiberg  Chairman,  34  Broadway 

(R) 

POLICE  DEP ARTMENT,  Louis  F  Anderson  Actg  Chf,  Rear 
37  Broadway  (R),  Tel  546-3444 
PUBLIC  HEALTH  NURSING  COMMITTEE  John  H 

Bloombergh  Chairman,  34  Broadway  (R),  Tel  546-2442 


Cape  Ann  Area 
Chamber  of  Commerce 

TELS.  283-1601  AND  283-1602 
130  MAIN  ST.  GLOUCESTER,  MASS.  01930 
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ROCKPORT  TOWN  OF— CONTD 

PUBLIC  HEALTH  NURSING  COMMITTEE} — CONTD 

PUBLIC  HEALTH  NURSING  SERVICE  Alice  L  Anderson 
And  Blanche  Johnson  Nurses,  34  Broadway  (R),  Tel 
546-2442 

REGISTRARS  OF  VOTERS,  Mrs  Doris  A  Hillier,  Nancy  A 
Carlson,  Desmond  H  Quinn,  34  Broadway  (R) 

SCHOOL  COMMITTEE,  Matthew  W  Cooney  Jr  Chairmn, 
Kenneth  E  Bannon,  Lawrence  Harding,  Patk 
Charpenning  John  C  Weston  Members,  4  Broadway  (R) 
SCHOOL  DEPARTMENT,  Stanley  G  Patey  Supt,  4  Broadway 
(R),  Tel  546-3304 

SEALER  OF  WEIGHTS  AND  MEASURES,  Walter  G  Rich,  34 
Broadway  (R) 

SELECTMEN,  Nicola  A  Barletta  Chairmn,  Richd  K  Manson, 
Fredk  H  Tarr  Jr  Mrs  Ann  L  Fisk,  Harold  F  Beaton  34 
Broadway  (R),  Tel  546-6786 

TOWN  ACCOUNTANT,  Wm  H  Parsons  Jr,  34  Broadway  (R), 
Tel  546-3691 

TOWN  CLERK,  Fredk  C  Frittsen,  34  Broadway  (R),  Tel  546- 
6894 

TOWN  COLLECTOR  AND  TREASURER,  Alvin  S  Brown  Jr, 
34  Broadway  (R),  Tel  546-6648 
TOWN  GARAGE,  Main  St  (R),  Tel  5462205 
TREE  WARDEN  AND  MOTH  SUPERINTENDENT,  Rene 
Hueitt,  34  Broadway  (R) 

TRUSTEES  OF  PUBLIC  LIBRARY,  Claudia  Perry  Frank  C 
Gardner  And  Geo  T  Hilliard  34  Broadway  (R) 

WATER  WORKS  PUMPING  STATION,  Main  St  (R),  Tel  546 
6992 

Rockport  Twine  &  Rope  Brooks  Stevens  III  Pres  13  Railroad  Av  (R) 
Rockport  Veterans  Of  Foreign  Wars  Of  USa  Post  8609  Wm  J 
Montgomery  Adjutant  3  Dock  Sq  (R) 

Rockport  Women’s  Club  58  Broadway  (R) 

Rockwell  Adelbert  W  Jr  tech  spl  United  Shoe  (BEV)  hl9  Wonson  St 
Rockwood  Vernon  G  (Helen  J)  sum  res  56  Long  Beach  St  (R)  rFlorida 
Rocky  Neck  Apts  (Mary  D  Flynn)  apts  1  Eastern  Point  Rd 
Rocky  Neck  Gallery  Joan  Kerry  Mgr  19  Rocky  Neck  Av 
Rocky  Neck  Lobster  &  Steak  House  (SUM)  Rear  77  Rocky  Neck  Av 
Rocky  Neck  Sports  Fishing  Dock  Trust  (Alan  G  Hill  Jr)  Rear  95  E 
Main  St 

Rocky  Shores  Cottages  Wetzell  L  Gale  Mgr  Eden  Rd  (R) 

Roderick  Arth  E  (Anna)  sum  res  Elmo  La  rSomerville  Mass 
Roderick  Diana  M  pkr  O’Donnell  USEN  r6  Young  Av 
Roderick  Evelyn  D  slswn  Almy’s  (S)  h27Vfe  Perkins  St 
Roderick  Gil  A  (Priscilla  M)  fishermn  h6  Young  Av 
Roderick  Gil  A  Jr  (Diana)  male  atndt  h8  Young  Av 
Roderick  Priscilla  pkr  Gorton’s  hl8  Spring  St 
Rodgers  See  Also  Rogers 

Rodgers  Caroline  (Wid  Milton  J  Jr)  h3  Ocean  Av 
Rodgers  Joseph  retd  r44  South  St  (R) 

Rodgers  Kath  dining  rm  hlpr  Shore  Cliff  Retirement  Home  r3  Ocean 
Av 

Rodgers  Milton  J  (Mary  K)  h20  Fuller  St  Apt  1 

Rodgers  Mollie  retd  hlO  Maple  St 

Rodgers  Richd  P  (Theresa  I)  studt  h82  Eastern  Av 
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DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCtSTiR,  MASS.  01930 
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Rodolosi  Antoine  bartndr  Capt  Courageous  Restr  r511  Sandy  Bay  Ter 

(R) 

Rodolosi  Catherine  A  Mrs  pres  Captain  Courageous  Restaurant  Inc 
rOrchard  Rd 

Rodolosi  Jack  cook  Capt  Courageous  Restr  r74  Boss  Av 
Rodolosi  John  M  emp  Capt  Courageous  r74  Bass  Av 

Rodolosi  Laurent  A  (Catherine  A)  treas  Captain  Courageous  Restaurant 
Inc  hOrchard  Rd 

Rodolosi  Nicholas  (Filomena)  cook  Capt  Courageous  Restr  h74  Bass 
Av 

Rodolosi  Vincent  (Diane  M)  bartndr  Capt  Courageous  Restr  h97 
Concord  St 

Rodrick  Mary  E  (Wid  Joseph  A)  pkr  B  &  B  Fish  h44  Friend  St 
Rodrigues  Manuel  S  (Julie  A)  tumbler  Cape  Ann  Tool  h22  Church  St 
Roe  Louis  A  sum  res  2  Ferry  La  rWinthrop  Mass 
Roehm  Carol  M  retd  rStraitsmouth  Wy  (R) 

Roehm  Jane  I  Mrs  retd  hStraitsmouth  Wy  (R) 

Roehm  Peter  I  mgr  Illinois  Central  R  R  rStraitsmouth  Wy  (R) 

Roewer  Edw  W  (Ann  J)  v-prin  Gloucester  High  Sch  h28  Leonard  St 
Roftey  Carlton  P  (Helana  G)  mtce  supvr  Logan  Airport  (B)  hi 
Summit  Av  (R) 

Rofifey  Helena  priv  sec  Cape  Ann  Medical  Center  rEssex  Mass 
Roffey  Robt  C  (Rauni  E)  retd  hTarr’s  La  (R) 

Rogalski  Virginia  M  sum  res  h60  Witham  St 
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Rogers  See  Also  Rodgers 

Rogers  Alice  E  (Wid  Harold  J)  hi 054  Washington  St 

Rogers  Benj  T  (Eliz)  custdn  Sawyer  Free  Library  hLa  Rose  Av 

Rogers  Benj  T  Jr  slsmn  rLa  Rose  Av 

Rogers  Bertha  Mrs  hl5  Bass  Av 

Rogers  Danl  Jr  (Judith  R)  phys  h8  Ships  Bell  Rd 

Rogers  Dorothy  G  h8  Middle  St 

Rogers  Dorothy  M  retd  h247  Eastern  Av 

Rogers  Edw  J  (Fair  Winds)  h6  Holbrook  Ct  (R) 

Rogers  Elizabeth  elk  Empire  Clo  r28  Norris  Dr 
Rogers  Eliz  Mrs  cafeteria  wkr  West  Parish  Sch  rLa  Rose  Av 
Rogers  Franklyn  M  (Josephine  A)  retd  h25  Addison  St 
Rogers  Gilbert  R  (Shelia  F)  h22  Columbia  St 

Rogers  Guest  House  The  (Lawrence  &  Norma  Rogers)  tourists  21 
Nautilus  Rd 

Rogers  Harold  teller  Cape  Ann  Sav  Bk  rl046  Washington  St 
Rogers  Harold  II  lab  rl054  Washington  St 

Rogers  Harold  J  (Lillian)  emp  Bruster  Lumber  hl054  Washington  St 

Rogers  Harry  J  (Margt  C)  emp  Seal  test  (Framingham)  h40  Englewood 
Rd 

Rogers  Helen  G  (Wid  Elliott  C)  retd  h717  Washington  St 
Rogers  Irene  sis  asst  Cape  Ann  Glass  r9  Thurston  Pt  Rd 
Rogers  John  (Ernestine  R)  retd  hll  Madison  Ct  Extn 

Rogers  John  E  (Eva  M)  mtcemn  Gloucester  Sch  Dept  hRear  88  Bray 
ot 

Rogers  John  G  (Irene)  prntr  hThurston’s  Pt 
Rogers  Joseph  P  (Mary)  retd  hl2  Cleaves  St  (R) 

Rogers  Lawrence  W  Jr  (Norma)  (The  Rogers  Guest  Hse)  h21  Nautilus 
Rd 

Rogers  Leo  T  (Julia  A)  retd  r5  Birch  Grove  Hts 

Rogers  Leonard  A  (Eliz  H)  electronics  techn  Varian  Assoc  (BEV)  h28 
Marina  Dr 


ROSE'S  OIL  SERVICE  Inc. 
ROSE'S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 


395  Main  St. 

Gloucester,  Mass.  01930 


283-3334 

283-3335 
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Rogers  Marion  L  retd  r247  Eastern  Av 

Rogers  Mary  (Wid  Raymond)  pkr  O  U  F  hl2  E  Main  St 

Rogers  Mary  G  retd  h57  Friend  St 

Rogers  Norma  Mrs  (The  Rogers  Guest  House)  r21  Nautilus  Rd 
RogofF  Herbert  W  r2  Briarstone  Rd  (R) 

Rohan  Mary  E  Mrs  nurse  Addison  Gilbert  Hoep  h614  Western  Av 
Rohr  bo  ugh  Geo  (Martha)  retd  h24  Bass  Rocks  Rd 
Roland  Caesar  R  (Mary  A)  (Roland’s  Mkt)  h52  Friend  St 
Roland  Charles  A  sum  res  hl3  Linwood  FI 

Roland  Dorothy  admissions  elk  Addison  Gilbert  Hosp  rWenhnm  Mass 

Roland  Eliz  A  studt  r52  Friend  St 

Roland  Joseph  Jr  (Rose)  retd  h42  E  Main  St 

Roland  Robt  K  (Leslie  M)  tchr  hRear  516  Essex  Av 

ROLAND'S  FOR  FLOWERS  (Roland  A  Hildonen),  Floral 

Arrangements  Of  Distinction  Delivery  Service  On  The  Cape 
2  Railroad  Av  (Rock port  01966)  Tel  546-3101 
Roland’s  Market  (Caesar  R  Roland)  52  Friend  St 
Rolando  Charles  (Mary  E)  retd  hNorwood  Hts 

Roller  Heinz  K  (June  R)  mach  Cape  Ann  Tool  h247  Granite  St  (R) 
Rollins  Richd  H  (Nancy  C)  emp  N  E  T  &  T  (S)  hWoodman  St 
Romanos  Peter  (Kathleen)  h30  Chapel  St 

Romaszko  Geo  A  (Muriel)  electn  (Boston)  hLandmark  Lu  (R) 

Ronan  John  tchr  hlO  Flume  Rd 

Ronca  Gladys  Mrs  sum  res  Vine  St  rAmesbury  Mass 
Ronnberg  Erik  A  (Karen)  (Rock port  Marine  Center)  h2  Summer  St 
(R) 

Ronnberg  Karen  Mrs  (The  Black  Pearl)  r2  Summer  St  (R) 

Ronsivalli  Louis  laby  dir  Natl  Oceanic  &  Atmospheric  Admn 
r Lawrence  Mass 

Rood  Clara  J  retd  rl09  Highland  Av  (R) 

Rood  Harold  (Helen  M)  retd  hl09  Highland  Av  <R) 

Rood  Herbert  retd  h6  Norman  Av 

Roopenian  Aram  (Alice  R)  sum  res  Longview  Rd  r Watertown  Mass 
Roopenian  Deron  P  (Louise  L)  sum  res  Elmo  La  rBrookline  Mass 
Roos  Signe  hNorwood  Hts 
Root  Winifred  F  retd  hlO  Dock  Sq  (R) 

Roper  Marshall  E  (Eliz  N)  (Champion  Pkg)  hDrumlin  Rd  (R) 

Roper  Sumner  G  Jr  (Sheila  L)  mgr  Cabot  Corp  (Bellerica)  hl2  Bond 
St 

Ropper  Janet  elk  Empire  Clo  rl47  Western  Av 
Ropper  Sumner  G  (F  Janet)  exec  dir  Rockport  Bd  Of  Trade  hl4  7 
Western  Av 

Rosa  Belmeda  (Wid  Manuel)  h.27  Trask  St 

Rose  Albert  L  (Dorothy  M)  retd  h4  Marion  Wy 

Rose  Alice  fish  wkr  hl9  Duncan  St  Rm  1 

Rose  Alice  O  retd  r2  Winchester  Ct 

Rose  Ann  elk  Toad  Hall  Bookstore  r55  Phillips  Av  (R) 

Rose  Arth  (Celia)  gardener  (Ipswich)  hl3  Elwell  St 

Rose  Benilda  P  admn  asst  to  treas  Gorton  Corp  h41a  Friend  St 

Rose  Blanche  E  (Wid  Manuel  J  Jr)  retd  h33Vfe  Elm  St 

Rose  Clarence  junk  dir  Parker  St  h30  Webster  St 

Rose  David  A  (Nancy)  slsmn  C  F  Tompkins  Co  hl9  Green  St 

Rose  Ernest  M  (Bertha  G)  retd  h2  Dean  Rd  (R) 

Rose  Everett  (Ruth  S)  retd  h20  Magnolia  Av 

Rose  Florence  L  (Wid  Frank  F)  (Magnolia  Beauty  Salon)  h41  Madison 
Av 
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Robert 
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Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-062 1 
or 

526-7723 
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CAPE  ANN  GLASS 

_ _ _ _ ^  Auto  Glass  (Installed  Whilo-U-Wait) 

PURPOSE  MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 

GERALD  E.  DAVIS,  OWNER 

TEL.  283-4732  216  MAIN  ST.— GLOUCESTER 
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Rose  Francis  C  (Eliz)  mtcemn  City  Water  Div  hll  Summit  St 
Rose  Frank  IV  studt  rHigh  Popples  Rd 
Rose  Frank  (Eleanor)  formn  Gorton’s  h41b  Friend  St 
Rose  Frank  Jr  (Ellen  C)  (Union  Trans)  h85  Wheeler  St 
Rose  Frank  Jr  (Margt  R)  pres  Rose’s  Oil  Service  Inc  &  Transportation 
Inc  hll  Trask  St 

Rose  Frank  P  III  (Nancy  A)  (Rose’s  Atlantic  Station)  hHigh  Popples 
Rd 

Rose  Frank  V  (Mary)  retd  h64  Eastern  Av 

Rose  Gilbert  F  (Lorraine  J)  cost  acct  (Middleton)  h491  Washington  St 
Rose  Glenn  M  USAF  r491  Washington  St 
Rose  Gloria  S  Mrs  fish  wkr  OUF  h6  Sadler  St 
Rose  Honora  M  (Wid  Arth  L)  hl4  Spring  St 

Rose  James  T  (Judith  A)  mach  Gloucester  Eng  h667  Western  Av 

Rose  Jesse  A  sis  mgr  hl236  Washington  St 

Rose  John  M  comnr  City  License  Board  h65  Perkins  St 

Rose  Joseph  F  (Annie)  retd  h32  Blynman  Av 

Rose  Joseph  G  Jr  (Julia)  policemn  City  Police  Dept  hl6  Eastern  Av 
Rose  Joseph  K  retd  hWoodman  St 

Rose  Judy  daycare  mother  Action  Inc  r667  Western  Av  (M) 

Rose  Karen  lpn  Addison  Gilbert  Hosp  r85  Wheeler  St 
Rose  Kenneth  W  (Karen)  driver  Union  Trans  r85  Wheeler  St 
Rose  Linda  A  ex  sec  Fed  Marine  Fisheries  r65  Perkins  St 
Rose  Lloyd  A  (Diane  B)  mach  Fairview  Mach  (Topefield)  hi  172 
Washington  St 

Rose  Lloyd  S  (Albertina)  fish  ctr  Atlantic  Fisheries  (B)  h64  Eastern 
Av 

Rose  Madeline  D  ofc  hlpr  Gorton’s  r41a  Friend  St 
Rose  Mary  G  fish  wkr  Gorton’s  h8  El  well  St 
Rose  Michl  (Dawn)  real  est  h9  Summit  Av  (R) 

Rose  Naomi  (Wid  Albert)  sum  res  hStanwood  Pt 
Rose  Richd  F  carrier  P  O  r315  Washington  St 
Rose  Robt  E  (Mary  E)  mgr  Curtis  Inc  h369  Essex  Av 
Rose  Sarah  G  Mrs  clk-typ  City  Purch  Agt  r65  Perkins  St 
Rose  Thos  A  (Mary  P)  mech  Gloucester  Eng  h2  Cherry  Hill  Rd 
Rose  William  M  (Joan)  supvr  NET&T  h22  Ocean  Av 
Rose’s  Atlantic  Station  (Frank  P  Rose  Iii)  365  Main  St 
ROSE’S  OIL  SERVICE  INC  AND  TRANSPORTATION  INC 
Frank  P  Rose  III  Treasurer,  Wholesale  Distributors-Diesel 
Fuel-Gasoline  Lubricating  Oils-Heating  Oils-Propane  Gas  395 
Main  St  (01930),  Tel  283-3334  Or  283-3335  Machine  Shop  Tels 
283-9339  283-1450  (See  Index  To  Advertisers) 

Rosenberg  Bruce  phys  302  Washington  St  rRiver  Rd 
Rosenberg  Esther  (Wid  Sami)  summer  res  hi 00  Atlantic  St 
Rosenberg  Jane  S  treas  Hammond  Museum  rHighland  Rd 
Rosenbloom  Leon  (Sarah  S)  (Land’s  End  Apartments)  hEden  Rd  (R) 
Ross  Barbara  nurse  Addison  Gilbert  Hosp  r572  Essex  Av 
Ross  Beatrice  M  Mrs  (Ross  Candle  House)  rl5  South  Rd  (R) 

Ross  Candle  House  (John  O  And  Mrs  Beatrice  M  Ross)  gifts  15  South 
Rd  (R) 

Ross  Clark  studt  rNorwood  Hts 

Ross  Donald  (Sandra)  fishermn  h211  E  Main  St 

Ross  Donald  B  fishermn  rNorwood  Hts 

Ross  Donald  J  (Emily)  lwyr  128  Main  Rm  6  hlO  Clarendon  St 

Ross  Douglas  J  (Ross  Rlty)  hBarberry  La 

Ross  Frances  (Wid  Geo)  sum  res  Vine  St  rBraintree  Mass 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 

18  Whittemore  St.  Gloucester,  Mass.  01930 
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Ross  Geo  fin  asst  splst  U  S  Dept  Of  Commerce  rMedford  Mass 

Ross  Gilbert  (Geraldine  A)  dir  h947  Washington  St 

Ross  Helen  social  wkr  Gloucester  Welf  Serv  Ofc  rNorwood  Heights 

Ross  Irene  Mrs  slswn  Self  Service  Shoe  Outlet  h5  Herrick  Ct 

Ross  John  O  (Beatrice  M)  (Ross  Candle  House)  hl5  South  Rd  (R) 

Ross  Joseph  J  (Phyllis  P)  retd  hl21  Magnolia  Av 

Ross  Jude  hi  Eastern  Point  Rd 

Ross  Kath  elk  rCambridge  Av 

Ross  Lawrence  (Andrea)  phys  302  Washington  St  h75  High  St 

Ross  Le  Roy  (Carolyn)  mtee  O’Donnell  USEN  hl3  Taylor  St 

Ross  Leonard  (Carole)  auto  mech  Citgo  hl2  Neptune  PI 

Ross  Linda  J  sec  Gorton’s  r6  Stuart  Rd 

Ross  Loretta  J  retd  r8  Gilbert  Rd 

Ross  Marjorie  D  Mrs  hCambridge  Av 

Ross  Mary  D  tchr  St  Ann’s  Sch  r70  Pleasant  St 

Ross  Mildred  A  Mrs  hlO  Chestnut  St 

Ross  Nate  (Marion)  mayor  City  Of  Gloucester  rNorwood  Hts 
Ross  Norman  C  (Helen  B)  retd  hNorwood  Hts 
Ross  Realty  (Douglas  J  Ross)  128  Main  St  Rm  6 
Ross  Sandra  W  Mrs  rNorwood  Hts 

Ross  Shirley  (Wid  Robt)  lndry  help  Shore  Cliff  Retirement  Home  h6 
Stuart  Rd 

Ross  Susan  G  qual  controller  (B)  h229  Concord  St 
Ross  Walter  C  Jr  Rev  (Barbara  L)  pastor  W  G  Trinity  Cong  Church 
h572  Essex  Av 

Ross  Winifred  E  retd  hi 36  Leonard  St 
Rossi  Henry  A  (Nancy)  pntr  hThatcher  Rd  (R) 

Rossi  Levardi  M  h2-a  Raymond  St  Apt  7 
Rossi  Margt  (Wid  Henry)  h338  Main  St 
Rossi  Peter  A  (Rose)  pipeftr  hRear  3  Stanwood  Pt 
Rossman  Edwin  M  sum  res  hPenzance  Rd  (R) 

Rossow  Charles  (Patricia  H)  dir  Montessori  Children’s  House  hl98 
Concord  St 

Rossow  Leora  (Wid  Fred)  retd  h67  Poplar  Pk 
Rotary  Club  18  Beach  St  (R) 

Rotenberg  Fay  (The  Square  Circle)  r9  Mt  Pleasant  St  (R) 

Rotenberg  Judi  (The  Motif)  h9  Mt  Pleasant  St  (R) 

Rothstein  Abe  L  (Harriet)  (Horizon  Gallery)  hWhale  Cove  Rd  (R) 
Rotner  Howard  phys  Cape  Ann  Med  Center  rLynn  Mass 
Rotondo  Michl  tchr  Maplewood  Sch  rW  Newberry  Mass 
Roudazza  Lario  S  mach  r293  Washington  St 
Roulston  Roswell  (Dorothy)  stat  B&M  (B)  h  Wood  ward  Av 
Rousseau  Richd  A  exec  v  pres  Cape  Ann  Nursing  Home  r Andover 
Mass 

Rowalyshyn  Steph  P  organ  bldr  C  B  Fisk  Inc  r22  Granite  St  (R) 
Rowbaud  Genevieve  W  hla  Railroad  Av  (R) 

Rowe  Alyce  D  elk  Sea  Cold  Service  h79  Western  Av 

Rowe  Barbara  E  hi 04  Riverdale  Pk 

Rowe  Cindy  studt  h5  Cross  St 

Rowe  Cynthia  studt  h7  Cross  St 

Rowe  Diane  h21  Maplewood  Pk 

Rowe  Donald  G  (Dorothy  E)  retd  hRear  156  Main  St  (R) 

Rowe  Donald  T  constn  wkr  r42  Friend  St 

Rowe  Doris  M  Mrs  phys  ther  aide  Addison  Gilbert  Hosp  hl4  Staten 
St 

Rowe  Edw  L  (Lucille  L)  policemn  City  Police  Dept  hl8  Riverdale  Pk 


GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 
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Rowe  Eliz  retd  r44  South  St  (R) 

Rowe  Frank  B  fish  ctr  Atlantic  Seafoods  r79  Western  Av 
Rowe  Fred  meat  ctr  h23  King  St  (R) 

Rowe  Glenn  M  USN  rl56  Main  St  (R) 

Rowe  Helen  (Wid  Lucius)  retd  hRust  Island 
Rowe  James  r42  Friend  St 

Rowe  James  M  forger  Cape  Ann  Anchor  hi  13  Pleasant  St 
Rowe  Kenneth  Jr  hRear  Summer  St  Extn  (R) 

Rowe  Kenneth  L  dairy  Summer  St  Extn  (R)  hSummer  St  Extn  (R) 
Rowe  Lillian  H  Mrs  h8  Munsey  St 
Rowe  Martha  E  retd  rWhite  Wy  (R) 

Rowe  Richd  J  USAF  r42  Friend  St 

Rowe  Robt  A  Jr  (Joy)  policemn  City  Police  Dept  h28l/2  Warner  St 
Rowe  Robt  J  (Eliz  A)  elk  First  Natl  Stores  hl40  Main  St  (R) 

Rowe  Robt  J  Jr  emp  IGA  rl40  Main  St  (R) 

Rowe  Warren  E  (Priscilla  E)  carp  Hobb  &  Mackey  h4  Pleasant  Rd 

(R) 

Rowe  Wm  hll  Sayward  St 

Rowe  Wm  G  (Anne  E)  electn  Mullison’s  Elec  h6  Acacia  St 
Rowell  Bruce  T  (Helene)  hl2  Oakland  Av  (R) 

Rowell  Edna  A  retd  hi 3a  Mt  Pleasant  St  (R) 

Rowell  Frank  W  studt  r86  Main  St  (R) 

Rowell  Jean  M  studt  r86  Main  St  (R) 

Rowell  Marie  L  Mrs  h86  Main  St  (R) 

Rowell  Parker  C  (Lillian  M)  retd  h10  Old  Garden  Rd  (R) 

Rowell  Ralph  Jr  sum  res  Thurston’s  Pt  rTopsfield  Mass 
Rowl  Leo  h326  Main  St 

Rowley  Allan  (Mary)  asst  chf  xray  tech  Addison  Gilbert  Hosp  hi 45 
Essex  Av  Apt  22 

Rowley  Charles  (Evelyn)  emp  Commonwealth  Of  Mass  h41  Prospect 
St 

Rowley  Dorothy  (Wid  Carl)  retd  h23  Prospect  Sq 
Rowley  Evelyn  home  aide  Action  Inc  r41  Prospect  St 
Rowley  James  h55  Mansfield  St 
Rowley  Maureen  elk  CVS  rMansfield  St 

Roy  Adelard  A  (Baleta)  summer  res  Ferry  Lower  End  rGroton  Mass 
Roy  Berle  J  (Wid  Stanford  B)  sum  res  Rockwood  La  rRochester  NY 
Roy  Gregory  Rev  superior  Eastern  Point  Retreat  House  rLake  Av 
Roy  Lydia  K  (Wid  Robt)  retd  h5  King  St  (R) 

Ruben  A  Gallery  (Albert  Ruben)  art  Wharf  Rd  (R) 

Ruben  Albert  (Mildred)  (A  Ruben  Gallery)  hWharf  Rd  (R) 

Ruberti  Daniel  (Patricia)  slsmn  hl45  Essex  Av  Apt  17 

Rubin  Harry  retd  h220  Washington  St 

Rubin  Mildred  (Treasure  Chest)  hWharf  Rd  (R) 

Rubin  Robt  (Kathy)  tech  eng  Varian  (BEV)  hi 45  Essex  Av  Apt  21 
Rubin  Sam  retd  h26  Shepherd  St 
Rubin  Sami  (Rubin’s  Gro) 

Rubin’s  Grocery  (Sami  Rubin)  23  Maplewood  Av 

Rubino  Antonina  (Wid  Carlo)  hl5  Prospect  St 

Rubino  Frances  elk  W  G  Brown  Co  rl5  Prospect  St 

Rubino  Joseph  (Lucy)  genl  hlpr  h9  Beach  Ct 

Rubino  Philip  J  (Lena)  emp  Gorton’s  hl7  Prospect  St 

Rubino  Wm  L  (Mary)  interior  dec  Filene’s  (B)  hl22  Washington  St 

Rubn  Richd  J  sum  res  h24  Sleepy  Hollow  Rd 

Rud  Lois  ofc  sec  Cape  Ann  Med  Serv  r58  Cherry 

Rudback  Hilda  Mrs  r7  Country  Club  Rd  (R) 


^ antes  (?.  Cj  reefy  ^Juneraf  Service,  ^9nc. 

"Quality  &  Service  Since  1884 " 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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Rudd  Hilmi  M  (Wid  Thorvold  J)  retd  h76  Langsford  St 
Rudder  The  (Alden  Bryan  And  Evelyn  E  Parsons)  restr  73  Rocky 

Neck  Av 

Rudder  The  (Mrs  Ruth  E  Jewell)  tourists  2  Wharf  Rd  (R) 

Ruden  Ruth  A  sum  res  h White  Wy  (R) 

Ruderman  Morton  E  (Marcia)  summer  res  5  Wyoma  Rd  rLynnfield 
Mass 

Rudolph  Archie  (Phyllis)  baker  Oleana  Rest  (R)  hll  Lookout  St 
Rudolph  Blanche  B  (Wid  Wylie)  nurse  Addison  Gilbert  Hosp  h3 
Maplewood  Av 

Rudolph  Clarence  (Mary  J)  firefighter  City  fire  Dept  hlH  Highland 
St 

Rudolph  James  H  (Barbara  C)  cook  Surf  (Manchester)  hl81  Hesperus 
Av 

Rudolph  John  R  (Lorraine)  elk  Cape  Ann  Liquor  Chest  h24  Bass  Av 
Rudolph  Levi  K  (Lorraine  E)  mach  opr  Le  Page’s  hRear  18  Elwell  St 
Rudolph  Linda  ofc  sec  Star  Fisheries  r9  Lowe  Dr  Magnolia 
Rudolph  Phyllis  daycare  mother  Action  Inc  rll  Lookout  St 
Rudow  Marvin  (Rings’  N  Things)  hSouth  Rd  <R> 

Rueda  Enrique  V  (Pamela  L)  prof  Nscc  (BEV)  h9  Frank  St  (R) 

Rufmo  Studio  art  gallery  (summer)  75  Rocky  Neck  Av 

Ruggerio  Wm  (Joanne)  emp  Gortons  h5a  foster  St 

Ruggiero  Jennie  Mrs  pkr  Gorton  8  hl6  Washington  Sq 

Ruggles  Aubrey  L  (Audrey  I)  elk  First  Natl  Stores  hl65  Hesperus  Av 

Ruggles  Benj  Jr  (Frances)  emp  Polaroid  (Waltham)  h6  Harrison  Av 

Ruggles  Benj  C  (Stella  M)  retd  hl8  Harrison  Av 

Ruggles  Benj  C  Jr  mach  &  tool  mkr  Polaroid  (CAMB)  rl8  Harrison 
Av 

Ruggles  Thos  sum  res  18  Leonard  St  rConcord  Mass 
Rule  Clinton  pres  Rule  Indus  rBeverly  Mass 

Rule  Industries  Inc  Clinton  Rule  Pres  marine  instruments  Magnolia 
Av 

Rulka  Helen  retd  h72  Curtis  St  (R) 

Rulli  Ross  S  (Deborah  H)  slsmn  Rockport  Bldg  Cntr  h20  King  St  (R) 
Rundgren  Iver  (Barbara  S)  marine  eng  hWhale  Cove  Rd  (R) 

Rundgren  Mamie  P  (Wid  Victor  W)  retd  h23  High  St  (R) 

Rundlett  Harold  G  (Gladys  L)  archt  designer  hl3  Shore  Rd 
Rundquist  Edna  retd  hl39  Western  Av 

Runkle  Virginia  laby  wkr  Addison  Gilbert  Hosp  rl012  A  Wash  St 

Runnion  David  G  studt  hlO  Field  Rd 

Runsala  Aili  hsekpr  Geo  Demetrios  rl3  Langsford  St 

Runsala  Hugo  I  retd  hl3  Langsford  St 

Runsala  Theo  (Regina  E)  retd  hl96  Granite  St  (R) 

Runyon  Robt  C  (Ruth  Ann)  sum  res  Adams  Hill  Rd  rBrookline  Mass 
Rush  James  emp  NET&T  h57  Mt  Pleasant  St  (R) 

Rush  Richd  C  Jr  (Diana  L)  carrier  P  O  h34  Atlantic  St 

Rush  Todd  L  artist  Tucker  Toys  rPine  St 

Russ  Barbara  elk  John  A  Johnson  Inc  rl47  Washington  St 

Russ  Bryan  I  (Barbara  J)  serv  eng  Honeywell  (B)  h747  Washington  £  t 

Russ  Marjorie  L  rRear  749  Washington  St 

Russel  James  (Silversmith’s)  hl45  Granite  St  (R) 

Russell  Anthony  summer  res  h  Wood  ward  Av 

Russell  Audrey  (Audrey’s  Flower  Shop)  r35  Leverett  St 

Russell  Charles  E  (Evelyn  F)  bartndr  Depot  Cafe  Inc  h31  Clevelan 

St 

Russell  Florence  I  emp  Dial  Serv  Admn  h3  Straitsmouth  Wy  (R) 
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JEWELER 

REG.  JEWELER 
AM.  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware? 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 

01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Russell  Fredk  F  (Minnie)  emp  N  E  T  &  T  h25  Chapel  St 
Russell  Kim  E  studt  r35  Leverett  St 

Russell  Louis  E  (C  Doris)  hlpr  L  E  Smith  h78  Perkins  St 
Russell  Louis  E  Jr  (Audrey)  assessor  City  Of  Gloucester  h35  Leverett 
St 

Russell  Mary  E  (Wid  Pete  C)  retd  h92  Prospect  St 
Russell  Peter  C  (Margt  M)  silversmith  h9  Hale  St  (R) 

Russell  Philip  E  (Eunice  E)  mach  Gloucester  Daily  Times  h7  Fears  Ct 
Russell  Stanley  G  (Martha  S)  exec  Johnson  Foster  Co  Inc  Somersville 
h52  Leonard  St 
Russell  Thelma  h29  Taylor  St 
Russell  Wm  (Thelma)  sum  res  hRockport  Rd 
Russo  Ann  J  Mrs  h8  Brightside  Av 
Russo  Anthony  mason  h26  Church  St 

Russo  Connie  ofc  sec  Gloucester  Fisherman’s  Fund  r35  Summer  St 
Russo  Edw  A  (Helen  F)  sum  res  101  Wingaersheek  Rd  rArlington 
Mass 

Russo  Lena  (Wid  Angelo  Jr)  summer  res  hThurston’s  Pt 
Russo  Leon  R  (Lillian)  hRear  Smith  Street  Ct  (R) 

Russo  Leonardo  (Cath)  fishermn  hlO  Foster  St 
Russo  Mary  F  pkr  OUF  r22  Beacon  St 

Russo  Onofrio  (Lucy  G)  auto  body  mn  Auto  Body  Of  Lynn  h26 
Church  St 

Russo  Paul  fishermn  h22  Beacon  St 

Russo  Paula  F  studt  r22  Beacon  St 

Russo  Salvatore  fishermn  hl6  Carlisle  St 

Russo  Salvatore  (Gioacchina)  h42  Middle  St 

Russo  Steph  (Mary)  carp  35  Summer  St  h35  Summer  St 

Russo  Susan  h5  Railroad  Av  (R) 

Rust  C  Audrey  retd  h9  Arlington  St 
Rust  Florence  I  (Wid  Harry  G)  hl4  Stanwood  St 
Rust  Herman  retd  rl42  E  Main  St 
Rust  Pauline  (Wid  Geo)  retd  h4  Rocky  Pasture  Rd 
Rust  Shirley  L  nurse  Addison  Gilbert  Hosp  rEssex  Mass 
Rust  Wm  sum  res  h29  Bond  St 
Ruta  Jannarino  (Lois)  contr  hl4a  Chestnut  St 
Rutan  Randolph  (Linda)  carp  h44  Lexington  Av  Apt  G  3 
Rutberg  Michl  mach  shop  formn  hAtlantic  Rd  Apt  16 
Rutchich  Jeffrey  W  driver  West  End  Taxi  Serv  r3  Lloyd  St  Rear 
Rutchick  David  (Shirley)  mtce  Empire  Clothing  h91  Friend  St 
Rutchick  Jeffrey  W  (Patricia  A)  emp  A  T  L  (Ipswich)  hRear  3  Lloyd 
St 

Rutchick  Shirley  elk  Grants  r91  Friend  St 

Ruth  Lillian  R  (Wid  John  H)  elk  Art  Jewelry  h21  Mason  St 

Rutledge  Julia  retd  h39  Mt  Pleasant  St  (R) 

Rwst  Donald  Jr  hd  meat  ctr  I  G  A  rEssex  Mass 
Ryan  Alf  Addison  Gilbert  Hosp  h90  Maplewood  Pk 
Ryan  Barbara  (Wid  David)  retd  hl45  Essex  Av  Apt  20 
Ryan  Bette  Mrs  cash  Sears  r5  Cedarwood  Rd 
Ryan  C  Eliz  (Wid  Lewis  E)  h38  Concord  St 
Ryan  Charles  T  (Anna)  projectionist  North  Shore  Theatre  hi 
Norwood  Av  (R) 

Ryan  Danl  (Cynthia)  emp  I  G  A  h5  Haskell  Ct 

Ryan  Edith  B  retd  rl4  Ashland  PI 

Ryan  Ellen  P  (Wid  Martin  H)  retd  hl4  Sayward  St 

Ryan  Francis  (Miyako)  (Ryan  Serv  Center)  h33  Witham  St 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street  Gloucester,  Mass.  01930 
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Ryan  Francis  H  (Dorothy)  dietary  wkr  Addison  Gilbert  Hosp  h73 
High  St 

Ryan  Francis  L  (Marilyn  R)  genl  hlpr  Gorton’s  h26  Warner  St 
Ryan  Gertrude  Mrs  asst  tax  collr  City  Of  Gloucester  rMt  Pleasant  St 
Ryan  James  security  guard  Addison  Gilbert  Hosp  r26  Warner  St 
Ryan  James  A  (Cecelia  A)  treas  Cape  Pond  Ice  Co  hLedge  Rd 
Ryan  James  A  Jr  (Judith  B)  civil  eng  Metcalf  &  Eddy  (B)  h996 
Washington  St 

Ryan  Jeanne  sec  Shore  Cliff  Retirement  Home  rl5  Haskell  St 
Ryan  John  pres  Cape  Pond  Ice  Co  rArlington  Mass 
Ryan  John  J  research  tech  Natl  Oceanic  Atmospheric  Admn 
rGeorgetown  Mass 

Ryan  John  W  (Gertrude)  v-pres  Gloucester  Ice  &  Cold  Storage  Co  Inc 
rNewton  Mass 

Ryan  Judith  nurse  Hillcrest  Nursing  Home  h31  Mt  Vernon  St 
Ryan  Judith  A  studt  rl5  Haskell  St 
Ryan  Karen  studt  r31  Mt  Vernon  St 

Ryan  Kenneth  (Diane)  policemn  City  Police  Dept  hl6  Ellery  St 
Ryan  Kenneth  P  (Anne  M)  acct  (b)  hl89  Main  St  (R) 

Ryan  Leland  G  (Gertrude)  policemn  City  Police  Dept  hi  10  Mt 
Pleasant  Av 

Ryan  Linda  stewardess  Am  Airlines  (EB)  h21  Railroad  Av  (R) 

Ryan  Louis  (Carole)  mach  opr  h87  Riverdale  Pk 

Ryan  Marguerite  (Wid  James  T)  cash  First  Natl  Stores  h343  Essex 

Av 

Ryan  Marilyn  A  tchr  r343  Essex  Av 

Ryan  Marion  airline  stewardess  (b)  rllO  Mt  Pleasant  Av 

Ryan  Marjorie  (Wid  Wm  E)  cook  studio  Restr  hll  Cleveland  St 

Ryan  Mary  elk  Empire  Clo  rl5  Hoskell  St 

Ryan  Mary  Mrs  retd  h91  Prospect  St 

Ryan  Michl  USA  rllO  Mt  Pleasant  Av 

Ryan  Michl  h3  Eastern  Point  Rd 

Ryan  Peter  G  (Linda  J)  emp  H  P  Hoods  (D)  h24  Haskell  St 
Ryan  Richd  J  (Ruth  M)  lumper  h31  Mt  Vernon  St 
Ryan  Richd  P  (Mary  M)  plant  mgr  Gloucester  Ice  h7  Spring  La  (R) 
Ryan  Robt  J  (Natalie  G)  pres  &  genl  mgr  Atlantic  Seafoods  Inc  h4 

Madison  Av 

Ryan  Robt  J  studt  r4  Madison  Av 

Ryan  Robt  P  (Patricia  J)  stm  ftr  L  E  Andrews  &  Co  h6  Nikolane  Wy 

Ryan  Robt  P  (Mary  E)  elk  P  O  hl5  Haskell  St 

Ryan  Robt  P  (Sharon)  eng  Raytheon  hl048  Washington  St 

Ryan  Robt  W  (Patricia)  carrier  P  O  hl5a  Taylor  St 

Ryan  Ronald  sum  res  h465  Washington  St 

Ryan  Ronald  J  mgr  Rockport  Golf  Club  r26  Warner  St 

Ryan  Sarah  (Wid  W  Wallace)  retd  h28  Hartz  St 

Ryan  Service  Center  (Francis  Ryan)  7  Main  St 

Ryan  Sharon  studt  r31  Mt  Vernon  St 

Ryan  Sharon  emp  Prudential  Ins  (B)  r5  Cedarwood  Rd 

Ryan  Shirley  lpn  Cape  Ann  Nursing  Home  r465  Washington  St 

Ryan  Thomas  J  (Eliz  C)  govt  ctr  h5  Cedarwood  Rd 

Ryan  Timothy  B  (Irmgard  F)  emp  Boston  Edison  h2  Stanwood  Av 

Ryan  Timothy  P  USN  r7  Spring  La  (R) 

Ryan  Timothy  T  supvr  r4  Madison  Av 
Ryan  Wm  emp  Atlantic  Seafoods  rRear  98  Prospect  St 
Ryan  Wm  D  (Mary)  div  mgr  Sears  h22  Western  Av 
Ryan  Wm  N  artist  h!2  Hale  St  (R) 
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Ryan  Wm  R  summer  res  hEdgemoor  Rd 

Ryd  Eric  (Vinita  V)  retd  h2  Norman  Stone  Dr  (R) 

Ryerson  Glenn  M  studt  h205  Western  Av 

Rymac  Inc  Robt  Me  Phail  Pres  Robt  J  Ryan  Treas  5  Gloucester  Fish 
Pier 

S  E  S  Salvages  Ship  No  53  Boy  Scouts  Of  America  7  Beach  St  (R) 

S  &  S  Box  Co  (Benj  A  Smith  Iii)  box  mfr  Rear  105  Maplewood  Av 
Saari  Hedvick  retd  r44  South  St  (R) 

Saari  Lydia  M  (Wid  Fredk  R)  (Saari’s  Variety  Store)  hl064 
Washington  St 

Saari’s  Variety  Store  (Lydia  Saari)  1064  Washington  St 
Sabato  Frank  (Jennie)  retd  h32  Fort  Sq 
Sabato  Frank  S  fish  wkr  h8  Orchard  St 

Sabato  Leo  J  (Rosalina)  port  agt  Atlantic  Fisherman’s  Union  h8 
Orchard  St 

Sabella  Joseph  atndt  Danvers  State  Hosp  h212  Hesperus  Av 

Sabella  Judi  pay  mstr  Action  Inc  rManchester  Mass 

Sabo  Joseph  D  hBrier  Rd 

Sabo  Vicki  elk  Papa  Gino’s 

Sachnoff  Michl  designer  h41  High  St  (R) 

Sacred  Cod  The  (Louis  Polack  And  Herbert  Hahn)  gifts  178  E  Main 
St 

SACRED  HEART  CHURCH  (CATHOLIC)  Rev  John  J  Fallon 
Pastor  Saturday  Evening  Mass  5:30  PM  Sunday  Masses:  8:15 
And  10:30  AM  Sacrament  Of  Penance:  Saturdays  4:30  To  5:15 
PM  1035  Washington  St  Rectory:  5  High  St  (01930)  Tel  283- 
4457 

Sacred  Heart  Hall  7  High  St 

Sadler  Charles  (Mary  B)  emp  Hamilton-Hayes  (S)  hl45  Essex  Av  Apt 
10 

Sadler  Ernest  L  Jr  (Valerie)  barber  Ciulla’s  Barber  Shop  h69  Bond  St 
Sadler  Ruth  E  Mrs  flat  wkr  Union  Hill  Lndry  r7  Sanderson  Ct 
Sadler  Valerie  nurse  Addison  Gilbert  Hosp  r79  Bond  St 
Safford  Arth  R  (Maude)  art  studio  3  Rocky  Neck  Av  h3  Rocky  Neck 
Av 

Safford  Dorothy  retd  h3  Rocky  Neck  Av 
Safford  Hilda  H  (Wid  Geo)  retd  h9  Cleaves  St  (R) 

Safford  Kath  M  retd  hlrvana  Rd  (R) 

Safford  Nicholas  H  (Martha  B)  investment  counselor  David  L  Babson 
Co  Inc  hDrumlin  Rd  (R) 

Saginario  Dave  carp  h3  Stage  Fort  Av 
Saint  Ann’s  Cemetery  45  Poplar  St 
Saint  Ann’s  Convent  70  Pleasant  St 
Saint  Ann’s  Parochial  School  64  Prospect  St 
SAINT  ANN’S  ROMAN  CATHOLIC  CHURCH  Rev  Daniel  G 
Sullivan  Pastor,  Rev  Edward  W  Beucler,  Rev  John  W 
O’Brien,  Rev  Paul  J  Finegan  Assistants,  Saturday  Masses: 
5:15  And  7:00  PM  Sunday  Masses:  8:00-10:00-11:30  AM  And 
5:15  PM  Daily  Mass  Winter  7:00  AM  Summer  9:00  AM  Lent 
8:15  AM-5:15  PM  Church  76  Pleasant  St  (01930),  Rectory  60 
Prospect  St  (01930),  Tel  283-0054 
Saint  Anthony’s  By  The  Sea  Roman  Catholic  Church  Rev  Daniel  H 
Hannigan  Pastor  St  Louis  Av 

Saint  Charles  Patricia  genl  hlpr  Lloyd’s  Restr  r42  Grapevine  Rd 
Saint  Charles  Richd  short  order  cook  Lloyd’s  Restr  r42  Grapevine  Rd 
Saint  Charles  Richd  (Patricia  A)  studt  hl45  Essex  Av  Apt  5 
St  Cyr  Carol  nurse  Addison  Gilbert  Hosp  r9  Abbott  Rd 
Saint  Cyr  Richd  (Carol  A)  sign  erector  Salem  Sign  (S)  h9  Abbott  Rd 
Saint  Germain  Edgar  (Geneva)  sum  res  Waterman  Rd  r Weston  Mass 
Saint  Germain  Edmund  (Jeanne)  sum  res  Waterman  Rd  rWaltham 
Mass 

Saint  Jean  Joseph  A  retd  h38  Bass  Av 

Saint  Jean  Robt  A  (Ann  F)  emp  Quincy  Cold  Storage  hl71  Essex  Av 
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SAINT  JOACHIM’S  ROMAN  CATHOLIC  CHURCH  Laurence  C 
Cedrone,  Pastor  62  Broadway  (Rockport  01966)  Rectory:  9 
Broadway  Av  (Rockport  01966)  Tel  546-6756 
Saint  John  Joanna  G  (Wid  Joseph  E)  retd  h23  Riverside  Av 
SAINT  JOHN’S  EPISCOPAL  CHURCH  Rev  William  J  Turner 
Rector,  Sundays  8  AM  Holy  Communion  10  AM  Holy 
Communion  And  Sermon  On  1st  And  3d  Sunday  Morning 
Prayer  And  Sermon  On  2d  And  4th  Sunday  Church  School 
10  AM,  Church  And  Rectory  46-48  Middle  St  (01930),  Tels 
283-1708,  283-0661 

Saint  Joseph’s  Roman  Catholic  Church  Rev  Danl  G  Sullivan  Pastor 
Ocean  Av 

Saint  Laurent  Eliz  tech  Cape  Ann  Med  Center  rClearview  Av 
Saint  Laurent  Joseph  P  (Eliz  W)  tech  (S)  hl5  Clearview  Av 
St  Linger  Cele  emp  State  Div  Emp  Sec  rBeverly  Mass 
Saint  Mary’s  Episcopal  Church  Rev  Richd  A  Bamforth  Rector  24 
Broadway  (R) 

Saint  Mel  Convent  (Saint  Mel’s  Dominican  Sisters)  12  Edgemoor  Rd 
Saint  Mel  Day  School  (Dominican  Sisters)  12  Edgemoor  Rd 
Saint  Paul’s  Lutheran  Church  1123  Washington  St 
Saint  Peter  Dwinal  E  (Judy  M)  mason  Colony  Constn  (Danvers)  hi 
Homan’s  Ct 

Saint  Peter’s  R  C  Church  Rev  Daniel  H  Hannigan  Pastor  23  Sayward 
St 

Saint  Peters  Club  Salvatore  Linquata  Pres  Frank  Consiglio  Treas  9 
Main  St 

St  Pierre  Delia  G  (Wid  Wm  J)  retd  hl2  Harold  Av 

Saint  Pierre  Donald  R  (Linda)  emp  Webster  Ind  (P)  h20  Warner  St 

Saint  Pierre  Joseph  A  retd  hl44  Main  St  (R) 

St  Pierre  Richard  biologist  Natl  Marine  Fisheries  rAmesbury  Mass 
St  Pierre  Wm  rCape  Ann  Nursing  Home 
Saint  Ward  Barbara  ofc  elk  rll74  Washington  St 
Salafia  Antoinette  R  Mrs  h3  Sylvan  St 

Salafia  Joseph  A  mech  Stevens  Motor  Sales  r33  Blynman  Av 
Salafia  Pearl  (Wid  Mario)  cafeteria  wkr  h33  Blynman  Av 
Salah  Amelia  M  retd  rll  Burnham  St 
Salah  Charles  J  insp  r7  Stone  Ct 
Salah  Edw  J  carp  DPW  r7  Stone  Ct 

Salah  James  P  (Nancy  J)  mgr  Salah’s  Mkt  h4  Webster  St 

Salah  John  J  (Eleanor  F)  real  est  13  Hammond  St  hl3  Hammond  St 

Salah  Joseph  G  (Nancy)  treas  Joe’s  Dugout  r4  Shepherd  St 

Salah  Nancy  (Salah’s  Mkt)  r4  Webster 

Salah  Paul  D  (Edeltraud  D)  fety  lab  h449  Washington  St 

Salah  Rose  M  retd  h4  Shepherd  St 

Salah  Ruth  emp  OUF  hl6  Spring  St 

Salah  Sami  J  (Alice  M)  fork  lift  opr  Quincy  Mkt  h7  Stone  Ct 
Salah  Teresa  A  elk  h269  Washington  St 
Salah’s  Market  (Nancy  Salah)  6  Sargent  St 

Salazar  Phelippe  A  (Carol  H)  audio  visuals  t  v  wkr  CBS  (B)  hi  19 
Main  St  (R) 

Salifia  Pearl  janitress  Blynman  Sch  r725  Western  Av 
Sallah  Fredk  J  (Josephine  V)  planner  Gen  Elect  (LYNN)  hl8V2 
Liberty  St 

Sallah  Rose  (Wid  Herbert)  retd  h29  Myrtle  Sq 

Sallah  Rose  retd  h7  Dalton  Rd 

Salles  Danl  (Mary)  mech  Essex  hll  Amero  Ct 
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Salles  Danl  (Mary)  h23  Mt  Vernon  St 

Salles  Mary  elk  Empire  Clo  rll  Amero  Ct 

Salles  Ronald  (Patricia)  USAF  h5Vk  Maple  St 

Salloway  Joel  M  tchr  Rockport  Jr  Sr  Hi  Sch  rBeverly  Mass 

Salmi  Marjorie  Mrs  hHigh  St 

Salmi  Suzanne  Mrs  h302  Western  Av 

Salmon  Florence  rCape  Ann  Nursing  Home 

Salo  Arth  N  (Eliz  E)  retd  hl63  Granite  St  (R) 

Salo  Daniel  E  studt  rl8  Young’s  Rd 

Salo  Elmer  O  (Phyllis  A)  pntr  hl8  Young’s  Rd 

Salo  Richd  W  (Theresa  P)  carrier  PO  h49  Stockholm  Av  (R) 

Salo  Wilho  greenskeeper  Rockport  Golf  Club  (R)  hl3  Forest  St  (R) 

Salomarr  Kari  (Jane)  studt  hl45  Essex  Av  Apt  17 

Salomon  Alene  h44  Lexington  Av  Apt  4 

Salomon  Arlene  Mrs  sec  (Bev)  h59  Lexington  Av 

Salony  Patk  J  mgr  Rockaway  House  Inc  h5  Vfe  RacklifFe  St 

Salter  Geo  H  retd  h8  Wesley  St 

Saluzar  Carol  hl2  Dean  Rd  (R) 

Salzman  Philip  L  (Marjorie  P)  tchr  Milton  L  Fuller  Sch  h21  High  St 

(R) 

Sam’s  Beauty  Salon  (Salvatore  Taormina)  1  Webster  St 

Sam’s  Fish  Market  (Sami  P  Misuraca)  37  Taylor  St 

Sample  Nathl  N  Jr  sum  res  34  River  Rd  r Philadelphia  Pa 

Sampson  Alice  studt  r6  Riverdale  Pk 

Sampson  Arth  studt  r6  Riverdale  Pk 

Sampson  Cecilia  E  (Wid  Ernest  C)  retd  h265  E  Main  St 

Sampson  Denise  M  pkr  Prog  Fish  Co  r36  Valley  Rd 

Sampson  Donald  emp  Cape  Ann  Security  hRear  211  E  Main  St 

Sampson  Dorothy  C  r6  Riverdale  Pk 

Sampson  Edith  studt  r6  Riverdale  Pk 

Sampson  Edw  (Eliz)  hl6  Eastern  Av 

Sampson  Fred  P  summer  res  hSalt  Island  Rd 

Sampson  J  Dixon  (Eugenia)  artist  h2  Babcock  R  (R) 

Sampson  James  L  (Mable  C)  retd  h37  Valley  Rd 

Sampson  James  P  genl  hlpr  Industrial  Cab  (Essex)  r36  Valley  Rd 

Sampson  Jean  D  (Wid  Joseph)  retd  r562  Essex  Av 

Sampson  Laurence  G  USAF  r6  Riverdale  Pk 

Sampson  Lewis  H  (Anna  C)  retd  h223  Granite  St  (R) 

Sampson  Olive  M  ofc  wkr  Gorton’s  r84  Maplewood  Av 
Sampson  Paul  L  (Francis  T)  wldr  (chelsea)  h36  Valley  Rd 
Sampson  Richd  (Eugenie)  emp  Gorton’s  h75  Granite  St  (R) 

Sampson  Robt  L  (Eliz  M)  tchr  Ralph  B  O’Maley  Mdl  Sch  h9  Juniper 
Rd 

Sampson  Ronald  rl5  Warner  St 

Sampson  Virginia  M  (Wid  Clifford)  elk  Addison  Gilbert  Hosp  h6 
Riverdale  Pk 

Sampson  Walter  A  (Edna  H)  U  S  A  F  r223  Granite  St  (R) 

Samson  Harold  H  (Ida)  pntr  18  Revere  St  hl8  Revere  St 

Sam ue Ison  Olga  J  (Wid  Chas  J)  (Between  The  Beaches)  h26  Beach  St 

(R) 

San  Antonio  Ralph  C  (Tracy)  USAF  h20  Hale  St  (R) 

Sanborn  Ann  V  (Wid  Joseph  A)  librn  asst  Sawyer  Free  Library  h3 
Thurston’s  Pt 

Sanborn  Donald  E  (Dorothy  A)  pntr  12  Riverview  Rd  hl2  Riverview 
Rd 

Sanborn  Doris  E  rl4  Centennial  Av 
Sanborn  Everett  retd  r44  South  St  (R) 

Sanborn  Fredk  USA  r9  Alpine  Ct 
Sanborn  Guy  C  retd  hl4  Centennial  Av 

Sanborn  Michl  A  ofc  mgr  Gloucester  Paints  r3  Thurston’s  Pt 
Sanborn  Mildred  A  (Wid  Wm  A  Jr)  elk-typ  h9  Alpine  Ct 
Sanborn  Nancy  dental  asst  Charles  F  Ahern  Jr  r Washington  St 
Sanborn  Sylvia  R  Mrs  retd  hRockholm  Rd 
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Sanborn  Timothy  E  studt  r9  Alpine  Ct 

Sanborn  Timothy  J  (Nancy)  studt  hi 80  Washington  St 

Sanborn  Walter  elk  Willow  Rest  h24  Gee  Av 

Sanborn  Wayne  genl  mgr  Matheson  Gas  Products  r  (W  Newbury) 

Sander  Allan  tchr  Gloucester  High  Sch  r Wilmington  Mass 

Sanders  See  Also  Saunders 

Sanders  John  h4  Cross  St  Apt  2 

Sanders  Joseph  R  (Susan  B)  retd  h7  Me  Lellan  St 

Sanderson  Allan  B  thcr  Gloucester  High  Sch  hll  Highland  Ct 

Sanderson  Annie  T  Mrs  retd  h6  Bickford  Wy 

Sanderson  Barbara  W  (Wid  Robt)  retd  hl4  Ketchopulos  Cir  (R)  Apt  2 
Sanderson  Grace  pkr  Le  Page’s  rBecker  La 
Sanderson  Matilda  (Wid  Lawrence  A)  retd  hl2  Decatur  St 
Sanderson  Robt  W  (Blanche)  summer  res  hFerry  Lower  End 
Sanderson  Russell  K  male  atndt  V  A  Hosp  (B)  r6  Bickford  Wy 
Sanderson  Thos  G  (Grace)  firefighter  City  Fire  Dept  h5  Becker  La 
Sandler  Bella  Mrs  (Gloucester  Used  Furniture  &  Antiques)  r26 
Norman  Av 

Sandler  Bruce  elk  Natl  Butchers  r26  Norman  Av 
Sandler  Clark  studt  rl4  Fuller  St 
Sandler  Leo  (Frances)  retd  h45  Beach  Rd 
Sandler  Lewis  studt  rl4  Fuller  St 

Sandler  Marc  N  (Sydelle)  (Sandler  Sandler  &  Laramee)  rPeabody 
Mass 

Sandler  Neal  studt  rl4  Fuller  St 
Sandler  Neal  h273  E  Main  St 
Sandler  Richd  lwyr  r45  Beach  Rd 
Sandler  Sandler  &  Laramee 
Solomon  Sandler 
Marc  N  Sandler 
Robert  P  Laramee 
Lawyers 

Maritime  Building 
63  Rogers  Street  (01930) 

Telephone  283-3234 

Sandler  Solomon  (Ann)  (Sandler  Sandler  &  Laramee)  hl4  Fuller  St 
Sandpiper  Inn  (Fred  Joe  Corporation)  South  St  (R) 

Sands  Alex  H  (Faye)  lwyr  h25  Colburn  St 

Sandy  Bay  Apothecary  Peter  Wonson  Mgr  17b  Railroad  Av  (R) 

Sandy  Bay  Bookstore  (Don  Ouellette)  Tuna  Wharf  (R) 

Sandy  Bay  Chapter  (O  E  S)  18  Broadway  (R) 

Sandy  Bay  Forge  Ornamental  Iron  Works  (Raymond  A  Parsons)  14 
South  St  (R) 

Sandy  Bay  Historical  Society  &  Museum  Inc  Homer  G  Orne  Pres 
Harold  Adams  Treas  Wm  D  Hoyt  Curator  40  King  St  (R) 

Sandy  Bay  Services  (Alice  D  Mac  Kay)  clerical  wk  53  Mt  Pleasant  St 

(R) 

Sandy  Bay  Shoppe  (Dana  Woods)  49  Main  St  (R) 

Sandy  Bay  Yacht  Club  Virginia  Hopkins  Sec-Treas  T  Wharf  (R) 
Sandy’s  Silver  Shop  (Richd  Y  Burton)  jwlry  Tuna  Wharf  (R) 

Sanfilippo  Accursio  (Josephine)  fishermn  h28  Summer  St 

Sanfilippo  Anna  Mrs  hl20  Washington  St 

Sanfilippo  Anthony  (Filippo)  fishermn  h8  Western  Av 

San  Filippo  Anthony  fishermn  r24  Commonwealth  Av 

San  Filippo  Antonio  (Lillian)  fisherman  h48  Eastern  Point  Rd 

Sanfilippo  Charles  (Mr  Charles  Hair  Stylist)  rSalem 
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Sanfilippo  Frank  (Maria)  flshermn  h60  Granite  St 

San  Filippo  Guisseppe  (Maria)  fishermn  h24  Commonwealth  Av 

Sanfilippo  John  (Angela)  flshermn  hlO  Hovey  St 

San  Filippo  Maria  Mrs  h29  Main  St 

Sanfilippo  Nicolo  (Anna)  flshermn  hl20  Washington  St 

Sanfilippo  Roseanne  bkpr  r28  Summer  St 

San  Filippo  Salvatore  studt  r24  Commonwealth  Av 

Sanfilippo  Vincenza  Mrs  retd  hlO  Foster  St 

Sanfilippo  Vinsenza  (Wid  Dominico)  retd  r26  Washington  Sq 

San  Fillipo  Accursio  (Phyllis)  flshermn  hl24  Prospect  St 

San  Fillipo  Calogero  flshermn  h29  Main  St 

San  Fillippo  Accursio  studt  r77  Centennial  Av 

Sanfillippo  Frank  flshermn  rl8  Addison  St 

Sanflllippo  Ignatsio  flshermn  hl8  Addison  St 

San  Fillippo  Inignazio  (Maria)  flshermn  h77  Centennial  Av 

San  Fillippo  Joseph  (Geraldine)  flshermn  h2  Shepherd  St 

San  Fillippo  Simone  hl3  Beach  Ct 

Sanford  Elliot  (Sandra  A)  driver  Stevedore  hlO  Marchant  St 
Sanford  Russell  dentist  hAtlantic  Rd  Apt  37 
Sanidas  Caroline  J  Mrs  mgr  The  Pier  rBeverly  Mass 
Sanidas  John  C  (Caroline  J)  (Folly  Cove  Tourist  Cottages)  rBeverly 
Mass 

San  Paolo  David  A  kitchen  wkr  Addison  Gilbert  Hosp  rl8  Exchange 
St 

San  Paolo  Mariano  (Josephine  M)  flshermn  hl8  Exchange  St 
Santana  Frances  Mrs  retd  h70  Friend  St 

Santana  Manuel  S  sandblaster  Industrial  Cab  (Essex)  h44  Friend  St 

Santana  Manuel  S  (Elva  P)  mtcemn  h75  Bass  Av 

Santana  Mary  E  (Wid  Salvatore)  retd  h7  Silva  Ct 

Santana  Nancy  J  emp  Gorton’s  h93  Prospect  St 

Santapaola  Joseph  (Kathleen)  carp  Ipswich  h23  Highland  St 

Santapaola  Joseph  (Susan)  fishermn  hl95  E  Main  St 

Santapaola  Joseph  N  fisherman  r23  Highland  St 

Santa  Paul  Dorothy  hll  Chapel  St 

Santa  Paul  Emery  F  (Jeanette  M)  carp  Gloucester  Marine  Railway 
hl82  Essex  Av 

Santapolo  Sharon  Mrs  hl7  Derby  St 
Santarello  Rita  hl45  Essex  Av  Apt  16 

Santonelli  Guido  (Sayre)  sis  mgr  Addison-Wesley  Pub  h25  Smith  Rd 

(R) 

Santorrella  Rita  hl45  Essex  Av  Apt  2 
Santos  Anthony  J  (Nancy)  h79  Mt  Pleasant  Av 
Santos  Antonio  (Secustod)  fishermn  hi 08  Centennial  Av 
Santos  Florence  asst  Middle  Sch  (R)  r5  Cliff  Rd  (R) 

Santos  Josephine  Mrs  retd  h5  Forest  St 

Santos  Leonard  treas  Party  Boat  Lounge  rSalem  Mass 

Santos  Lois  J  (Wid  Gabriel)  emp  OUF  hlO  Staten  St 

Santos  Louis  F  (Eleanor  E)  night  wtchmn  C  A  Tool  hl5a  Hale  St  (R) 

Santos  Marcia  studt  rl5a  Hale  St  (R) 

Santos  Martin  chem  wkr  Matheson  Gas  r6  Perkins  Rd 

Santos  Matilda  (Wid  Antione)  retd  hl3  Taylor  St 

Santos  Reginald  B  (Ellen  L)  emp  Genl  Elec  (LYNN)  h32  Friend  St 

Santos  Richd  A  teller  Cape  Ann  Bank  &  Trust  rl3  Taylor  St 

Santos  Ronald  A  emp  B  F  Goodrich  r5  Forest  St 

Santos  Victor  F  (Oliveria)  fishermn  h55  Riverdale  Pk 

Santuccio  Cath  opr  House  Of  Robel  rlO  Mt  Vernon  St 

Santuccio  Frank  (Vita)  fisherman  h63  Hesperus  Av 

Santuccio  Josephine  M  retd  hlO  Mt  Vernon  St 

Santuccio  Salvatore  studt  r63  Hesperus  Av 

Sapoto  Paul  (Donna)  fisherman  h60  Granite  St 

Saputo  Anthony  (Faye)  emp  Gorton’s  h50  Pleasant  St 

Saputo  Donna  emp  Seafood  Kitchens  r50  Pleasant  St 

Saputo  Janice  Mrs  (Drift-In)  r3  Wonson  St 


Seacoast 
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Saputo  John  J  emp  Wander  Inn  Shop  r4  Linden  Rd 

Saputo  Joseph  (Vincenza)  fishermn  h31  Granite  St 

Saputo  Lawrence  J  (Virginia)  pkr  Gorton’s  h4  Forest  St 

Saputo  Ottavio  (Enzia)  fishermn  h2  Shepherd  St 

Saputo  Paul  mason  r50  Pleasant  St 

Saputo  Sebastian  (Janice)  h3  Wonson  St 

Saputo  Vincent  (Mary)  fishermn  h4  Linden  Rd 

Saputo  Virginia  pkr  Le  Page’s  r4  Forest  St 

Saravelis  Venis  J  (Anna)  retd  h41  Shore  Rd 

Sargeant  Nancy  emp  Cable  Mem  Hosp  hl3  Fair  St 

Sargeant  Wayne  M  emp  First  Natl  Stores  r76  Eastern  Av 

Sargent  Bonnie  J  ward  elk  Addison  Gilbert  Hosp  r30  Sayward  St 

Sargent  Bruce  V  pntr  Addison  Gilbert  Hosp  rBeverly  Mass 

Sargent  Dennis  W  r30  Sayward  St 

Sargent  Eleanor  I  (Wid  Ralph  R)  retd  h30  Sayward  St 
Sargent  Gertrude  (Wid  Frank  O)  retd  hNashua  Av 
Sargent  Gregory  D  studt  r600  Washington  St 
Sargent  Judith  sum  res  Nashua  Av  rSalem  Mass 
Sargent  Lawrence  E  (Marion  M)  elec  tech  MIT  (Lexington) 
hThurston’s  Pt 

Sargent  Margt  Mrs  nurse  Lawrence  Ross  r600  Washington  St 
Sargent  Marion  M  Mrs  nurse  Addison  Gilbert  Hosp  rThurston’s  Point 
Sargent  Mary  retd  h7  Mechanic  PI 

Sargent-Murray  Gilman-Hough  House  museum  49  Middle  St 
Sargent-Murray-Gilman  Hough  House  historical  house  70  Main  St 
Sargent  Nancy  O  sum  res  Nashua  Av  rSalem  Mass 
Sargent  Oliver  M  (Katherine)  sum  res  Nashua  Av  rSalem  Mass 
Sargent  Paul  B  (Isobel)  sum  res  h21  Walnut  St 
Sargent  Paul  F  h96  Main  St  (R) 

Sargent  R  Dexter  retd  h39  Walnut  St 
Sargent  Ralph  rl42  E  Main  St 

Sargent  Raymond  W  firefighter  City  Fire  Dept  h22  Dennison  St 
Sargent  Raymond  2  h84  Leonard  St 
Sargent  Robt  L  USAF  rThurston’s  Pt 

Sargent  Susan  J  med  records  elk  Addison  Gilbert  Hosp  rlspwich 
Mass 

Sargent  Thos  retd  hi 55  E  Main  St 

Sargent  Thos  P  (Eliz)  emp  Polaroid  Corp  (Waltham)  h500  Atlantic  St 
Sargent  Walter  A  (Abby)  retd  hl9  Chester  Sq 

Sarofeen  Alfred  J  (Renee)  (Cape  Ann  Bowling  Center)  hHillside  Rd 
Sarofeen  Anthony  (Marion)  longshoreman  h9  Riggs  St 
Sarofeen  Harold  J  mgr  Cape  Ann  Bowling  Center  r53  Gloucester  Av 
Sarofeen  Janice  M  Mrs  h52  Riverdale  Pk 

Sarofeen  Joseph  J  (Madeline)  formn  New  Eng  Power  (S)  hll 
Burnham  St 

Sarofeen  Kenneth  dishwasher  r52  Riverdale  Pk 
Sarofeen  Lorraine  studt  rll  Burnham  St 
Sarofeen  Paul  J  studt  rll  Burnham  St 
Sarofeen  Rosemarie  sec  Services  Inti  rll  Burnham  St 
Sasaki  Hideo  (Kisa  N)  (Sasaki  Assocs)  (Watertown  Mass)  h5  Atlantic 
Av  (R) 

Sasiewicz  Wanda  E  dietn  Cardinal  Cushing  Villa 
Sassone  Evelyn  E  (Wid  Joseph  A)  retd  h41  School  St 
Sassone  Joseph  A  Jr  emp  Cape  Ann  Tool  r41  School  St 
Satama  Helen  M  (Wid  Andrew)  hl60  Riverdale  Pk 
Satterfield  Denson  (Kath)  retd  hi 66  Western  Av 
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Satterlee  Katharine  W  sum  res  h76  Phillips  Av  (R) 

Sauer  David  W  opthalmologist  35  Middle  St  rlpswich  Mass 
Sauer  Peter  eng  Gloucester  Eng  hNorwood  Hts 
Saul  Nancy  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rQuarry  Rd 
Saul  Richd  S  prof  Salem  State  (S)  hQuarry  Rd 
Saulnier  Anna  B  (Wid  Danl  V)  pkr  Le  Page’s  hlV/2  Chestnut  St 
Saulnier  Constance  hsemother  Addison  Gilbert  Hosp  r319  Washington 
St 

Saulnier  David  L  r319  Washington  St 

Saulnier  Ethel  elk  E  A  Greel  r3  Echo  Av 

Saulnier  Everett  J  (Virginia  A)  (Much-A-Do)  h4  York  Rd 

Saulnier  Gary  mach  Murmac  Mfg  r319  Washington  St 

Saulnier  J  Eunice  hl4  Cross  St 

Saulnier  J  Everett  (Ethel  M)  bartndr  h3  Echo  Av 

Saulnier  Joseph  A  (Flora  C)  retd  h7  Myrtle  Sq 

Saulnier  Joseph  L  (Constance  A)  mech  Foster  From  Gloucester  h319 
Washington  St 

Saulnier  Richd  E  wldr  Gloucester  Marine  Railway  rlpswich  Mass 
Saulnier  Robt  genl  hlpr  hll  Exchange  St 
Saulnier  Russell  A  (Shirley  M)  carrier  P  O  hl6  Nally  Av 
Saulnier  Shirley  home  aide  Action  Inc  rl6  Nally  Av 
Saulnier  Steven  M  rll  Exchange  St 
Saunders  See  Also  Sanders 
Saunders  Barbara  pkr  Le  Page’s  r5  Lendall  St 
Saunders  Beatrice  A  Mrs  h29  Taylor  St 
Saunders  Benj  M  slsmn  Me  Devitt  Mtrs  rl3  Liberty  St 
Saunders  Danl  D  Jr  (Barbara  M)  sr  claims  adj  United  Shoe  (BEV)  h5 
Lendall  St 

Saunders  Edgar  A  real  est  broker  21  Marina  Dr  h21  Marina  Dr 
Saunders  Eleanor  hi  Ketchopulos  Cir  (R)  Apt  3 
Saunders  Everett  S  (M  Eliz)  asst  sta  opr  City  Sewer  Div  hi  15  Mt 
Pleasant  Av 

Saunders  Faye  ofc  sec  Lambros  Inti  r5  Lendall  St 
Saunders  Francis  H  (Jennate)  lab  Cape  Ann  Tool  Co  h74  Riverdale 
Pk 

Saunders  Frank  Jr  emp  OUF  rl37  Prospect  St 
Saunders  Frank  A  (Betty  E)  emp  OUF  hl37  Prospect  St 
Saunders  Gary  (Gail)  emp  Gen  Elec  (LYNN)  h456  Washington  St 
Saunders  Gloria  A  Mrs  hi  19  Riverdale  Pk 

Saunders  Henry  E  (Dorothy  E)  constn  (Vermont)  h27  Leonard  St 
Saunders  Herbert  E  (Hester  F)  slsmn  Me  Devitt  Mtrs  hl3  Liberty  St 
Saunders  Irene  L  Mrs  h24  Riverdale  Pk 
Saunders  Irving  M  (Shirley)  sum  res  hEastern  Point  Blvd 
Saunders  John  J  (Linda  L)  sum  res  6  Hilltop  La  rReading  Mass 
Saunders  Joseph  (Marion  C)  foreman  Lipman  Marine  hMacomber  Rd 
Saunders  Joseph  genl  hlpr  Gorton’s  rlO  Corliss  Av 
Saunders  Jos  J  studt  rl5  Wishart  Rd 
Saunders  Julia  M  Mrs  retd  h52  Poplar  Pk 
Saunders  Marie  F  retd  r4  Proctor  St 
Saunders  Michl  H  driller  r27  Leonard  St 
Saunders  Mildred  studt  rl5  Wishart  Rd 
Saunders  Oliver  (Florence)  hl2  Alper  Rd 
Saunders  Pauline  M  (Wid  Roland  S)  h452  Washington  St 
Saunders  Robt  A  (Lillian  E)  opr  Cape  Ann  Anchor  &  Forge  h6 
Springfield  St 

Saunders  Robt  A  Jr  (Linda)  carp  hRear  6  Acacia  St 
Saunders  Ruth  E  retd  h4  Proctor  St 
Saunders  W  Gordon  gdnr  r2  Cathedral  Av  (R) 

Saunders  Wayne  S  (Cynthia  J)  fishwkr  hRear  10  Knowlton  Sq 
Sauve  Joseph  (Marie)  heavy  equip  opr  Me  Niff  h592  Western  Av 
Sauyer  Judy  Mrs  h6  Fair  St 

Sava  Felix  (Cornelia)  retd  hi 45  Essex  Av  Apt  14 
Savage  Eliz  M  (Wid  Hugh)  retd  h36  Lincoln  Pk 
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Savage  Harry  T  (Jean  G)  (Harry’s  Barber  Shop)  h30  Grove  St 
Savage  Jean  (Jean’s  Dog  Grooming)  r30  Grove  St 
Saville  Azure  T  (Wid  Randolph)  retd  hShetland  Rd  (R) 

Saville  Hester  F  retd  r44  South  St  (R) 

Saville  Laughton  (Seacrest  Manor)  hl31  Marmion  Wy  (R) 

Saville  Marshall  R  (Martha  F)  ins  agt  Connecticut  Mut  h31  South  St 

(R) 

Saville  Royal  (Marjorie  M)  retd  hJohn  Coggeshall  Rd 
Savinen  Jorma  E  (Ruth  H)  policemn  Rockport  Police  Dept  hi 67 
Granite  St  (R) 

Savings  Bank  Hall  111  Main  St 

Savioja  Olive  F  (Wid  T  Walter)  retd  h50  Lincoln  Pk 

Sawler  Barbara  Mrs  h97  Maplewood  Av 

Sawler  Doris  pkr  Le  Page’s  rlOO  Centennial  Av 

Sawler  Everett  C  (Doris  W)  mach  Cape  Ann  Anchor  &  Forge  hlOO 

Centennial  Av 

Sawler  Ola  real  est  agt  Virginia  Naves  hl6  Magnolia  Av  Apt  7 
Sawyer  A  Franklin  (Mary  E)  (Frank  Sawyer  Co)  hl46  Magnolia  Av 
Sawyer  Alvin  (Donna  P)  elk  Cape  Ann  Liquor  Chest  h44  Riverdale 

Pk 

Sawyer  Ann  retd  r26  Corliss  Av 

Sawyer  Arth  H  (Muriel)  pres  Sawyer’s  Lobster  Pool  hll  Clarendon  St 

Sawyer  Austin  D  (Mary)  driver  OUF  h3  Mason  Ct 

Sawyer  Bertha  M  r29  Cleveland  St 

Sawyer  Christine  A  slswn  Nelson’s  r42  Reynard  St 

Sawyer  David  (Mary  Ann)  slsmn  Electrolux  h43V2  Pleasant  St 

Sawyer  Delia  M  (Wid  Everett  A)  retd  hl2  Sayward  St 

Sawyer  Donald  emp  Bldg  Center  r29  Trask  St 

Sawyer  Donald  F  (Alice  O)  retd  hi  19  Marmion  Wy  (R) 

Sawyer  Edna  M  (Wid  Albert  R)  cash  Peg  Leg  Restr  h4  Green  St  (R) 

Sawyer  Eliz  hairdrsr  Four  Seasons  Beauty  Salon  rAtlantic  St 

Sawyer  Everett  (Marjorie)  slsmn  h21  Corliss  Av 

Sawyer  Everett  A  (Cynthia  M)  electn  h26  Sayward  St 

Sawyer  Frank  Co  (Wm  E  Edmonds  Jr)  carp-bldr  155  Magnolia  Av 

Sawyer  Free  Library  Stillman  Hilton  Librn  88  Middle  St 

Sawyer  Glen  summer  res  hFerry  Hill  St 

Sawyer  H  Philip  retd  h38  Reynard  St 

Sawyer  H  Philip  Jr  (Elizabeth)  elk  City  Police  Dept  hlO  Atlantic  St 
Sawyer  John  W  (Linda  F)  electn  Parks  Bros  h81  Bond  St 
Sawyer  Maryann  med  sec  David  J  Cohen  r43Vfe  Pleasant  St 
Sawyer  Playground  45  Friend  St 

Sawyer  Rose  M  ins  adj  Robt  Cochran  h29  Cleveland  St 
Sawyer  Thos  M  genl  hlpr  Gorton’s  r21  Corliss  Av 
Sawyer  Walter  P  (Bonita)  mach  Murmac  Mfg  h9  Taylor  St 
Sawyer  Wm  F  (Priscilla  D)  (The  Old  Mill)  h42  Reynard  St 
SAWYER’S  LOBSTER  POOL  Arthur  H  Sawyer  President, 

Lobster,  Shrimp,  Fresh  Fish  Wholesale,  Retail  Nationwide 
Shippers  Harbor  Loop  (01930)  Tel  283-0069  (See  Index  To 

Advertisers)  o  ^ 

Sax  Eric  C  (Phyllis  J)  wldr  Cape  Ann  Tool  h43  Curtis  St  (R) 

Saxton  Janet  social  wkr  hRear  965  Washington  St 

Sayre  Patricia  R  tchr  Ralph  B  O’Maley  Mdl  Sch  h61  Granite  St  (R) 

Scala  Mary  fish  wkr  h6  Poplar  Ct 

Scallafani  Jerome  D  mech  Boley’s  r36  Granite 

Scalli  Anna  (Wid  Patk)  retd  rl9  Linwood  PI 

Scalli  Frank  J  (Mary  L)  slsmn  U  S  Diners  hl9  Linwood  PI 

Scalli  Kathleen  studt  rl9  Linwood  PI 

Scalli  Patk  J  studt  rl9  Linwood  PI 

Scalo  Raymond  J  (Ann)  quality  controller  Polaroid  h21  Lookout  St 
Scandalito  Giacome  C  (Mary  A)  fishermn  h22  Grapevine  Rd 
Scandalito  Salvatore  J  (Julia  E)  (Gloucester  Mink  Food)  hl8  Church 

St 

Scandalito  Sami  mgr  Fort  Cold  Storage  rl8  Church  St 


TO 

O 

<o 

w 

o 


r  »  o 


81  L  z 

mS  o 

oo  c 

MOO 

•  mm 

WM  Z 

e  — i  — i 
ft  m  m 

0  39  39 


o 


344 


Scarpa  Louis  pres  &  treas  Rockaway  Hotel  Corp  h7  Rackliffe  St 
Scatterday  David  R  (Eliz  E)  installer  NET&T  hl2  Railroad  Av  (R) 
Scatterday  Eliz  nurse  Addison  Gilbert  Hosp  rl2  Railroad  Av  (R) 
Scatterday  Russell  H  (Carolyn  L)  slsmn  L  E  Murran  (B)  h76  High  St 

(R) 

Scatterday  Steph  J  studt  rl2  Railroad  Av  (R) 

Scenna  Dominic  J  retd  r8  Harbor  Rd 

Scenna  Lucille  Mrs  elk  Addison  Gilbert  Hosp  r8  Harbor  Rd 
Scenna  Wm  M  (Lucille)  retd  h8  Harbor  Rd 
Schaefer  See  Also  Shafer 

Schaefer  H  Fredk  Jr  (Louise  B)  retd  hHarraden  Av  (R) 

Schaefer  Louise  B  Mrs  ofc  sec  St  Mary’s  Church  rHarraden  Av  (R) 
Schaeffer  Marilyn  M  Mrs  tchr  (B)  h6  Fuller  La 
Schaller  Phyllis  Mrs  tchr  Babson  Sch  h9  Harrison  Av 
Scharafft  Fredk  D  Jr  (Janice)  eng  Gloucester  Eng  h6  Mill  La  (R) 
Scharfenstein  Theo  A  admn  Addison  Gilbert  Hosp  h27  Flume  Rd 
Schenk  Arth  (Josephine)  (Luigi’s  Restr)  h30  Prospect  St 
Schenk  Josephine  (Luigi’s  Restr)  r30  Prospect  St 
Schenk  Ronald  I  (Janet)  mech  hlO  Ocean  Av 
Schenk  Shirley  grill  cook  Luigi’s  r30  Prospect  St 
Schereschewksy  John  F  Jr  emp  Runsay  Hall  r628  Washington  St 
Schereschewsky  Eliz  (Wid  John  F)  retd  h628  Washington  St 
Schereschewsky  Michl  mtcemn  Rumsey  Hall  r628  Washington  St 
Schlagenhorf  Milton  Mrs  sum  res  86  Langsford  St  rStoneham  Mass 
Schlaich  Wm  (Julia)  (Bearskin  Neck  Motel  &  Gift  Shop) 

Schlaikjer  Jay  A  treas  Cape  Ann  Nursing  Home  rManchester  Mass 

Schlaikjer  Katherina  tchr  Milton  L  Fuller  Sch  rManchester  Mass 

Schleck  John  C  (Marilyn  C)  pres  J  C  S  Inc  hHigh  Popples  Rd 

Schleck  Mary  Lou  studt  rHigh  Popples  Rd 

Schleck  Sarah  studt  rHigh  Popples  Rd 

Schlect  Sarah  Chem  Co  h211  E  Main  St 

Schlemm  Betty  Lou  artist  Caleb’s  Lane  (R)  hCaleb’s  La  (R) 

Schlichte  Barbara  tchr  Hovey  Sch  r63  Witham  St 
Schlichte  Geo  A  retd  h3  Starknaught  Hts 

Schlichte  Miles  J  (Barbara)  lwyr  14  Pleasant  St  h63  Witham  St 
Schlosser  Edith  (Wid  Geo  A)  summer  res  h36  Marmion  Wy  (R) 
Schmidt  Arth  P  (Rita)  sum  res  Eden  Rd  (R)  rBoston  Mass 
Schmidt  Charlotte  nurse  Cardinal  Cushing  Villa 
Schmidt  Richd  W  (June)  chiropractor  hlO  Norman  Av 
Schmink  Peter  H  (Joan  S)  asst  cash  Rockport  Natl  Bk  hl75  Cherry 
St 

Schmink  Wm  B  summer  res  h5  Tregony  Bow  Rd  (R) 

Schmink  Wm  B  Jr  sum  res  r5  Tregony  Bow  Rd  (R) 

Schmorrow  Bertha  hostess  Capt  Courageous  Restr  h24  Vfe  Myrtle  Sq 
Schmorrow  James  W  (Ann  F)  mach  Empire  Fish  h2  Cedar  St 
Schmorrow  Michl  (Marilyn)  emp  Gloucester  Eng  hi 3a  Marchant  St 
Schneider  Eva  M  Mrs  tchr  Gloucester  High  Sch  hl4  Dodge  St 
Schofield  Leo  A  (Joan  B)  sum  res  16  Long  Beach  St  (R)  r Bridgeport 
Conn 

Schofield  Mabel  R  retd  r7  Cliff  Rd 
Schofield  Raymond  L  (Fay)  sum  res  h3  Hilltop  La 
Scholefield  Anne  home  aide  Action  Inc  rl53  E  Main  St 
Schoolcraft  Cornelius  (Marguerite)  acct  hl45  Essex  Av  Apt  15 
Schooner  Race  The  (Anthony  J  Verga)  342  Main  St 
Schoonmacher  Ralph  (Marjorie)  sum  res  hThatcher  Rd  (R) 

Schor  Bernard  T  sum  res  hRouse  Rd 

Schott  Charles  M  Jr  consultant  Gloucester  Engineering  Co  Inc  hPage 
St 

Schraftte  Geraldine  S  h7  Juniper  Rd 
Schred  B  Fabric  Store  (Barnett  Marnoy)  108  Vi  Main  St 
Schreiber  Rudolph  M  (Bertha  E)  mach  hl4  Stockholm  Av  (R) 
Schreiner  Leo  W  (Claire  H)  cider  prsr  h20  Eastern  Point  Rd 
Schroeder  Jerene  home  chore  wkr  Action  Inc  r5b  Smith  St  Ct 
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Schroeder  Jeveni  hill  Mt  Pleasant  Av 

Schubeck  Kathryn  Mrs  tchr  Rockport  Jr  Sr  Hi  Sch  hRear  9 
Brierwood  St 

Schubeck  Wm  carp  rRear  9  Brierwood  St 
Schuldecker  Charles  (Nina)  hi  18  Atlantic  St 

Schultz  Jacob  (Sadye)  summer  res  Rear  Bayle  La  rBrookline  Mass 

Schultz  Steph  H  (Alice  H)  slsmn  Sears  Roebuck  h51  Middle  St 

Schultz  Steph  P  USA  r51  Middle  St 

Schultz  Transit  (Dave  Luleich)  284  Main  St 

Schultz  Wm  H  atndt  City  Sch  Dept  r51  Middle  St 

Schuman  Mary  J  Mrs  tchr  hl6  Magnolia  Av  Apt  2 

Schuster  Steph  studt  r6  Grandview  Rd 

Schuster  Wesley  C  J  (Helen  C)  formn  Cape  Ann  Tool  h6  Grandview 
Rd 

Schwaegerle  Paul  R  plant  mgr  B  F  Goodrich  Chem  rWenham  Mass 
Sch  wander  Nila  h27  Chestnut  St 

Schwartz  Harriett  R  (Wid  Benj)  elk  Empire  Clothing  h3  Granite  St 

(R) 

Schwartz  Lloyd  W  (Pamela)  insp  h28  Reynard  St 
Schwartz  Louis  A  (Ciel  H)  retd  hLozant  PI  (R) 

Schwartz  Marc  S  (Sarah  E)  social  wkr  h80  Main  St  (R) 

Schwartz  Stanley  M  (Janet  H)  dentist  (B)  hThurston’s  Pt 
Scipione  Alf  V  sum  res  138  Long  Beach  St  (R)  rMelrose  Mass 
Scipione  Arth  S  sum  res  4  Eden  Rd  (R)  rNewtonville  Mass 
Scipoine  Alf  V  sum  res  hl38  Long  Beach  St  (R) 

Sclafani  Gasper  ctr  Gorton’s  rl06  Pleasant  St 
Sclafani  Gerald  (Nancy)  emp  Boley’s  h36  Granite  St 
Sclafani  Joseph  (Jo  Ann)  fishermn  hl06  Pleasant  St 
Sclafini  Laurence  h67  Friend  St 

Scofield  Mary  tchr  Ralph  B  O’Maley  Mdl  Sch  r5  Wiley  St 

Scola  Ambrose  bartndr  St  Peter’s  Club  r88  Washington 

Scola  Anna  pkr  Le  Page’s  r8  Riggs  St 

Scola  Annette  L  studt  r53  Warner  St 

Scola  Anthony  T  (Grace  Ann)  carp  h52  Perkins  St 

Scola  Frances  P  (Wid  Lorenzo)  retd  hl02  Prospect  St 

Scola  Gaetano  S  lab  tech  Quigley  Memorial  Hosp  r49  Centennial  Av 

Scola  Ida  (Wid  Samuel)  retd  h5  Proctor  St 

Scola  Ida  bkpr  N  Shore  Furn  r20  Mason  St 

Scola  Ida  Marie  seafood  wkr  r88  Washington  St 

Scola  Jerome  J  (Mildred  P)  fishermn  hlO  Madison  Av 

Scola  John  (Kath)  hlO  Granite  St 

Scola  John  D  (Beatrice)  meat  ctr  h23  Exchange  St 

Scola  Joseph  (Bessie)  fishermn  hl7  Beacon  St 

Scola  Joseph  J  (Anne)  mach  Gortons  h.20  Mason  St 

Scola  Joseph  P  (Virginia  V)  fishermn  h20  Pearl  St 

Scola  Josephine  (Wid  Gateno)  hlO  Washington  St 

Scola  Lawrence  (Gail  M)  (Harbor  Cove  Shrimp)  h243  Eastern  Av 

Scola  Lawrence  A  (Carmella  R)  fishermn  h663  Western  Av 

Scola  Mary  A  rlO  Washington  St 

Scola  Mary  A  studt  r20  Pearl  St 

Scola  Matthew  P  (Phyllis  A)  fishermn  h31  Mansfield  St 
Scola  Nina  pkr  OUF  r34  Prospect  St 
Scola  Nina  S  studt  rl7  Beacon  St 
Scola  Patricia  A  studt  r53  Warner  St 

Scola  Paul  (Maureen  L)  prntr  Tadco  Mfg  hl02  Prospect  St 

Scola  Paul  F  (Mary  E)  truck  driver  Glouc  Sup  h6  Poplar  St 

Scola  Paul  J  (Madeline)  fishermn  h37  Warner  St 

Scola  Paul  L  driver  West  End  Taxi  Serv  rWitham  St 

Scola  Peter  (Anna)  fishermn  h8  Riggs  St 

Scola  Salvatore  (Vincie)  fishermn  h34  Beacon  St 

Scola  Salvatore  C  (Agnes  R)  lumper  h24  Pine  St 

Scola  Sami  elk  rlO  Madison  Av 

Scola  Sami  L  (Mary)  fishermn  h21  Hampden  St 
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Scola  Sami  P  (Frances  T)  fishermn  h53  Warner  St 
Scola  Sebastian  (Olimpia)  retd  hl3  Western  Av 
Scola  Sebastian  (Frances  T)  emp  Deep  Deep  Ocean  Products  h49 
Centennial  Av 

Scola  Sebastian  A  (Margt  T)  fishermn  h3  Scott  St 
Scola  Sebastian  E  Jr  (Eliz  A)  fishermn  Boat  St  Peter  Inc  hl8 
Commonwealth  Av 

Scola  Susan  tchr  E  G  Elementary  Sch  rEssex  Mass 

Scola  Thos  rlO  Washington  St 

Scola  Thomas  (Kathy)  electn  h49  Mansfield  St 

Scola  Thos  C  fishermn  r20  Pearl  St 

Scola  Tom  (Gracie)  fishermn  h88  Washington  St 

Scola  Vito  S  (Grace)  (Old  Timer’s  Tavern)  h34  Prospect  St 

Scolla  Thos  rl8  Hancock  St 

Scotoni  Heini  H  (Blue  Lantern  Gift  Shop)  rMiddle  Rd  (R) 

Scott  Edward  P  member  Cape  Ann  Area  C  Of  C  rManchester  Mass 
Scott  John  R  (John  R  Scott  Petroleum  Transport)  rEssex  Mass 
Scott  John  R  Petroleum  Transport  (John  R  Scott)  repr  6  Cleveland  PI 
Scott  Laura  rCape  Ann  Nursing  Home 
Scott  Madeline  summer  res  h7  Summer  St  (R) 

Scott  Paul  M  (Dorothy  H)  tchr  Montorri  Sch  Of  Art  (B)  h42  Haven 
Av  (R) 

Scott  Ruth  H  (Wid  Elmer)  retd  rl86  E  Main  St 

Scribner  Leslie  M  (Muriel)  embalmer  Burgess  &  Mackey  h73  Pigeon 
Hill  (R) 

Scroggins  Robt  E  (Doris)  firemn  Gloucester  Marine  Railway  hi 
Clifford  Ct 

Scrullar  Marianne  elk  Benjamin’s  rEssex  Mass 

Scuderi  Lena  (Wid  Concetto  P)  retd  hlO  Orchard  St 

Scuderi  Roy  (Anna)  chef  Gloucester  House  Restr  Inc  h8  Wells  St 

Scuderi  Vincent  A  (Josephine)  elk  Gloucester  Sup  hl5Vfe  Elm  St 

Sea  Cold  Service  Inc  John  D  Keefe  Pres  trucking  320  Main  St 

Sea  Fencibles  Shop  (Mrs  Florance  G  Thompson)  gifts  1  South  Rd  (R) 

Sea  Gull  House  The  (Magnus  Hagenes)  apt  14  Mt  Pleasant  St  (R) 

Sea  Ledges  The  (Geo  E  Cameron  Jr)  Gap  Head  Rd  (R) 

Sea  Lion  Motel  (Sea  Lion  Realty  Trust  Inc)  138  Eastern  Av 

Sea  Lion  Realty  Trust  Inc  Geo  Moynihan  Pres-Treas  138  Eastern  Av 

Sea  Meadows  (John  W  Mahoney)  guests  86  Marmion  Wy  (R) 

Sea  Pak  (Div  W  R  Grace  Co)  Robt  W  Howlett  Dist  Mgr  whol  fish 
Rogers  St 

Sea-Port  T  V  (Edw  Araujo)  20a  Pleasant  St 

Sea  Robin  Guest  House  (Robt  C  Contrino)  1  Tregony  Bow  Rd  (R) 

Sea  Shell  Restaurant  (J  Alf  Paradis  Jr)  13  Dock  Sq  (R) 

Sea  View  Farm  (Charles  L  Lane)  milk  dir  38  South  St  (R) 

Seabags  (Thos  Keegan)  duffel  bags  11  South  Rd  (R) 

Seacoast  Petroleum  (James  E  Blake)  fuel  oil  160  Granite  St  (R) 
SEACOAST  PETROLEUM  INC  William  J  Bursaw  Jr  Treasurer 
Serving  Cape  Ann  With  Warmth  Without  Worry  15 
Broadway  (Rockport  01966)  Tel  283-0210 
Seacrest  Manor  (Laughton  Saville)  hotel  131  Marmion  Wy  (R) 

Seacroft  Hotel  (Richd  Burrier)  64  Eastern  Point  Rd 
Seafood  Kitchens  Inc  Ronald  Cameron  Plant  Mgr  fish  processing  159 
E  Main  St 

Seager  W  Ewart  (Louise)  sum  res  Penryn  La  (R)  r Washington  DC 
Seaport  Associates  (Richd  Johns)  art  gallery  16b  Rocky  Neck  Av 
Seaport  Sailing  Sch  16b  Rocky  Neck  Av 
Searcy  Helen  A  Mrs  h25  Pearl  St 

Searcy  Wm  T  kitchen  wkr  Addison  Gilbert  Hosp  r25  Pearl  St 

Searcy  Wm  T  (Louise)  ship  Glouc  Sup  hll  Overlook  Av 

Sears  Alice  (Wid  Manuel  D)  retd  h2  Alper  Rd 

Sears  Amelia  F  (Wid  Frank  M)  retd  h47  Mt  Vernon  St 

Sears  Carol  cook’s  hlpr  Shore  Cliff  Retirement  Home  r38  Bass  Av 

Sears  Clara  M  dental  asst  h31  Western  Av  Apt  5 
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Sears  David  A  (Nina  N)  fish  wkr  h30  Trask  St 
Sears  Elinor  T  (Wid  Joseph)  bkpr  h46  South  St  (R) 

Sears  Emma  E  laby  asst  Le  Page’s  r30  Trask  St 
Sears  Everett  (Nora  V)  fishermn  h5  Silva  Ct 
Sears  Geo  L  driver  Thos  Wilson  Co  hl7  Chapel  St 
Sears  James  P  fish  wkr  Gorton’s  r2  Alper  Rd 
Sears  Manuel  D  hlpr  Frank  Sawyer  Co  r355  Essex  Av 
Sears  Manuel  G  (Natalie  P)  retd  h355  Essex  Av 
Sears  Margt  F  retd  h3  Granite  St  (R) 

Sears  Margt  G  (Wid  Anthony  C)  retd  h32  Perkins  St 
Sears  Marilyn  Mrs  hl050  Washington  St 
Sears  Maryann  genl  hlpr  Mighty-Mac  h68  Poplar  St 
Sears  Matilda  B  (Wid  Loren  S)  pres  Green  Tavern  Inc  h29  Friend  St 
Sears  Melvin  A  (Gloria  C)  blow  mold  opr  Le  Page’s  h38  Bass  Av 
Sears  Milton  M  (Clara)  mtcemn  Gorton’s  hl6  Silva  Ct 
Sears  Norman  E  h27  Trask  St 
Sears  Olivia  D  (Wid  Joseph  F)  h5  Silva  Ct 
Sears  Pierce  J  (Thos  Wilson  &  Co)  rl7  Chapel  St 
Sears  Raymond  S  (Emma)  supvr  Le  Page’s  h30  Trask  St 
Sears  Roebuck  &  Co  Charles  Webster  Mgr  83  Main  St 
Sears  Roebuck  &  Co  Service  Station  Charles  Webster  Automotive  Mgr 
Porter  St 

Sears  Sandra  nurses  aide  Seafood  Kitchen  r38  Bass  Av 
Sears  Sarah  Mrs  h53  Riverdale  Pk 

Sears  Sarah  J  Mrs  nurse  Beverly  Hosp  (BEV)  hl9  Rackliffe  St 
Searson  Wm  E  Jr  (Lillian  H)  retd  h54  Granite  St  (R) 

Seaside  Cemetery  88  Langsford  St 
Seaside  Ceramics  (Gail  Barr)  61  Western  Av 

Seatronics  Co  (Robt  Roller)  marine  electronic  equip  4  Eastern  Av 
Seaver  Robt  N  (Theresa  N)  tchr  Ipswich  h276  Western  Av 
Seavey  Anne  retd  hlO  Prospect  St 
Seavey  Malcolm  (Miriam)  retd  hl9  Marmion  Wy  (R) 

Seavey  Paul  D  USA  rl9  Marmion  Wy  (R) 

Seaward  Inn  (Roger  T  Cameron)  hotel  62  Marmion  Wy  (R) 

Seaward  Inn  Guest  House  (Roger  T  Cameron)  75  Marmion  Wy  (R) 
Seaweed  Manor  Gift  Shop  (Mrs  Eleanor  Call)  9  South  Rd  (R) 

Secher  Arth  (Marjorie)  uphol  hl46  Hesperus  Av 
Seegal  Sami  M  (Martha  L)  sum  res  hPenzance  Rd  (R) 

Seeley  Martin  hl5  Mont  vale  Av 

Seeley  Reed  (Helen  M)  mgr  Wamsetta  Club  h84  Rocky  Neck  Av 
Sefton  Edw  retd  h44  Lexington  Av  Apt  8 
Segar  Jane  (Wid  Harold)  summer  res  hRust  Island 
Seidle  Charles  A  (Harriet  E)  retd  h35  Atlantic  Av  (R) 

Seidler  Marion  hygienist  Morton  A  Levin  rlpswich  Mass 
Seigas  Manuel  J  (Edith  R)  fisherman  h9  Beckford  St 
Seldon  Alvin  W  sum  res  57  Long  Beach  St  (R)  rReading  Mass 
Self-Service  Shoe  Outlet  (Morris  Baseman)  76  Main  St 
Selian  Missah  R  (Oerkin  T)  summer  res  h9  Skipper  Wy 
Selig  Annie  J  (Wid  John)  h25  Witham  St 
Selig  Arnold  D  r25  Witham  St 

Selig  Charles  T  mtcemn  Gordon  College  rl49  E  Main  St 

Selig  Earl  H  (Cecelia)  carp  h44  Witham  St 

Selig  Freeman  J  (Anna  M)  carp  h249  Main  St  (R) 

Selig  Geraldine  nurse  Cape  Ann  Nursing  Home  rl5  Montuale  Av 
Selig  Glenn  elk  Larsen’s  Shoe  Store  rl5  Montuale  Av 
Selig  Jane  B  nurse  Bruce  Rosenberg  r65  Pigeon  Hill  St  (R) 

Selig  John  W  (Agnes  V)  elk  Friend  St  Mkt  h35  Riverdale  Pk 
Selig  Morton  L  (Cath)  retd  h218  Washington  St 
Selig  Paula  asmblr  Gloucester  Eng  r35  Riverdale  Pk 
Selig  Ralph  rCape  Ann  Nursing  Home 
Selig  Ralph  L  retd  hl49  E  Main  St 

Selig  Robt  E  (Kath  K)  mtcemn  Gloucester  Natl  Bank  hRear  65 
Pigeon  Hill  (R) 
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Selig  Wm  G  (Jane  B)  policemn  Rockport  Police  Dept  h65  Pigeon  Hill 

(R) 

Selle  Henry  (Elaine)  sum  res  h50  Eastern  Point  Rd 
Seller  Arth  N  (Suzanne)  photog  h93  Main  St  (R) 

Sellew  Mary  (Wid  Wm  W)  h51  Eastern  Point  Rd 
Sena  John  R  sum  res  h  a-1  Long  Beach  St  (R) 

Senior  Home  Care  Service  Leon  Tranos  Pres  Wm  Akers  Exec  Dir  94 
Main  St 

Senos  Anibal  (Lucinda)  fishermn  hl4  Fair  St 

Senos  Annabelle  hl2  Middle  St 

Senos  Joseph  studt  rl4  Fair  St 

Seola  Salvatore  J  (Marie)  carp  h90  Washington  St 

Sepich  Anthony  P  (Anna  S)  yardmn  B&M  h88  Granite  St  (R) 

Seppala  Albert  M  (Miriam  B)  civil  eng  Anderson  Nichols  h92  Granite 
St  (R) 

Seppala  Denis  r92  Granite  St  (R) 

Seppala  Eleanor  Mrs  pkr  hi  108  Washington  St 
Seppala  Gary  W  (Roberta  A)  mach  opr  hl6  Hickory  St 
Seppala  Jane  studt  r78  Langsford  St 

Seppala  Kath  dietary  wkr  Addison  Gilbert  Hosp  rll2  Eastern  Av 
Seppala  Lauri  A  retd  hi  152  Washington  St 

Seppala  Louise  M  Mrs  nurse  Addison  Gilbert  Hosp  r78  Langeford  St 
Seppala  Miriam  nurse  Cape  Ann  Nursing  Home  r93  Granite  St  (R) 
Seppala  Norman  S  asst  treas  Gloucester  Co-Op  Bank  rEssex  Mass 
Seppala  Raymond  R  (Kath)  mach  United  Shoe  (BEV)  hi  12  Eastern 
Av 

Seppala  Uno  E  (Louise  M)  mach  Cape  Ann  Tool  h78  Langsford  St 
Serendipity  Shoppe  (John  And  Peg  Coonley)  unusual  gifts  Tuna 
Wharf  (R) 

Serino  Ernest  summer  res  h5  Atlantic  Rd 

Serio  Pasquale  (Roseanne)  emp  Household  Finance  hlO  Proctor  St 

Serio  Sebastiano  (Mary  A)  retd  h8  Liberty  St 

Serio  Theresa  A  music  tchr  West  Parish  Sch  r217a  Main  St  (R) 

Serrano  Joseph  H  (Ida)  cartoonist  h6  Lincoln  St 

Serrin  Gifts  (Lois  E  Serrin)  17a  South  Rd  (R) 

Serrin  Jayne  M  studt  r368  Essex  Av 

Serrin  Lois  E  (Serrin  Gifts)  r368  Essex  Av 

Serrin  Stanley  L  (Lois  E)  emp  School  Dept  h368  Essex  Av 

Serrin  Steph  driver  r368  Essex  Av 

Service  Christine  dental  asst  r22  Old  Garden  Rd  (R) 

Service  Kenneth  F  slsmn  Hubbs  Diesel  (B)  h22  Old  Garden  Rd  (R) 
Services  International  Inc  Donald  W  Read  Pres  Magnolia  Av 
Serwin  Chester  S  (Barbara)  cook  Commodore  Restr  (BEV)  h9 
Briarstone  Rd  (R) 

Sesta  Anna  (Wid  John)  retd  h32  Washington  Sq 
Settipani  Anthony  (Marcia)  wldr  h25  Commonwealth  Av 
Settipani  John  (Rose  M)  h4  Washington  St 
Seven  Seas  Wharf  63  Rogers  St 

Seven  South  Street  Inn  (Geo  Waldschlagel)  7  South  St  (R) 

Sewall  Florence  retd  r44  South  St  (R) 

Sexton  James  studt  r8  Clarendon  St 
Sexton  Thos  J  tchr  h8  Clarendon  St 

Shackelford  Madeleine  E  Mrs  ofc  sec  Faulk  Bros  rll  Whittemore  St 
Shackelford  Robt  W  (Priscilla)  boat  mech  Burnham  &  Thomas  h6 
Hudson  Rd 

Shackelford  Roger  L  (Madeleine  E)  lab  Faulk  Bros  rll  Whittemore  St 
Shafer  See  Also  Schaefer 

Shafer  Arth  (Shafer  Studios  Of  Schenectady)  rSchenectady  NY 
Shafer  Ruth  E  (Wid  Henry  W)  summer  res  hNew  Way  La 
Shafer  Studios  Of  Schenectady  (Arth  Shafer)  Wharf  Rd  (R) 

Shafner  Alan  L  (Darlene)  mach  Gen  Elect  (LYNN)  h40  Atlantic  St 

Shaftoe  Mildred  L  Mrs  rl4  Revere  St 

Shaidon  M  Lois  Mrs  summer  res  h68  Long  Beach  St  (R) 
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Shallow  David  H  studt  r26  Ocean  Av 

Shallow  Harold  D  (Sylvia  T)  slsmn  Nissen  Baking  h26  Ocean  Av 
Shalom  Evelyn  tchr  Milton  L  Fuller  Sch  rMedford  Mass 
Sh^mberger  Edith  retd  hl4  Eastern  Av 

Shamberger  Norma  J  Mrs  matron  Ralph  B  O’Maley  Mdl  Sch  h51 
Perkins  St 

Shanahan  James  F  (Mary  G)  fishermn  hl3  Abbott  Rd 
Shanahan  Jean  F  dietary  wkr  Addison  Gilbert  Hosp  rl3  Abbott  Rd 
Shanahan  Kathryn  typ  (Peabody)  rl3  Abbott  Rd 
Shankman  Gail  h20  Alper  Rd 

Shannon  Bernard  F  (Pam  N)  locksmith  28  Quarry  St  h28  Quarry  St 
Shannon  Elvira  C  Mrs  cafeteria  wkr  Gloucester  High  Sch  rl6 
Hampden  St 

Shannon  Emily  H  (Amethyst  Shop)  hSouth  Rd  (R) 

Shannon  Geo  V  (Elvira  C)  mech  (Topsfield)  hl6  Hampden  St 
Shannon  Helen  Mrs  elk  Amethyst  Shop  hTuna  Wharf  (R) 

Shannon  Vaughn  elk  Douglass  Pharm  rl6  Hampdin  St 

Shapiro  Gladys  summer  res  h30  Rock  port  Rd 

Sharac  Eleanro  daycare  mother  Action  Inc  rl64  Prospect  St 

Sharac  Steven  A  (Eleanor  P)  Fishermn  hl64  Prospect  St 

Sharaky  Deborah  A  studt  r23  Acacia  St 

Sharaky  Harold  A  (Anna)  ctr  OUF  h23  Acacia  St 

Sharaky  Harold  A  Jr  fish  wkr  r23  Acacia  St 

Sharamitaro  Joseph  (Marion  F)  retd  hl4  Haskell  St 

Sharamitaro  Joseph  studt  rl4  Haskell  St 

Sharamitaro  Nina  teller  Cape  Ann  Bk  &  Tr  rl4  Haskell  St 

Sharao  Nancy  A  Mrs  h39  Commonwealth  Av 

Sharf  Hirsh  (Nanette)  merchant  (Somerville)  hl3  Wallace  Rd  (R) 

Sharf  Nathl  (Edith)  merchant  (Somerville)  hl2  Wallace  Rd  (R) 

Sharoff  Carole  tchr  Gloucester  High  Sch  r962  Washington  St 
Sharp  James  M  retd  h6  Pleasant  St  (R) 

Sharpe  Hattie  M  (Wid  Sami)  h906  Washington  St 
Sharpies  Dorothy  E  summer  res  h2  High  Street  Ct  (R) 

Sharraf  Ernest  (Shirley)  sum  res  h4  Old  Garden  Rd  (R) 

Shatford  Dawn  studt  rl8  Flume  Rd 
Shatford  Diane  studt  rl8  Flume  Rd 

Shatford  Donald  K  (Patricia  M)  emp  Den-Mar  Machine  hl8  Flume 
Rd 

Shatford  Ethel  R  Mrs  h27  Ferry  St 
Shatford  Robt  emp  Murmac  Mfg  hlOO  Prospect  St 
Shattuck  Benj  F  (Mary  E)  sum  res  h735  Washington  St 
Shattuck  Christopher  sum  res  h735  Washington  St 
Shaughnessy  Pearl  M  Mrs  retd  hl4  Oakland  Av  (R) 

Shaugnessy  Pearl  retd  hl6  Ketchopulos  Cir  (R)  Apt  E 

Shaves  Lewis  (Gertrude)  emp  Barnford  Corp  (Norwood)  hi  Smith  St 

(R) 

Shaw  Arth  W  (E  Blanche)  v-pres  Tadco  Mfg  h8  Cunningham  Rd 
Shaw  Betty  A  tchr  E  G  Elementary  Sch  hl2  Madison  Ct  Extn 
Shaw  Deborah  contract  analyst  Christian  Science  Church  rPoole’s  Ter 
(R) 

Shaw  Frederic  Jr  research  Christian  Science  Church  rPoole’s  Ter  (R) 
Shaw  Harry  (Shirley)  antique  appraiser  hi 7a  South  St  (R) 

Shaw  Joanne  record  analyst  Christian  Science  Church  rPoole’s  Ter 

(R) 

Shaw  June  Mrs  emp  Christian  Science  Leader  hPoole’s  Ter  (R) 

Shaw  Michl  (Linda  G)  eng  h3  High  St  PI 

Shaw  Robt  M  (Brenda  M)  summer  res  3  Elmo  La  rLexington  Mass 
Shawno  Wm  C  repr  r51  Quarry  St 

Shawno  Wm  H  (Helen  E)  auto  salvage  51  Quarry  St  h51  Quarry  St 
Shea  Brendon  (Mary)  4  sum  res  3  Longview  Ter  r Jamaica  Plain  Mass 
Shea  Cath  (Wid  James  N)  retd  r27  Hartz  St 
Shea  Delia  retd  rl90  Western  Av 
Shea  Eileen  A  maid  hl4  Hutchins  Ct 
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Shea  Geo  A  (Lila  E)  retd  hlO  Dennison  St 

Shea  Geo  L  (Irene)  asst  treas  Gloucester  Ice  &  Cold  Storages  Co  Inc 
h20  Fuller  St  Apt  3a 

Shea  John  W  (Joyce)  dir  Endicott  Jr  College  h42  Dalton  Rd 
Shea  M  Patricia  ward  aide  Addison  Gilbert  Hosp  hRear  8  Acacia  St 
Shea  Marcia  J  studt  r20  Fuller  St  Apt  3a 

Shea  Paul  M  (Lewine  G)  custdn  Ralph  B  O’Maley  Mdl  Sch  h837 
Washington  St 

Shea  Paul  M  Jr  (Donna  J)  slsmn  h839  Washington  St 
Shea  Peter  (Cath)  sum  res  11  Wingaersheek  Rd  rLynnfield  Mass 
Shea  Robt  L  (Emma)  driver  Whiting  Milk  (Somerville)  hl3  Centennial 
Av 

Shea  Russell  M  (Patricia  A)  firefighter  City  Fire  Dept  hlO  Foley  Rd 

Shea  Timothy  studt  r837  Washington  St 

Shea  Wm  (Sue  Ann)  elk  P  O  h80a  Middle  St  Apt  11 

Sheahan  Alice  ofc  sec  Dist  Ct  Of  Eastern  Essex  rl3  Broadway  Av  (R) 

Sheahan  Robt  E  (M  Alice)  supvr  NET&T  (B)  hl3  Broadway  Av  (R) 

Sheaves  Dorothy  teller  Cape  Ann  Sav  Bk  r6  Youngs  Rd 

Sheaves  James  A  (Agnes  J)  retd  h!2  Marchant  St 

Sheaves  John  (Dorothy)  firemn  G  E  (LYNN)  hl9  Young’s  Rd 

Sheehan  Paul  h99  Washington  St  Apt  6 

Sheedy  Brian  studt  rlO  Rocky  Neck  Av 

Sheedy  Donald  (Hester  A)  sealer  of  weights  &  measurers  City  Of 
Gloucester  h6  Rocky  Neck  Av 
Sheedy  Jane  r8  Rocky  Neck  Av 

Sheedy  John  W  exec  dir  Gloucester  Housing  Authority  h8  Rocky 
Neck  Av 

Sheedy  Joyce  lpn  Addison  Gilbert  Hosp  r399  Western  Av 
Sheedy  Kathleen  M  studt  rlO  Rocky  Neck  Av 
Sheedy  Robt  H  (Felicia)  emp  State  Div  Emp  Security  hlO  Rocky 
Neck  Av 

Sheedy  Roberta  studt  rlO  Rocky  Neck  Av 
Sheedy  Ronald  (Joyce)  systems  analyst  (B)  h399  Western  Av 
Sheehan  Arth  J  policemn  City  Police  Dept  r93  Prospect  St 
Sheehan  Beaula  h36  Atlantic  St 

Sheehan  Benj  (Helen)  cook  Lobster  Pool  (R)  hl2-14  Babson  St 
Sheehan  Denise  hl7  Washington  Sq 

Sheehan  Edmund  J  Jr  (Anne  H)  sum  res  76  Long  Beach  St  (R) 
rReading  Mass 

Sheehan  Eva  M  cafeteria  hlpr  Plum  Cove  Elem  Sch  rl70  Eastern  Av 
Rear 

Sheehan  James  A  (Eva  M)  hRear  170  Eastern  Av 

Sheehan  John  J  Rev  dir  Camp  Stella  Maris  rAmesbury  Mass 

Sheehan  Karen  hll  Gould  Ct 

Sheehan  Minnie  Mrs  retd  h68  Poplar  Pk 

Sheehan  Paul  emp  O  U  E  hi 00  Prospect  St 

Sheehan  Robt  W  (Josephine  K)  driver  Mass  Coastal  hlO  E  Main  St 

Sheehan  Scott  rRear  170  Eastern  Av 

Sheehan  Shirley  Mrs  h64  Friend  St 

Sheehan  Thos  (Margt)  truck  driver  h7Vfe  Riggs  St 

Sheehen  Arth  J  (Lucy  E)  policemn  City  Police  Dept  hi  Vine  St 

Sheen  Minnie  Mrs  sec  Golden  Age  Club  rPoplar  Park 

Sheeran  John  atty  rLake  Rd 

Sheeran  John  W  Jr  (Ruth)  elec  eng  Stone  &  Webster  (B)  hLake  Rd 
Sheeron  J  H  h44  Lexington  Av  Apt  26 
Sheils  Loretta  retd  rl90  Western  Av 

Sheinwald  Ann  (Ann  Sheinwald  Fashion  Boutique)  r35  Broadway  (R) 
Sheinwald  Ann  Fashion  Boutique  (Ann  Sheinwald)  35  Broadway  (R) 
Sheinwald  Benj  S  (Ann  H)  archt  85  South  (B)  h35  Broadway  (R) 
Shelburne  James  C  (Jane  L)  slsmn  h4  Rowe  Av  (R) 

Sheldon  Caroline  (Wid  Alf  T)  retd  h26  South  St  (R) 

Sheldon  Frank  M  adv  artist  r26  South  St  (R) 

Sheldon  Mark  emp  Glou  Island  Crane  hJerdens  La  (R) 
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Sheline  Howard  v-pres-operations  Gloucester  Stevidoring  Co  r26 
Bass  Av 

Shell  Wharf  Rear  11  Rogers  St 

Shelton  Robt  (Charlene)  mgr  Top  O  The  Harbor  Apts  hl45  Essex  Av 
Apt  15 

Shemard  Rose  retd  r44  South  St  (R) 

Shepard  Charlotte  L  Mrs  retd  h80a  Middle  St  Apt  6 

Shepard  Clementine  A  Mrs  h22  Centennial  Av 

Shepard  James  E  (Norma  B)  (Patch  Of  Blue)  hl76  Granite  St  (R) 

Shephard  Helen  (Wid  Lawrence)  retd  hJohn  Coggeshall  Rd 

Shepherd  Eliz  D  asst  Rockport  Art  Assn  hl09  Main  St  (R) 

Sheppard  Richd  C  sum  res  Salt  Island  Rd  r Winchester  Mass 
Sheppard  Russell  (Irja)  sum  res  67  High  St  rWest  Roxbury  Mass 
Sherburne  Kathryn  T  (Wid  John  P)  retd  hl6a  Prospect  St  (R) 

Sherley  John  N  sum  res  3  Arlington  St  rWilbraham  Mass 
Sherm’s  Cape  Ann  Vets  Inc  Sherman  R  Anderton  Jr  Pres  liquors  10 
Parker  St 

Sherman  Charles  (Eleanor)  mtcemn  Murmac  Mfg  hi  Maple  St 
Sherman  Geo  W  (Maureen)  opt  (Bev)  h57  Lexington  Av 
Sherman  Harry  M  h8  Flume  Rd  Apt  1 
Sherman  Larry  W  mgr  Pike  Funeral  Serv  hWolf  Hill  St 
Sherman  Maureen  nurse  Addison  Gilbert  Hosp  r9  Magnolia  Av 
Sherman  Ralph  B  (Alice  L)  retd  hFolly  Cove  (R) 

Sherman  Robt  F  (Carolyn  W)  layout  mn  Cape  Ann  Tool  hlO 
Holbrook  Ct  (R) 

Sherman  Ruth  trucker  hAtlantic  Rd  Apt  2 
Sherrard  Glenwood  sum  res  Salt  Island  Rd  rBoston  Mass 
Sherry  Jacqueline  M  tchr  St  Ann’s  Sch  r70  Pleasant  St 
Sherter  Carl  (Nancy)  phys  hl5  Hesperus  Cir 
Sherwin-Williams  Co  The  (Br)  Santo  Parisi  Mgr  159  Main  St 
Sherwood  Susan  H  tchr  (Ipswich)  rl3  Riverside  St 
Shewbridge  Henry  C  (Margt)  security  ofcr  Addison  Gilbert  Hosp  hl6 
Wheeler  St 

Shields  Amelia  (Wid  Peter  G)  hl5  Columbia  St 
Shields  Arth  USN  r22  Railroad  Av  (R) 

Shields  Cheryl  A  studt  r5  Butler  Av 
Shields  Deborah  studt  r5  Butler  Av 
Shields  Dianne  h42  Friend  St 
Shields  Harry  retd  r44  South  St  (R) 

Shields  Linda  studt  rl4  Perkins  St 

Shields  M  J  (Lydia  A)  retd  h22  Railroad  Av  (R) 

Shields  Marguerite  Mrs  hl5  Alper  Rd 

Shields  Russell  A  (Anne  M)  carp  (Shields  &  Brancleone)  hl4  Perkins 
St 

Shields  Wm  H  (Joyce  E)  freezer  opr  Quincy  Mkt  (G)  h5  Butler  Av 
Shimanoski  John  S  (Theresa  R)  emp  Brooksby  (P)  h93Vfe  Western  Av 
Shinnick  Eleanor  W  (Wid  Michl  E)  hRidgewood  Rd  (R) 

Ship’s  Store  The  211  E  Main  St 

Shirley’s  Beauty  Salon  (Mrs  Shirley  F  O’Brien)  6  Wildon  Hts  (R) 
Shlopak  Jeanne  tchr  Milton  L  Fuller  Sch  r51  Marmion  Way 
Shoares  Fisheries  Garrett  M  Shoares  Mgr  dlrs  13  Highland  St 
Shoares  Garrett  J  studt  rl3  Highland  St 

Shoares  Garrett  M  (Margt  E)  mgr  Shoares  Fisheries  hi 3  Highland  St 
Shoares  Garrett  Wharf  Rear  233  E  Main  St 
Shoares  Peter  M  (Nancy  A)  fishermn  hl7  Highland  St 
Shofner  Ada  D  Mrs  ofc  sec  Fredk  H  Tarr  r97  Gloucester  Av 
Shofner  Claudia  E  studt  r97  Gloucester  Av 
Shofner  Wm  (Susan)  eng  Syl vania  (Ipswich)  h5  Holly  St 
Shofner  Wm  E  (Ada  D)  supt  Purity  Supreme  (Billerica)  h97 
Gloucester  Av 

Sholds  Guy  E  (Patricia  A)  mech  Beacon  Chev  (LYNN)  h78  E  Main  St 
Sholds  May  G  retd  h3V&  Beckford  St 

Sholds  Rosemarie  home  aide  Action  Inc  rll  Exchange  St 
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Sholemson  David  R  slsmn  (B)  hi 45  Essex  Av  Apt  20 
Shopping  Center  Parking  Area  259  Main  St 
Shore  Brian  h247  E  Main  St 

Shore  Cliff  Retirement  Home  Eleanor  Malmi  Admn  7  Cliff  Rd 
Shore  Drive  Manor  Joseph  Hurley  Mgr  apts  10  Oakes  Av 
Shore  Mary  artist  (Rockport)  hWay  Rd 
Short  Clyde  B  (Anne  E)  retd  h32  Mt  Pleasant  St  (R) 

Showstack  Danl  J  pharm  Addison  Gilbert  Hosp  rl45  Essex  Av 
Shreve  Judith  emp  Cape  Ann  Med  Center  hl45  Essex  Av  Apt  20 
Shumaker  Gallery  (Mrs  Philip  Shumaker)  16  Wharf  Rd  (R) 

Shumaker  Phyllis  (Wid  Philip)  (Shumakers  Gallery)  hWharf  Rd  (R) 
Shurtleff  Dorothy  H  retd  h26  Mt  Pleasant  St  (R) 

Shute  Anna  retd  rl4  Allen  St 
Shute  Robt  L  retd  hi  13  Granite  St  (R) 

Sibbields  Mary  social  wkr  hl29  Granite  St  (R) 

Sibley  Ann  studt  r37  Highland  St 

Sibley  Charles  (Margt  M)  (Sibley  Landing)  h37  Highland  St 
Sibley  Geo  R  studt  r37  Highland  St 

Sibley  Landing  (Charles  W  Sibley)  boat  livery  17  Rocky  Neck  Av 
Sibley  Margt  (English  Bk  Shop)  r85  Mt  Pleasant  Av 
Sibley  Marion  H  studt  r37  Highland  St 
Sichelstiel  Georgia  tchr  Hovey  Sch  hi 45  Essex  Av  Apt  4 
Sides  Robt  W  Summer  Res  hAtlantic  Rd 

Sidlowski  Cathy  hsekpr  Addison  Gilbert  Hosp  r22  Reynard  St 
Sidlowski  Edna  nurse  Addison  Gilbert  Hosp  rl2a  Mystic  Av 
Sidlowski  James  E  (Carol  A)  regulator  mtcemn  N  Shore  Gas  h22 
Reynard  St 

Sidlowski  Louis  G  (Edna)  retd  hi 2a  Mystic  Av 
Siegmund  Robt  (Barbara)  mgr  h88a  Marmion  Wy  (R) 

Signor  Ruth  S  Mrs  dean  of  women  Endicott  College  (BEV)  h37  Shore 
Rd 

Sikorski  Carl  (Joan)  hl7  Thatcher  Rd 

Silhouette  &  Portraits  Designs  By  Anncraft  (Ann  I  Bouteleer)  Tuna 
Wharf  (R) 

Silva  Albert  N  III  lab  r29  Hodgkins  St 
Silva  Alfredo  (Berta  L)  pkr  Gorton’s  hl3  Staten  St 
Silva  Alma  E  (Wid  John  L)  teller  Gloucester  Co-Operative  Bank  hlO 
Old  Ford  Rd 

Silva  Andrea  K  Mrs  elk  Cape  Ann  Savings  Bank  r75  High  St 
Silva  Augustus  J  (Helen  E)  driver  Bomac  h64  Poplar  St 
Silva  Barbara  M  nurses  aide  Addison  Gilbert  Hosp  rl4  Silva  Ct 
Silva  Barry  driver  Glou  Marine  Railways  r31  Green  St 
Silva  Benj  F  (Patricia  J)  jan  Gorton’s  hl6  Riverdale  Pk 
Silva  Bernard  E  (Aili)  mach  Independent  Mach  hl2  Sadler  St 
Silva  Bradford  (Virginia)  lumper  hl6  Ledgemont  Av 
Silva  Brothers  (James  B  Jr  Everett  C  Silva  &  Philip  Zeeman)  florists 
5  Granite  St  (R) 

Silva  Carleton  R  (Marie)  mech  Tally’s  Auto  Sales  h6  Baker  St 

Silva  Carlton  (Mildred)  retd  hl9  Hillside  Ct 

Silva  Charlotte  h43  Middle  St 

Silva  Charlotte  C  Mrs  retd  r7  Taylor  St 

Silva  Clement  J  (Doris  A)  hl6  Rockport  Rd 

Silva  Cynthia  A  studt  r4  Cedar  St 

Silva  Darrel  elk  Automotive  Distr  rRiverdale  Pk 

Silva  Deborah  studt  r52  Eastern  Point  Rd 

Silva  Diane  studt  r5  Gott  Av  (R) 

Silva  Diane  catalog  dept  Sears  r8  Rockport  Rd 
Silva  Diane  studt  rl6  Rockport  Rd 
Silva  Donald  III  carp  r7  Taylor  St 

Silva  Donald  L  Jr  (Cherie  L)  carrier  Postal  Service  h7  Taylor  St 

Silva  Doris  catalog  dept  Sears  r€  Rockport  Rd 

Silva  Dorothy  H  (Wid  Joseph)  pkr  OUF  h!6  Summit  St 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Moss.  01930  Tel.  283-1416 

353 


Silva  Edmund  P  (Eleanor  M)  mgr  Sherm’s  Cape  Ann  Vets  Inc  h8 
Chestnut  St 

Silva  Edna  M  dietary  wkr  Addison  Gilbert  Hosp  hlO  Prospect  St 

Silva  Edw  (Joanne)  emp  Gorton’s  h25  Millett  St 

Silva  Edw  O  linemn  NET&T  rl2  Sadler  St 

Silva  Elenor  emp  Mighty  Mac  h65  Friend  St 

Silva  Elva  M  Mrs  fish  pkr  Gorton’s  h2  Perkins  St 

Silva  Emerio  (Maria)  h9  Luzitana  Av 

Silva  Evelyn  J  (Wid  John  E)  retd  hl2  Harvard  St 

Silva  Everett  C  (Marie  E)  (Silva  Bros)  hi 26  Main  St  (R) 

Silva  Everett  L  retd  hlO  Sadler  St 
Silva  Florence  J  pkr  Gorton’s  h85  Prospect  St 
Silva  Florencio  A  (Irma  E)  retd  hl9  N  Kilby  St 
Silva  Frances  N  bkpr  h68  Poplar  St 

Silva  Frances  R  Mrs  supvr  D  O  Frost  Co  r97  Maplewood  Av 

Silva  Gary  studt  rl33  Riverdale  Pk 

Silva  Geo  A  emp  Le  Pages  r51  Warner  St 

Silva  Gervaise  (Norma  C)  retd  hi 33  Riverdale  Pk 

Silva  Helen  (Wid  Manuel  J)  hl3  Columbia  St 

Silva  Ida  M  (Wid  Lewis  C)  retd  hi  14  Pleasant  St 

Silva  Irene  F  Mrs  ktchn  wkr  Huntress  Pub  Med  Inst  r23  Taylor  St 

Silva  Irma  hsekpr  Ralph  Waldo  Emerson  Inn  rl9  N  Kilby  St 

Silva  Isabel  M  retd  hl9  Friend  St 

Silva  James  (Sylvia)  lobstermn  h33x/2  Sargent  St 

Silva  James  B  Jr  (Viola)  (Silva  Bros)  hl30  Main  St  (R) 

Silva  Joel  Peter  (Geraldine  F)  atndt  Hodges  Battery  Sta  h88 
Riverdale  Pk 

Silva  John  (Norma)  mach  Borneo  Inc  h4  Cedar  St 
Silva  John  A  retd  h25  Elm  St 

Silva  John  E  Jr  (Mary  L)  sis  rep  N  Shore  Gas  h52  Eastern  Point  Rd 
Silva  John  F  (Anna  E)  firefighter  Rockport  Fire  Dept  h213b  Main  St 

(R) 

Silva  John  F  Jr  (Paulette  A)  (Rockport  Coin  Co)  h6  Williams  Ct 
Silva  John  G  bus  agt  Gloucester  Sea  Food  Wkrs  Dist  Local  15 
hFernwood  Hts 

Silva  John  R  (Janice  S)  cash  Bldg  Center  h25  Elm  St 
Silva  John  R  (Rose  A)  USN  r97  Maplewood  Av 
Silva  Jose  (Alcinda)  freezermn  Gorton’s  hl3  Staten  St 
Silva  Jose  II  studt  rl3  Staten  St 

Silva  Joseph  B  (Patricia  E)  carrier  P  O  hl8  Abbott  Rd 

Silva  Joseph  C  Jr  (Ruth  E)  (Anker  Inn)  hlOO  Friend  St 

Silva  Joseph  P  (Kathryn  A)  htg  eng  Cape  Ann  Forge  hl5  Bass  Av 

Silva  Julia  V  (Wid  Joseph  M)  retd  h49  Taylor  St 

Silva  June  beautician  Barbaras  Of  Magnolia  rFernwood  Hts 

Silva  Kathleen  studt  rl8  Abbott  Rd 

Silva  Kathleen  retd  rl8  Ryan  Rd 

Silva  Kenneth  studt  r25  Elm  St 

Silva  Laura  A  dietary  wkr  Addison  Gilbert  Hosp  rFernwood  Hts 
Silva  Laura  P  Mrs  waitress  Capt  Courageous  hThurston’s  Pt 
Silva  Leroy  C  Jr  (Grace  M)  forest  warden  Town  Of  Rockport  h79b 
High  St  (R) 

Silva  Leroy  C  Jr  (Anna  T)  carp  hRear  64b  High  St  (R) 

Silva  Lillian  M  (Wid  Richd)  retd  h9  Lookout  St 
Silva  Louise  Mrs  h2  Summit  St 

Silva  Lucille  T  (Wid  Arth)  exam  Mighty  Mac  h51  Warner  St 
Silva  Lynette  r7  Taylor  St 
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Silva  Mabel  retd  r25  Sargent  St 

Silva  Manuel  (Augusta)  retd  hRear  652  Essex  Av 

Silva  Manuel  N  (Marie  A)  emp  Gloucester  Eng  hi  Forest  St 

Silva  Manuel  P  III  (Barbara  A)  mach  City  Of  Gloucester  h25  High  St 

Silva  Manuel  T  Jr  (Phyllis  M)  h937  Washington  St 

Silva  Maria  B  Gibbs  Sectl  School  (B)  rl3  Staten  St 

Silva  Maria  C  emp  Gorton’s  rl  Forest  St 

Silva  Maria  T  emp  Gorton’s  rl  Forest  St 

Silva  Marie  bkpr  Felicia  Oil  r6  Baker  St 

Silva  Marion  L  Mrs  homemkr  Actions  Inc  h82  Maplewood  Pk 

Silva  Mark  (Judith  A)  slsmn  Building  Center  (R)  h29  School  St  (R) 

Silva  Marshall  (Yvonne)  drftsmn  VAPI  hl8  Ryan  Rd 

Silva  Mary  elk  Sitto’s  rMarina  Dr 

Silva  Mary  Mrs  packer  Gorton’s  h91  Friend  St 

Silva  Mary  E  studt  rl8  Abbott  Rd 

Silva  Mary  J  Mrs  retd  hi  13  Prospect  St 

Silva  Mary  L  Mrs  tchr  aide  Beeman  Mem  Sch  r52  Eastern  Pt  Rd 
Silva  May  A  Mrs  retd  hl56  E  Main  St 
Silva  Michael  rl6  Rockport  Rd 

Silva  Mildred  B  (Wid  Joseph  C)  pkr  Gorton’s  hl7  Lynndale  Av 
Silva  Milton  S  (Mary  G)  retd  h30  Marina  Dr 
Silva  Palmeda  fish  wkr  Gorton’s  rll3  Prospect  St 
Silva  Patricia  J  ward  aide  Addison  Gilbert  Hosp  rl6  Riverdale  Pk 
Silva  Paul  J  (Eleanor  M)  freezer  formn  Quincy  Mkt  &  Cold  Stge  h22 
Concord  St 

Silva  Paul  J  Jr  USA  r22  Concord  St 

Silva  Paula  hd  cook  Cape  Ann  Nursing  Home  rl3  Old  Ford  Rd 
Silva  Paulette  tchr  aide  Action  Inc  r6  Williams  Ct 
Silva  Peter  studt  rThurston’s  Pt 
Silva  Peter  r30  Marina  Dr 

Silva  Phyllis  A  (Wid  Everett)  retd  h42  Poplar  Pk 
Silva  Ralph  F  emp  D  O  Frost  h213a  Main  St  (R) 

Silva  Ralph  G  (Alice  M)  formn  Gloucester  Marine  Railway  h31  Green 
St 

Silva  Rhoda  Mrs  elk  Ina’s  rl6  Fuller  St 
Silva  Richd  A  (Sandra)  emp  Ocean  Crest  h43V2  Warner  St 
Silva  Richd  P  (Barbara)  custdn  Sawyer  Free  Library  h9  Davis  St 
Silva  Richd  R  (Janet  E)  servmn  Mass  Elec  hl3  Old  Ford  Rd 
Silva  Richd  R  Jr  studt  rl3  Old  Ford  Rd 

Silva  Richd  S  (Cheryl  A)  emp  City  Of  Gloucester  h26  Green  St 
Silva  Robt  E  (Barbara  F)  drftsmn  Sylvania  (S)  hl5  Englewood  Rd 
Silva  Robt  E  shipper  Mighty-Mac  rl9  N  Kilby  St 
Silva  Robt  E  (Eleanor  A)  lead  eng  Le  Page’s  h5  Gott  Av  (R) 

Silva  Robt  L  (Judith  M)  storekpr  Northeast  Airlines  (B)  hl8  Grove  St 

Silva  Ronald  t  v  repr  h4  Cedarwood  Rd 

Silva  Sherry  h8  Prospect  St 

Silva  Shirley  E  elk  rl6  Riverdale  Pk 

Silva  Sophie  (Wid  Manuel)  retd  hl53  Western  Av 

Silva  Stanley  (Lena)  elk  Cape  Ann  Mkt  h62  Centennial  Av 

Silva  Steven  M  emp  Gortons  h64  Friend  St 

Silva  Steven  R  studt  rl6  Riverdale  Pk 

Silva  Terry  D  (Gale  A)  tchr  aide  Glouc  Sch  Dept  h31  Thatcher  Rd 

Silva  Thos  dairy  mgr  Cape  Ann  Mkt  r62  Centennial  St 

Silva  Timothy  studt  r75  High  St 

Silva  Viola  M  (Wid  Albert  N  Jr)  h29  Hodgkins  St 

Silva  Warren  (Judith  M)  USA  h2  Norseman  Av 
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Silva  Wayne  studt  r7  Taylor  St 
Silva  Yvonne  tchr  Maplewood  Sch  rMagnolia 
Silveira  Albert  (Priscilla  H)  truck  driver  h3  Beckford  St 
Silveira  Annie  F  (Wid  Joseph  I)  retd  h32  Perkins  St 
Silveira  Annie  M  retd  r32  Perkins  St 
Silveira  Anthony  (Mary  A)  h39  School  St 
Silveira  Cynthia  J  ofc  wkr  Gortons  rl6  Reynard  St 
Silveira  Edmund  J  (Florence  M)  acct  11  Juniper  Rd  hll  Juniper  Rd 
Silveira  El  vino  (Isolena)  opr  Le  Page’s  r3  Willow  St 
Silveira  Eug  J  (Ellen)  driver  West  End  Taxi  Serv  h5  Marina  Dr 
Silveira  Gerald  (Lucia  P)  foremn  hlO  Morton  PI 
Silveira  Geraldine  F  bmo  Filene’s  (B)  r4  Myrtle  Sq 
Silveira  Jeanne  studt  rRear  16  Reynard  St 
Silveira  Jessie  (Wid  John)  h50  School  St 
Silveira  Joaquin  lobstermn  h59  Wheeler  St 
Silveira  John  J  Jr  (Rosalinda  S)  retd  h59a  Perkins  St 
Silveira  Joseph  bridge  atndt  State  D  P  W  r71  Middle  St 
Silveira  Joseph  retd  rl32  Western  Av 
Silveira  Joseph  F  clo  ctr  Mighty  Mac  h4a  Perkins  St 
Silveira  June  daycare  mother  Action  Inc  r39  Pearl  St 
Silveira  Manuel  (June)  fish  wkr  (B)  h39  Pearl  St 
Silveira  Manuel  (Hazel  F)  leadmn  Le  Page’s  h8  Exchange  St 
Silveira  Mary  E  elk  Goldman’s  r7  Bertoni  Rd 
Silveira  Russell  (Mary  E)  fishermn  h7  Bertoni  Rd 
Silveira  Russell  J  (Gertrude  C)  installer-repr  NET&T  hRear  16 
Reynard  St 

Silveira  Suzanne  reept  Gorton’s  r53  Western  Av 

Silver  Joseph  C  Jr  kitchen  wkr  Anker  Inn  (R)  h30  Cleveland  St 

Silver  Peter  (Linda)  emp  N  E  T  &  T  h2  Mason  Ct 

Silveria  Antonia  (Evelyn  R)  emp  United  Shoe  (BEV)  h44  Friend  St 

Silveria  Georgina  (Wid  Manuel)  retd  hlO  Oak  St 

Silveria  Helia  C  Mrs  h7  Luzitana  Av 

Silversmith’s  (James  Russell)  145  Granite  St  (R) 

Silversmithed  (Tom  Brown)  Doyle  Cove  Rd  (R) 

Silvonen  Walter  J  (Priscilla  M)  tractor  opr  Cape  Ann  Tool  h58 
Langsford  St 

Simas  Gertrude  (Wid  Manuel)  retd  h39a  Friend  St 
Similewich  Wm  J  sum  res  60  Witham  St  r Waltham  Mass 
Simmerman  Peter  interpreter  hl82  Granite  St  (R) 

Simmons  See  Also  Simon  And  Symonds 
Simmons  Cindy  h2  Cross  St 

Simmons  Dorothea  M  elk  Cape  Ann  Med  Center  h83  Gloucester  Av 
Simmons  Evelyn  T  treas  G  Everett  Mahony  Inc  r83  Gloucester  Av 
Simmons  Harriet  A  Mrs  sum  res  h83  Long  Beach  St  (R) 

Simmons  Harriett  A  (Wid  Lezandro  Jr)  retd  hi 82  E  Main  St 
Simmons  Helen  (Wid  Henry)  reept  Cape  Ann  Med  Center  h52 
Eastern  Point  Rd 

Simmons  Ida  G  (Wid  John  A)  retd  h33  Elm  St 
Simmons  Irene  H  r83  Gloucester  Av 

Simmons  Steve  ofc  mgr  Foster  From  Gloucester  rSwampscott  Mass 

Simms  Amy  (Wid  Chas  F)  retd  h25  Dock  Sq  (R)  Apt  2b 

Simoes  Anibal  S  (Adeline)  retd  h41  Friend  St 

Simoes  Joseph  H  (Christine  L)  mtcemn  Gorton’s  hl2  Amero  Ct 

Simon  See  Also  Simmons  And  Symonds 

Simon  Carol  pkr  r8  Ferry  La 

Simon  David  J  (Marilyn  S)  formn  O’Donnell-USEN  h41  Warner  St 
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Simon  David  J  Jr  scud:  r41  Warner  5: 

Sr-;:  lari  J  Va-gir.ia  M  emp  O  U  F  h8  Ferry  La 
Semon  Josepn  D  scud:  r41  Warner  S: 

Simon  Joseph  H  hlpr  Searcco  Kitchens  ho  Willow  St 
■Simor  Mary  Wd  Joseph  re:d  hi"  Widow  5: 

Simon  Natalme  :a  hlCv-4  Washington  S: 

Simon  Paul  T  scud:  r4l  Warner  S: 

Simon  Richd  rf  Widow  St 
Simon  rue:  ro  Willow  S: 

Simon  Thos  J  Simon  s  Spore  Cen:er  rlT  Willow  S: 

Simon  Valerie  hd  cafeteria  Pigeon  Cove  School  rSpring  St 
Glooccister 

omon  •  alerie  D  Mrs  GIouc  seer  Engineering  h-S  Commonwealth  Av 
Simon  s  Sport  Cencer  Tbos  J  Simon  311 A  Main  St 
Simoneau  Betty  fcty  war  rll  Acacia  S: 

Simcneau  Sharon  L  fish  war  rL2  Acacia  St 
Simon ian  John  M  June  L  driver  h  Frank  St  R 
Simonson  Albert  Julie  emp  Varian  Assoc  h39  Centennial  Av 
Sflitmi  Bcotera  M  Wid  Robe  oaht  mar  12  Green  St  hl2  Green  St 
R 

Simpson  Grace  Mrs  nurse  Add  won  Gilbert  Hosp  h2S2  Washington  St 
Carl  scud:  r26  Leonard  Sc 

Carlo  J  Pny...-is  A  state  fishery  arc  h26  Leonard  St 
JLarles  rCape  Ann  Nursing-  Home 
Deborah  stun:  r26  Leonard  St 
•maun  Colons  retd  r44  South  S:  R 
Lmaun  Frantme  emp  City  Had  rl9  Riggs  St 
Imsun  F ran  ?.  nshermn  r-3-4  Perkuna  St 
n~.=un  mane.  Mrs  Leo's  Pisa  r2"  Friend  S: 

•maun  Jam  as  R-tse  emp  OL'F  hl&  Puggs  St 
•maun  James  asst  meat  ocr  Step  L  Shop  rGioueescer  Maas 
t  ~  aura  -.ames  J  Natalie  ccnstr  war  n2  Mansfield  Ct 
•maun  J  ames  •  Nancy  meat  otr  Stop  &.  Shop  ?  hl6  Essex  St 


5 .  r.aui-a  Joseph  rl9  ?. _ggs  Sc 
omaun  Joseph  Patricia  fisherman  h.34  Perkms  St 

n.  r.aun  Joseph  A  studx  r3-4  Peruos  S: 

-maun  Leo  J  Plane.  E  Lee's  Pinza  h27  Friend  St 
-maun  Lous  J  Mary  G  fonnn  m.a-d  Postal  Service  n2S  Riverside 
Av 

nmaun  Marge  r.  m  Josepn  flan  w£j*  O  U  F  nil  Lynndaie  Av 
-maun  Margfaeiiia  C  sec  Champion  Pxu  h20  Burnnam  St 
nmaun  P-use  •'•.o  John  retd  h2C  Lmden  Rd 

o .  n.aun  canon  stun:  r26  Leman  S: 

nmaun  ncepn  _  Flora  M  Steverino’s  Sub  Sandwiches  h62  Harrison 
Av 

Sbcarage  Shirley  C  Mrs  oasn  Mass  Elec  r2  Sprang  St 
-moa-aue  Wm  S  Shirley  C  lab  Faulk  Bros  h2  Spring  St 
n.r.i  a  -  Francis  C  Les„e  N  programmer  Sylvania  D  hi 27  Wheeler 
St 

-mo_a_r  dee  stewardess  Amer  Am  L.r.es  h227  Granite  St  R  Apt  3c 
n.nt.a.r  Roc:  hi 7  Montvale  Av 

~mm:m  Mum  Arm. a o  Smncm  sum  res  h42  Eastern  Point  Rd 
-muer  David  Margaret  an m r.  Gordon  College  Rancor  hl58 
Hespem-s  Av  Apt  2 

nmterotnc  Carp  Allan  L  Mamn  Pres  Blaccoura  Dr 
mpo'-m  *  n  P  .Anna  sum,  res  E.mo  La  rCaxriD range  Maas 


GRANITE  SAVINGS  BANK 

SAVINGS  aCCOLnTS — MORTGAGE  ICanS 
SAV.nGS  Ban<  UFE  nS~'AnCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Sisters  Of  Mercy  sum  convent  hSt  Louis  Av 
Sisters  Of  Notre  Dame  Kent  Rd 

Sisters  Svea  Cir  No  864  Companions  The  Forest  Am  58  Broadway  P. 
Sittos  Discount  (Terry  Curtis!  168  Main  St 
Skaradzinski  John  W  sum  res  hl31a  Wheeler  5: 

Skarnik  Helen  retd  hi  150  Washington  St 
Skeffington  Nancy’  sec  h 2  Ocean  Av  Apt  If 

Skerry  John  B  Jr  (Ann  P>  prod  mgr  Flex  Key  Corp  nil  '.Vocsoo  5: 
Skerry  Lois  I  jr  tech  hi  160  Washington  St 
Ski’s  Bakery  (Everett  E  Arruda  51  Washington  St 
Skillen  Dorothy  D  Mrs  nurses  aide  Addison  Gilbert  Hasp  r321 
Washington  St 

Skillen  Elliot  G  Senja •  retd  h54  Langsford  S: 

Skillen  Helen  pkr  Le  Page's  r82  Concord  S: 

Skillen  John  R  Irene  M  diesel  mech  Hubbe  Fng  '•‘•'oc_m  h39 
Sumner  St 

Skillen  Richd  J  Dorothy  D  mech  Le  Page  s  nib",  ■‘■'asr.mgccn  S: 
Skillen  Robt  E  Helen  G  lead  mech  Le  Page's  nt_  Concord  S: 

Skillen  Virginia  N  ofc  sec  Mighty  Mac  r32C  Wasr  ngton  S: 

Skinner  Daniel  Margt  retd  hi 9  Whittemore  S: 

Skinner  Domenick  elk  Mai's  r8  Harbor  Rd 

Skinner  Donald  Bette  A  colir  Robt  C  Hiltz  Em  S: 

Skinner  Dorothy  stud:  rl28  E  Main  St 

Skinner  Geo  L  Marcia  George’s  A -to  Body  Shop  h”  3  ?»Lap.e~  tod 

Pk 

Skinner  John  F  Evelyn  retd  h81  Maplewood  Pi : 

Skinner  John  F  Jr  Suzanne  emp  B  F  Gcxxir.cn  r20  Prospect  Sc 
Skinner  Julie  A  fish  wkr  Fish  Iher  r81  Maplewood  Pk 
Skinner  Laura  G  retd  r7  Cliff  Rd 
Skinner  Ronald  H  r81  Maplewood  Ps 

Skinner  Suzanne  Mrs  nurse  Addison  G Ebert  Hcep  rEO  Prospect  Sq 
Skinner  Wm  T  < Jeanne1  physical  dir  Y  M  C  A  hRear  "40 
Washington  St 

Skoniech  Nancy  Mrs  hi 45  Essex  Av  Apt  2 
Skroback  Andrew  E  sum  res  h29  Harnett  Rd 
Skrobacz  Barbara  Mrs  h37  Eastern  Av 

Skudlark  Anne  A  Mrs  physical  ed  tchr  Rockpcrt  Sen  Dept  h~ 

Granite  St  (R> 

Skwark  Margt  stuat  r24o  E  Main  St 
Skwark  Peter  ins  agt  s  h24o  E  Main  St 
Slack  Wm  F  h4  South  St  R 

Slade r  J  P  Deborah  ambulance  driver  it 44”  Washington  S: 

Slafsky  Harry  dda  S  retd  h203  Western  Av 
Slaney  Annie  M  W*id  Gregory  J  h4  Miliect  St 
Slaney  Joseph  A  mach  r4  MElett  St 
Slater  Peter  USA  rT6  Centennial  Av 

Slater  W'm  J  Martha  E  lab  Utility  MEs  h"6  Centennial  A- 

Sloan  Florence  C  retd  h8  Pearl  St 

Sloan  Mabel  retd  r44  South  S:  R 

Sloan  Perciila  <Wid  Dies  retd  h5  Pearl  St 

Sloane  Percy  retd  h5  WaE  St 

Slocum  Gary  Ann  rntcemn  Gorton's  h”45  Western  Av 

Sloviski  Wm  Beverly!  emp  Cape  Ann  Anchor  i  Forge  nlD  Babscn  Ct 

Small  Fry  Shop  The  Maurice  Dancour  chEdrens  clo  56  S  xi  th  Rd 

(R) 

Small  Harold  S  (Jean  B  retd  h!2  Wonson  St 
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Smedburg  Irene  A  Mrs  prsr  E  A  Greet  Inc  hl6  Sadler  St 

Smerek  Starr  elk  Grants  rlOl  Washington  St 

Smith  A  W  sum  res  hl5  Barberry  Wy 

Smith  Abigail  ofc  sec  rAdams  Hill  Rd 

Smith  Albert  C  insp  hJohn  Coggeshall  Rd 

Smith  Albert  E  (Josephine  M)  electn  Sylvania  (Ipswich)  h50  Sumner 
St 

Smith  Alf  M  (Constance  E)  carrier  P  O  h24  Dodge  St 
Smith  Alice  C  retd  r7  Cliff  Rd 

Smith  Alice  P  (Wid  Robinson)  h40  Marmion  Wy  (R) 

Smith  Allan  (Jody)  emp  Gloucester  Eng  h46  Main  St  (R) 

Smith  Allyn  F  (Marjorie  D)  serv  rep  Mass  Elec  hWolf  Hill  St 
Smith  Allyn  F  Jr  (Jeanne  F)  policemn  City  Police  Dept  h99 
Maplewood  Av 

Smith  Angela  ofc  sec  Cunningham  &  Kerr  r28  Fort  Sq 
Smith  Anna  E  (Wid  Frank  W  Jr)  nurse  Beverly  Hosp  h5  Pigeon  Hill 
(R) 

Smith  Anna  J  retd  r56  High  St 
Smith  Arth  prof  (Milton)  h4  Hawthorne  La 
Smith  Arth  F  (Feurina  C)  retd  h2  Green  St 
Smith  Azella  M  retd  rl21  Wheeler  St 
Smith  Barbara  A  Mrs  emp  A  D  C  h9  Burnham  St 
Smith  Benj  A  II  (Barbara  M)  pres-treas  Merchant  Box  Co  h54 
Leonard  St 

Smith  Benj  A  III  (Gail  P)  (S&S  Box  Co)  h4  Leonard  St 
Smith  Benjamin  A  Playground  75  E  Main  St 
Smith  Bessie  M  (Wid  Homer  H)  retd  h21  Commonwealth  Av 
Smith  Betsey  studt  r252  E  Main  St 
Smith  Bob  Travel  Agency  (Robt  Smith)  57  Middle  St 
Smith  Bradley  exec  dir  Cape  Ann  Project  For  Elders  &  Handicapped 
rManchester  Mass 

Smith  Carole  A  emp  Gorton’s  r40  Green  St 
Smith  Caroline  E  rl21  Maplewood  Av 
Smith  Cathleen  studt  r54  Leonard  St 
Smith  Cecil  H  sum  res  hSalt  Island  Rd 

Smith  Cedric  M  (Donna  A)  mgr  Giant  Valu  (Melrose)  h6  Summit  St 
Smith  Cephas  A  (Margt  M)  retd  h4  Brooks  Rd  (R) 

Smith  Cephas  A  Jr  studt  r4  Brooks  Rd  (R) 

Smith  Charles  W  (Elana  M)  insp  h86  Langsford  St 
Smith  Charlotte  C  (Wid  Louis)  retd  h45  E  Main  St 
Smith  Chester  (Mary)  pkr  Gorton’s  h6  Magnolia  Av 
Smith  Chester  Jr  (Clara)  h55  Fort  Sq 
Smith  Christina  adv  consultant  h24  Dalton  Av 

Smith  Dale  J  (Jeanette  B)  gent  serv  dir  Addison  Gilbert  Hosp  h243 
Eastern  Av 

Smith  David  (Carol)  emp  Bomac  h40  Green  St 
Smith  David  tchr  Ralph  B  O’Maley  Mdl  Sch  rBeverly  Mass 
Smith  David  L  (Helen  M)  mach  United  Shoe  h439  Washington  St 
Smith  Donald  A  (Rose  A)  elk  h6  King  St  (R) 

Smith  Donald  E  (Edith  R)  v-pres  Mass  Coastal  h95V2  Concord  St 
Smith  Dorothy  C  Mrs  nurse  Cape  Ann  Nursing  Home  r505 
Washington  St 

Smith  Duane  B  (Carol  C)  lwyr  Town  Of  Rockport  hPenzance  Rd  (R) 
Smith  Edith  (Wid  Ralph  M)  retd  hl8  Hammond  St 
Smith  Edna  L  (Wid  J  Raymond)  pres-treas  J  Raymond  Smith  Inc 
hSouth  St  (R) 


Cape  Ann  Area 
Chamber  of  Commerce 


t30  MAIN  ST. 


TELS.  283-1601  AND  283-1602 
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Smith  Eliz  retd  rRiverview  Rd 

Smith  Emily  dietn  supvr  Bev  Sch  Dept  h35  Warner  St 

Smith  Ernest  C  (Carol  A)  sht  mtl  wkr  Am  Eng  (S)  h3  Andrews  Ct 

Smith  Ernest  G  (Gladys  E)  retd  hi 5a  Norwood  Av  (R) 

Smith  Everett  W  (Gladys)  retd  h97  Washington  St 

Smith  Francis  E  sum  res  Eden  Rd  (R)  r Winchester  Mass 

Smith  Francis  S  Jr  (Joanne  M)  h2  Ocean  Av  Apt  3h 

Smith  Fredk  A  Jr  (Erma  P)  v-pres  Murmac  Mfg  h3  Cove  Hill  La  (R) 

Smith  Fredk  C  mach  Murmac  Mfg  h217a  Main  St  (R) 

Smith  G  Edwin  III  studt  rAdams  Hill  Rd 
Smith  G  H  Berard  Jr  retd  hRear  624  Western  Av 
Smith  Gardner  H  (Mildred  C)  (North  Shore  Credit  Bureau)  h269  E 
Main  St 

Smith  Gary  S  (Patricia)  studt  hi 20  Bass  Av 

Smith  Geo  A  (Michelle)  mach  Murmac  Mfg  hl31  Granite  St  (R) 

Smith  Geo  E  II  (Barbara  E)  hAdams  Hill  Rd 

Smith  Geo  W  (Ruth  S)  retd  hl55  Granite  St  (R) 

Smith  Girard  C  rlO  Vine  St 
Smith  Grace  retd  r51  High  St  (R) 

Smith  Grant  W  r505  Washington  St 

Smith  Gregg  W  tchr  Gloucester  High  Sch  h2  Hawthorne  La 
Smith  H  Robt  Rev  (Anne  B)  retd  hi  Pleasant  St  (R) 

Smith  Harold  L  retd  r339  Main  St 
Smith  Harry  N  retd  hl21  Maplewood  Av 
Smith  Harvey  (Angela)  musician  wrtr  h28  Fort  Sq 
Smith  Hugh  H  retd  hl03  Granite  St  (R) 

Smith  Isabelle  G  (Wid  Albert  E)  catalogue  dept  Sears  hLawrence 
Mountain  Rd 

Smith  J  Fred  ins  agt  r3  Cove  Hill  La  (R) 

SMITH  J  RAYMOND  INC  Mrs  Edna  L  Smith  President- 

Treasurer,  Charles  G  Burbank  Assistant  Treasurer-General 
Manager,  Building  Materials,  17  Railroad  Av  (Rockport, 
01966),  Tels  546-2229,  546-2276  (See  Index  To  Advertisers) 
Smith  James  retd  rl3  School  St 
Smith  James  T  (Yvonne  C)  retd  h29  Broadway  (R) 

Smith  Janice  R  h227  Concord  St 

Smith  John  C  utility  wkr  Mass  Elec  hRear  169  Western  Av 
Smith  Joseph  W  (Doris  K)  retd  h60  Grove  St 
Smith  Joseph  Yeardley  (Martha)  sum  res  704  Washington  St 
r Washington  D  C 

Smith  Julie  waitress  Ernie’s  Cape  Ann  Diner  r54  Eastern  Av 
Smith  Kathleen  summer  res  h23  Marmion  Wy  (R) 

Smith  Kathleen  retd  h34a  High  St  (R) 

Smith  Kenyon  rl21  Maplewood  Av 

Smith  L  E  Inc  Mrs  Edna  L  Smith  Pres  Raymond  G  Smith  Treas 
Stuart  G  Lane  Mgr  hdw  Rear  17  Railroad  Av  (R) 

Smith  Laurie  S  carp  r60  High  St 
Smith  Leland  mech  O  V  F  rOld  Salem  Rd 

Smith  Leland  P  (Irene  F)  (Mt  Pleasant  Riding  Sch)  h55  Mt  Pleasant 
St  (R) 

Smith  Lena  A  (Wid  Roland  L)  retd  h34  King  St  (R) 

Smith  Leo  R  U  S  A  rl4  Eden  Rd  (R) 

Smith  Lilly  A  (Wid  John  A)  retd  hi  Oakland  Av  (R) 

Smith  Loma  A  (Wid  E  Morton)  retd  hl55  Main  St  (R) 

Smith  Lyle  J  (Linda)  h4  Parker  Ct 

Smith  Lyman  B  sum  res  Eden  Rd  (R)  r Winchester  Mass 
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Smith  Madeline  (Wid  Wallace)  retd  hi  Poplar  Pk 

Smith  Margt  (Wid  Reginald  H)  sum  res  hSalt  Island  Rd 
Smith  Margt  domestic  rll3  Marmion  Wy  (R) 

Smith  Marie  Mrs  gallery  asst  Rockport  Art  Assn  rKing  St  (R) 

Smith  Marilyn  A  Mrs  recpt  Le  Page’s  rlO  Viking  St 
Smith  Mary  summer  res  h23  Marmion  Wy  (R) 

Smith  Mary  H  Mrs  retd  hl4  Riverside  Av 
Smith  Max  Mrs  retd  h44  Lexington  Av  Apt  24 
Smith  Mazie  E  retd  hl21  Wheeler  St 
Smith  Melissa  C  (Wid  Wm)  retd  h3  Norwood  Av  (R) 

Smith  Mildred  A  Mrs  library  asst  Sawyer  Free  Library  rSquam  Rock 
Rd 

Smith  Morgan  K  hWharf  Rd  (R) 

Smith  Muriel  A  Mrs  h54  Eastern  Av 

Smith  N  Hale  artist  153  Granite  St  (R)  hl53  Granite  St  (R) 

Smith  Orren  F  (Lura  T)  retd  h20  Pleasant  St  (R) 

Smith  Patricia  G  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rMarblehead 
Mass 

Smith  Paul  kitchen  wkr  Cape  Ann  Nursing  Home  rlpswich  Mass 

Smith  Paul  (Debra)  sanitary  eng  S  C  A  (Rowley)  hl6  Magnolia  Av 
Apt  3 

Smith  Paul  D  retd  rl03  Granite  St  (R) 

Smith  Pauline  F  ofc  sec  Murmac  Mfg  r441  Essex  St 

Smith  Perrin  F  (Mary  F)  retd  h510  Essex  Av 

Smith  Peter  (Eliz  G)  publ  9  Lexington  Av  h246  Western  Av 

Smith  Peter  L  emp  Atlantic  Seafoods  r68  E  Main  St 

Smith  Philip  G  hydro  geologist  Stone  &  Webster  (B)  rl4  Eden  Rd  (R) 

Smith  Ralph  M  (Sarah  E)  retd  hRear  7  Marshall  St  (R) 

Smith  Ralph  W  (Janette  B)  undwrtr  Am  Hdw  Mut  Ins  hOld  Salem 
Rd 

Smith  Raymond  G  treas  L  E  Smith  Inc  hSouth  St  (R) 

Smith  Reginald  H  Jr  (Nancy)  sum  res  Orchard  Rd  rWenham  Mass 
Smith  Richd  C  (Kathryne)  genl  hlpr  Atlantic  Seafood  h68  E  Main  St 
Smith  Robt  (Bob  Smith  Travel  Agency)  h78  Atlantic  St 
Smith  Robt  A  (Rosann)  formn  Cressy  Drorenn  h71  Perkins  St 
Smith  Robt  L  (Margt  M)  tr  ofcr  Cape  Ann  Bk  &  Tr  hl4  Eden  Rd  (R) 
Smith  Robt  M  (Eileen)  pilot  Am  Airlines  (EB)  hl24  Marmion  Wy  (R) 
Smith  Roger  H  cash  Gorton’s  r34  King  St  (R) 

Smith  Roger  P  tv  producer  rl7  South  St  (R) 

Smith  Roland  (Julie  A)  programmer  Atkinson  Shoe  Bds  hl8  Cleaves 
St  (R) 

Smith  Roland  J  (Ruth  P)  driver  Rockport  Oil  h63  High  St  (R) 

Smith  Royal  E  sum  res  hl9  Beach  St  (R) 

Smith  Rubie  M  retd  r5  Smith  Rd  (R) 

Smith  Russell  F  (Barbara  J)  watchmn  hi  Riverdale  Pk 
Smith  Russell  G  (Mary  E)  retd  h887  Washington  St 
Smith  Russell  N  retd  rl33  Prospect  St 
Smith  Sandra  (Wid  Donald  F)  h5  Linden  Rd 

Smith  Sherman  C  (Shirley  F)  cost  dept  United  Shoe  (BEV)  h647 
Essex  Av 

Smith  Silvester  R  podiatrist  1  School  St  h5  Walker  St 
Smith  Stanley  F  (Kathleen)  retd  hi  15  Prospect  St 
Smith  Susan  ofc  sec  r54  Leonard  St 

Smith  Thos  phys  Cape  Ann  Med  Center  rl5  Marmion  Wy  (R) 

Smith  Vernell  h211  E  Main  St 

Smith  Virginia  H  (Wid  Roland  H)  tchr  h252  E  Main  St 


ROSE’S  OIL  SERVICE  Inc.  & 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 


395  Main  St. 

Gloucester,  Mass.  01930 


283-3334 
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Smith  W  P  Colin  Jr  lwyr  r3  Norwood  Av  (R) 

Smith  Wayne  M  (Roberta  M)  h34  Green  St 

Smith  Wendy  lpn  Addison  Gilbert  Hosp  rBeverly  Mass 

Smith  Wilder  (Mildred)  weather  reporter  hSquam  Rock  Rd 

Smith  Wm  parts  mgr  Stevens  Mtr  Sis  rBeverly  Mass 

Smith  Wm  A  (Rosemarie)  designer  Poirier  Elect  h20  Acacia  St 

Smith  Wm  B  (Gertrude)  traffic  mgr  A  J  Elliott  Trans  (B)  hi  Shore 


Rd 

Smith  Wm  E  (Helen  E)  lobstermn  h60  Bass  Av 
Smith  Wm  E  (Dorothy  L)  retd  h505  Washington  St 
Smogard  Elaine  C  sum  res  h726  Washington  St 
Smothers  Dale  (Juanita)  controller  hl5  Castle  Hill  Rd 
Smudberg  Amos  retd  h  19  Duncan  St  Km  18 
Smurrage  Madeline  (Wid  Fredk)  nurse  hl028  Washington  St 
Smyser  Deborah  h22  Rocky  Neck  Av 
Smyth  Steven  h86  Maplewood  Av 

Snell  Donald  I  (Betty  A)  sum  res  Elmo  La  rOrlando  Fla 
Snell  Irving  (Cath)  sum  res  Elmo  La  rOrlando  Fla 
Snelson  Edw  D  (Effie  K)  br  mgr  Cape  Ann  Bank  &  Trust  h80 
Centennial  Av 
Snider  See  Also  Snyder 
Snider  Michl  W  studt  r96  Concord  St 
Snider  Neil  mech  Geo  W  Thurston  Inc  h27  Middle  St 
Snider  Patricia  studt  r96  Concord  St 

Snider  Robt  L  (Ruth  M)  formn  United  Shoe  (BEV)  h96  Concord  St 
Snider  Shirley  lead  girl  Le  Page’s  r2  Centennial  Av 
Snider  Walter  M  atndt  Foster  From  Gloucester  r96  Concord  St 
Snook  Louise  H  (Wid  Clarence)  retd  r4  King  Street  Ct  (R) 

Snow  Barbara  elk  typ  Le  Page's  rManchester  Mass 

Snow  Curtis  L  carp  h25  Liberty  St 

Snow  Lawrence  E  (Kath  G)  retd  h46  High  St  (R) 

Snow  Reginald  A  (Carol  A)  mtcemn  City  Pub  Prop  Div  h4  Lynndale 
Av 

Snow  Roland  rl42  E  Main  St 

Snowden  Joseph  (Regina)  social  wkr  hl45  Essex  Av  Apt  3 
Snowdon  Joe  (Gina)  guardian  Open  Church  Foundation  h58  Middle  St 
Snug  Harbor  Ceramics  (Harold  Parsohn)  71  Eastern  Av 
Snuggery  Studio  &  Gallery  (Charles  T  Allenbrook)  South  Rd  (R) 
Snyder  See  Also  Snider 

Snyder  Donald  W  (Gale  G)  hl055  Washington  St 

Snyder  James  N  (Kathleen)  marine  eng  Bronx  Towing  (NY)  h308 

Main  St  _ 

Snyder  Kathleen  Mrs  teller  Cape  Ann  Savings  Bank  r308  Main  St 

Soares  Domingoes  mach  Murmac  Mfg  r56  Warner  St 
Soares  Hilda  Mrs  retd  h56  Warner  St 

Soares  Manuel  M  (Marie  M)  mach  opr  Creese  &  Cook  h21  Mt 


Vernon  St 

Soars  Beatrice  pkr  Gortons  r6  Elwell  St 

Sofia’s  (Cath  And  Mary  K  Mantzouranis)  gifts  14  Dock  Sq  (it) 

Soini  Florence  M  ofc  sec  US  Dept  Of  Commerce  rl6  Echo  Av 
Soini  Geo  M  (Dorothy  E)  custdn  Town  Hall  hRear  18  Granite  St  (R) 


Soini  Jacob  E  retd  hlO  Squam  Rd  (R) 

Soini  Sheila  studt  rl6  Echo  Av 

Soini  Waino  J  (Florence  M)  bodymn  Hartnetts  Auto  Body  (D)  hlb 


Echo  Av 

Soini  Wayne  studt  rl6  Echo  Av 
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Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 
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PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Class  (lastallad  Whila-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST. — GLOUCESTER 
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Solano  Edw  sum  res  h53  Valley  Rd 

Solbjor  Albert  N  (Betty  L)  retd  h2  Concord  St 

Somers  Arth  L  pres  Tadco  Mfg  Inc  h265  Western  Av 

Somers  Emily  G  (Wid  Frank)  retd  hl4  Ketchopulos  Cir  (R)  Apt  1 

Somers  Fay  Chick  (Ask  My  Chick  Real  Est)  rWag  Rd 

Somers  Frank  D  (Barbara  J)  coml  fishermn  hl5  Hodgkins  St  (R) 

Somers  Glenn  P  marine  eng  r6  Granite  St  (R) 

Somers  Jay  studt  rWay  Rd 

Somers  Robt  J  studt  r5  Gloucester  Av 

Somers  Sami  J  treas  Tadco  Mfg  Inc  r265  Western  Av 

Somers  Thos  D  (Virginia)  capt  Rockport  Fire  Dept  h4  Forest  St  (R) 

Somers  Thos  J  (Faye)  emp  Geo  P  Chick  &  Son  hWay  Rd 

Somers  Val  R  asst  golf  pro  rWay  Rd 

Somers  Wm  C  mtcemn  Millbrook  Park  h6  Granite  St  (R) 

Something  Else  Antiques  (Dean  Edwards)  235  E  Main  St 

Sonia  Diane  h9  Maplewood  Pk 

Sonia  Frenchie  rl8  Hancock  St 

Sonia  Gary  USA  rl86  Washington  St 

Sonia  Gladys  pkr  Le  Page’s  r3  Linden  Rd 

Sonia  John  R  (Lillian  M)  lab  Faulk  Bros  hl7  Harrison  Av 

Sonia  Lillian  Mrs  h37  Eastern  Av 

Sonia  Pamela  studt  r8  Avon  Ct 

Sonia  Paul  A  (Linda)  glazier  h8  E  Main  St 

Sonia  Robt  (Eleanor)  mtcemn  Gorton’s  h8  Avon  Ct 

Sonia  Thos  J  (Gladys  G)  lab  Faulk  Bros  h3  Linden  Rd 

Sonier  John  M  retd  r3  Linden  Rd 

Sonis  Richd  (Winnie)  summer  res  11  Sleepy  Hollow  Rd  rWaban  Mass 
Sonnabend  Leo  (Arlene)  sum  res  hEastern  Point  Blvd 
Sonolite  Corporation  Richd  O  Lawrence  Pres  Robt  W  Lawrence  V- 
Pres  acoustical  panels  Fern  wood  Lake  Av 
Sons  Of  Union  Vets  Of  Civil  War  Camp  No  24  Chester  C  Swift 
Comdr  47  Washington  St 

Sooren’s  (Edw  Menzoian)  gifts  3  Mt  Pleasant  St  (R) 

Soper  Barbara  J  Mrs  hl5  Maplewood  Pk 
Soper  Eug  S  (Anne  M)  fish  wkr  h634  Western  Av 
Soper  Kathleen  homemkr  Action  Inc  rl5  Maplewood  Pk 
Sopko  Joanne  M  studt  r27  Lynndale  Av 
Sortwell  Edward  waiter  (B)  h8  Stage  Fort  Park  Av 
Soucy  Charles  B  (Virginia)  sum  res  46  Wingaersheek  Rd 
rWingaersheek  Rd 
Soucy  Ruth  R  Mrs  r277  Concord  St 
Souper  Gene  emp  O’Donnell-USEN  h34  Grove  St 
Sousa  Amelia  J  (Wid  Joseph  G)  retd  hlO  Pearl  St 
Sousa  David  (Lillian)  fishermn  hRear  31  Chestnut  St 
Sousa  Edw  A  (Alison  G)  h3  Kirk  Rd 
Sousa  Henry  h31  Western  Av  Apt  7 

Sousa  Maria  hsekpr  Addison  Gilbert  Hosp  rl33  Wash  St 
Sousa  Susan  Mrs  h36  Mansfield  St 
South  Marie  L  (Wid  Hugh)  retd  h49  Poplar  Pk 
Southwick  Philip  Rev  minister  (Georgetown  Mass)  h233  Concord  St 
South  worth  Adelbert  P  (Lorraine  E)  farmhand  Sea  View  Farm  hRear 
38  South  St  (R) 

Southworth  Charles  R  (Ella  M)  retd  h53  Shore  Rd 
Southworth  June  P  Mrs  art  tchr  h24  Grapevine  Rd 
Southworth  Peter  studt  rRear  38  South  St  (R) 

Souza  Albert  (Mary  A)  retd  h9  Highland  PI 


Glover's  Floor  Coverings,  Inc 


LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 


1  8  Whittemore  St. 


Gloucester,  Mass.  01930 
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Souza  Alfred  (Elsie  M)  retd  h9Vfc  Lookout  St 
Souza  Alice  h55  Western  Av 
Souza  Arth  A  (Vivian  G)  retd  h33  Ocean  Av 
Souza  Claude  G  (Phillipina  F)  fishermn  h5  Smith  St 
Souza  David  H  (Andrea)  carp  Gloucester  Marine  Railway  h87 
Centennial  Av 

Souza  Ellen  studt  r53  Concord  St 

Souza  Eva  M  Mrs  pkr  Gorton’s  h27  Harrison  Av 

Souza  Frank  h64  Friend  St 

Souza  Frank  Jr  (Thelma  A)  auto  body  mn  Colonial  Cadillac  (S)  hlO 
Acacia  St 

Souza  Joanna  (Wid  Joseph  F)  retd  h28  Elm  St 

Souza  John  (Ellen  E)  custdn  Gloucester  High  Sch  h71  Friend  St 

Souza  John  E  (Marjorie  M)  pharm  Sterling  Drugs  hll  Adams  PI 

Souza  John  P  (Clementina  K)  elk  P  O  h58  Starknaught  Hts 

Souza  Joseph  (Theresa  E)  retd  h7Mi  Shepherd  St 

Souza  Joseph  F  (Thelma)  mtcemn  Varian  Corp  (BEV)  hl6  Essex  St 

Souza  Kath  O  retd  h28  Lincoln  Pk 

Souza  Manuel  (Tenai)  retd  hi 08  Maplewood  Av 

Souza  Manuel  P  (Beatrice  M)  fishermn  hi  Sayward  St 

Souza  Marguerite  E  Mrs  elk  Le  Page's  rill  Essex  Av 

Souza  Marguerite  W  (Wid  Wm  F)  retd  hl6  Haskell  St 

Souza  Mary  (Wid  Frank)  retd  hl6  Exchange  St 

Souza  Mary  retd  h43  Mt  Vernon  St 

Souza  Mary  emp  West  Parish  School  r53  Concord  St 

Souza  Mary  B  (Wid  John  M)  retd  h44  E  Main  St 

Souza  Norman  M  (Ingrid  G)  carp  Feldman  Constn  h8  Myrtle  Sq 

Souza  Peter  asmblr  h870  Washington  St 

Souza  Raymond  D  genl  hlpr  Kennebec  Fisheries  hl5  Taylor  St 

Souza  Richd  J  carp  r53  Concord  St 

Souza  Richd  J  carp  h561  Essex  Av  Apt  F 

Souza  Richd  M  (Brenda)  fish  wkr  Gorton’s  h8  Summit  St 

Souza  Richd  W  (Mary  E)  ofc  mgr  City  Water  Div  h53  Concord  St 

Souza  Robt  C  (Genevieve  M)  retd  hl4  Chapel  St 

Souza  Robt  N  (Barbara  L)  carrier  P  O  h69  Wheeler  St 

Souza  Rose  man  d  (Wid  Walter  J)  retd  h22  Mt  Vernon  St 

Souza  Rosemary  aide  Addison  Gilbert  Hosp  r36  Atlantic  St 

Souza  Tensi  A  Mrs  winder  Custom  Magnetics  rl08  Maplewood  Av 

Souza  Terry  W  lobstermn  rll  Overlook  Av 

Souza  Tina  waitress  Gloucester  Delicatessen  rStark  Naught  Heights 
Souza  Walter  J  (Rose  Mary  T)  carp  h36  Atlantic  St 
Sova  Bernard  A  (Phyllis)  hd  mech  Modern  Heat  hl4  Lynndale  Av 
Sova  Clayton  R  (Marilyn  A)  pres  Modern  Heat  Inc  h25  Lynndale  Av 
Sova  Gerald  (Linda)  h71  Revere  St 
Spahr  Eliz  M  (Wid  Ervin)  h44  Lexington  Av  Apt  25 
Spanes  Mary  cash  Ernies  Cape  Ann  Diner  r Peabody  Ma 
Spanks  Cath  laby  wkr  Addison  Gilbert  Hosp  r23  Wheelei  St 
Spanks  Donald  R  (Diane  S)  mech  Hanscom  Field  (Bedford)  h50 
Perkins  St 

Spanks  Douglas  E  (Kathy)  driver  E  H  Beckford  Inc  h23  Wheeler  St 
Spanks  Margt  (Wid  Myron  W)  retd  h40  Maplewood  Pk 

Spanks  Robt  J  studt  rl8V6  Perkins  St  . 

Spanks  Robt  W  (Anna  J)  meat  ctr  First  Natl  Stores  hl8%  Perkins  St 

Spanninder  Paul  P  (Alma  L)  retd  hKent  Rd 

Spanor  Ernie  pres  &  treas  Ernie’s  Cape  Ann  Diner  Inc  rPeabody 
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Sparer  Morton  A  tchr  Gloucester  High  Sch  rSwampscott  Mass 
Sparky’s  Garage  (Spartaco  Familiari)  auto  repairs  689  Western  Av 
Spartichino  Geo  sum  res  h986  Washington  St 
Spates  Jennie  rCape  Ann  Nursing  Home 

Spatz  Oscar  (Gertrude)  pres  &  treas  Rockport  General  Store  Inc 
rMarblehead  Mass 

Spaulding  Bernice  G  (Wid  Joseph)  retd  rl4  Grove  St 
Spaulding  June  tchr  City  Sch  Dept  hl4  Grove  St 
Spear  Arth  S  (Norma  H)  retd  hThurston’s  Pt 

Spear  L  Wm  (Shirley)  sum  res  22  Sleepy  Hollow  Rd  rNewton  Mass 

Speck  Florence  I  (Wid  Frank  G)  summer  res  hRiverview  Rd 

Speck  Francis  W  (Barbara  A)  tchr  Gloucester  High  Sch  h64  Curtis  St 

(R) 

Speedway  Welding  (Steve  Newman)  15  Mansfield  St 
Spellman  Carol  A  Mrs  h4  Flume  Rd 

Spellman  Cecila  librn  Geo  J  Tarr  Sch  r5  Pleasant  St  (R) 

Spellman  Eliz  S  Mrs  tchr  Gloucester  High  Sch  rTopsfield  Mass 
Spellman  Peter  B  (Cecily)  sculptor  11  Sch  St  (R)  h5  Pleasant  St  (R) 
Spencer  James  studt  rLake  Av 

Spencer  Kendall  H  (Patricia  M)  mech  eng  Blanchard  Mac  (Cambridge) 
hLake  Av 

Spencer  Motor  Supplies  (Spencer  A  Dagle  Jr)  14  Vfe  Pearl  St 
Spencer  Shirley  summer  res  h22  Mt  Pleasant  St  (R) 

Sperry  John  W  (Sandra  L)  tchr  Gloucester  High  Sch  hl4  Green  St 
Spidell  Elliott  F  (Martha  J)  electn  Deering  Elec  h26  Taylor  St 
Spidell  Florence  V  Mrs  retd  hl6  Harrison  Av 
Spidell  Glenn  S  emp  Quincy  Mkt  r26  Taylor  St 
Spidell  Patricia  Lee  studt  r26  Taylor  St 

Spidell  Ralph  M  pump  sta  opr  City  Water  Div  rl6  Harrison  Av 
Spiegel  John  P  Dr  (Babette)  soc  sci  researcher  h37  Norwood  Av  (R) 
Spier  Robt  D  (Eliz)  slsmn  h3  Old  Garden  Rd  (R) 

Spiewak  Arnold  J  rl  Cleaves  St  (R) 

Spiewak  Charles  R  (Constance  J)  elk  PO  hi  Cleaves  St  (R) 

Spiewak  Charles  R  Jr  tchr  City  Sch  Dept  (B)  rl  Cleaves  St  (R) 
Spiewak  Constance  nurse  Addison  Gilbert  Hosp  rl  Cleaves  St  (R) 
Spiewak  Eliz  A  tchr  rl  Cleaves  St  (R) 

Spiewak  John  S  USCG  rl  Cleaves  St  (R) 

Spillman  A  Constance  Mrs  ofc  elk  Gorton’s  h6  Cross  St 
Spillman  Emily  (Wid  John  F)  hl7  Stockholm  Av  (R) 

Spina  Doria  J  (Wid  Matthew  J)  emp  Kennebec  hRear  215  Main  St 

(R) 

Spinney  Barbara  A  treas  Spinney  Funeral  Home  r3  Cole  Av 
Spinney  Brian  C  pres  Spinney  Funeral  Home  Inc  r3  Cole  Av 
Spinney  Charlotte  M  Mrs  sec  R  G  Lake  &  Co  h62  Perkins  St 
Spinney  Cheryl  D  elk  r3  Cunningham  Rd 

Spinney  David  B  (Kath)  asst  mgr  Finance  Ofc  hlO  Marshfield  St 
Spinney  Ernest  C  (Irene  M)  carp  Gloucester  Marine  Railway  h48 
Perkins  St 

Spinney  Funeral  Home  Inc  Brian  C  Spinney  Pres  Barbara  A  Spinney 
Treas  38  Pleasant  St 

Spinney  Irene  classified  Gloucester  Daily  Times  r48  Perkins  St 

Spinney  Mary  E  slswn  Ski’s  Bakery  r54  Grove  St 

Spinney  Norma  pkr  r3  Cunningham  Rd 

Spinney  Wm  H  (Elvira)  lab  Faulk  Bros  h3  Cunningham  Rd 

Spinney  Wm  H  Jr  lab  tech  r3  Cunningham  Rd 

Spinney  Wilson  (Barbara)  fisherman  h38  Pleasant  St 


%amei  C.  Qreely  funeral  Service,  3nc. 

"Quolity  &  Service  Since  1884 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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Spinola  Dominick  (Fannie)  pres  Fisherman’s  Wharf  Of  Gloucester  Inc 
hl3  Middle  St 

Spinola  Emilio  S  (Ida  N)  fishermn  h33  Friend  St 
Spinola  Michl  (Doreen)  Fishermn  h22  Mansfield  St 
Spinola  Thoe  J  (Estelle  P)  fishermn  h22  Madison  Sq 
Spiran  Hall  23  School  St  (R) 

Spittle  Celia  I  (Wid  David)  elk  Ciolino’s  Pharm  h37  Harrison  Av 
Spittle  Donald  E  (Betty  J)  elec  tech  Sylvania  (D)  hSouth  St  (R) 

Spittle  Leroy  L  (Irene  C)  tchr  G  Vocational  Sch  h98  Centennial  Av 
Spittle  Mary  Beth  r33  Main  St  (R) 

Spittle  Richd  C  purch  agt  Gorton  Corp  r26  Estes  Rd  (Ipswich) 

Spittle  Thomas  studt  r98  Centennial  Av 

Spittle  Thos  E  (Mabel  H)  driver  Ipswich  Dairy  (Ipswich)  hl53 
Western  Av 

Spitz  Melvin  (Shirley)  (Gloucester  Lobster  Co)  rSilver  Springs  Md 
Sponagle  Barbara  x-ray  aide  Addison  Gilbert  Hosp  r49  Mt  Vernon 

St 

Sponagle  Bonnie  L  Mrs  chf  x-ray  tech  Addison  Gilbert  Hosp  rl26 
Norman  Av  (M) 

Sponagle  Evelyn  E  (Wid  Ernest  B)  retd  h8  Lincoln  St 
Sponagle  Hath  retd  rl4  Allen  St 

Sponagle  Robt  M  (Barbara  E)  opr  Cape  Ann  Anchor  &  Forge  h49  Mt 
Vernon  St 

Sponagle  Robt  M  Jr  (Bonnie)  driver  Gloucester  Sup  h49  Mt  Vernon 
St 

Sponagle  Walter  retd  r44  South  St  (R) 

Spoon  Anita  sec  Am  Glass  r38V4  Millett  St 

Spoon  Doreen  C  pkr  Gorton’s  h2  Newton  Rd 

Spoon  Geneva  E  pkr  Atlantic  Seafood  r2  Newton  Rd 

Spoon  Geo  W  Jr  (Betty  A)  mtee  Codinha  Realty  hl2  Acacia  St 

Spoon  James  mgr  Am  Glass  r38Vfc  Millett  St 

Spoon  James  R  fish  ctr  Oceancrest  Seafoods  h52  Grove  St 

Spoon  James  R  Jr  (Anita)  emp  Cape  Ann  Glass  h32l/»  Millett  St 

Spoon  Robt  L  prsr  De  Marco’s  Cl  ns  &  Dyers  r2  Newton  Rd 

Spoon  Sandra  M  pkr  Empire  Fish  r2  Newton  Rd 

Spooner  Sally  P  nurse  Mrs  Poole  rRear  2  Main  St  (R) 

Spottiswood  Elfreda  E  Mrs  retd  h6  Acacia  St 
Sprague  Frances  T  Mrs  ofc  sec  Miles  J  Schlichte  r9  Gerring  Rd 
•  Sprague  Fredena  M  (Wid  C  Fredrick)  retd  hi  12  Marmion  Wy  (R) 
Sprague  Frederic  G  (Carolyn  A)  mech  Gloucester  Yacht  Yards  h4 
Dean  Rd  (R) 

Sprague  Leon  C  Jr  (Frances  T)  guidance  dir  Gloucester  High  Sch  h9 
Gerring  Rd 

Sprague  Lesley  rCape  Ann  Nursing  Home 
Spraque  Richd  studt  r9  Gerring  Rd 

Sprazzulla  Dominic  emp  Empire  Fish  hi 50  Prospect  St 
Spring  Louise  S  Memorial  Park  (Youngmen’s  Christian  Assn)  day 
camp  Atlantic  St 

Springer  Alan  H  summer  res  hl9  Wingaersheek  Rd 
Springer  Alberta  rCape  Ann  Nursing  Home 

Spruce  Manor  Thos  Steven  John  Pergamo  Fred  Margone  tourists  141 
Essex  Av 

Spurlen  Eliz  (Wid  Charles)  h4  Beach  St  (R) 

Spurling  Warren  V  (Evelyn  A)  carp  Gloucester  Marine  Railway  h6 
Winthrop  Av 
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REG  JEWELER 
AM  GEM  SOC 

•  Diamonds 

•  Watches 

•  Silverware' 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  Si.,  Gloucester,  Mass.  01930 
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Spurr  Newton  Mrs  sum  res  11  Long  Beach  St  (R)  rl4  Baker  Rd 
(Reading) 

Spyros  Peter  M  (Helen)  cook  Pappas  (B)  h220  Washington  St 
Square  Cir  The  (Fay  Rotenberg)  jwlry  11  Dock  Sq  (R) 

Squiers  Martha  Mrs  tchr  Gloucester  High  Sch  h846  Washington  St 
Squiers  Susan  studt  r846  Washington  St 
Squillace  Dorothy  P  (Wid  Angelo  A)  nurse  h96  Prospect  St 
Squire  Will’s  Pub  (wm  e  burns)  28  Hancock  St 
Squire  Will’s  Pub  &  Board  restr  28  Hancock  St 
Squires  Thos  E  (Jane  A)  dentist  8  Summit  Av  (R)  hlO  Summit  Av 
(R) 

Stacey  Harold  W  (Esther)  retd  h2  River  Rd 
Stacey  Mildred  L  h8  Becker  La 

Stachiewicz  Kasimir  (Danuta)  arts  &  crafts  213  Western  Av  h213 
Western  Av 

Stack  Dorothy  M  (Wid  John  W)  retd  hl29  Prospect  St 
Stack  Kenneth  retd  r26  Lookout  St 
Stack  Nora  M  retd  r3  Madison  Ct  Extn 

Stackpole  Susan  tchr  Ralph  B  O’Maley  Mdl  Sch  r5  Smith  St  (R) 
Staffield  Muriel  hlO  High  St  (R) 

Stage  Fort  Park  Hough  Av 

Stage  Fort  School  Jean  F  Farraher  Prin  (sum  sch)  Stage  Fort  Av 
Stagefort  Apartments  (James  A  Bordinaro  And  Robt  Molloy)  31 
Western  Av 

Stainow  Gregory  sum  res  hCole’s  Island 
Stambough  Edna  M  summer  res  hHesperus  Av 
Stanchfield  Marie  H  retd  h38  Summer  St 

Standley  Frank  ad  slsmn  Gloucester  Daily  Times  rBeverly  Mass 
Standley  Mark  (Janet)  emp  B  O  M  C  O  Inc  hStudio  Rd 
Stanford  Jacqueline  h2  Cove  Hill  La  (R) 

Stangel  Don  J  (Theora  A)  tchr  Jr  High  Sch  (Winchester)  h20  Country 
Club  Rd  (R) 

Stangel  Theora  A  ofc  aide  Geo  J  Tarr  Sch  r20  Country  Club  Rd  (R) 
Stangeman  Geo  D  dietary  wkr  Addison  Gilbert  Hosp  rGreat  Hill  Rd 
Stanley  Dorothy  Mrs  pkr  Gorton’s  rl53  Magnolia  Av 
Stanley  Geo  elk  r78  Riverdale  Pk 

Stanley  Howard  (Beverley)  hsemn  Addison  Gilbert  Hosp  h9  Warner 
St 

Stanley  Paul  D  (Cath)  roofer  h624  Western  Av 

Stanley  Ralph  (Lewbelle)  emp  Bartlett  Gardens  (Ipswich)  hLookout  Rd 
Stanley  Ralph  Jr  emp  City  Hwy  Dept  rLookout  Rd 
Stanley  Woodrow  W  lab  Endicott  Jr  College  (Beverly)  h78  Riverdale 
Pk 

Stanton  Alf  K  (Eliz  A)  stk  elk  Peter  Smith  Publr  hl43  Essex  Av 

Stanton  Cal  vie  rec  elk  Mai’s  r418  Essex  Av 

Stanton  Eliz  home  aide  Action  Inc  rl43  Essex  Av 

Stanton  James  M  mach  Gorton’s  h418  Essex  Av 

Stanton  Marguerite  (Wid  Ellard)  r418  Essex  Av 

Stanton  Ralph  summer  res  hPew  Av 

Stanton  Ralph  V  (Grace  M)  linemn  Mass  Elec  hl6  Beacon  St 

Stanton  Richd  P  (Margaret  A)  mtcemn  Gorton’s  hl3  Calder  St 

Stanton  Ronald  A  (Gloria  L)  scientist  Hy  Cor  (WN)  h31  King  St  (R) 

Stanton  Suzanne  ofc  sec  Cape  Ann  Glass  rl3  Calder  St 

Stanton  Walter  sum  res  h34  Valley  Rd 

Stanton  Wayne  A  (Cynthia)  emp  Gorton’s  h47  Warner  St 

Stan  wood  Danl  B  driver  Thos  Wilson  &  Co  r8  Parker  St  (R) 


GLOUCESTER  SUPPLY  COMPANY 
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Stanwood  Earl  M  retd  h268  Western  Av 
Stanwood  Faith  h60  Leonard  St 

Stanwood  John  F  agt  Boston  Mut  Ins  r99  Gloucester  Av 

Stanwood  Laurence  cash  Rockport  Bldg  Cntr  rl4  Long  Beach  Rd 

Stanwood  Lawrence  h3-b  Beckford  St 

Stanwood  Milton  S  (Olive  M)  retd  hll  Walker  St 

Stanwood  Myrtle  (Wid  Wayne)  h39  Friend  St 

Stanwood  Roland  L  handymn  h39  Friend  St 

Stanwood  Wm  A  h99  Gloucester  Av 

Staples  F  Clarence  (Eliz)  carp  Doucette’s  (Manchester)  hl6  Englewood 
Rd 

Staples  Robt  (Sandra)  drftsmn  Polaroid  h239  Hesperus  Av 
Stapleton  Ralph  L  retd  hl8  Harvard  St 

Star  Fisheries  Inc  Carlo  Ciaramitaro  Pres-Treas  Joseph  Ciaramitaro 
Corp  Clk  29  Harbor  Loop 

Starck  Grace  N  Mrs  sum  res  h2  Long  Beach  St  (R) 

Stark  Bernard  acct  New  England  Fish  Co  rBrookline  Mass 
Stark  Delman  (Grace)  lumper  hGlenmere  Rd  (R) 

Stark  Mel  artist  South  Rd  (R)  hSouth  Rd  (R) 

Starr  Edmund  h3  Grapevine  Rd 

Starrett  Loyd  M  (Elaine  M)  lwyr  Foley  Hoag  &  Eliot  (B)  h23  Granite 
St  (R)  ’ 

Stasium  Barbara  tchr  Ralph  B  O’Maley  Mdl  Sch  rArlington  Mass 
Staten  Suzanne  K  (Wid  Everett)  stitcher  D  O  Frost  h9  Exchange  St 
Stathopoulos  Christos  (Lillian)  (The  Blacksmith  Shop)  rMarblehead 
Mass 

Stathopoulos  Harry  A  (Thalia)  (Harry  A  Stathopoulos  Ins  Agcy)  hlO 
Lowe  Dr 


STATHOPOULOS  HARRY  INSURANCE  AGENCY  Harry  A 
Stathopoulos  President-Treasurer,  "Insurance  Is  Our 
Business,"  123  Main  St  (01930),  Tel  283-5000 


Stavis  Betta  H  (Wid  Melvin  P)  sum  res  47  Long  Beach  St  (R) 
rNewton  Mass 

Stavors  Helen  A  retd  h77  Friend  St 

Stavros  James  N  (Mary)  emp  Golf  Course  (Essex)  h8  Brier  Neck  Rd 
Staydudwhar  Josephine  nurse  Addison  Gilbert  Hosp  hRear  44 
Marmion  Wy  (R) 

Stayduhar  Joseph  K  nurse  Addison  Gilbert  Hosp  rRear  44  Marmion 
Way  (R) 

Steach  Cath  nurse  Addison  Gilbert  Hosp  rManchester  Mass 
Steadman  Heather  studt  rl34  Western  Av 

Steadman  Henry  R  Jr  (Luemma)  (D  V  M  Inc)  hl34  Western  Av 
Steadman  Robin  studt  rl34  Western  Av 
Stearn  Jane  G  tchr  (Manchester)  hl3  Riverside  St 
Stebbins  Gay  retd  hEden  Rd  (R) 

Stedfort  Albert  M  (Joyce)  (Stedfort  &  Roulston)  (B)  hOld  Salem  Path 
Steel  John  Q  sum  res  hlOl  Long  Beach  St  (R) 

Steele  Beverly  tchr  (Weymauth)  r5  Norman  Av 

STEELE  CARROLL  K  (Kathleen  M),  President-Treasurer  Carroll 
K  Steele  Insurance  Agency  Inc,  32  Pleasant  St  (01930),  Tel 
283-5100;  23  Main  St  (Rockport,  01966),  Tel  546-2186,  h 
Souther  Rd  (01930),  Tel  283-2709 
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STEELE  CARROLL  K  INSURANCE  AGENCY  INC  Carroll  K 

Steele  President-Treasurer  Arthur  S  Murch  Jr  Vice-President, 
Edwin  J  Me  Kay  Jr  Secretary,  Kathleen  M  Steele  Assistant 
Treasurer-Clerk,  Insurance  Of  All  Kinds  32  Pleasant  St, 
Gloucester,  Mass  (01930),  Tel  283-5100  And  23  Main  St, 
Rockport,  Mass  (01966),  Tel  546-2186  (See  Index  To 
Advertisers) 


Steele  Carroll  K  Insurance  Agency  Inc  C  K  Steele  Pres-Treas  Arth 
S  Murch  Jr  V-Pres  23  Main  St  (R) 

Steele  Charlene  emp  Statehouse  (Boston)  rl8  Norman  Av 

Steele  Charles  A  (Marguerite  A)  hl8  Norman  Av 

Steele  Charles  A  Jr  tchr  (B)  rl8  Norman  Av 

Steele  Claude  (Dorothy)  retd  h8  Cabo  Dr 

Steele  David  S  emp  Brown’s  Yacht  Yard  rRocky  Pasture  Rd 

Steele  Donald  P  (Ida  E)  retd  h Rocky  Pasture  Rd 

Steele  J  Quinton  sum  res  h30  Long  Beach  St  (R) 

Steele  John  Q  h31  Long  Beach  St  (R) 

Steele  Judith  studt  hi  Holbrook  Ct  (R) 

Steele  Kathleen  M  Mrs  elk  &  asst  treas  Carroll  K  Steele  Ins  Agency 
Inc  rSouther  Rd 

Steele  Marian  W  hSalt  Island  Rd 

Steele  Mary  B  tchr  (Beverly)  r5  Norman  Av 

Steele  Wm  L  (Anita)  comptroller  City  Sch  Dept  h5  Norman  Av 

Steer  Joanna  chandler  The  Chandlery  rMt  Pleasant  St 

Steer  Ruth  E  retd  hCaleb’s  La  (R) 

Steer  Wis  The  Chandlery  rMt  Pleasant  St 
Ste inart  Clara  retd  h20  Pine  St 
Steinberg  Bernard  retd  h42  Friend  St 

Steinberg  Charles  W  Jr  mgr  Everett  T  Lane  Co  hi  Wesley  St 
Steinberg  Eva  Mrs  h48  Friend  St 

Steinberg  Howard  (Roberta)  sum  res  6  Skipper  Way  rMalden  Mass 
Steinberg  John  E  studt  rl  Wesley  St 
Steinberg  Morris  retd  h62  Friend  St 
Steiner  Donna  rl44  Riverdale  Pk 

Steiner  Jacqueline  K  ward  aide  Addison  Gilbert  Hosp  r276  Wash  St 
Steiner  Neal  J  (Marjorie  F)  ward  sec  Addison  Gilbert  Hosp  hl44 
Riverdale  Pk 

Stellenwerf  Marth  Ann  studt  rll  Chapel  St 

Stelluto  Michl  R  (Janice  D)  phys  302  Washington  St  h9  Brier  Rd 
Stelmack  Elaine  homemkr  Action  Inc  r8  Prospect  St  (R) 

Stepchin  Henry  (Rita)  service  mgr  Boley’s  rDanvers  Mass 
Stephanakis  Dimitros  (Maria)  resp  therapist  Addison  Gilbert  Hosp  h6 
Eastern  Point  Rd 

Stephanio  Edw  J  (Anna  E)  lumper  hl3  Me  Lellan  St 
Stephen  Maurice  R  Jr  (Judith)  h21  Marsh  St 
Stephens  See  Also  Stevens 

Stephens  Franklin  D  (Louise  M)  elk  New  Eng  Merchants  Natl  Bank 
(B)  hi  Blueberry  La 
Stephens  J  hAtlantic  Rd  Apt  5 

Stephens  James  P  (Carole  A)  chef  D  J’s  Dockside  (Essex)  h9  Gaffnev 
St 

Stephens  Louise  M  Mrs  tchr  Beeman  Mem  Sch  rl  Blueberry  La 
Stephens  Michl  D  studt  rl  Blueberry  La 
Stephenson  Cora  L  (Wid  Chas  F)  retd  h24  Mansfield  St 
Stephenson  Nan  R  retd  h5  Ketchopulos  Cir  (R)  Apt  12h 
Stephenson  Olive  G  (Wid  Henry)  retd  hCaleb’s  La  (R) 

Stephenson  Robt  studt  rCaleb’s  La  (R) 

Stephenson  Robt  D  USA  r24  Mansfield  St 

Ste  pule  Charles  T  (Stepule  Gallery)  r254  Main  St 

Stepule  Gallery  (Charles  T  Stepule)  art  66  South  Rd  (R) 


GLOUCESTER  PAINTS,  Inc. 
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Sterling  Drug  Store  Of  Gloucester  Inc  Mrs  Sally  G  Geller  Pres-Treas 
G  Weiner  V-Pres-Asst  Treas  178  Main  St 
Stern  Julius  sum  res  hSalt  Island  Rd 

Stetson  Donald  (Vera)  area  mgr  Sperry  &  Hutchins  h6  Paradis  Cir 


(R) 

Steven  Brooks  III  (Judith)  sum  res  hAdams  Hill  Rd 
Steven  Kenneth  N  (Phyllis)  sum  res  hAdams  Hill  Rd 
Steven  Thos  (Spruce  Manor)  hl41  Essex  Av 


Stevens  See  Also  Stephens 
Stevens  Alice  rCape  Ann  Nursing  Home 
Stevens  Amy  r876  Washington  St 
Stevens  Belle  A  retd  r7  Cliff  Rd 

Stevens  Brook  III  pres  Rock  port  Twine  &  Rope  rN  Andover  Mass 

Stevens  Brooks  Jr  sum  res  912  Washington  St  rConcord  Mass 

Stevens  Doris  E  med  wkr  Huntress  Public  Med  Inst  rl  Harvard  St 

Stevens  Doris  E  Mrs  hl81  Cherry  St 

Stevens  Earl  B  (Letitia)  retd  hi  14  Riverdale  Pk 

Stevens  Edith  S  retd  hi 59  Main  St  (R) 

Stevens  Edw  B  (Andrea)  sum  res  912  Washington  St  rAndover  Mass 

Stevens  Eliz  studt  r876  Washington  St 

Stevens  Gallery  (Paul  H  Stevens)  art  16  South  Rd  R' 

Stevens  Garage  (Wm  Stevens)  149  Main  St  »R» 

Stevens  Geo  (Sally  P)  (Beach  Realty  &  Trust)  h876  Washington  St 
Stevens  James  (Dorothy)  sum  res  Waterman  Rd  r Lexington  Mass 
Stevens  John  P  Jr  (Edith  S)  sum  res  h912  Washington  St 
Stevens  John  P  Jr  (Edith)  sum  res  hRear  876  Washington  St 


STEVENS  MOTOR  SALES  INC 

ROLAND  B  BROOKS  JR,  PRESIDENT-TREASURER 

FORD  SALES  AND  SERVICE 

43  GLOUCESTER  AVENUE 

GLOUCESTER,  MASS  01930 

TELEPHONE  283-8500 

(See  Index  To  Advertisers) 


Stevens  Paul  H  (Mary  D)  (Stevens  Gallery)  h76  South  Rd  (R)  . 

Stevens  Pauline  L  ofc  sec  Boston  hl59  Main  St  'R' 

Stevens  Virginia  hRear  107  Mt  Pleasant  Av 

Stevens  Walter  (Fannie  M)  tracker  O’Donnell  USEN  h382  Washington 


St 

Stevens  Walter  Jr  USA  r382  Washington  St 

Stevens  Wm  E  lab  Industrial  Cab  (Essex)  rll4  Riverdale  Pk 

Stevens  Wm  S  (Linda  D)  mach  W  Safford  Stevens  hl3  Squam  Hill 

Rd  (R) 

Stevens  Wm  S  (Pauline)  (Stevens  Garage)  h84  High  St  (R> 

Steward  See  Also  Stewart  And  Stuart 
Steward  Donald  R  insp  hl6  Carlisle  t5t 
Stewart  Alf  D  sum  res  h50  Long  Beach  St  i,R; 

Stewart  Alf  D  (Phyllis)  dist  mgr  h80a  Middle  St  Apt  10 
Stewart  Aubrey  C  (Eliz  L)  ctr  Gorton  s  h30  Millett  St 
Stewart  Donald  (Leone)  custdn  h55  Lexington  Av 
Stewart  Donald  insp  rl24  Washington  St 

Stewart  Eleanor  medical  records  elk  Addison  Gilbert  Hosp  r Norseman 
Av 
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Stewart  Harry  E  (Helen  M)  retd  hl24  Washington  St 
Stewart  Jesse  L  retd  hl9  Wallace  Rd  (R) 

Stewart  Kenneth  F  (Jane  M)  atndt  Hodges  Battery  Sta  h37  Perkins 
St 

Stewart  Kevin  mtce  rl24  Washington  St 
Stewart  Leone  chambermaid  rl24  Washington  St 
Stewart  Mary  Mrs  hl45  Essex  Av  Apt  7 
Stewart  Phyllis  Mrs  hll  Alper  Rd 
Stewart  Richd  rll  Alper  Rd 

Stewart  Robt  N  (Eleanor)  tchr  h31  Norseman  Av 
Stewart  Wm  h50  Main  St  (R) 

Stewart  Wm  C  (Kathy  A)  laminator  Tadco  Mfg  h82  Riverdale  Pk 

Stewart  Wm  P  (Priscilla)  retd  hRowley  Shore 

Stewart  Wm  W  (Nancy  S)  (Habitat  Apts)  h24V2  King  St  (R) 

Stge  Shop  hl085  Washington  St 
Sticklen  Lillian  rCape  Ann  Nursing  Home 
Stickney  Ann  M  Mrs  studt  rll  HighlSnd  Ct 
Stickney  Arth  (Penelope)  with  Ingalls  Advertising  Assoc  (B)  h45 
Leonard  St 

Stickney  Kemp  C  studt  r45  Leonard  St 

Stickney  Kenneth  E  (Vera  E)  dir  Gloucester  Vocational  Sch  h3 
Rackliffe  St 

Stickney  Kenneth  E  Jr  r3  Rackliffe  St 

Stickney  Mary  M  (Wid  Paul  A)  cash  Ernies  Mkt  hl29  E  Main  St 
Stickney  Richd  L  (Anna  M)  emp  Empire  Fish  hll  Highland  Ct 
Stieglitz  Connie  (Wid  Marcel)  sum  res  h7  Gale  Av  (R) 

Stillman  Barbara  Mrs  hlO  Alper  Rd 

Stillman  Geraldine  (Wid  Paul)  ofc  elk  Gloucester  Daily  Times  h42 
Taylor  St 

Stillman  Lois  homemkr  Action  Inc  r23  Granite  St 
Stillman  Sylvia  Mrs  h23  Maplewood  Pk 
Stilson  Gallery  The  (Wm  Stilson)  5  Dock  Sq  (R) 

Stilson  Wm  (The  Stilson  Gallery) 

Stilson  Wm  H  (Norma)  hFort  Hill  Av 

Stinson  John  E  (Elaine  I)  emp  Gloucester  Eng  hHighland  Rd  (R) 
Stockbridge  Agnes  B  (Wid  Clayton  B)  h251  E  Main  St 
Stockbridge  Edith  E  (Wid  Frank  W)  retd  h29  Addison  St 
Stockelburg  Rick  hd  teller  Cape  Ann  Bk  &  Tr  rLinwood  Av  (R) 
Stockly  Louise  T  retd  h8  Eden  Rd  (R) 

Stockly  Louise  T  Mrs  hNorth  Rd  (R) 

Stoddard  Alexander  N  v-pres-publ  Gloucester  Daily  Times 
rManchester  Mass 

Stoddard  Dorothy  M  fish  pkr  Gorton’s  h30  Green  St 
Stoddard  Margt  hi 45  Essex  Av  Apt  8 

Stoffa  Michl  (Esther)  (Michael  Stoffa  Gallery)  h4  Dock  Sq  (R) 

Stoffa  Michl  Gallery  (Michl  Stoffa)  4  Dock  Sq  (R) 

Stone  Agnes  M  (Wid  James)  retd  h64  Friend  St 
Stone  Carol  T  emp  MIT  (B)  r31  Marmion  Wy  (R) 

Stone  Chester  S  Jr  (Olive  K)  retd  hllO  Magnolia  Av 
Stone  Danl  B  rllO  Magnolia  Av 

Stone  Don  Gallery  (Donald  W  Stone)  art  39  South  St  (R) 

Stone  Donald  W  (Marabah  K)  (Don  Stone  Gallery)  hla  Marmion  Wv 

(R) 

Stone  Geo  W  h4f  Pleasant  St  (R) 

Stone  J  L  sum  res  hBrooks  Rd 

Stone  Jane  T  Mrs  elk  Xmas  Dove  h31  Marmion  Wy  (R) 

Stone  Kathleen  M  emp  Kennebec  Fish  Co  h33  Mt  Vernon  St 
Stone  Margt  nurse  Addison  Gilbert  Hosp  rRowley  Mass 
Stone  Marion  h24  Maplewood  Pk 
Stone  Michael  sum  res  hBrooks  Rd 

Stone  Rachael  M  (Wid  Milton  C)  pkr  Empire  Fish  hll  Sumner  St 
Stone  Richd  W  r31  Marmion  Wy  (R) 

Stone  Robt  (Theresa)  constn  wkr  hl09  Washington  St 


FAULK  BROS.,  Inc. 
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Stone  Ronald  (Sheila)  hlO  Prospect  Sq 

Stone  Wm  P  (Ellen)  sum  re  Adam  Hill  Rd  rSudbury  Mass 
Stoneham  James  C  (Mary  V)  hlO  Loring’s  Ct 

Stop  &  Shop  Inc  (Br)  Gerald  Cusack  Mgr  gro  store  6  Thatcher  Rd 
Stople  Emery  R  (Virginia  A)  formn  Home  Center  (Essex)  hll 
Martha’s  La  (R) 

Storm  Vivian  Mrs  sum  res  h73  Langsford  St 
Stormont  Donald  R  (Eliz  M)  retd  h21  King  St  (R) 

Story  Ann  research  wkr  hHighland  Av  (R) 

Story  Benton  H  Jr  (Eliz  A)  merchant  marine  rl  Chapel  La  (R) 

Story  Bernice  C  (Wid  Benton  C)  retd  hi  Chapel  La  (R) 

Story  Carlton  L  (Eliz)  ofc  wkr  Cape  Ann  Tool  hl08  Granite  St  (R) 
Story  Carlton  L  Jr  (Kathleen  L)  emp  Hwy  Dept  h2  Paradis  Cir  (R) 
Story  Esther  H  retd  hRear  133  Granite  St  (R) 

Story  Library  The  Marion  F  Francis  Librn  138  Granite  St  (R) 

Story  Marjorie  M  Mrs  retd  hl28  Granite  St  (R) 

Story  Nels  USAF  rWhite  Wy  (R) 

Story  Paul  D  (Nancy  L)  airport  wkr  hl08  Granite  St  (R) 

Story  Perce  N  (Madelyn)  (Gloucester  Dental  Laboratory)  hWhite  Wy 

(R) 

Story  Scott  W  studt  rWhite  Wy  (R) 

Story  Wm  emp  Cape  Ann  Tool  rl08  Granite  St  (R) 

Story’s  Curiosity  Shop  (Perce  M  Story)  7  Center  St 
Story’s  Wharf  Rear  227  E  Main  St 

Stottlemyer  Robt  elk  The  Liquor  Locker  r30  Warenr  St 
Stout  Marjorie  G  hl7  Willow  St 
Stover  Andrew  studt  hi  Flume  Rd 

Stover  Karyn  nurse  Peter  Bent  Brigham  Hosp  hi  Flume  Rd 
Stowe  David  C  plant  mgr  Dennen  Animal  Ind  h405  Essex  Av 
Stowell  Chester  C  (Ellen)  retd  hl4  Colburn  St 
Stowell  David  H  (Carolyn  L)  drftsmn  hl2  Colburn  St 
Strabbing  Gary  chandler  The  Chandlery  rBreakwater  Av  (R) 

Straccia  Frank  P  (Grace  V)  elk  P  O  (B)  h7  Pine  St 
Strangman  Geo  H  (Grace  V)  retd  h88  Bray  St 

Strangman  Robt  C  (Caroline  A)  equip  opr  City  Sewer  Div  h5  Rio  Dr 

Strarcia  Frank  (Grace)  emp  PO  (B)  hi  Babson  Ct 

Strauss  Danl  (Anne)  (The  Curtain  Shop)  rMarblehead  Mass 

Strazzula  Lewis  h31  Western  Av  Apt  9 

Strescino  Beverly  A  pkr  Gorton’s  hlO  Oakes  Av 

Strescino  Deborah  A  studt  r27  Derby  St 

Strescino  Enrico  fishermn  h54  Prospect  St 

Strescino  Guisippe  rCape  Ann  Nursing  Home 

Strescino  Joseph  H  (Mildred  R)  eng  Diesel  Eng  (N  Y  City)  h2  Corliss 
Av 

Strescino  Marilyn  bkpr  Gloucester  Bldg  Sup  r4  Commonwealth  Av 
Strescino  Peter  J  (Rita)  fishermn  h27  Derby  St 
Strescino  Peter  M  fish  wkr  r27  Derby  St 
Strescino  Robt  fish  wkr  Gorton’s  rl7  Liberty  St 

fltrgffcino  Robt  C  (Margt  E)  cook  Gonzaga  Retreat  Hse  hl7  Liberty  St 
Strescino  Ronald  P  (Joyce  C)  mech  Foster  From  Gloucester  h22  Gould 

Ct 

Strescino  Wm  S  (Marilyn)  supvr  Lipman  h4  Commonwealth  Av 
Stressenger  Eliz  home  start  dir  Action  Inc  rCambridge  Mass 
Strickland  John  hlpr  Addison  Gilbert  Hosp  rEssex  Av 
Strickland  Nancy  nurses  aide  Cape  Ann  Nursing  Home  rl45  Essex 
Av  Bldg  9  Apt  12 
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Stride  Wm  sum  res  hElm  Av 

Stride  Wm  F  Jr  (Caroline)  sum  res  hEastern  Point  Blvd 
Strisik  Paul  (Paul  Strisik  Gallery)  hlO  Main  St  (R) 

Strisik  Paul  Gallery  (Paul  Strisik)  art  10  Main  St  (R) 

Stroman  Harley  E  (Anna  M)  sum  res  5  La  Crosse  Av  (R)  rMalden 
Mass 

Strong  Charles  F  (Mabel  L)  whol  confr  10  Grapevine  Rd  hlO 
Grapevine  Rd 

Strong  G  Kendrick  (Mildred  H)  real  est  15  Norwood  Av  (R)  hl5 
Norwood  Av  (R) 

Strong  Henry  H  (Leth)  slsmn  hJerdens  La  (R) 

Strong  Nancy  L  Mrs  hl2  Becker  La 

Strong  Neil  C  (Grace  L)  dir  Gloucester  Welfare  Serv  Ofc  hl22 
Western  Av 

Strong  R  A  Leather  Co  Donald  Cutter  Pres  Treas  105  Maplewood  Av 
STRONG  R  B  CO  (R  B  Strong)  Septic  Systems  Excavating  And 
Sewerage  Contractor  122  Western  Av  (01930)  Tel  283-0080 
(See  Index  To  Advertisers) 

Strong  Robt  A  sum  res  hRust  Island 

Strong  Ronald  B  (R  B  Strong  Contracting  Co)  hl22  Western  Av 
Strong  Thos  C  constn  wkr  R  B  Strong  Contr  Co  rl22  Western  Av 
Strong  Walter  C  (Strong  Refreshment  Stand)  hl22  Western  Av 
Strople  Alice  G  smstrs  E  A  Greel  Inc  r6  Leighton  Ct 
Strople  Charles  H  (Ingrid  E)  wldr  h21  Langsford  St 
Strople  Donald  E  (Norma  L)  formn  United  Shoe  (BEV)  hl2a  South  St 
(R) 

Strople  Ellen  R  (Wid  Wm  A)  retd  h21  Lincoln  Av 
Strople  Hugh  P  (Eleine  G)  hsekpr  Addison  Gilbert  Hosp  hl2 
Riverdale  Pk 

Strople  Hugh  P  Jr  studt  rl2  Riverdale  Pk 
Strople  Jessie  M  (Wid  Ralph  D)  h8  South  St  (R) 

Strople  John  L  (Mary  H)  retd  hi  12  Riverdale  Pk 
Strople  Lucille  A  (Wid  Fred)  h6  Leighton  Ct 
Strople  Mary  B  (Wid  John  L)  retd  rl2  Mystic  Av 
Strople  Mary  E  tchr  Babson  School  r21  Lincoln  Av 
Strople  Mary  L  (Wid  Russell  F)  tchr  aide  West  Parish  Sch  h96 
Centennial  Av 

Strople  P  Jean  ofc  sec  Quincy  Mkt  Cold  Stge  r6  Leighton  Ct 
Stroud  Wm  D  (Lois  R)  (The  Dancing  Bear)  h8y2  South  Rd  (R) 
Struzinski  Beatrice  nurse  Addison  Gilbert  Hosp  rl45  Essex  Av  Bldg  5 
Apt  21 

Stuart  See  Also  Steward  And  Stewart 

Stuart  Cath  D  (Wid  Lawrence  J)  h91  Maplewood  Pk 

Stuart  Evelyn  Mrs  corpman  comm  develop  Action  Inc  h4  Alper  Rd 

Stuart  Jay  W  (Rose)  drftsmn  Ward  Weller  (Nateck)  h41  Holly  St 

Stuart  Leo  (Gerrylyn)  emp  Tally’s  Auto  Sis  hl9  Warner  St 

Stuart  Mary  studt  hl45  Essex  Av  Apt  9 

Stuart  Mary  J  photog  h27b  Atlantic  Av  (R) 

Stuart  Peter  cartoonist  Jordan  Marsh  (P)  h48  Main  St  (R) 

Stuart  Reginald  B  (Edith  D)  retd  hl07  Gloucester  Av 
Stuart  Virginia  M  Mrs  nurse  Addison  Gilbert  Hosp  r23  High  St 
Stuart  Wm  A  (Virginia  M)  asst  mgr  Ralph  O  Maley  Skating  Rink 
h23  High  St 

Stuart  Wm  S  studt  r23  High  St 

Studio  G  (Mrs  Doris  Goodhue)  art  32  Haven  Av  (R) 

Studio  &  Gallery  The  (Mrs  Esther  S  And  Louis  Bankoff)  art  7  Dock 
Sq  (R) 

Studio  The  (Wm  A  Donnellan)  restr  51  Rocky  Neck  Av 
Studley  Lee  A  ofc  sec  Electronics  Corp  Of  Am  (B)  r25  Hodgkins  St 
Studley  Leroy  C  (Vera  L)  toll  supvr  NET&T  (S)  h25  Hodgkins  St 
Stults  Evelyn  retd  rCaleb’s  La  (R) 

Sturtevant  Lee  (Wid  Beach)  retd  hlO  Poplar  Pk 
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Sturtevant  Roger  (Michelle)  emp  Micro  Wave  (Burlington)  h22a 


Magnolia  Av 

Such  Ronald  W  pilot  Am  Air  Lines  hll  Phillips  Av  (R) 

Sudbay  Donald  E  (Phyllis  A)  pres  Sudbay  Pontiac  Cadillac  Buick  Inc 


hFarrington  Av 

Sudbay  Donald  E  studt  rFarrington  Av 

Sudbay  Margt  M  (Wid  James  A)  med  therapist  Grover  Manor  Hosp 
(Revere)  hl6  Thatcher  Rd 

Sudbay  Phyllis  A  Mrs  sec  Sudbay  Pontiac  Cadillac  Buick  Inc 


rFarrington  Av 


SUDBAY  PONTIAC  CADILLAC  BUICK  INC  Donald  Sudbay 
President,  Pontiac,  Cadillac,  Buick  &  Jeep,  Sales  And 
Service,  Causeway  St  (01930),  Tel  283-4730  (See  Index  To 


Advertisers) 

Sudbay  Sally  A  studt  rFarrington  Av 

Sudduth  Wm  B  (Judith  E)  consultant  eng  Lehigh  Design  (Waltham) 
h  Eastern  Point  Blvd 
Suggs  Robt  G  sum  res  hN  or  wood  Hts 

Sullivan  Alice  C  (Wid  Frank  B)  retd  h44  Lexington  Av  Apt  1 
Sullivan  Ann  M  (Wid  Eug  P)  retd  hlOa  Smith  St  (R) 

Sullivan  Anna  retd  rll66  Washington  St 

Sullivan  Cath  J  ofc  sec  Hoag  &  Sullivan  (B)  r8  Fuller  St 

Sullivan  Charles  T  sports  editor  Gloucester  Daily  Times  rEssex  Mass 

Sullivan  Colleen  ofc  sec  r6  Norman  Av 

Sullivan  Danl  G  Rev  pastor  St  Ann’s  R  C  Ch  r60  Prospect  St 
Sullivan  Desmond  E  (Elaine  M)  with  Hood  &  Sullivan  hl2  Fuller  St 
Sullivan  Dora  A  Mrs  nurses  aide  Cape  Ann  Nursing  Home  r38  Fort 

Sq 

Sullivan  Ellen  M  teller  First  Natl  Bk  (Ipswich)  r88  Bond  St 
Sullivan  Frances  C  social  wkr  supvr  (B)  r8  Fuller  St 
Sullivan  Francis  Jr  (Patricia  L)  studt  h3  Maple  St 
Sullivan  Francis  J  tchr  G  Vocational  Sch  rll3  Main  St  (R) 

Sullivan  Fred  (Drusilla)  (Sully ’s  Body  Shop)  hl2  Mill  La  (R) 

Sullivan  Fredk  J  (Olive  E)  retd  h23  Taylor  St 
Sullivan  Geraldine  studt  r8  Fuller  St 
Sullivan  Glenna  (Wid  James)  h6  Norman  Av 

Sullivan  Harriet  (Wid  James)  sum  res  162  Wheeler  St  rAllston  Mass 
Sullivan  Harriet  asst  dir  of  nursing  Addison  Gilbert  Hosp  r5  Stuart 

Sq 

Sullivan  John  (Eden  Pines) 

Sullivan  John  hlO  Smith  St  (R) 

Sullivan  John  J  (Irma)  h250  E  Main  St 
Sullivan  Joseph  rl42  E  Main  St 

Sullivan  June  nurse  Addison  Gilbert  Hosp  rll3  Main  St  (R) 

Sullivan  Kenneth  J  sum  res  164  Wheeler  St  rGeorgetown  Mass 
Sullivan  Lawrence  D  mech  Rose’s  Oil  Serv  r5  Stuart  Sq 
Sullivan  Loren  Mrs  h20  Forest  St  (R) 

Sullivan  Mari- Ann  studt  rlOa  Smith  St  (R) 

Sullivan  Mark  studt  r7  Gloucester  Av 

Sullivan  Max  W  (Jeanette  T)  sum  res  hLong  Branch  Av  (R) 

Sullivan  Michl  emp  B  &  M  r23  Railroad  Av  (R) 

Sullivan  Miriam  C  lwyr  Hoag  &  Sullivan  (B)  h8  Fuller  St 
Sullivan  Patricia  Mrs  hlO  E  Main  St 

Sullivan  Paul  H  (Marianne)  eng  B&M  h23  Railroad  Av  (R) 
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Sullivan  Phillip  G  (Harriet  P)  burner  serv  mn  Pickering  (S)  h5 
Stuart  Sq 

Sullivan  Richd  J  (Claire  T)  sum  res  117  Long  Beach  St  (R) 
rManchester  Conn 

Sullivan  Ruth  E  (Wid  John  J)  h45  Langsford  St 
Sullivan  Susan  r5  Sunset  Rd 

Sullivan  Thos  H  (Bridie)  driver  Action  Inc  h88  Bond  St 

Sullivan  Timothy  J  studt  r45  Langsford  St 

Sullivan  Walter  T  (Naomie)  sum  res  h45  Long  Beach  St  (R) 

Sullivan  Wm  E  retd  h3  Marina  Dr 

SULLY’S  AUTO  BODY  (Fred  J  Sullivan)  Auto  Body  Specialist 
Complete  Auto  Refinishings  16  Mansfield  St  (01930)  Tel  283- 
3829 

Sulton  John  S  Jr  (Ada  B)  mach  opr  B&M  h7  Blake  Ct 
Sulton  Mary  (Wid  John)  fish  wkr  Gorton’s  h30  Eastern  Av 
Summer  Rentals  59  Granite  St  (R) 

Summer  Wm  (Noimanda)  photog  hl063  Washington  St 
Sumner  St  Cemetery  Sumner  St 

Sumner  Wm  H  (Jeanette  S)  retd  hi 5  Country  Club  Rd  (R) 

Sun  Rise  Stand  Inc  Geo  E  Ranttila  Treas  16e  Beach  St  (R) 

Sunday  River  Crafts  (Michele  Walicke)  11  South  Rd  (R) 

Suntari  Ruth  Mrs  retd  hl6  Webster  St 

Super  Carolyn  ward  aide  Addison  Gilbert  Hosp  rlpswich  Mass 
Suranno  Lawrence  emp  Flex  Key  r36V£  Mansfield  St 

Suranno  Leonardo  J  (Frances  M)  hlpr  Gloucester  Engineering  h36Vfe 
Mansfield  St 

Surette  Eug  A  (By  Bon  Co)  h298  Essex  Av 

Surf  Side  Softee  ice  cream  Thatcher  Rd 

Surrette  Albert  H  (Helen  E)  hlrp  Le  Page’s  hll  Perkins  Rd 

Surrette  Albert  W  rll  Perkins  Rd 

Surrette  Dana  usher  N  Shore  Theater  rlO  Taylor  St 

Surrette  Ethel  Mrs  nurse  Gorton’s  r8  Winchester  Ct 

Surrette  Helen  slitter  opr  Le  Page’s  rll  Perkins  Rd 

Surrette  Herman  J  (Rose  O)  steel  wkr  (Woburn)  hlO  Taylor  St 

Surrette  Lloyd  E  (Cath  H)  mach  opr  Le  Page’s  h45  Stockholm  Av  (R) 

Susanno  Lawrence  (Marilyn  A)  fishermn  h20  Gould  Ct 

Sutera  Anthony  r5  Church  St 

Sutera  Augustine  (Frances)  fishermn  h5  Church  St 
Sutera  Frances  (Wid  Peter)  retd  h40  Washington  Sq 
Sutera  Ignazio  (Lucille)  fishermn  h5  Columbia  St 
Sutera  Joseph  A  (Mary)  custdn  Ralph  B  O’Maley  Mdl  Sch  h3 
Madison  Ct 

Sutera  Leonard  (Jean)  credit  mgr  (Salem)  h8  Whittemore  St 

Sutera  Lillian  fish  wkr  Quincy  Market  Cold  Storage  r40  Washington 
Sq 

Sutera  Mary  waitress  Coffee  Galley  r3  Madison  Ct 

Sutera  Steph  A  (Evelyn)  tchr  Gloucester  High  Sch  h8  Harvard  St 

Sutherland  Diane  I  studt  r29  Perkins  St 

Sutherland  Donald  (Helen  P)  fishermn  h29  Perkins  St 

Sutherland  Donald  Jr  elk  Postal  Serv  r29  Perkins  St 

Sutherland  Eug  H  (Carol  Ann)  installer  N  E  T  &  T  h7  Ocean  Av 

Sutherland  Glenn  elk  Postal  Serv  r29  Perkins  St 

Sutherland  J  Donald  (Gloria  M)  fisherman  h407  Essex  Av 

Sutherland  Jayne  elk  Caribou  Fisheries  r2  Puerto  Dr 

Sutherland  Jerome  r80  Maplewood  Av 

Sutherland  John  L  (Natalie  W)  costal  waredn  us  hl05  Essex  Av 
Sutherland  Judy  A  studt  r2  Puerto  Dr 

Sutherland  Mildred  A  (Wid  Alphonso)  retd  h80  Maplewood  Av 
Sutherland  Paul  C  (Marjorie  G)  (Sutherlands  Exxon  (ESSO)  Serv) 
hl03  Centennial  Av 

Sutherland  Paula  homemkr  Action  Inc  r8  Shehan  Ter  (R) 

Sutherland  Peter  A  II  studt  r!03  Centennial  Av 
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Sutherland  Raymond  J  (Rita)  eng  MIT  Lincoln  Laby  (Lexington)  h2 
Puerto  Dr 

Sutherland  Robt  J  r2  Puerto  Dr 
Sutherland  Roberta  A  studt  rl03  Centennial  Av 
Sutherland  Roy  emp  OUF  hl03  Main  St 
Sutherland  Roy  C  (Alice  J)  retd  hThatcher  Rd  (R) 

Sutherland  Thos  A  carp  80  Maplewood  Av  h80  Maplewood  Av 
Sutherland  Vincent  A  (June  E)  longshoremn  hi  Howard  Rd 
Sutherland’s  Exxon  (ESSO)  Serv  (Paul  C  Sutherland)  33  Railroad  Av 
Suttari  Peter  N  h4  Union  La  (R) 

Sutton  John  S  III  studt  r7  Blake  Ct 
Sutton  Robt  E  studt  r7  Blake  Ct 
Suutari  Peter  USN  rWhale  Cove  La  (R) 

Suutari  Ruth  (Wid  John  U)  retd  hWhale  Cove  La  (R) 

Suzanne’s  Studio  128  Main  St  Rm  9 

Svietovsky  Celia  (Wid  Boris)  retd  hFairmount  Rd 

Swan  Ellamae  (Wid  W  Dennison)  sum  res  hAdams  Hill  Rd 

Swan  Laurence  E  (Karin  M)  retd  h25  Curtis  St  (R) 

Swan  Lloyd  M  (Mildrene)  chem  eng  h85  Langsford  St 
Swan  Marshall  (Constance)  US  Foreign  Service  (Wash  DC)  hll 
Granite  St  (R) 

Swan  Richd  caretaker  Yankee  Clipper  rl022  Washington  St 

Swan  Richd  H  hAdams  Hill  Rd 

Swan  Steven  constn  wkr  hl45  Essex  Av  Apt  6 

Swanson  See  Also  Swinson 

Swanson  Ann  studt  r3  Pinecrest  Av 

Swanson  Anna  P  retd  h5  Ketchopulos  Cir  (R)  Apt  12c 

Swanson  Arth  L  retd  r31  High  St  (R) 

Swanson  Donna  pkr  r5  Viking  St 

Swanson  Eliz  T  (Wid  David)  retd  hl24  Granite  St  (R) 

Swanson  Fredk  O  Jr  (Frances)  mech  Town  Hwy  Dept  h7  Mill  La  (R) 
Swanson  Gail  studt  r3  Pinecrest  Av 

Swanson  Geo  W  (Ruth  V)  elec  eng  Hy-Voltage  Eng  (Burlington)  h3 
Pinecrest  Av 

Swanson  Howard  B  retd  hl5  Curtis  St  (R) 

Swanson  Leonard  C  (Gertrude  E)  heater  Cape  Ann  Tool  hl9  Curtis  St 
(R) 

Swanson  Marion  I  (Wid  Ernest  G)  h6  Kent  Cir 
Swanson  Norman  T  (Margt  L)  pay  master  Cape  Ann  Tool  h4 
Marmion  Wy  (R) 

Swanson  Ronald  H  (Marion  C)  lumper  h5  Viking  St 

Swanson  Ronald  H  Jr  r5  Viking  St 

Swasey  Fred  W  (Joyce)  sum  res  hAdams  Hill  Rd 

Sweatt  Gary  sis  mgr  Thorwald  Condominiums  hAtlantic  Rd  Apt  22g 
Sweeley  Alice  C  (Wid  Crawford  K)  retd  h43  Mt  Pleasant  St  (R) 
Sweeney  Robt  R  sum  res  h497  Washington  St 

Sweet  Bonnie  J  Mrs  nurse’s  aide  Den  Mar  Nursing  Home  h7  Forest 
St 

Sweet  Elias  R  (Nina  M)  ctr  Ralph’s  Mkt  (BEV)  hl9  Church  St 
Sweet  Elwood  F  (Dorothy  E)  serv  eng  hl4  Concord  St 
Sweet  Forrest  (Lena)  driver  hl4  Sawyer  Av 

Sweet  Forrest  L  (Pamela)  driver  Bursaw  Oil  (D)  hl27  Washington  St 
Sweet  Grace  pkr  Atlantic  Seafoods  h21  Willow  St 

Sweet  Homer  Jr  (Joan  A)  quality  control  insp  Gorton’s  h23  Curtis  St 

(R) 

Sweet  Homer  M  (Cora  L)  fish  wkr  Gorton’s  h24  Curtis  St  (R) 

Sweet  Jennie  pkr  r21  Willow  St 
Sweet  Joan  Mrs  rl6  Hodgkins  St  (R) 

Sweet  John  M  cook  Sea  Shell  r24  Curtis  St  (R) 

Sweet  Kimalee  teller  Cape  Ann  Bk  &  Tr  h61  Western  Av 
Sweet  Linda  M  hairdrsr  rl4  Sawyer  Av 

Sweet  Ralph  G  (Jane  M)  carp  Cameron  &  Hogan  h47  Pigeon  Hill  (R) 
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Sweet  Ralph  G  Jr  (Marilyn  J)  mach  Genl  Elec  (LYNN)  hl87  Main  St 

(R) 

Sweet  Wm  R  USA  rl4  Concord  St 

Swekla  Alphonse  J  (Elizabeth  J)  prin  Ralph  B  O’Maley  Mdl  Sch  hl7 
Kent  Rd 

Swelka  Alphone  J  prin  Ralph  B  O’Maley  Mdl  Sch  rl7  Kent  Rd 
Swett  Carolyn  M  (Wid  Donald)  retd  h544  Washington  St 
Swett  Plmb  &  Heating  Co  (Wm  A  Suett  Jr)  16  Eastern  Point  Rd 
Swett  Walter  J  sum  res  h Woodman  St 

Swett  Walter  J  (Lois)  serv  co-ord  3-M  Alarm  Servs  hRear  205 
Western  Av 

Swett  Wm  A  Jr  (Gloria  A)  (Wm  A  Swett  Plumbing  &  Heating)  hl6 
Eastern  Point  Rd 

Swetzoff  Jonathan  pharm  Addison  Gilbert  Hosp  r Beverly  Mass 
Swift  Agnese  retd  r44  South  St  (R) 

Swift  Charles  H  Jr  (Phyllis  M)  optical  tech  Bausch  &  Lomb  (LYNN) 
h68  Harrison  Av 

Swift  Charles  N  (Lillian  H)  retd  hi 59  Western  Av 
Swift  Chester  C  (Lillian  M)  retd  h538  Washington  St 
Swift  Lila  (Wid  Carleton  B)  sum  res  hFort  Hill  Av 
Swift  Lillian  M  Mrs  cafeteria  supvr  Milton  L  Fuller  Sch  r538 
Washington  St 

Swikkla  Alphonso  prin  Ralph  O’Maley  Middle  Sch  rKent  Rd 

Swinson  See  Also  Swanson 

Swinson  David  H  retd  h50  Mt  Pleasant  Av 

Swinson  Everett  O  (Marjorie  E)  retd  h241  E  Main  St 

Swinson  Glenn  R  studt  rl92  Washington  St 

Swinson  Gregory  P  studt  r8  Acacia  St 

Swinson  Hilma  (Wid  Alonzo  J)  retd  h5  Ketchopulos  Cir  (R)  Apt  12e 
Swinson  Howard  J  (Virginia  F)  carrier  P  O  hl92  Washington  St 
Swinson  Jack  elk  CVS 

Swinson  Karen  emp  Stop  &  Shop  r8V£  Blake  Ct 

Swinson  Kenneth  toll  test  mn  N  E  T  &  T  (S)  hRockport  Rd 

Swinson  Leroy  rCape  Ann  Nursing  Home 

Swinson  Marie  V  (Wid  Robt  J)  ofc  sec  Art  Jewelry  h8  Acacia  St 

Swinson  Marjorie  E  Mrs  artist  241  E  Main  St  h241  E  Main  St 

Swinson  Mary  emp  Capt  Courageous  h8Vfe  Blake  Ct 

Swinson  Mary  I  (Wid  Olaf  S)  retd  h6  Taylor  Ct 

Swinson  Nellie  rCape  Ann  Nursing  Home 

Swinson  Robt  J  Jr  USAF  r8  Acacia  St 

Swinson  Timothy  emp  Tel  Co  rl92  Washington  St 

Switt  Steph  W  emp  Switt  Plmb  &  Htg  h44  Rocky  Neck  Av 

Syckes  S  Bradford  studt  rJerdens  La  (R) 

Syckes  Wilton  H  (Eleanor)  piano  slsmn  Kohler  &  Campbell  Piano  Co 
hJerdens  La  (R) 

Syckes  Wilton  H  Jr  admn  Denmar  Nursing  Home  rJerdens  La  (R) 
Sykes  Walter  L  (Kathleen  C)  sum  res  100  Long  Beach  St  (R) 
rSudbury  Mass 

Sylva  Paul  D  (Jeanne  M)  h57  Broadway  (R) 

Sylvain  Dorothy  elk  Mai’s  r386  Main  St 

Sylvain  Richd  T  (Carol  J)  truck  driver  Bldg  Center  h36  Gee  Av 
Sylvester  Adelaide  E  (Wid  John  P)  sum  res  hl67  Concord  St 
Sylvester  Arnold  B  (Theresa)  utility  mn  Gorton’s  h79  Prospect  St 
Sylvester  Emma  Mrs  hl3a  Short  St 
Sylvester  Kath  rCape  Ann  Nursing  Home 

Sylvester  Percy  A  (Helen  J)  sum  res  Bayberry  La  rArlington  Mass 
Sylvester  Sami  H  (Johanna)  retd  h33  Gee  Av 
Sylvia  Harriet  Mrs  retd  h46  Poplar  Pk 

Symes  Arthur  W  (Julia)  sum  res  85  Wingaersheek  Rd  rStoneham 
Mass 

Symmes  Donald  P  (Gretchen  E)  retd  hl41  Granite  St  (R) 

Symonds  See  Also  Simmons  And  Simon 
Symonds  Cora  L  (Wid  Guy  B)  retd  h587  Essex  Av 
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Symonds  David  hi 97  E  Main  St 

Symonds  David  L  prsr  Nor’east  Cleaners  r8  Beacon  St 
Symonds  Honora  J  Mrs  med  wkr  Huntress  Pub  Med  Inst  r8  Beacon 
St 

Symonds  Mary  E  library  asst  Sawyer  Free  Library  r587  Essex  Av 
Symonds  Raymond  (Lucinda)  lobstermn  h41a  Reynard  St 
Syrek  Joseph  J  (Mary  V)  retd  h29  Trask  St 

Szymczak  Edw  J  (Ann  M)  summer  res  1  Skipper  Wy  rDorchester 
Mass 

Taber  Albert  M  (Florence)  retd  h21  Wiley  St 

Taber  Gary  F  (Karen  M)  capt  Rockport  Fire  Dept  hRear  281  Granite 
St  (R) 

Tadco  Mfg  Inc  Arth  L  Somers  Pres  Arth  W  Shaw  V-Pres  Sami  J 
Somers  Treas  silk  screen  printing  Poole’s  La  (R) 

Tagiuri  Renaldo  sum  res  Rockwood  La  rCambridge  Mass 
Tagliaferri  Ann  nurse  Addison  Gilbert  Hosp  rPirates  La 
Taillon  Michl  W  (Maureen  W)  eng  Gen  Elect  (L)  h578  Western  Av 
Talbot  Paul  F  (Dorothy  M)  city  manager  City  Of  Gloucester  h5 
Hesperus  Cir 

Talbot  Ward  (Nancy)  sum  res  134  Long  Beach  St  (R)  rRhode  Island 
Taliadoros  Anthony  T  (Arlene  F)  pres-mgr  Tony’s  House  Of  Tires 
h70  Wheeler  St 

Taliadoros  Anthony  T  Jr  studt  r70  Wheeler  St 

Taliadoros  James  studt  r70  Wheeler  St 

Taliadoros  John  (Phyllis  I)  (The  Causeway)  hEdgewood  Rd 

Taliadoros  Michl  asst  treas  Tally’s  Auto  Sales  Inc  h80  Essex  Av 

Taliadoros  Nicholas  pres  &  treas  Tally’s  Auto  Sales  Inc  r80  Essex  Av 

Taliadoros  Phyllis  waitress  The  Causeway  rEdgewood  Rd 

Taliadoros  Wm  C  (Dorothy  A)  elk  Tally’s  Auto  Sis  Inc  h86  Essex  Av 

Talkov  Leo  sum  res  11  Boyle  La  rBrookline  Mass 

Talluto  Mario  V  lab  hl6  Orchard  St 

TALLY’S  AUTO  SALES  INC  Nick  Taliadoros  President- 

Treasurer,  William  Taliadoros  Clerk,  Michael  Taliadoros 
Assistant  Treasurer,  Auto  Sales  And  Service,  Mercury  And 
Comet  Dealers,  2  Washington  St  (01930),  74-76  Essex  Av  Rt 
133  Tels  283-0549,  283-0550  And  283-9434  (See  Index  To 
Advertisers) 

TALLY’S  TRUCK  CENTER  Nick  Taliadoros  President-Treasurer 
William  Taliadoros  Clerk  Michael  Taliadoros  Assistant 
Treasurer  International  Trucks  Sales-Service  Parts,  Cor 
Angle  &  Washington  Sts  74-76  Essex  Av  Tel  283-9434  (See 
Index  To  Advertisers) 

Tally’s  Truck  Center  Inc  N  Taliadoros  Pres  &  Treas  M  Taliadoros 
Asst  Treas  gas  sta  1  Angle  St 
Talvitie  John  A  (Cath)  retd  hl5  Brierwood  St 

Tamarendo  Doris  S  (Wid  Manuel)  travel  consultant  Bob  Smith  Travel 
Agcy  h8  Sadler  St 

Tamarendo  Doris  S  (Wid  Matthew)  travel  consultant  Bob  Smith  Travel 
Agcy  r8  Sadler  St 

Tamarindo  Anthony  USN  r8  Babson  St 

Tamarindo  Antonio  (Augusta)  fishermn  h8  Babson  St 

Taminiau  Theo  (Julia)  elk  Ocean’s  Away  h53  Marmion  Wy  (R) 

Tanner  Steph  J  retd  hl4  Hawthorne  Rd 

Tanson  Matthew  Jr  (Patricia  J)  emp  Town  Hwy  Dept  h33  Curtis  St 

(R) 

Tanson  Patricia  nurse  Addison  Gilbert  Hosp  r33  Curtis  St  (R) 
Taorimina  Joseph  (Josephine)  plater  Santacross  Constn  h6  Highland 
St 

Taormina  Frank  (Josephine)  fishermn  h21lA  Church  St 
Taormina  Frank  (Stephanie)  retd  h7Vfe  Riverview  Rd 
Taormina  Guiseppe  studt  rll5  Essex  Av 

Taormina  Leonardo  (Susan)  fishermn  (Brush  Art  Studios)  hi  15  Essex 
Av 
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Taormina  Leonardo  treas  A  &  T  Constn  h8  Stone  Ct 

Taormina  Nicolo  (Angela)  mason  A  &  T  Constn  h6  Sunset  Hill  Rd 

Taormina  Peter  fishermn  r7V2  Riverview  Rd 

Taormina  Salvatore  (Maria)  (Sam’s  Beauty  Salon)  h9  Riverview  Rd 
Tappe  A  Anthony  summer  res  46  Decatur  St  rCambridge  Mass 
Taranko  Olga  tchr  West  Parish  Sch  r28  Hale  St  Beverly  Mass 
Tarantino  Batista  (Marianna)  retd  hRear  11  Beach  Ct 
Tarantino  Concetta  emp  Sea  Food  Kitchen  rl6V2  Fort  Sq 
Tarantino  Emma  Mrs  cafeteria  wkr  Ralph  B  O’Maley  Mdl  Sch  r3 
Howard  Rd 

Tarantino  John  B  (Paulene  A)  lab  Faulk  Bros  h62  Holly  St 
Tarantino  Joseph  P  (Emma  A)  fisherman  h3  Howard  Rd 
Tarantino  Laurine  M  (Wid  Salvatore)  pkr  OUF  h6  Mystic  Av 
Tarantino  Lorene  Mrs  emp  Seafood  Kitchens  r39  Derby  St 
Tarantino  Pauline  Mrs  hl6x/2  Fort  Sq 
Tarantino  Phyllis  pkr  Sea  Food  Kitchen  rl6V2  Fort  Sq 
Tarantino  Salvatore  retd  h26  Fort  Sq 

Tarantino  Shirley  Mrs  mgr  Dunkin  Donuts  h37  Commonwealth  Av 
Tarbox  Donald  C  driver  Capt  Joe  &  Sons  r97  E  Main  St 
Tarbox  Elaine  tchr  aide  Action  Inc  rll27  Washington  St 
Tarbox  Fred  S  (Gladys  M)  retd  h97  E  Main  St 
Tarbox  Fred  S  Jr  (Agnes)  mach  Murmac  Mfg  h23  Bond  St 
Tarbox  Grace  retd  r44  South  St  (R) 

Tarbox  Mary  N  (Wid  Ralph  Jr)  h7  Williams  Ct 

Tarbox  Melvin  J  (Helen  E)  emp  Cape  Ann  Tool  (R)  hl02  Bass  Av 

Tarbox  Peter  emp  Stop  &  Shop  rlQ2  Bass  Av 

Tarbox  Ralph  R  (Eda)  retd  h6  Wise  PI 

Tarbox  Robt  F  (Elaine  L)  mech  Gloucester  Eng  hi  127  Washington  St 
Tarbox  Robt  W  pres  Am  Instrument  Exchange  r81  Eastern  Point  Rd 
Tarcy  B  J  Mrs  treas  Gloucester  Central  Package  Store  Inc  rHodgkins 
St  (R) 

Tares  Susan  M  h6  Poplar  Ct 

Tarlin  Janice  E  acct  (b)  h6  Union  La  (R) 

Taromina  Marko  (Kathryn)  emp  Gloucester  Eng  h8  Eastern  Point  Rd 
Tarr  Alan  R  studt  r5  Railroad  Av  (R) 

Tarr  Alden  M  (Priscilla  S)  elk  P  O  hl08  Washington  St 
Tarr  Alvira  retd  r44  South  St  (R) 

Tarr  Arth  C  (Lucille)  lab  D  P  W  h32  Riverdale  Pk 

Tarr  Arth  M  (Kathryn  E)  emp  Silva  Bros  hl3  Bond  St 

Tarr  Barbara  Mrs  supvr  Eastern  Av  Sch  r2  Loma  Dr 

Tarr  Brent  A  studt  r80  Essex  Av 

Tarr  Brian  studt  r80  Essex  Av 

Tarr  Doris  (Wid  John)  retd  hl9  Forest  St  (R) 

Tarr  Doris  P  (Wid  Fredk)  retd  h21  Poplar  Pk 
Tarr  Dorothy  (Wid  Stanley)  emp  Mighty  Mac  h400  Western  Av 
Tarr  Edmund  Jr  (Patricia)  mach  Glou  Eng  hRear  536  Washington  St 
Tarr  Edw  C  (Christine)  work  formn  City  Pub  Prop  Div  h80  Essex  Av 
Tarr  Eliz  F  sum  res  h67  Long  Beach  St  (R) 

Tarr  Eliz  G  (Wid  Arth  N)  retd  h4  Langsford  St 

Tarr  Emily  B  retd  hlO  Seeall  St 

Tarr  Ernest  A  ship  carp  r480  Washington  St 

Tarr  Esther  E  Mrs  pkr  Sea  Food  Kitchens  h20  Pleasant  St  Apt  6 
Tarr  Francis  E  (Harriet  M)  formn  OUF  h60  Perkins  St 
Tarr  Francis  E  Jr  (Linda  J)  contr  h59  Perkins  St 

Tarr  Frederick  H 
(Elizabeth  R) 

Lawyer 

18  Dale  Avenue 

Telephones  283-0046,  283-4383,  546-2226 
hl33  Marmion  Way 

Rockport,  Mass  01966 

Tarr  Fredk  H  Jr  member  selectmn  rl33  Marmion  Wy  (R) 

Tarr  G  Merle  (Jeanette  A)  retd  hl08  Riverdale  Pk 
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Tarr  Geo  E  fish  wkr  Seafood  Kitchen  h60  Perkins  St 
Tarr  Geo  J  School  21  School  St  (R) 

Tarr  Gertrude  Mrs  retd  h42  School  St 
Ta*r  Helen  A  fish  wkr  Seafood  Kitchen  r60  Perkins  St 
Tarr  Homer  B  mtcemn  City  Pub  Prop  Div  h2  Marshfield  St 
Tarr  James  B  fish  ctr  Empire  Fish  h532  Washington  St 
Tarr  Jean  xray  elk  Addison  Gilbert  Hosp  rll  Bond  St 
Tarr  John  E  (Sandra)  elect  h357  Western  Av 
Tarr  John  E  (Marj  B)  emp  Gorton’s  h39  Elm  St 
Tarr  Kenneth  (Debbie)  prntr  TADCO  h9  Gould  Ct 
Tarr  Kenneth  F  (Barbara  D)  instr  Claude  H  Patten  Natl  High  Sch 
(BEV)  h2  Loma  Dr 

Tarr  Leroy  C  (Phyllis  L)  grower  Silva  Bros  hll  Bond  St 
Tarr  Lillian  A  (Wid  Wm  B)  retd  h21  Exchange  St 
Tarr  Linda  studt  rl08  Washington  St 
Tarr  Lydia  G  retd  r44  South  St  (R) 

Tarr  Maria  F  retd  hl32  Main  St  (R) 

Tarr  Marjorie  (Wid  Harold  C)  retd  h480  Washington  St 
Tarr  Marjorie  A  (Wid  Marshall)  retd  hJerdens  La  (R) 

Tarr  &  Marr  (Alex  K  Tarr)  real  est  8a  Main  St  (R) 

Tarr  Millard  boat  bidr  hl8  Harriett  Rd 

Tarr  Milton  L  (Sarah)  retd  h44  Lexington  Av  Apt  41 

Tarr  Priscilla  Mrs  nurse  Addison  Gilbert  Hosp  rl08  Washington  St 

Tarr  Ralph  R  (Emily  L)  retd  h5  Railroad  Av  (R) 

Tarr  Raymond  pres  Omni- Wave  Electronics  rManchester  Mass 
Tarr  Richd  C  (Abbie  W)  (Cape  Ann  Ticket  &  Label)  h222  Eastern  Av 
Tarr  Richd  L  (Helen  M)  retd  h5  Maplewood  Ct 
Tarr  Richd  S  (Eleanora  T)  appr  Deering  Elec  h39  Western  Av 
Tarr  Richd  W  (H  Marjorie)  (Cape  Ann  Ticket  &  Label)  h220  Eastern 
Av 

Tarr  Ronald  P  (Norma  P)  slsmn  D  F  Harris  &  Sons  h39  Decatur  St 
Tarr  Roy  E  (Lillian  E)  plmb  Swett  Plmb  h243  Eastern  Av 
Tarr  Russell  S  (Mary  C)  pres  Thermet  Inc  hi 34  Leonard  St 
Tarr  Valerie  elk  Sandy  Bay  Apothecary  r7  Norseman  Av  (G) 

Tarr  Vicki  h5  Eastern  Point  Rd 

Tarr  Wm  W  (Matilda  R)  fork  lift  opr  Elliott  Stevedore  h81 
Maplewood  Av 

Tarr  Wm  W  Jr  (Cleone  B)  lab  Tarr  &  Wonson  h40  Grove  St 
Tarr  &  Wonson  Ltd  (FCTY)  Joseph  Palduino  Tech  Dir  paint  mfrs 
Horton  St 

Tarr’s  John  Store  (A  Richd  Carlson)  genl  mdse  53  Main  St  (R) 
Tarrentino  Pauline  Mrs  tchr  Plum  Cove  Sch  r62  Holly 
Tartas  Philip  (Sandra)  lwyr  146  Main  St  h8  Corliss  Av 
Tarvis  Albert  K  lab  Town  Dept  rl88  Main  St  (R) 

Tarvis  Joseph  R  retd  hl88  Main  St  (R) 

Tassinari  Francis  L  (Mary  Lou)  optom  65a  Middle  St  h7  Gee  Av 
Tate  Gertrude  H  (Wid  Lawson  F)  retd  hlO  Kirk  Rd 
Tattof  Richd  general  hlpr  Gortons  rl4  Russell  Av 
Taurmina  Dominic  (Grace)  fishermn  h210  Washington  St 
Taurmina  Michl  brklyr  r210  Washington  St 
Taurmina  Thos  A  fish  wkr  r210  Washington  St 

TAVERN  THE  INC  George  Demakis  President-Manager  All  Glass 
Dining,  Deck  Overlooking  Gloucester’s  Historic  Harbor, 
Famous  For  Lobster  And  Sea  Foods  Catering  To  Your  Social 
Or  Business  Functions  30  Western  Av  (01930)  Tel  283-4200 
Taylor  Alton  B  (Harriet  E)  slsmn  Works  Chev-Olds  h640  Washington 
St 

Taylor  C  Fayette  sum  res  h83a  Phillips  Av  (R) 

Taylor  Charles  clam  digger  rLawrence  Mountain  Rd 

Taylor  Charlotte  tchr  Gloucester  High  Sch  h31  Western  Av  Apt  15 

Taylor  Corlies  retd  rAdams  Hill  Rd 

Taylor  David  H  (Constance)  summer  res  9  Twopenny  La  rS  Hamilton 
Mass 
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Taylor  Donald  J  (Nancy  L)  business  mgr  Northeastern  Univ  (B)  hlOO 
Main  St  (R) 

Taylor  Douglas  R  studt  rPage  St 

Taylor  Edith  P  ofc  sec  Gorton’s  h5  Madison  Av 

Taylor  Edw  reprmn  hPinecrest  Av 

Taylor  Eliz  (Wid  Alfonso  D)  retd  h23  Poplar  Pk 

Taylor  Ellen  M  retd  hl056  Washington  St 

Taylor  El  wood  retd  h9  Western  Av 

Taylor  El  wood  Jr  tech  Dennen  Animal  Industries  rLawrence 
Mountain  Rd 

Taylor  Fern  E  nurse  Addison  Gilbert  Hosp  rSalt  Island  Rd 
Taylor  Florence  E  (Wid  Douglas  A)  hi  Overlook  Av 
Taylor  Francis  L  (Dorothy  L)  retd  hl03  Essex  Av 
Taylor  Geo  H  (M  Ethel)  dentist  96  Middle  St  hShore  Hill  Rd 
Taylor  Geo  W  (Nina  M)  shellfish  mn  h21  Centennial  Av 
Taylor  Gordon  E  (Nancy  A)  mgr  Gen  Elect  hRear  43  Main  St  (R) 
Taylor  Gretchen  E  dietary  wkr  Addison  Gilbert  Hosp  hl26  Prospect 
St 

Taylor  Helen  S  retd  hl23  Main  St  (R) 

Taylor  Helen  S  retd  hl6  Beach  St  (R) 

Taylor  Herbert  C  (Mable  C)  retd  h9  Woodward  Av 
Taylor  Jane  M  nurse  New  Eng  Baptist  Hosp  rPage  St 
Taylor  John  clammer  &  lobstermn  hl7  Sadler  St 
Taylor  John  A  (Charlotte)  materials  mgr  Sylvania  h22  Marmion  Wy 
(R) 

Taylor  Karen  S  Mrs  h42  Pigeon  Hill  (R) 

Taylor  Kenneth  J  fishermn  h83  High  St  (R) 

Taylor  Lester  E  bkpr  Ropes  &  Gray  h371  Western  Av 
Taylor  Lucy  R  elk  Yankee  Clipper  Inn  (R)  hlOl  Granite  St  (R) 

Taylor  Margt  (Wid  Geo  F)  h52  Eastern  Point  Rd 
Taylor  Mary  A  Mrs  hRear  8  Decatur  St 

Taylor  Nancy  member  Rockport  Public  Health  Nursing  Comn  rlOO 
Main  (R) 

Taylor  Nina  hsekp  Addison  Gilbert  Hosp  r21  Centennial  Av 
Taylor  Norman  G  (Marjorie  R)  carrier  P  O  hPage  St 
Taylor  Phillip  F  retd  h23  Magnolia  Av 
Taylor  Violet  Mrs  retd  hLawrence  Mountain  Rd 
Taylor  Wm  R  serv  rep  NET&T  rlOl  Granite  St  (R) 

Taylor  Wm  X  sum  res  h69  Curtis  St  (R) 

Tebo  Alf  M  Jr  (Claire  T)  mach  Murmac  Mfg  hFernwood  Lake  Av 
Tebo  Annette  L  Mrs  hl45  Essex  Av  Apt  23 

Tebo  Eileen  E  Mrs  nurse  Addison  Gilbert  Hosp  r89  Lexington  Av  (M) 

Tebo  Fanny  E  (Wid  Alf  M)  h222  Essex  Av 

Tebo  Irving  A  (Bertha  M)  bkpr  St  Peter  Club  h57  Bass  Av 

Tebo  James  (Eileen)  studt  h89  Lexington  Av 

Tebo  Joseph  C  (Kathryn  M)  sta  eng  Cape  Pond  Ice  h214  Essex  Av 
Tebo  Marjorie  nurse  Addison  Gilbert  Hosp  r222  Essex  Av 
Tebo  Richd  A  gas  atndt  Tally’s  Auto  Sales  r222  Essex  Av 
Tebo  Robt  W  (Marjorie)  security  guard  Lechmere  (D)  h222  Essex  Av 
Tebo  Wilbur  J  (Olga  F)  retd  hl8  Brightside  Av 

Tebou  Eug  (Leona  T)  sea  food  wkr  O’Donnell  USEN  h90  Centennial 
Av 

Tebou  Leona  T  nurse  Addison  Gilbert  Hosp  r90  Centennial  Av 

Tebou  Lucy  (Wid  John)  retd  hll  Short  St 

Tebou  Robt  studt  r90  Centennial  Av 

Tebou  Wayne  M  USM  r90  Centennial  Av 

Tedescho  Wm  h44  Lexington  Av  Penthouse  1 

Tedesco  Angelo  J  (Marlene  R)  sum  res  h70-b  Long  Beach  St  (R) 

Tedesco  Anthony  J  (Gloria  J)  sht  mtl  wkr  hlO  Shepherd  St 

Te  Desco  Edw  J  (Loredana  C)  hi  Souther  Rd 

Tee  Ellie  sum  res  hl9  Old  Garden  Rd  (R) 

Teel  Herbert  body  shop  formn  Sudbay  Pontiac  Cadillac  Buick 
r Rowley  Mass 
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Teel  Robt  L  Jr  tchr  West  Parish  Sch  rBx  23  (South  Essex) 

Teel  Rodney  (Beverly)  mach  Teel  Mach  Inc  (Essex)  h84  Concord  St 
Teele  John  W  (Kath  H)  sum  res  Squam  Rock  Rd  rConcord  Mass 
Teeling  Thos  v-prin  West  Parish  Sch  rBeverly  Mass 
Tehaglia  Marion  sum  res  hl4  Hickory  St 
Teiveira  Eug  B  sum  res  h35  Revere  St 
Teixeira  Ronald  (Judith)  agt  Prudential  Ins  h9  Herrick  Ct 
Telephone  Answering  Service  Of  Gloucester  (Mrs  Ethel  Dutton)  52 
Harrison  Av 

Telles  Adolph  J  (Margaret  E)  elk  P  O  h28  Sayward  St 

Telles  Margaret  hrdrsr  Barbara’s  Of  Mag  r28  Sayward  St 

Telles  Steven  emp  Co-Operative  Bk  r28  Sayward  St 

Telles  Steven  J  (Jacqueline  D)  computer  opr  Gorton’s  hl9  Granite  St 

Tello  Ann  emp  Gloucester  Eng  r38  Granite  St 

Tello  Donna  emp  Cape  Ann  Mfg  r38  Granite  St 

Tello  Lucy  Mrs  h38  Granite  St 

Temple  Ahavath  Achim  Rabbi  Myron  S  Geller  Pastor  86  Middle  St 
Temple  Donald  E  (Stella  S)  summer  res  hThatcher  Rd  (R) 

Temple  Raymond  S  (Gertrude  P)  retd  h47  Bass  Av 
Tenny  Mildred  retd  r44  South  St  (R) 

Terelak  John  artist  Tucker  Toys  rProspect  St  (R) 

Teresa  Geneva  K  (Wid  Joseph)  fish  wkr  Empire  Fish  h28  Chestnut  St 
Terley  David  mgr  Friendly  Ice  Cream  rlpswich  Mass 
Terra  Edith  h5  Silva  Ct 

Terranova  Jospehine  stitcher  h7  Orchard  St 
Terranova  Vincent  (Victoria)  carp  (Boat  Shop)  h7  Orchard  St 
Terrara  Vito  (Kristine  C)  fishermn  hl3  Gloucester  Av 
Terry  Harvey  (Virginia)  mfr  rep  hThatcher  Rd  (R) 

Terry’s  Beauty  Shop  (Manuel  &  Turibia  Cecilio)  28  Webster  St 
Testaverde  Anthony  (Rose)  fishermn  hl4  Hampden  St 
Testa verde  Antonino  (Francesca)  mach  opr  Vicknell  Peabody  h36 
Summer  St 

Testaverde  James  rlO  Hillside  Ct 

Testaverde  James  (Diane)  tire  mech  Coastal  Tire  &  Appl  h7Vfe  Forest 
St 

Testaverde  Joanne  ofc  sec  Curhan  Co  r6  Beach  Ct 
Testaverde  John  S  (Jean)  fisherman  hOrchard  Rd 
Testaverde  Joseph  J  (Joanne)  fishermn  h6  Beach  Ct 
Testaverde  Josephine  counselor  Action  Inc  rlO  Riggs  St 
Testaverde  Karen  assoc  bkpr  Glo  Safe  Deposit  &  Trust  Bk  rl4 
Hampden  St 

Testaverde  Larry  dietary  wkr  Addison  Gilbert  Hosp  r55  Mansfield  St 
Testaverde  Linda  hsekpr  Addison  Gilbert  Hosp  r55  Mansfield  St 
Testaverde  Peter  J  (Jennie)  with  US  Dept  Of  Interior  h55  Mansfield 
St 

Testaverde  Rosario  (Lena)  treas  Fisherman’s  Wharf  Of  Gloucester  Inc 
h38  Mansfield  St 

Testaverde  Rose  elk  Art  Jewelry  rl4  Hampden  St 
Testaverde  Rosemary  sec  Cabat  Corp  (B)  rl4  Hampden  St 
Testaverde  Salvatore  Jr  h29  Mansfield  St 

Testaverde  Salvatore  A  (Josephine  S)  fisheries  biologist  N  E  Aquarium 
hlO  Riggs  St 

Testaverde  Thos  fisherman  r38  Mansfield  St 
Tettoni  Eliz  M  (Wid  Matthew)  retd  h4  Loma  Dr 
Tettoni  J  Ernest  retd  hi 058  Washington  St 
Tettoni  Joseph  J  (Mary)  retd  hl9  S  Kilby  St 

Tettoni  Norman  A  (Shirley  M)  mtcemn  N  E  T  &  T  (BEV)  h6  York 
Rd 

Tettoni  Virginia  M  ofc  wkr  rl9  S  Kilby  St 
Thanos  Athena  (Wid  Alex)  retd  hl6  Bellevue  Av 
Thanos  Bessie  ofc  sec  Smith  Barney  Co  (B)  rl6  Bellevue  Av 
Thanos  Eleanor  sec  Friedman  &  Atherton  (B)  rl6  Bellevue  Av 
Thanos  S  Eva  editor  Dept  Of  Educ  (B)  rl6  Bellevue  Av 
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Thanos  Wm  J  sum  res  102  Long  Beach  St  rFairfax  Va 
Thayer  Gordan  B  (Lydia)  sum  res  69  Leonard  St  rCambridge  Mass 
The  Binnacle  Restr  (Fred  &  Philip  Akerley  Richd  Muise)  40  Railroad 
Av 

The  Dancing  Bear  (Wm  D  &  Lois  R  Stroud)  8V2  South  Rd  (R) 

The  French  Chef  (Raymond  Gaechter)  restr  68  Washington  St 
The  Glass  Sail  Boat  (Mac  S  Bell)  3  Duncan  St 

The  Grasshopper  Shop  (Edna  Klinow)  fabrics  hand  made  articles  21 
Dock  Sq  (R) 

The  Kids  Joy  Candy  Shoppe  (Josephine  Tucker)  Rear  17  Railroad  Av 

(R) 

The  Poppi  Bu  Gifts  &  Antiques  237  E  Main  St 

The  Utmost  (Tom  &  Ona  Lee  Cooke)  art  gallery  18  Main  St  (R) 

Theopanis  Geo  (Sue)  sum  res  Rear  976  Washington  St  rReading  Mass 

Theriault  Ellen  pkr  Gorton’s  rl92  Eastern  Av 

Theriault  J  Paul  (Nancy  M)  carrier  PO  (R)  hHighland  Rd  (R) 

Theriault  Julia  S  (Wid  Arth)  retd  hl6  Ketchopulos  Cir  (R)  Apt  H 

Theriault  Nancy  elk  Curtis  News  rHighland  Rd  (R) 

Theriault  Richard  D  (Barbara  J)  computer  programer  Gloucester 
Engineering  h72  Perkins  St 

Thermet  Inc  Russell  S  Tarr  Pres  Eben  S  Andrew  Treas  Charles  Elms 
Clk  porous  bronze  filters  &  parts  158  Magnolia  Av 
Therrien  Constance  Mrs  home  aide  Action  Inc  h30  Warner  St 
Therrien  Steven  studt  r30  Warner  St 
Thibeault  Emma  retd  h43  Lincoln  Pk 

Thibeault  Eug  C  (Mary  E)  mech  M  &  A  Exp  (S)  h4  Lamb  Hts  (R) 
Thibeault  Guy  A  (Leola  M)  retd  hll  Prospect  St  Extn  (R) 

Thibeault  John  USA  r4  Lamb  Hts  (R) 

Thibeault  Michelle  A  studt  r4  Lamb  Hts  (R) 

Thibedeau  See  Also  Thibodeau 
Thibedeau  Elmer  B  (Mary  E)  retd  h20  Haskell  St 
Thibedeau  Ronald  D  (Julie)  mach  Gloucester  Eng  h6  Forest  St 
Thibodeau  Albert  F  (Simonne  E)  stat  splst  Matl  Marine  Fisheries 
hRear  223  Eastern  Av 

Thibodeau  Charles  (Grace)  retd  hll  Summer  St 
Thibodeau  Charles  III  h2  Lexington  Av 
Thibodeau  Evaline  ofc  sec  Deering  Elec  rl7  Revere  St 
Thibodeau  James  (Donna)  rep  mtcemn  Addison  Gilbert  Hosp  rRear  27 
Colburn  St 

Thibodeau  Linda  elk  Sandy  Bay  Apothecary  h21  Forest  St  (R) 
Thibodeau  Michl  studt  rl7  Revere  St 
Thibodeau  Patricia  Mrs  emp  Gortons  h38  Fort  Sq 
Thibodeau  Robt  D  studt  rl7  Revere  St 

Thibodeau  Robt  L  (Evaline)  plant  mgr  Gunnard  (BEV)  hl7  Revere  St 
Thibodeau  Rodrique  A  (Marietta  O)  retd  h6  Harold  Av 
Thibodeau  Sophie  (Wid  Thos  A)  retd  h6  Sunset  Rd 
Thibodeau  Sylvia  W  Mrs  (La  Petite  Poodle  Parlour)  hEdgewood  Rd 
Thibodeau  Thos  A  Jr  typewriter  repr  Atlar  (CAMB)  hl5  Calder  St 
Thibodeau  Ulysses  J  retd  hRear  27  Colburn  St 

Thibodeaux  Marie  lndry  wkr  Den-Mar  Nursing  Home  hl91  Main  St 

(R) 

Thielscher  Karl  L  sum  res  hBarberry  Wy 
Thirkell  J  h227  Granite  St  (R)  Apt  2a 
Thirkell  James  J  slsmn  Lambros  Inti  rN  Reading  Mass 
Thistle  Rose  r29  Cleveland  St 
Thokle  Jan  (Inga)  hl9  Decatur  St 
Thomas  A  Clifton  (Helen  C)  retd  h38  Washington  Sq 
Thomas  Charles  A  Jr  (Mary)  tchr  Beeman  Mem  Sch  h90  Langsford 
St 

Thomas  Charles  W  (Fannie)  carrier  Postal  Service  h5  Riverdale  PI 

Thomas  Charles  W  Jr  studt  r5  Riverdale  PI 

Thomas  Cora  F  (Wid  Lewis)  retd  r26  Railroad  Av  (R) 

Thomas  Dorothy  E  retd  h!5  Lincoln  Pk 
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Thomas  Eliz  bkpr  Burnham  &  Thomas  rlO  Haskell  Ct 
Thomas  Francis  E  (Eliz)  (Burnham  &  Thomas)  hlO  Haskell  Ct 
Thomas  G  Jean  (Wid  Charles)  pkr  Le  Page’s  h6  Federal  St 
Thomas  Geoffery  E  (Susan  A)  slsmn  Burnham  &  Thomas  h9  Haskell 
Ct 

Thomas  Geo  E  mach  USMC  (BEV)  h80a  Middle  St  Apt  12 
Thomas  Geo  W  (Kath)  retd  h44  Lexington  Av  Apt  35 
Thomas  Geo  W  sum  res  70-E  Long  Beach  St  (R)  rNatick  Mass 
Thomas  Grace  E  r80a  Middle  St  Apt  12 
Thomas  John  C  retd  hll  Perkins  St 

Thomas  John  R  (Patricia)  appr  elec  Raytheon  h23  Ocean  Av 
Thomas  Kathleen  J  elk  Babson-Elwell  &  Davis  r5  Riverdale  PI 
Thomas  L  J  (Gertrude)  sis  rep  Allied  Chem  (Andover)  h20  Fuller  St 
Apt  2 

Thomas  Leroy  (Gertrude)  h20  Fuller  St  Apt  4 

Thomas  Lockhart  J  mgr  Brigham’s  rl  Beachmont  Av 

Thomas  Louis  A  (Kathleen  B)  (Morris  Barber  Shop)  hl32  Prospect  St 

Thomas  Mary  Ann  r5  Riverdale  PI 

Thomas  Maude  L  retd  h26  Railroad  Av  (R) 

Thomas  Patricia  tchr  Gloucester  High  Sch  h6  Haskell  Ct 
Thomas  Paul  (Kath)  emp  B  F  Goodrich  hi 45  Essex  Av  Apt  22 
Thomas  Richd  N  librn  Rockport  Jr  Sr  Hi  Sch  rlOl  Sandy  Bay  Ter 
(R) 

Thomas  Robards  House  1740  Accomodations  (Dorothy  &  Wm  Flynn)  6 
Dock  Sq  (R) 

Thomas  Robt  L  projectionist  Genl  Cinema  r5  Riverview  Rd 
Thomas  Sharon  A  tchr  Beeman  Mem  Sch  r5  Riverdale  PI 
Thomas  Stanley  E  sum  res  8  Walnut  St  r Weston  Mass 
Thomas  Steph  A  (Elinor  W)  ofc  mgr  Melchion  Armstrong  (Watertown) 
hi  Beachmont  Av 

Thomas  Victor  H  (Eleanor)  retd  h38Vfe  Millett  St 
Thome  Frank  S  (Mary  C)  retd  h8  Williams  Ct 
Thomfhorde  Thos  H  sum  res  hll  Wishart  Rd 
Thompson  Agnes  nurse  hlO  Forest  St  (R) 

Thompson  Anna  L  (Wid  Wilfred  S)  genl  hlpr  Gorton’s  h33  Warner  St 
Thompson  Barbara  Mrs  summer  res  hRust  Island 
Thompson  Claire  De  K  retd  h8  High  St  (R) 

Thompson  Constance  M  Mrs  h76  Riverdale  Pk 
Thompson  David  fish  ctr  Gorton’s  r33  Warner  St 
Thompson  Doris  R  Mrs  (Wee  Beauty  Shop)  h41  High  St  (R) 

Thompson  Douglas  (Pauline)  atndt  Hodges  Battery  Sta  h40  Cleveland 
St 

Thompson  Douglas  T  USN  rl6  Columbia  St 
Thompson  E  P  summer  res  h4  Bass  Rocks  Rd 
Thompson  Eunice  (Wid  Reginald  J)  h90  E  Main  St 
Thompson  Florence  G  (Wid  David  N)  (Sea  Fencibles  Shop)  hi  South 
Rd  (R) 

Thompson  Geraldine  Mrs  h23  Pine  St 

Thompson  Gordon  emp  O  U  F  h3  Eastern  Point  Rd 

Thompson  Harry  Jr  (Claudia)  mtee  O’Donnell  hl3  Commonwealth  Av 

Thompson  Harry  D  (Vivian)  mtcemn  OUF  h618  Western  Av 

Thompson  IngolfF  S  retd  hlO  King  St  (R) 

Thompson  James  F  (Maxine)  accts  wkr  Addison  Gilbert  Hosp  h6 
Nautical  Hts 

Thompson  James  N  (Nancy  B)  (Wheeler’s  Point  Boat  Yd)  hi  Holly  St 
Thompson  Janet  studt  r3  Corliss  Av 

Thompson  John  D  (Mary  E)  custdn  Lincoln  Lab  (B)  hl06a 
Washington  St 

Thompson  John  S  Jr  (Evelyn)  marine  mach  h23  Gee  Av 
Thompson  John  W  Jr  hRuthern  Wry  (R) 

Thompson  Joseph  R  (Eleanor  L)  sum  res  93  Long  Beach  St  (R) 
rArlington  Mass 
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Thompson  Kath  nurses  aide  Cape  Ann  Nursing  Home  h3  Eastern 
Point  Rd 

Thompson  Kathleen  studt  r3  Corliss  Av 
Thompson  Linda  r33  Warner  St 
Thompson  Marion  retd  h47  Main  St  (R) 

Thompson  Marjory  S  (Wid  Alberto)  retd  h2  Atlantic  Av  (R) 

Thompson  Mary  R  studt  r3  Corliss  Av 

Thompson  Maxine  nurses  aide  Cape  Ann  Nursing  Home  r6  Nautical 
Hts 

Thompson  Merton  E  (Ruth  C)  pres  Gloucester  National  Bank  Of 
Gloucester  h290  Western  Av 

Thompson  Natalie  J  (Wid  J  Stanley)  retd  hll5  Wheeler  St 

Thompson  Norman  E  (Phyllis  A)  mach  Murmac  Mfg  h25  Eastern  Av 

Thompson  Patk  emp  Gorton’s  rl06a  Washington  St 

Thompson  Pauline  M  Mrs  hl6  Columbia  St 

Thompson  Peter  local  asst  Grants  rRowley  Mass 

Thompson  Philip  tchr  Milton  L  Fuller  Sch  hl4  Sawyer  Av 

Thompson  Robt  sum  res  h9  Wishart  Rd 

Thompson  Robt  L  (Mary  B)  ins  agt  h3  Corliss  Av 

Thompson  Russell  fishermn  rl06a  Washington  St 

Thompson  Russell  A  J  (Dorothy  C)  retd  h24  Eastern  Av 

Thompson  Shirley  E  r90  E  Main  St 

Thompson  Walcott  B  (Helen)  ins  broker  (B)  hPenryn  La  (R) 

Thompson  Wm  R  (Mary  L)  pntr  h200  Magnolia  Av 
Thoms  John  h48  Main  St  (R) 

Thoms  Sandra  tchr  Geo  J  Tarr  Sch  rRear  50  Main  St  (R) 

Thomson  Bessie  M  Mrs  retd  h217  Main  St  (R) 

Thomson  Teresa  studt  hl45  Essex  Av  Apt  3 
Thorenten  Grace  retd  r224  Granite  St  (R) 

Thorman  John  M  hl45  Essex  Av  Apt  17 
Thorndike  Margery  S  retd  r7  Cliff  Rd 
Thorngren  Agnes  (Wid  Chas)  retd  hl6  Haskell  St 
Thorwald  Comdominiums  Gary  Sweatt  Sis  Mgr  Atlantic  Rd 
Three  Lanterns  (Gardner  W  Parsons)  gift  shop  108  E  Main  St 
Thurber  Clara  M  r2  High  Street  Ct  (R) 

Thurston  Ada  B  Mrs  h43  Prospect  St 

Thurston  Alice  M  retd  h627  Essex  Av 

Thurston  Arth  N  (Margt  C)  retd  h4  Harraden  Av  (R) 

Thurston  Bradley  B  Jr  (Jeanette  F)  meter  formn  City  Water  Div 
h342  Essex  Av 

Thurston  C  Violet  (Wid  Geo  W)  retd  hll  Wells  St 
Thurston  Carol  studt  rThurston’s  Pt 
Thurston  Doris  L  Mrs  retd  h62  Poplar  Pk 
Thurston  Gary  studt  r64  Riverdale  Pk 

THURSTON  GEORGE  W  INC  Norman  H  Thurston  President- 
Treasurer,  Automobile  Dealers,  Dodge  Dart  Cars,  130 
Washington  St  (01930),  Tels  283-2400  And  283-0001  (See  Index 
To  Advertisers) 


Thurston  Glenn  E  mach  Glouc  Eng  r64  Riverdale  Pk 
Thurston  Lionel  G  (Olive  C)  caretkr  City  D  P  W  hRear  952 
Washington  St 

Thurston  Lois  W  Mrs  nurse  h64  Riverdale  Pk 
Thurston  Marguerite  D  retd  h5  Traverse  St 

Thurston  Mary  E  Mrs  exec  sec  Am  Natl  Red  Cross  rThurston’s  Pt 
Thurston  Norman  H  (Rochelle  O)  pres-treas  Geo  W  Thurston  Inc  h8 
Ledgemont  Av 

Thurston  Rochelle  elk  Geo  W  Thurston  Inc  r8  Ledgemont  Av 
Thurston  Walter  E  Jr  (Mary  E)  sheet  mtl  wkr  John  Ventura 
(Lawrence)  hThurston’s  Pt 

Tibbetts  Harris  H  sum  res  104  Long  Beach  St  (R)  rBeverly  Mass 
Tibbetts  Peter  S  (Claudia)  formn  Gloucester  Eng  h22  Morgan  Av 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Moss.  01930  Tel.  283-1416 


Tibbo  Carol  ofc  sec  Trinity  Congregational  Ch 
Tiernan  Charles  M  (Margt)  (Cape  Ann  Liquor  Chest)  h20  Ocean 
Highlands 

Tiernan  Julia  studt  r20  Ocean  Highlands 

Tiernan  Margt  (Cape  Ann  Liquor  Chest)  r20  Ocean  Highlands 
Tiernan  Steph  C  studt  r20  Ocean  Highlands 
Tilley  Ella  (Wid  John  F)  retd  h41  Derby  St 

TILO  CO  INC  A1  Senuta  Manager  5  Broadway  (Saugus  01906) 
Tel  233-8228 

Timiski  Janice  tchr  Pride’s  Crossing  hi  Beach  Rd 
Timmerman  Gladys  R  retd  hi  14  Marmion  Wy  (R) 

Timmerman  Judith  C  retd  rll4  Marmion  Wy  (R) 

Timmons  John  (Rita)  sum  res  h33  Valley  Rd 
Tina’s  Studio  Of  Dance  (Mrs  Valentina  Costa)  101  Pleasant  St 
Tindley  W  Dexter  (Kath  F)  emp  Hunt  Mem  Hosp  (Ipswid)  hRust 
Island 

Tinker  Burton  L  research  tech  Natl  Oceanic  Atmospheric  Admn  h209 
Granite  St  (R) 

Tinker  Richd  J  (Barbara  A)  emp  Gloucester  Eng  h56  Warner  St 
Tinkham  Elaine  Mrs  emp  Mighty-Mac  h86  Eastern  Av 
Tinkman  Fannie  retd  hRear  59  Main  St  (R) 

Tinsley  Linda  L  rl5  Mt  Locust  PI 

Titilah  Jean  A  admitting  elk  Addison  Gilbert  Hosp  r85  Western  Av 
Titilah  Kenneth  (Mary  L)  security  guard  MIT  Lincoln  Lab  hRear 
85  Western  Av 

Titus  Frances  Mrs  retd  r3  Marina  Dr 

Toad  Hall  Bookstore  (Nelson  B  Robinson)  51  Main  St  (R) 

Tobacco  Shop  (John  Polossi)  99  Main  St 
Tobey  Cindy  daycare  mother  Action  Inc  r60  Cherry  St 
Tobey  Geo  E  (Norma  M)  monitor  Gloucester  Daily  Times  h4  Shehan 
Ter  (R) 

Tobey  Lillian  elk  Goldman’s  r238  E  Main  St 
Tobey  Mark  nurses  aide  Addison  Gilbert  Hosp  r4  Cross  St 
Tobey  Robt  D  (Lillian  F)  mtge  ofer  Cape  Ann  Bank  &  Trust  Co  h238 
E  Main  St 

Tobey  Steph  mailer  Gloucester  Daily  Times  rWenham  Mass 
Tobin  Florence  summer  res  Woodward  Av  rWinthrop  Mass 
Tobin  Marie  H  (Wid  Henry  F)  retd  hi  13a  Mt  Pleasant  Av 
Tobin  Nicholas  O  (Alice  M)  fisherman  hl20  Mt  Pleasant  Av 
Tocco  Anthony  (Rosemarie  E)  fishermn  hl3  Madison  Ct  Extn 
Tocco  Anthony  h951  Washington  St 
Tocco  Dominic  F  (Pitrna)  retd  h23  Lookout  St 
Tocco  Joseph  (Bianco)  emp  Gortons  hl9  Commonwealth  Av 
Tocco  Josephine  R  (Wid  Vito)  retd  h51  Poplar  Pk 
Tocco  Toni  Ann  G  studt  rl3  Madison  Ct  Extn 

Tocco  Victor  A  (Jane  L)  (Horseshoe  Forge)  (Essex)  h2  Edgewood  Rd 
Tocco  Vincent  J  (Jean)  pntr  h23  Lookout  St 

Todd  Debra  kitchen  wkr  Cape  Ann  Nursing  Home  rl04  Pleasant  St 

Todd  Dennis  ctr  &  pkr  Gorton’s  rl04  Pleasant  St 

Todd  Edw  A  (Florence  A)  retd  hl04  Pleasant  St 

Todd  Geo  H  pres  Geo  H  Todd  Corp  h8Vfe  Parker  St  (R) 

Todd  Geo  H  Jr  emp  Town  Of  Rockport  r8Vfe  Parker  St  (R) 
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STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASIN6 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL.  546-7405 
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TODD  GEORGE  H  CORP  George  Todd  Sr  President.  Ruth 
Littlefield  Secretary,  Edith  Perkins  Treasurer,  Robert 
Littlefield  General  Manager,  Fuel  And  Range  Oil,  24  Hour 
Service,  17  Railroad  Av  (Rockport  01966),  Tels  546-6652  Eves 
546-3249  (See  Index  To  Advertisers) 

Todd  Kenneth  kitchen  wkr  Cape  Ann  Nursing  Home  rl04  Pleasant 
St 

Todd  Linda  h92  Western  Av 

Todd  Russell  J  sand  blaster  Industrial  Cab  (Essex)  rl04  Pleasant  St 
Todd  Sarah  Mrs  r52  Grove  St 

Todd  Thos  Jr  (B  Virginia)  sum  res  hSalt  Island  Rd 
Tognazzi  Albert  N  Jr  (Barbara  N)  treas  Tognazzi  Bros  Inc  hl32 
Magnolia  Av 

Tognazzi  Albert  W  stone  ctr  r36  Poplar  St 

Tognazzi  Barbara  N  Mrs  tchr  West  Parish  Sch  rl32  Magnolia  Av 
TOGNAZZI  BROTHERS  INC  John  J  Tognazzi  President,  Edward 
Tognazzi  Vice-President,  Albert  M  Tognazzi  Treasurer, 
Monuments  And  Markers-Cemetery  Lettering  40-42  Poplar  St 
(01930),  Tel  283-1661  (See  Index  To  Advertisers) 

Tognazzi  Edw  (Grace  M)  stone  ctr  Tognazzi  Bros  r36  Poplar  St 
Tognazzi  Enrico  J  (Mary)  retd  h54  Curtis  St  (R) 

Tognazzi  Grace  M  Mrs  opr  Victory  Beauty  Salon  r36  Poplar  St 

Tognazzi  John  E  (Clora  C)  retd  h36  Poplar  St 

Tognazzi  John  J  (Nancy)  pres  Tognazzi  Bros  Inc  rEssex  Mass 

Tognazzi  Mary  E  (Wid  Albert)  retd  h36  Poplar  St 

Toikka  Jennie  M  pkr  Le  Page’s  hl3  Fair  St 

Toikka  John  H  (Pauline)  retd  h26  Highland  St 

Tokary  Roger  P  (Sharon  D)  purch  mgr  hRockwood  La 

Tolini  Ida  (Wid  Carlo)  sum  res  h4  Colburn  St 

Tolman  Delia  aide  hRear  129  Wheeler  St 

Tolman  Kenneth  T  mtcemn  Gloucester  Housing  Authority  rRear  129 
Wheeler  St 

Tolman  Lester  F  (Myra  E)  driver  Me  Niff  Domenick  h94  Mt  Pleasant 
Av 

Tolman  W  Frank  (Eliz  M)  retd  hOrchard  Wy 
Tolman  Wm  F  (Eliza  M)  hRear  127  Wheeler  St 
Tolman  Wm  R  (Harriet  A)  h92  Wheeler  St 
Tom  Mic’s  Restaurant  (Tom  Mustone)  77  Commercial  St 
Tom’s  Fresh  Fish  (Thos  P  Misuraca)  38  Allen  St 
Tomasello  Diane  L  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rl45  Essex 
Av  Bldg  12  Apt  5 

Tomer  Diane  L  nurses  aide  Addison  Gilbert  Hosp  hl89  Hesperus  Av 
Tomer  Robt  H  emp  Mass  Coastal  Seafoods  h30  Grapevine  Rd 
Tomkinson  Lester  E  counselor  Milton  L  Fuller  Sch  rN  Reading  Mass 
Tompkins  Alma  F  retd  h63  Revere  St 

TOMPKINS  C  F  CO  (The  Pattillo  Store),  Stephen  P  Thomkins  II 
Treasurer  And  General  Manager,  Furniture  And  House 
Furnishing  Goods,  67  Middle  St  (01930),  Tel  283-0880  (See 
Index  To  Advertisers) 


Tompkins  Edna  H  h60  Phillips  Av  (R) 

Tompkins  Florence  H  (Wid  Coles  F  Jr)  h7  Blossom  La 
Tompkins  Fredk  pres  C  F  Tompkins  Co  rSalem  Mass 
Tompkins  Gladys  B  (Wid  Danl)  retd  h85  Main  St  (R) 

Tompkins  Steph  P  II  treas  C  F  Tompkins  Co  rMarblehead  Mass 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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Toneatti  Geo  W  seaman  h2a  Barker  Av 

Toneatti  Raymond  J  (Eleanor  W)  retd  hi  14  Main  St  (R) 

Toneatti  S  Michl  III  r3  Jewett  St  (R) 

Toneatti  S  Michl  Jr  (Claire  A)  mech  h3  Jewett  St  (R) 

Toneatti  Ultimo  custdn  Gloucester  High  Sch  r2a  Barker  Av 

Tony’s  Fruitland  (Anthony  Polsonetti)  10  Railroad  Av 

Tony’s  Grocery  Store  (David  Manninen)  185  Washington  St 

Tony’s  House  Of  Tires  Anthony  T  Taliadoros  Pres-Mgr  73  Essex  Av 

Tony’s  Italian  Subs  Carlo  Barbara  406  Washington  St 

Toomey  Judy  aide  Gloucester  Manor  Rest  Home 

Toomey  Louise  M  bkpr  Ropes  &  Gray  (B)  h71a  High  St  (R) 

Top  O  The  Harbor  Apts  Robt  Shelton  Mgr  145  Essex  Av 
Topelo  Gallery  20  Main  St  (R)  (Andover) 

Topkins  John  A  (Margaret)  fishermn  h80a  Middle  St  Apt  4 
Toppan  Wm  E  (Mary  F)  lab  Top  Of  The  Harbor  Apts  h3  Story  St  (R) 
Toppan  Wm  E  Jr  (Phyllis)  prod  mgr  h2  Hayward  Rd 
Tornberg  Ingvar  E  pres  Gloucester  Engineering  Co  Inc  rManchester 
Mass 

Torr  Bruce  cook  h27  Wheeler  St 
Torrence  Jane  retd  h44  Lexington  Av  Apt  21 
Torrey  Hazel  (Wid  John)  h38  Fort  Sq 
Torrey  Kenneth  O  (Frances  W)  mach  h68  Centennial  Av 
Torrice  Sami  G  (Claire)  summer  res  73  Wauketa  St  r Woburn  Mass 
Torrisi  Anthony  (Aune  M)  (Torrisi’s  Barber  Shop)  h24  Forest  St  (R) 
Torrisi  Anthony  E  Jr  (Nina  R)  driver  Union  Trans  h24  Forest  St  (R) 
Torrisi  Nina  R  Mrs  social  wkr  Gloucester  Welf  Serv  Ofc  r24  Forest 
St  (R) 

Tortorici  Bernadette  Mrs  mach  opr  Seafood  Kitchens  h201 
Washington  St 

Tossell  Beatrice  rCape  Ann  Nursing  Home 

Touch  Of  Earth  (Ann  Haran)  Rear  17  Railroad  Av  (R) 

Towle  R  Dana  (Marion  E)  retd  h253  Granite  St  (R) 

Town  Burr  L  (Agnes  S)  retd  h9  Madison  Ct  Extn 

Town  Landing  1  Rogers  St 

Town  Office  Bldg  34  Broadway  (R) 

TOWN  OFFICES  (See  Rockport-Town  Of) 

Towne  Robt  (Kathleen)  stm  ftr  hFrank  St  (R) 

Towns  Raymond  USA  r429  Essex  Av 

Townsend  James  artist  South  Rd  (R)  rPeabody  Mass 

Toye  Anne  emp  Probation  Ofc  rRocky  Neck  Av 

Toye  Charles  A  (Celiene)  h8  Norman  Av 

Toye  Charles  A  Jr  studt  r8  Norman  Av 

Toye  Kathy  studt  r8  Norman  Av 

Toye  Mary  Lou  studt  r8  Norman  Av 

Tracey  See  Also  Tracy 

Tracey  G  Wilbur  bd  chairmn  Gloucester  Engineering  Co  Inc  r Beverly 
Farms  Mass 

Tracey  Richd  D  sum  res  hPalfrey  Rd 

Trackman  Marguerite  (Wid  Morris)  h426  Washington  St 

Tracy  See  Also  Tracey 

Tracy  Debra  L  studt  rl3  Hodgkins  St  (R) 

Tracy  Emily  sec  (B)  rl25  Mt  Pleasant  Av 

Tracy  John  J  (Anne  R)  physiotherapist  7  Marchant  St  hl25  Mt 
Pleasant  Av 

Tracy  John  J  Jr  rl25  Mt  Pleasant  Av 

Tracy  Stanley  T  mgr  The  Liquor  Locker  r7  Oakland  Av  (R) 


KEEP 

FIT 

AT 

THE 


YIVICA 

71 

Middle 

Street 

TEL. 

283-0470 


PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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Tracy  Stanley  T  (Barbara  J)  pres  &  treas  Gloucester  Central  Pkg 
Store  hl3  Hodgkins  St  (R) 

Trafton  Patricia  bkpr  Rockport  Natl  Bank  r32  Mt  Pleasant  St  (R) 
Trafton  Virginia  sec  Gloucester  Eng  r32  Mt  Pleasant  St  (R) 

Trafton  Willard  C  (Patricia  M)  linoleum  lyr  Cart  &  Glover  h32  Mt 
Pleasant  St  (R) 

Trailer  Rex  summer  res  hThatcher  Rd  (R) 

Tranguch  Sheila  instr  Milton  L  Fuller  Sch  rl5  Hillside  Rd 
Tranos  Leon  C  pres  Sr  Home  Care  Serv  r50  Hilltop  Rd 
Trask  Florence  C  real  est  204  Hesperus  Av  Apt  4  h204  Hesperus  Av 
Apt  4 

Trask  Philip  G  (Eleanor  K)  retd  h3  Ashland  PI 
Travers  Gilbert  (Eliz)  mach  United  Shoe  (BEV)  hl3  Summit  Av  (R) 
Travers  Joanne  Mrs  nurse  Addiscn  Gilbert  Hosp  r9  Rocky  Neck  Av 
Travers  Ruhd  M  emp  Linebach  (B)  rl3  Summit  Av  (R) 

Travers  Steph  J  acct  United  Shoe  (BEV)  rl3  Summit  Av  (R) 

Travers  Thos  J  sanitary  eng  TOWN  hEden  Rd  (R) 

Trayes  Cora  M  (Wid  Wm  H)  h7  Old  Garden  Rd  (R) 

Trayes  Wm  H  Jr  (Roswetta)  banker  (b)  hRust  Island 
Treasure  Chest  (Mildred  Rubin)  gifts  Wharf  Rd  (R) 

Tree  House  Gift  Shop  Rear  17  Railroad  Av  (R) 

Trefry  Geo  L  retd  hl30  E  Main  St 

Trefry  Geo  M  emp  United  Shoe  (BEV)  rl39  E  Main  St 
Trefry  Irving  W  (Edith  P)  retd  h26  Rocky  Neck  Av 
Trefry  Keith  Jr  studt  rl39  E  Main  St 

Trefry  Keith  W  (Alberta)  policemn  City  Police  Dept  hl39  E  Main  St 

Trefry  Melbourne  F  (Emily  I)  retd  hl70  Eastern  Av 

Tremblay  Arth  N  (Frances  M)  h6  Leonard  St 

Tremblay  David  studt  r6  Leonard  St 

Tremblay  Helenann  r6  Leonard  St 

Tremblay  Norman  lab  City  Pub  Prop  Div  r6  Leonard  St 
Trembley  Frances  (Annisquam  Village  Rlty) 

Tresnon  House  The  (Lincoln  &  Judith  Higgins)  tourists  37  Mt 
Pleasant  St  (R) 

Trewogy  Angie  M  sum  res  hVine  St 
Treworgy  Angie  M  retd  h5  Puerto  Dr 

Tribou  David  E  (Ida)  wldr  United  Shoe  (BEV)  h246  Concord  St 
Tribou  Florence  L  (Wid  Earl  F)  retd  h70  Concord  St 
Trinity  Congregational  Church  Rev  J  Wm  Arnold  Pastor  76  Middle 
St 

Trioli  Richd  trk  driver  rl06a  Washington  St 

Tripp  Joseph  H  summer  res  hRear  184  Granite  St  (R) 

Trofimow  Alex  sum  res  h2  Fuller  La 

Trott  Emery  J  Mrs  sum  res  hRowley  Shore 

Trotter  Robt  P  (Emma)  asst  custdn  PO  r25a  Parker  <R) 

Troy  Diane  M  hairdrsr  Jolies  Salon  De  Coiffure  r6  Poplar  Ct 

Troy  Donna  E  ofc  sec  h6  Poplar  Ct 

Troy  J  Harold  (H  Shirley)  retd  h408  Western  Av 

Troy  Roland  M  r408  Western  Av 

Troy  Roland  N  (Leeann  A)  carp  h7  Harvey  PI 

Troy  Walter  pntr  rl8  Hancock  St 

Truax  Florence  Mrs  sum  res  hNashua  Av 

Trudel  John  W  (Sharon)  slsmn  h33  Sumner  St 

Trudell  Ann  M  h281  Concord  St 

Trumbull  Carl  E  retd  hl2  Reynard  St 

Trupiano  Ann  D  Mrs  (Trupiano’s  Superette)  rl53  Hesperus  Av 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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Trupiano  Anthony  (Joanne)  mason  h2  Morton  PI 
Trupiano  Anthony  (Florence)  retd  hl53  Hesperus  Av 
Trupiano  Anthony  studt  rl53  Hesperus  Av 
Trupiano  Antonino  (Margt)  retd  h31  Washington  St 
Trupiano  Frances  dietary  wkr  Addison  Gilbert  Hosp  r31  Washington 
St 

Trupiano  Gaspar  S  (Eileen)  fishermn  h35  Granite  St 
Trupiano  Jerome  A  (Patricia  M)  supvr  IGA  h5  Summit  Av  (R) 
Trupiano  Joseph  R  (Ann  D)  (Trupiano’s  Superette)  hl53  Hesperus  Av 
Trupiano  Maria  ofc  sec  r31  Washington  St 
Trupiano’s  Superette  (Joseph  R  And  Mrs  Ann  D  Trupiano)  63 
Washington  St 

Tryon  Warren  S  (Rachel  K)  retd  h71  Granite  St  (R) 

Tuchmann  Naomi  sr  vol  dir  Action  Inc  rW  Newton  Mass 
Tuck  Albert  E  Jr  (Edith  J)  (Tuck  In  Lodge)  hi 7  High  St  (R) 

Tuck  Carol  R  treas  Tuck’s  Pharm  rll  Squam  Rd  (R) 

Tuck  Edith  J  Mrs  (Tuck  In  Lodge)  rl7  High  St  (R) 

Tuck  Edw  G  (Carol  R)  pres  Tuck’s  Pharmacy  Inc  hll  Squam  Rd  (R) 
Tuck  Geo  L  (Dorothy)  bd  chairmn  Tuck’s  Pharmacy  Inc  hl7  Main  St 
(R) 

Tuck  In  Lodge  (Albert  E  Jr  And  Mrs  Edith  J  Tuck)  tourists  17  High 
St  (R) 

Tuck  Robt  M  (Eunice  A)  carp  hRear  154  Main  St  (R) 

Tuck’s  Pharmacy  Inc  Edw  G  Tuck  Pres  Carol  R  Tuck  Treas  15  Main 
St  (R) 

Tucker  Alice  retd  hRear  19  Norwood  Av  (R) 

Tucker  Burton  H  (Frances  M)  sht  mtl  wkr  Modern  Heat  h71 
Harrison  Av 

Tucker  Elsbeth  rCape  Ann  Nursing  Home 
Tucker  F  Maynard  (Helen)  retd  h28  Cherry  St 

Tucker  F  Maynard  Jr  (Edith  M)  driver  E  H  Bickford  Inc  h65  Poplar 
St 

Tucker  Forrest  M  III  fcty  lab  r65  Poplar  St 
Tucker  James  N  Jr  (Muriel  J)  fishermn  h9  Forest  St 
Tucker  Josephine  (The  Kid’s  Joy  Candj^  Shoppe)  r83  Wheeler  St 
Tucker  Kenneth  (Christine)  policemn  Rockport  Police  Dept  h9  Me 
Kay  Dr  (R) 

Tucker  Lester  J  retd  hlO  Allen  St 

Tucker  Maynard  III  (Leslie)  serv  sta  atndt  hlO  High  St 
Tucker  Milton  sum  res  Vine  St  rPeabody  Mass 
Tucker  Raymond  L  retd  h474  Washington  St 
Tucker  Timothy  (Tucker  Toys)  rProspect  St  (R) 

Tucker  Toys  (Timothy  Tucker)  11  School  St  (R) 

Tucker  Wesley  C  (Josephine  T)  br  mgr  Salem  Five  Cents  Savings 
Bank  (S)  h83  Wheeler  St 
Tucker  Wm  C  (Una  A)  retd  hll  Myrtle  Sq 
Tufford  Edith  retd  r200a  Washington  St 
Tufts  Donald  W  sum  res  h37  Hutchins  Ct 
Tufts  Ellen  G  retd  hl5  High  St  (R) 

Tulla  David  M  studt  r363  Essex  Av 
Tulla  Donna  bkpr  Progressive  Oil  r332  Essex  Av 
Tulla  Geo  W  (Barbara  A)  carrier  P  O  h363  Essex  Av 
Tulla  Lauri  H  (Ruth  L)  store  keeper  City  Highway  Div  h332  Essex 
Av 

Tulla  Nancy  studt  r332  Essex  Av 
Tuller  Kenneth  M  retd  h56  Phillips  Av  (R) 
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ONE  OF  CLOUCESTERS  OLDEST  PUBLIC  SERVICES 


Lanmillt,  Sta.,  Gloucester,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tel.  283-1076 
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Tully  Francis  J  (Cath  M)  sum  res  14  Long  Beach  St  (R)  rW  Roxbury 
Mass 

Tumbiolo  Matthew  P  (Mary  P)  fish  ctr  Quincy  Mkt  &  Cold  Stge  hll 
Bass  Av 

Tumma  Ethel  L  r8  High  St  (R) 

Tumma  Helga  D  art  tchr  Essex  Elem  Sch  r8  High  St  (R) 

Tumma  Margot  I  (Wid  Arth  A)  h8  High  St  (R) 

Tuomi  Tiovo  (Imbi)  retd  h5  Cross  St 

Tuomiuirta  Eliz  A  nurse  Gloucester  Manor  Rest  Home  rl6  Elizabeth 
Rd 

Tuomi virta  Armas  M  (Jeanette  E)  mason  Faulk  Bros  h535 
Washington  St 

Tuomivirta  Cheryl  Mrs  emo  Lepage’s  h63  Middle  St 
Tuomivirta  David  B  studt  rl6  Elizabeth  Rd 

Tuomivirta  John  A  (Doreen  L)  driver  Robt  C  Hiltz  hlO  Elizabeth  Rd 

Tuomivirta  Toivo  A  (Elizabeth  M)  hl6  Elizabeth  Rd 

Tupman  Billie  H  Jr  r89  Gloucester  Av 

Tupman  Rosemary  S  Mrs  h89  Gloucester  Av 

Tupman  Susan  studt  r89  Gloucester  Av 

Tupman  Suzan  waitress  Beef  N  Bun  h90  Main  St  86  Gloucester  Av 
Tupper  Alberta  elk  Wright  Stationery  r646  Washington  St 
Tupper  David  W  (Marilyn  E)  supvr  U  S  M  Chem  (Middleton)  h9 
Norwood  Ct  (R) 

Tupper  Evelyn  Mrs  h67  Friend  St 

Tupper  House  Apartments  (W  Russell  And  Mrs  Frances  E  Brundage) 

1  Jewett  St  (R) 

Tupper  Joyce  cash  Ernie’s  Mkt  rSandy  Bay  Ter  (R) 

Tupper  Russell  (Alberta  J)  slsmn  N  Shore  Furn  h646  Washington  St 
Tupper  S  Regina  (Wid  Irving  P)  dep  collr  Rockport  Treas  &  Tax  Collr 
h28  Forest  St  (R) 

Turner  Barry  (Maytag  Coinomatic)  rManchester  Mass 
Turner  Bruce  B  (Janice  S)  artist  h4  Story  St  (R) 

Turner  Charles  tchr  r259  Granite  St  (R) 

Turner  David  Lee  lwyr  Town  Of  Rockport  rNorwell  Mass  (R) 

Turner  Edw  L  (Sarah)  purch  mgr  Badger  Mfg  Co  (CAMB)  h8 
Highland  St 

Turner  J  Raymond  retd  h74  Mt  Pleasant  Av 

Turner  James  W  (Pamela  E)  tchr  Boston  Univ  (B)  hl45  Essex  Av 
Apt  7 

Turner  Linda  studt  rlOl  Concord  St 

Turner  Richd  A  (Barbara  G)  (Turner  Truck  Body’s)  (No  Reading) 
hlOl  Concord  St 

Turner  Roy  H  tree  formn  City  Pub  Prop  Div  h3  Stanwood  Av 
Turner  Ruth  J  Mrs  hl9  Maplewood  Av 
Turner  Sarah  Jane  studt  r8  Highland  St 

Turner  Teri  L  hsekpg  aide  Addison  Gilbert  Hosp  rl9  Maplewood  Av 
Turner  Wm  Rev  rector  St  John’s  Epis  Ch  h46  Middle  St 
Turvy  James  E  (Mary)  emp  Syl vania  (Ipswich)  h49  Taylor  St 
Tushin  Aaron  (Lucille)  summer  res  hRiverside  St 
Tutein  E  Arth  (Eleanor)  v  pres  R  I  hPenryn  La  (R) 

Tutein  Eleanor  (Vermont  Tweed  Shop)  rPenryn  La  (R) 

Tuttle  I  Wm  (Eliz  G)  dir  of  purchases  Town  Of  Rockport  hi  Squam 
Rd  (R) 

Tuzzolo  Michael  J  (Mary  E)  sum  res  Brooks  Rd  rSalem  Mass 
Twas  Silversmith  Pottery  (Leslie  Wind)  10b  South  Rd  (R) 

Twinlight  Manor  Motor  Inn  (Jeffery  Muller)  Atlantic  Rd 


Cape  Ann  Area 
Chamber  of  Commerce 


t30  MAIN  ST. 


TELS.  283-1601  AND  283-1602 


GLOUCESTER.  MASS.  01930 
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Twomey  John  J  (Margt  A)  retd  h22  Acacia  St 
Twomey  Sharon  M  ofc  sec  r22  Acacia  St 
Twomey  Timothy  (Virginia)  retd  r21  Commonwealth  Av 
Twomey  Virginia  W  Mrs  prin  Beeman  Mem  Sch  r21  Commonwealth 
Av 

Tyko  Peter  (Karin)  retd  h9  Marshall  St  (R) 

Tyler  Wesley  (Wesley  Tyler  Shop) 

Tyler  Wesley  Shop  (Wesley  Tyler)  gifts  10  South  Rd  (R) 

Tyne  Deborah  bkpr  Rockport  Natl  Bank  r3  Orchard  Wy 
Tyne  Everett  E  (Mary  A)  retd  h4  Springfield  St 
Tyne  Everett  E  Jr  (Janet  A)  lino-opr  Gloucester  Daily  Times  h3 
Orchard  Wy 

Tyne  F  Wm  Jr  mtl  wkr  r23  Gloucester  Av 

Tyne  Frank  W  (May  E)  elk  First  Natl  Stores  (D)  h23  Gloucester  Av 
Tyne  Janet  A  Mrs  dental  asst  Earle  R  Andrews  r3  Orchard  Wy 
Tyson  Richd  photog  r41  Haskell  St 

Tysver  Christina  Mrs  dept  hd  Milton  L  Fuller  Sch  rRear  10  Marble 
St 

Tysver  Kale  P  (Pauline  G)  (Linden  Tree  Guest  House)  h26  King  St 

(R) 

Tysver  Lauren  E  (Christina)  lobstermn  hRear  10  Marble  St 

Tysver  Mary  E  typ  Fish  &  Wildlife  rl44  Mt  Pleasant  Av 

Tysver  Michl  coordinator  bus  service  Action  Inc  rl44  Mt  Pleasant  Av 

Tysver  Oliver  (Charlotte  M)  retd  hl44  Mt  Pleasant  Av 

Tysver  Oscar  O  (Virginia)  lobstermn  hRear  12  Marble  St 

Tysver  Ted  lobstermn  rRear  12  Marble  St 

Tysver  W  Michl  serv  dir  Action  Inc  rll4  Mt  Pleasant  Av 

U-Haul  Rental  Trailers  (Chas  C  Foster)  107  Eastern  Av 

Uhlendorf  Eliz  (Yankee  Genl  Store)  r275  E  Main  St 

Uhlendorf  Peter  (Eliz)  (Yankee  General  Store)  h275  E  Main  St 

Ulch  Kyle  E  fishermn  rl5  Bass  Av 

Ulrich  Margt  hi  13  Essex  Av 

Ulshorfer  Helmut  (Gerda)  studt  h487  Essex  Av 

Unban  Alex  pro  golfer  tchr  Essex  Co  Club  (Manchester)  hFarrington 
Av 

Uncle  Bob’s  Petland  (Vito  Aiello)  40  Washington  St 
Uncle  Moe’s  Inc  Robt  T  Moses  Pres  John  J  Moses  Treas  69 
Maplewood  Av 

Underwood  Edw  Mrs  II  med  sec  (D)  h98  Mt  Pleasant  Av 
Underwood  Geneva  J  (Wid  Chas  A)  retd  h74  Granite  St  (R) 

Union  Cemetery  Union  La  (R) 

Union  Cold  Storage  J  Henry  Burgess  Mgr  358  Main  St 
Union  Hill  Laundry  (Leo  I  Alper)  335  Main  St 
Union  Transportation  (Frank  Rose  Jr)  85  Wheeler  St 
Unis  Earl  J  (Sally)  plmb  h7  Willow  St 
Unis  Earl  J  Jr  studt  r7  Willow  St 
Unis  Edw  plmb  r7  Willow  St 

Unis  Elizabeth  J  ofc  sec  Gloucester  Chamber  Of  Commerce  r7  Willow 
St 

Unis  Joseph  H  studt  r7  Willow  St 

Unis  Leanne  R  Mrs  prf  rdr  Gloucester  Daily  Times  rBeverly  Mass 
United  Natl  Assn  Post  Office  Supvrs  Branch  307  James  P  Clancy 
Pres  15  Dale  Av 
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REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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UNITED  STATES  GOVERNMENT 
DEPARTMENT  OF  DEFENSE 

ARMY  AND  AIR  FORCE  RECRUITING  STATION,  15 
Dale  Av,  Tel  283-1088 

MARINE  CORPS  RECRUITING  STATION,  15  Dale  Av 
NAVY  RECRUITING  STATION,  Gene  D  Dolgner 
Recruiter  271  Main  St  Tel  283-0042 
DEPARTMENT  OF  HEALTH,  EDUCATION  AND  WELFARE 
SOCIAL  SECURITY  BOARD,  Bsmt  15  Dale  Av 
DEPARTMENT  OF  COMMERCE,  Wm  R  Beckmann  Supvr  1 
Gloucester  Fish  Pier,  Tel  283-6554 
BUREAU  COMMERCIAL  FISHERIES 

ENFORCEMENT  AND  SER VEILLAN CE,  15  Dale  Av 
COMMERCE  NATIONAL  OCEANIC  &  ATMOSPHERIC 
ADMINISTRATION,  Louis  Ronsivalli  Laby  Dir, 
Emerson  Av,  Tel  283-6600 

NATIONAL  MARINE  FISHERIES  SERVICE  (Div  Of  State 
And  Marketing  News),  15  Dale  Av 
NATIONAL  MARINE  FISHERIES  SERVICE  (Regional 
Office),  Russell  T  Norris  Dir,  14  Elm  St,  Tel  281-0640 
NATIONAL  OCEANIC  AND  ATMOSPHERIC 

ADMINISTRATION,  Wm  R  Beckmann  Div  Chf, 

Parker  St,  Tel  283-6554 

DEPARTMENT  OF  TRANSPORTATION,  Chas  V  Pingree 
Marine  Documentation  Ofcr,  15  Dale  Av,  Tel  283-6595 
DEPARTMENT  OF  THE  TREASURY 

BUREAU  OF  CUSTOMS,  Paul  J  Daley  Port  Dir,  15  Dale 
Av  Rm  201,  Tel  283-0425 
COAST  GUARD 

ANNISQUAM  HARBOR  LIGHT  STATION,  Lighthouse 
Rd,  Tel  283-1674 

CAPE  ANN  LIGHT  STATION,  Thatcher’s  Island  (R), 
Tel  546-2326 

EASTERN  POINT  LIGHTHOUSE,  Eastern  Point  Blvd, 
Tel  283-0116 

LIFE  BOAT  STATION,  Jeremiah  Donohue  Comndg 
Ofcr,  Harbor  Loop 

TEN  POUND  ISLAND  LIGHTHOUSE,  Ten  Pound 
Island 

POST  OFFICE,  Robert  T  Drohan  Postmaster,  15  Dale  Av, 

Tel  283-0474 

LANESVILLE  BRANCH,  Wm  G  Wood  Supvr,  1068 
Washington  St,  Tel  283-6881 

MAGNOLIA  STATION,  6  Lexington  Av  (M),  Tel  525-3533 
PIGEON  COVE  BRANCH,  Eug  L  Frithsen  Supt,  167 
Granite  St  (PC),  Tel  546-2101 
RIVERDALE  BRANCH,  3  Holly  St,  Tel  283-6222 
ROCKPORT,  Myron  W  Brown  Postmaster,  39  Broadway 
(R),  Tel  546-2304 
Universalist  Church  10  Churcl)  St 
Upham  Arline  F  retd  h72  Main  St  (R) 

Upham  Charlene  teller  Cape  Ann  Savings  Bank 

Upham  Donald  (Rose)  mtcemn  Oleana  Restr  (R)  h47  Granite  St  (R) 

Upton  King  (Letitia  B)  sum  res  Rockholm  Rd  rBoston  Mass 

Upton  Neal  R  (Janice  B)  gdnr  hl8  Silva  Ct 

Urbanski  Donna  Mrs  h3  Broadway  (R) 


ROSE’S  OIL  SERVICE  Inc.  * 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 

395  Main  St. 

Gloucester,  Mass.  01930  _  _ _ 


283-3334 

283-3335 
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Used  Furniture  Center  (James  C  Haun)  354  Main  St 
Usen  Irving  pres-treas  O’Donnell-USEN  Fisheries  rNewton  Mass 
Usher  Donald  K  (Margaret)  consultant  hl02  Leonard  St 
Usher  Donald  K  Jr  tennis  pro  rl02  Leonard  St 
Utica  Council  Daughters  Of  Pocahontas  65  Middle  St 
Utterberg  E  Nestor  hRear  13  Broadway  Av  (R) 

Utterberg  Marjorie  hsekpg  aide  Addison  Gilbert  Hosp  r83  High  St  (R) 
Uusitalo  Lempi  L  retd  hl4  Ketchopulos  Cir  (R)  Apt  5 
Vaccaro  Carl  M  Mrs  domestic  wkr  h28  School  St 
Vadala  Analia  N  Mrs  travel  consultant  Bob  Smith  Travel  Agcy  r51 
Eastern  Av 

Vadala  David  T  studt  rl41  Riverdale  Pk 

Vadala  Denise  Mrs  elk  Addison  Gilbert  Hosp  rRear  277  Western  Av 
Vadala  Dominick  J  r29a  Harrison  Av 

Vadala  Ethel  ofc  sec  Cape  Ann  Med  Center  rl41  Riverdale  Pk 
Vadala  Francis  W  (Ethel)  fishermn  hl41  Riverdale  Pk 
Vadala  Frank  J  (Pauline  A)  prntr  Essex  County  News  hl4  Smith  St 
Vadala  Janet  tchr  Milton  L  Fuller  Sch  r83  High  St  (R) 

Vadala  John  J  (Mary  R)  fisherman  h29a  Harrison  Av 
Vadala  Josephine  retd  h3  Highland  Ct 
Vadala  Mathew  A  r29a  Harrison  Av 
Vadala  P  (Donna  M)  hi  la  White  Wy  (R) 

Vadala  Pasquale  (Analia  N)  fishermn  h51  Eastern  Av 
Vadala  Peter  T  (Denise)  quality  control  insp  Gorton’s  hRear  277 
Western  Av 

Vadala  Richd  (Janet)  emp  Gloucester  Eng  h83  High  St  (R) 

Vadala  Richd  steel  wkr  (Danvers)  rl41  Riverdale  Pk 

Vagos  Frank  S  (Mary  G)  fishermn  h41  Mt  Vernon  St 

Vagos  Manuel  S  Jr  (Candida  P)  fish  ctr  Empire  Fish  hl52  Essex  Av 

Vagos  M areal o  M  with  Peace  Corps  r332  Main  St 

Vagos  Marcalo  S  (Dorothy  E)  eng  LYNN  h332  Main  St 

Vaiarella  Joseph  (Mary  J)  fishermn  hl6  Magnolia  Av  Apt  10 

Vaiarella  Mike  (Vincie)  fisherman  hi 04  Centennial  Av 

Vaiarella  Tom  rl04  Centennial  Av 

Vaillant  Charles  D  (Olivia  M)  retd  hWhale  Cove  Rd  (R) 

Vaitones  Agnes  Mrs  ofc  sec  Gloucester  High  Sch  r21  Haskell  St 
Vaitones  Alge  J  dept  hd  Gloucester  High  Sch  r21  Haskell  St 
Valaskatgis  Karen  sec  Matheson  Gas  r99  Mag  Ave 
Valaskatgis  Nicholas  (Claire  R)  mech  Mass  Elec  (N  Andover)  hill 
Magnolia  Av 

Vale  Richd  D  (Teresa)  retd  h7  Maplewood  Ct 
Valente  Anna  summer  res  hl5  Main  St  (R) 

Valmi  Mary  R  retd  hl9  Hancock  St 
Valpey  Dorothea  P  (Wid  Theodore)  retd  hlO  Horton  St 
Van  Auken  Charles  H  (Sarah  F)  credit  mgr  Meter  Greeting  hl8 
Beach  Rd 

Van  Auken  Sarah  tchr  E  G  Elementary  Sch  rl8  Beach  Rd 

Van  Blarcom  Ethel  M  Mrs  ofc  sec  C  Richd  Clark  hl05  Highland  Av 

(R) 

Van  Blarcom  Robt  USA  rl05  Highland  Av  (R) 

Vanderpool  Van  Buren  J  L  (Patricia  H)  lobstermn  h6  Pigeon  Hill  Ct 

(R) 

Vane  Cocke  The  (Mrs  Cora  C  Williamson)  dresses  &  gifts  45 

Marmion  Wy  (R) 

Van  Meter  David  (Mary)  elec  eng  U  S  Govt  h38  Mt  Pleasant  St  (R) 
Vannah  Edwin  J  (Cath)  retd  h9  Carlisle  St 
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CAPE  ANN  GLASS 

Auto  Glass  (Installed  Whilo-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST.— GLOUCESTER 
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Vannah  Esther  M  (Wid  Everett)  h87  Mt  Pleasant  Av 
Vannah  Harry  E  (Julia)  retd  h  V2  4  Commonwealth  Av 
Vannah  Kate  meat  wrapper  Stop  &  Shop  rCarlisle  Mass 
Vanner  Charles  M  Jr  studt  rFolly  Point  Rd 
Vanner  Eleanor  R  (Wid  Charles  M)  hFolly  Point  Rd 

Van  Nostrand  Larry  W  (Janet  L)  hd  resp  therapist  Addison  Gilbert 
Hosp  h6  Cabo  Dr 

Van  Orden-Kellogg  Donald  F  Rev  (Wendy)  pastor  Wesley  United 
Meth  Church  h80  Prospect  St 
Van  Stigt  Thijs  N  chef  r90  Phillips  Av  (R) 

Van  Stigt  Wm  N  (Jenny)  mgmnt  control  Servend  Seuler  (Waltham) 
h90  Phillips  Av  (R) 

Van  Voorhis  Stanley  N  (Beatrice  D)  retd  h5  Howard  Rd 
Van  Wagnen  Esther  asst  Middle  Sch  (R)  rHamilton  Mass 
Van  Wyk  Helen  (Art  Gallery)  h2  Briarstone  Rd  (R) 

Vargas  Manuel  (Marlena)  fish  wkr  h57  Middle  St 
Vasilicoupolis  Gina  waitress  Howard  Johnson’s  (Chelmsford)  h3 
Norwood  Ct  (R) 

Vasques  Maria  C  retd  hl8  Perkins  St 

Vaughan  Cath  M  (Wid  Wm  J)  h27  Marmion  Wy  (R) 

Vawter  Gordon  F  (Gabriele)  phys  Children’s  Hosp  (B)  hl5  Chester  Sq 
Veara  John  A  (Orie  S)  retd  hlO  Poplar  St 

Veara  Kath  C  (Wid  Antoine  F)  pkr  Gorton’s  h32  Friend  St 

Veator  See  Also  Viator 

Veator  Aria  S  retd  h95  Prospect  St 

Veator  Barbara  emp  Seafood  Kitchens  hl3  Alper  Rd 

Veator  Carl  F  retd  h4  Chapel  St 

Veator  Dennis  tchr  Gloucester  High  Sch  h36  Ocean  Av 
Veator  Edmond  J  (Eliz  A)  meter  rdr  City  Water  Div  h37  Warner  St 
Veator  Eliz  med  sec  Addison  Gilbert  Hosp  r21  Walnut  St 
Veator  Eliz  Mrs  retd  h54  Maplewood  Pk 

Veator  Emily  (Wid  Russell)  with  Mighty  Mac  h8  Atlantic  St 
Veator  Flora  Mrs  retd  h59  Poplar  Pk 
Veator  Jane  ofc  wkr  Gorton’s  rll  Prospect  Sq 
Veator  John  W  (Ellen  M)  real  est  broker  h4  Ocean  Av  (R) 

Veator  Joseph  S  (Rita  E)  emp  Raytheon  (Andover)  h36  Wheeler  St 

Veator  Kath  (Wid  John)  retd  hll  Prospect  Sq 

Veator  Lawrence  A  (Margt  G)  formn  Gorton’s  hl9  Taylor  St 

Veator  Leonora  F  retd  h30  Hartz  St 

Vecchione  Anthony  (Barbara  L)  hFrank  St  (R) 

Vecchione  Anthony  Jr  studt  rFrank  St  (R) 

Vecchione  Bernice  studt  rFrank  St  (R) 

Vecchione  Fred  K  studt  rFrank  St  (R) 

Vecchione  Joseph  sum  res  h55  Valley  Rd 

Vecchione  Joseph  Jr  sum  res  h35  Valley  Rd 

Vegliana  Frank  (Dory  Mate  Coffee  Shop)  h20  Railroad  Av  (R) 

Vegliano  Dorothy  hl5  Riverdale  Pk 

Vegliano  Ernest  retd  hl6  Fort  Sq 

Veno  Bernard  (Dora  M)  retd  hl4  Cedarwood  Rd 

Veno  Bertha  Mrs  h45  Maplewood  Pk 

Veno  Richd  wrtr  h5  Eastern  Point  Rd 

Veno  Roland  (Estelle)  retd  hi  Gilbert  Rd 

Veno  Russell  studt  r45  Maplewood  Pk 

Ventimiglia  Antonette  (Wid  Dominic)  retd  hl2  Orchard  St 

Ventimiglia  Bessie  elk  Le  Page’s  r8  Sibley  St 

Ventimiglia  Francis  (Laura)  prntr  Tadco  Mfg  r7  Gilbert  Ct 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel-283-3940 

18  Whittemore  St.  Gloucester,  Mass.  01930 
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Ventimiglia  Frank  h65  Friend  St 

Ventimiglia  Frank  T  (Madeline  M)  retd  h282  Washington  St 
Ventimiglia  John  F  (Bessie  M)  genl  hlpr  Gorton’s  h8  Sibley  St 
Ventimiglia  Mary  A  Mrs  pkr  Tadco  Mfg  r8  Burnham  St 
Ventimiglia  Paul  lab  rl2  Orchard  St 
Ventimiglia  Peter  T  (Myrtle)  fishermn  hi 2  Allen  St 
Ventimiglia  Phillip  A  (Shirley  A)  mgr  Beverly  Wallpaper  &  Paint  Co 
(Beverly  Mass)  hi  Granite  St  (R) 

Ventimiglia  Sam  (Mary  A)  emp  DPW  h8  Burnham  St 

Vento  Phyllis  waitress  rl269  Washington  St 

Venturini  Anna  retd  rRear  19  S  Kilby  St 

Venturini  Lena  A  ofc  mgr  hRear  19  S  Kilby  St 

Verga  Ambrose  D  emp  Addison  Gilbert  Hosp  r5  Exchange  St 

Verga  Anthony  J  (Adrienne  M)  (The  Schooner  Race)  h66  Perkins  St 

Verga  James  (Rosalie)  lumper  h5  Exchange  St 

Verga  Jennie  (Wid  Dominic)  h90  Washington  St 

Verga  Salvatore  (Angeline)  lumper  hl7  Pine  St 

Verge  Caron  M  studt  r4  Cunningham  Rd 

Verge  Gilbert  retd  hl9  Hancock  St 

Verge  Hazel  B  hse  mother  Community  House 

Verge  Joanne  A  studt  r5  Exchange  St 

Verge  Kim  rl2  Foster  St 

Verge  Philip  S  (Mary)  fishermn  hl2  Foster  St 

Verge  Warren  F  (Jeanne)  reprmn  Stevens  Mtr  Sis  h4  Cunningham 
Rd 

Vermont  Tweed  Shop  (Eleanor  Tutein)  31  Broadway  (R) 

Verry  Hugh  F  (Anne  A)  sis  rep  h731  Washington  St 
Vesnick  Edw  (Irene)  hGlenmere  Rd  (R) 

Vestal  Audrey  lndry  wkr  Cape  Ann  Nursing  Home  rl2  Webster  St 

Vestal  John  A  (Virginia  A)  retd  hl2  Webster  St 

Vestal  John  A  Jr  (Joyce)  mech  Boley’s  hl2  Webster  St 

Vestal  Joyce  hsekpr  Cape  Ann  Nursing  Home  rl2  Webster  St 

Viator  See  Also  Veator 

Viator  Adeline  B  retd  h43  Poplar  Pk 

Viator  Albert  (Lucinda)  film  mkr  h3  Calder  St 

Viator  Christine  nurse  Addison  Gilbert  Hosp  rl4  Harold  Av 

Viator  David  T  slmn  rl4  Harold  Av 

Viator  Dorothy  M  (Wid  Gilbert  H)  retd  h219  Essex  Av 

Viator  Edw  J  driver  Yankee  Cab  Serv  h6  Harvard  St 

Viator  Ellen  M  (Wid  Frank)  emp  Mighty  Mac  h29  Lincoln  Av 

Viator  Eug  J  retd  hl4  Harold  Av 

Viator  Eug  J  Jr  (Christine)  br  mgr  Cumberland  Farms  Dairy  rl4 
Harold  Av 

Viator  Eva  (Wid  Manuel  J)  retd  h26  Poplar  Pk 
Viator  Gerald  (Phyllis)  USA  rl4  Harold  Av 
Viator  Harriet  (Wid  Curt  F)  retd  h78  Concord  St 
Viator  Hilda  M  (Wid  Raymond  C)  hll  Marsh  St 
Viator  Irene  rll  Marsh  St 

Viator  Joseph  (Edith  M)  marine  eng  h34  Lynndale  Av 

Viator  Judith  emp  Wingarseek  Motel  r78  Concord  St 

Viator  Martin  A  (Marilyn  J)  emp  Temco  Inc  h33  Riverdale  Pk 

Viator  Richd  E  (Rose)  carp  h23  Quarry  St 

Viator  Robt  (Anna)  emp  Gorton’s  h45b  Warner  St 

Viator  Steph  mtcemn  rl4  Harold  Av 

Vibert  Dorothy  A  retd  hAtlantic  Rd  Apt  15 

Vibert  Lawrence  D  (Helen  N)  retd  hl05  Highland  Av  (R) 


CAPE  ANN  FIRE  APPLIANCE  COFFEE  SHOP 

AND  RECHARGING  SERVICE  43  MAIN  ST. 

(CHARLES  O.  ANDERSON)  MIKE'S  PASTRY 

15-21  Pearl  St.  Gloucester,  Mass.  01930  3 7  fyfain  $f.  (01930)  Tel.  283-S333 

Tel.:  283-3601  _  _ __ _ _ _  -  — 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS;  546-2009  -  783-3046  -  546-3249 
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Vicari  Albert  P  (Gail  R)  emp  Western  Creamery  h6  Cross  St 
Vicari  Charles  J  driver  Ipswich  Dairy  (Ipswich)  h960  Washington  St 
Vicari  Horatio  P  (Jeanne  T;  (Vicari’s  Variety)  h900  Washington  St 
Vicari  Jean  R  Mrs  hRear  86  Concord  St 
Vicari  Jeanne  T  Mrs  (Vicari’s  Variety)  r900  Washington  St 
Vicari  Mary  V  (Wid  Joseph)  retd  h963a  Washington  St 
Vicari  Paul  L  elk  Vicari’s  Variety  r900  Washington  St 
Vicari  Robert  A  (Mary)  (Vicari’s  Package  Store)  hi  Sanderson  Ct 
Vicari  Sheila  stitcher  Mighty  Mac  r960  Washington  St 
Vicari  Victor  J  (Grace  E)  currier  Cape  Ann  Bk  &  Tr  hl3  S  Kilby  St 
Vicari’s  Grocery  Store  (Robt  A  Vicari)  963  Washington  St 
Vicari’s  Package  Store  (Robt  A  Vicari)  liquors  961 V2  Washington  St 
Vicari’s  Variety  (Horatio  P  And  Mrs  Jeanne  T  Vicari)  900 
Washington  St 

Vickery  Mary  E  (Wid  Danl)  retd  h78  E  Main  St 
Vickory  Ruth  Mrs  hl9  Riggs  St 

Victorine  Eliz  A  Mrs  elk  typ  City  Police  Dept  rl2  Stanwood  St 
Victorine  Ernest  T  Jr  (Judith)  mach  Murmac  Mfg  h981  Washington 
St 

Victorine  John  C  (Lila  E)  emp  Gloucester  Eng  h3  Lloyd  St 

Victorine  Lauri  R  USN  r3  Lloyd  St 

Victorine  Robt  USCG  r3  Lloyd  St 

Victory  Beauty  Salon  (Philip  Mazzeo)  8  Center  St 

Vidal  Adrian  emp  Gorton’s  r63  Perkins  St 

Vidal  Carol  nurses  aide  Addison  Gilbert  Hosp  r26  Harrison  Av 

Vidal  Francis  A  (Joan)  policemn  City  Police  Dept  h26  Harrison  Av 

Vidal  Hamathy  J  (Ann  M)  laby  asst  Gorton’s  h63  Perkins  St 

Vidal  Henry  O  (Margt  E)  retd  hll3  Bass  Av 

Vidal  Joseph  O  (Mary)  retd  hlO  Neptune  PI 

Vidal  Margt  h39  Webster  St 

Vidal  Richd  studt  r63  Perkins  St 

Viegas  John  C  (Lorraine)  retd  hl6  Elwell  St 

Vieira  Hortense  P  retd  h50  Mt  Vernon  St 

Vieira  Marie  A  studt  rField  Rd 

Vieira  Marie  A  Mrs  hostess  Surf  Restr  hField  Rd 

Vieira  Mario  (Rosa)  emp  Gorton’s  hl6  Elwell  St 

Vieira  Maureen  A  teller  Cape  Ann  Savs  Bank  rField  Rd 

Vieira  Oliver  F  phys  35  Fuller  St  h35  Fuller  St 

Vieira  Rita  J  (Wid  Alphonso)  retd  h258  Washington  St 

Vieira  Russell  O  (Marie)  mge  Vieira’s  Pharm  rField  Rd 

Vieira  Taryn  studt  rField  Rd 

Vieira’s  Pharmacy  (Oliver  F  Vieira)  35  Fuller  St 

Viereck  Peter  (Annya)  sum  res  Gott  Av  (R)  rSouth  Hadley  Mass 

Villafana  Josephine  h21  Elm  St 

Village  Luncheonette  21  Dock  Sq  (R) 

Village  Square  Luncheonette  (Sara  Reed)  2  Highland  St 

Villari  Ruth  retd  hlO  Amero  Ct 

Villium  Roberto  (Sandra)  h36  Prospect  St 

Vinagre  Joseph  (Maria)  fety  wkr  Le  Page’s  h8  Staten  St 

Vinagre  Manuel  P  emp  Glou  Eng  hlOO  Bass  Av 

Vincent  David  P  advmn  rl8  Haven  Av  (R) 

Vincent  Kenneth  T  (Eliz  M)  adv  18  Haven  Av  (R)  hl8  Haven  Av  (R) 
Vincent  Kenneth  T  Jr  (Madeline  I)  h95  Phillips  Av  (R) 

Vincent  Peter  F  photog  rl8  Haven  Av  (R) 

Vincent  Robt  (Lorraine)  tchr  Milton  L  Fuller  Sch  hll  Brierwood  St 
Vinegre  Maria  (Wid  Joseph)  r8  Staten  St 


"Quality  &  Service  Since  1 884" 

Tel.  283-0698 

014  \i/.<,u;r.<T»nn  St.  Gloucester.  Mass.  01930 
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Viola  James  E  Jr  (Glass  Art)  rWilmington  Mass 
Virgilio  Guiseppe  (Mary)  elk  Virgilio’s  Italian  Gro  h39  Hodgkins  St 
Virgilio  Joseph  Jr  (Barbara)  elk  Virgilio’s  Italian  Gro  &  Bakery  h9 
Ronna  Rd 

Virgilio  Mary  (Virgilio’s  Italian  Gro  &  Bakery)  r39  Hodgkins  St 
Virgilio  Paul  L  (Marilyn  J)  (Virgilio’s  Italian  Grocery  &  Bakery)  h90 
Cherry  St 

Virgilio’s  Italian  Grocery  &  Bakery  (Paul  L  &  Mary  Virgilio)  29 
Main  St 

Virkovich  Julie  family  servs  wkr  Action  Inc  rHamilton  Mass 

Viscorelli  Ernest  sum  res  Brooks  Rd  rBoston  Mass 

Visnick  Edw  (Irene  S)  (Anker  Inn)  r4  Glenmere  Rd 

Visnick  Howard  L  (Betsy)  lwyr  140  Main  St  Rm  3  rl5a  Plum  St 

Visnick  Sami  (Anna)  asst  eng  Raytheon  (Andover)  hl5a  Plum  St 

Vista  Motel  (Harold  F  Woodruff)  tourist  rental  units  22  Thatcher  Rd 

Vita  Brian  T  h38  Washington  Sq 

Vita  Marilyn  N  Mrs  hlOl  Washington  St  Apt  3 

Vitale  Conrad  constn  eng  hVine  St 

Vitale  Leonard  (Rosalie  M)  carp  18  Conant  Av  hl8  Conant  Av 
Vitale  Nichols  jan  Gloucester  House  rl8  Conant  Av 
Vitilla  Pasquale  (Joanne)  carp  h64  Granite  St 
Viva’s  Beauty  Salon  (Nick  &  Viva  Fellows)  84  Washington  St 
Vivier  Janet  T  nurses  aide  Addison  Gilbert  Hosp  hlO  Sawyer  Av 
Vizena  Joia  kitchen  hlpr  Cape  Ann  Nursing  Home  r8  Morton  PI 
Vizena  Joseph  V  Jr  (Frances  C)  sta  eng  Eastman  Gelatine  (P)  h8 
Morton  PI 

Vogel  David  J  (Jean  C)  dietary  wkr  Addison  Gilbert  Hosp  h21 
Centennial  Av 

Vogel  Gerard  F  (Barbara)  vacuum  system  opr  (B)  h56  Bray  St 
Vogel  Peter  G  U  S  N  r56  Bray  St 
Vogel  Theresa  M  studt  r56  Bray  St 
Voller  Louis  R  (Mary  M)  elk  PO  hl53  Riverdale  Pk 
Voller  Mary  elk  Yellow  Submarine  Shop  rl53  Riverdale  Pk 
Von  Rosenvinge  Constance  L  Mrs  library  aide  Ralph  B  O’Maley  Mdl 
Sch  r37  Walnut  St 

Von  Rosenvinge  Deborah  C  studt  rShetland  Rd  (R) 

Von  Rosenvinge  Mary  W  sum  res  hNorwood  Hts 
Von  Rosenvinge  Norman  S  (Deborah  G)  lawyer  Kneeland  &  Splaine 
(B)  hShetland  Rd  (R) 

Von  Rosenvinge  Steffen  studt  rShetland  Rd  (R) 

Vorce  Raymond  M  Jr  (Marianna)  summer  res  72  Wauketa  Rd 
rBoxborough  Mass 

Vose  Charles  serv  mgr  N  E  T  &  T  rNorth  Andover  Mass 
Voutiritsa  Sophie  (Wid  Nicholas)  hl40  Main  St 
Vrachos  Chris  hl47  E  Main  St  Apt  3 

Vrachos  Christopher  (Janice  R)  (Bass  Rock  Apts)  h9  Atlantic  Rd 

Vrachos  Christopher  Jr  eng  City  Eng  Dept  r9  Atlantic  Rd 

Vrachos  Frances  elk  hl9  Commonwealth  Av 

Vrachos  Janice  R  (Bass  Rock  Apts)  r9  Atlantic  Rd 

Vrachos  Sateros  rCape  Ann  Nursing  Home 

Vye  Tucker  A  studt  rStraitsmouth  Wy  (R) 

Vye  Tucker  M  (Eliz  M)  retd  hStraitsmouth  Wy  (R) 

W  V  C  A  (Simon  Geller)  radio  studio  185  Main  St 
Waddel  Robt  sum  res  hCove  Hill  La  (R) 

Waddell  B  Chester  retd  hl9  Duncan  St  Rm  2 
Waddell  Bonnie  N  studt  r5  Oak  Cir  (R) 
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JEWELER 


REG  JEWELER 
AM  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware? 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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Waddell  Clarence  E  retd  h34  Mt  Pleasant  St  (R) 

Waddell  David  M  (Janice  E)  organ  bldr  C  B  Fisk  Inc  hl5  Parker  St 

(R) 

Waddell  Edw  C  retd  h2  Ketchopulos  Cir  (R)  Apt  9f 

Waddell  James  E  (Nancy  L)  air  traffic  control  (Nashua  Nh)  h20 
Hodgkins  St  (R) 

Waddell  Janice  E  mgr  Doris  Roberts  Shop  rl5  Parker  St  (R) 

Waddell  Mary  A  (Wid  Almon  B)  h5  Commonwealth  Av 
Waddell  Thos  (Lois)  hl45  Essex  Av  Apt  9 
Waddell  Wm  B  studt  r5  Oak  Cir  (R) 

Wadden  Walter  sum  res  Vine  St  hl21  Bass  Av 
Waddleton  Lauria  A  bkpr  C  B  Fisk  Inc  rJerdens  La  (R) 

Waddleton  Wm  J  (Lauria  A)  emp  Mass  School  Sup  hJerdens  La  (R) 
Wade  Edgar  (Priscilla)  security  guard  h38  Alper  Rd 
Wadsworth  Eleanor  asst  Pike  Funeral  Serv  h2  Middle  St 
Wadsworth  Gilbert  N  (Olga  A)  aud  State  h5  Rockland  St 
Wadsworth  Marion  E  (Wid  Henry)  retd  r4  King  Street  Ct  (R) 
Wadsworth  Robt  S  (Dorothy  H)  slsmn  h23  Derby  St 
Waggener  David  J  (Mary  A)  bkpr  C  F  Thompkins  (D)  h6  King  St  (R) 
Waggett  Ethel  F  (Wid  Geo  F)  retd  h39  Poplar  Pk 
Wagner  Alden  E  (Deolinda)  retd  h8  Elwell  St 
Wagner  Geraldine  Mrs  field  supvr  Action  Inc  h84  Maplewood  Pk 
Wagner  James  N  (Laura  E)  drop  forge  mn  Cape  Ann  Tool  h5a  S 
Kilby  St 

Wagner  John  W  (Marie  W)  emp  Glouc  Eng  hlO  Cedar  St 

Wagner  Tim  B  studt  h30  Chapel  St 

Wagner  Wm  M  (Eleanor  E)  retd  hFarrington  Av 

Wagnis  Harriet  E  tchr  Rockport  Jr  Sr  Hi  Sch  h86  High  St  (R) 

Wahlman  Armas  F  (Anna  V)  retd  h27  Brierwood  St 

Wain wright  Tom  H  summer  res  hl67  Concord  St 

Wakeling  Eva  S  Mrs  pkr  O  U  F  h3  Warren  Ct  (R) 

Wakeling  Wm  r3  Warren  Ct  (R) 

Wakely  Brien  hl275  Washington  St 

Wakeman  Margt  nurse  Cape  Ann  Nursing  Home  rRockport  Mass 
Wakeman  Margt  Mrs  hl45  Essex  Av  Apt  8 

Wakley  Brian  W  (Regina)  chairmn  Rockport  Personnel  Board  hFollv 
Cove  (R) 

Wakley  Regina  nurse  Cape  Ann  Nursing  Home  rFolly  Cove  (R) 
Walcott  Frank  A  (Barnacle  Antiques)  hMiddle  Rd  (R) 

Walcott  H  Sage  (Linde)  lwyr  h359  Western  Av 
Walcott  H  Sage  John  C  Schleck  Pres  atty  14  Pleasant  St 
Walcott  H  Sage  (Linda)  atty  14  Pleasant  St  r39  Western  Av 
Walden  Horace  N  (Ann)  retd  h6  Meadow  Rd  (R) 

Waldman  Barry  D  (Linda  A)  taxi  driver  (B)  h60  Concord  St 
Waldron  Philip  (Thais  E)  staff  member  Lincoln  Laby  (Lexington)  hOld 
Salem  Path 

Waldschlagel  Geo  (Seven  South  St  Inn)  rBerkeley  Hts  N  J 
Walen  Benjamin  (Adeline)  h5  Highland  PI 

Walen  James  M  (Sandra)  appr  L  E  Andrews  &  Co  h5  Hillier  St 
Walen  Kirk  E  Jr  (Eileen  E)  gdnr  Condit  Estates  h8  Sunset  Rd 
Walen  Margt  R  elk  Cape  Ann  Bank  &  Trust  h72  Mt  Pleasant  Av 
Walicke  Michele  (Sunday  River  Crafts-Coop)  rPO  Box  36  R 
Walima  Eliz  A  tchr  rl2  Summit  Av  (R) 

Walima  Geo  C  carp  hl2  Summit  Av  (R) 

Walima  Geo  E  (Stella  D)  retd  hl2  Summit  Av  (R) 

Walima  Marie  H  pkr  Empire  Fish  r26  Forest  St  (R) 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street  _ Gloucester,  Mass.  01930 
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Walima  Wm  (Hilda  T)  mtcemn  h26  Forest  St  (R) 

Walima  Wm  W  (Ann  S)  tool  mkr  United  Shoe  (B)  hl69  Main  St  (R) 

Walkama  Deborah  pkr  Gortons  r6  Alpine  Ct 

Walkama  Edw  pntr  h383  Magnolia  Av 

Walkama  Edw  rCape  Ann  Nursing  Home 

Walkama  Edw  A  (Pauline)  wldr  h6  Alpine  Ct 

Walker  Anastasia  retd  r44  South  St  (R) 

Walker  E  Phillips  (Helen  L)  retd  hWhale  Cove  Rd  (R) 

Walker  Herbert  B  (Louise  C)  (Modern  Dental  Laby)  h28  Marmion  Wy 

(R) 

Walker  Louise  (Wid  Herbert  B)  retd  h8  Mt  Pleasant  St  (R) 

Walker  Muriel  F  retd  hl4  Summer  St  (R) 

Walker  Richd  electn  Deering  Elec  r2  Eden  Rd  (R) 

Walker  Shelia  nurse  Rockport  Sch  Dept  rDanvers  Mass 
Walkinshaw  John  A  (Mabel  C)  sum  res  h9  Smith  St  (R) 

Wall  Carlton  E  (Patricia  A)  production  clerk  G  E  (LYNN)  hFrank  St 

(R) 

Wall  Edw  A  (Irene)  sis  rep  Beech-Nut  Baby  Foods  h449  Western  Av 
Wall  R  Michl  (Sarah  S)  tchr  St  Mel  Day  Sch  hPenryn  La  (R) 

Wall  Wm  retd  h9  Western  Av 

Wall  Wm  D  (Grace  M)  (Old  Timer’s  Tavern)  hll  Proctor  St 
Wallace  See  Also  Wallis 

Wallace  Beatrice  H  (Wid  Lester  A)  retd  h76  Pigeon  Hill  (R) 

Wallace  Chester  E  retd  hl26  Prospect  St 
Wallace  Edna  L  (Wid  Bruce  A)  retd  hCedar  La 
Wallace  Leon  (Genevieva)  lobstermn  hl6  Forest  St  (R) 

Wallace  Lester  A  Jr  (Viola  M)  cook  State  Hosp  (D)  hl05  Riverdale 
Pk 

Wallace  Lester  A  III  prntr  Tadco  Mfg  rl05  Riverdale  Pk 
Wallace  Marjorie  P  (Wid  Wm)  retd  h4C  High  St  (R) 

Wallace  Viola  M  Mrs  ofc  sec  Sea  Food  Dist  Local  15  (Amc  Of  Na) 
rl05  Riverdale  Pk 

Wallen  Monya  resp  therapist  Addison  Gilbert  Hosp  rHamilton  Mass 
Wallens  Arno  H  dep  warden  Forest  Fire  &  Civil  Defense  Dept 
rSquam  Hill  Rd  (R) 

Waller  Marvin  (Patricia  W)  artist  &  archt  243  Granite  St  (R)  h243 
Granite  St  (R) 

Waller  Wm  H  studt  r243  Granite  St  (R) 

Wallis  See  Also  Wallace 

Wallis  Katharine  G  retd  hl7  Chester  Sq 

Wallius  Arvo  H  auto  repr  Squam  Rd  (R)  hl9  Forest  St  (R) 

W alii  us  Wm  H  (Cath  A)  servmn  Northshore  Gas  hl9  Willow  St 

Walls  Virginia  A  pkr  Le  Page’s  rGlenmere  Av 

Walsh  Bertha  B  retd  r5  Stanwood  Av 

Walsh  Chester  F  hl2  Springfield  St 

Walsh  Ernest  gardener  h7  Harold  Av 

Walsh  Jane  E  Mrs  elk  Nichols  Ocean  Home  Candies  r627  Essex  Av 
Walsh  Joseph  M  (Jane  L)  mtcemn  Quincy  Cold  Storage  h439  Western 

Av 

Walsh  Mary  Mrs  summer  res  hi  Larady  Rd 

Walsh  Michl  P  freezer  wkr  Empire  Fish  hl45  Essex  Av  Apt  15 

Walsh  Nora  hskpr  hN  or  wood  Hts 

Walters  Anna  E  Mrs  ofc  sec  Hale  Distributing  rl6  Sayward  St 
Walters  Geo  E  (Anna  E)  chf  eng  Gloucester  Ice  &  Cold  Stge  hl6 
Sayward  St 

Walton  Kathleen  M  (Wid  Frank)  h7  Mt  Vernon  St 
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Wander  Inn  Shop  (John  A  Doherty)  97  Main  St 

Wann  Paul  H  tchr  Rockport  Jr  Sr  Hi  Sch  r83  Granite  St  (R) 

Ward  Alice  A  retd  h90  Granite  St  (R) 

Ward  Ethel  (Wid  Walter)  retd  h54  E  Main  St 
Ward  Harold  psychiatrist  h59  Shore  Rd 

Ward  Helen  C  xray  tech  Addison  Gilbert  Hosp  rDanvers  Mass 
Ward  Jack  h3  Eastern  Point  Rd 

Ward  Janies  S  (Muriel)  summer  res  Thurston’s  Pt  rMelrose  Mass 
Ward  Josephine  M  hFarrington  Av 

Ward  Megan  Mrs  inhal  therapist  Addison  Gilbert  Hosp  h99  Mt 
Pleasant  Av 

Ward  Nancy  S  Mrs  h27  Farrington  Av 

Ward  Robt  retd  h9  Western  Av 

Ward  Roger  L  r27  Farrington  Av 

Ward  Steven  prs  mn  Curhan  Co  rBeverly  Mass 

Ward  Two  Veterans  Memorial  Sch  Alf  T  Wolfe  Prin  Webster  St 

Warde  Geo  E  (Margt)  consultant  Medical  Management  Associates 
hThatcher  Rd  (R) 

Wardrup  Dial  A  (O  Myrtle)  driver  Brady  Bros  hl9  Bond  St 
Wardrup  O  Myrtle  Mrs  nurse  Cape  Ann  Nursing  Home  rl9  Bond  St 
Ware  Dwight  (Janet)  studt  h2  Lexington  Av 

Ware  Janet  P  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  r2  Lexington  Av 
Wares  Gordon  W  sum  res  h3  Mill  La  (R) 

Waring  Josie  D  Mrs  (La  Petite  Ecole)  rlO  Mt  Pleasant  (R) 

Waring  Lloyd  B  (Louise  P)  trustee  hDriftwood  Rd  (R) 

Waring  Lloyd  B  sum  res  h3  Sandaba  Av  (R) 

Waring  Philip  (Josie  D)  tchr  hlO  Mt  Pleasant  St  (R) 

Warnecke  Harold  J  sum  res  hElm  Av 
Warner  Arth  Jr  studt  rl3  Atlantic  St 

Warner  Arth  D  (Mary)  exec  dir  Cape  Ann  Y  M  C  A  hl3  Atlantic  St 

Warner  David  (Captain’s  Bounty)  rl  Beach  St 

Warner  Edna  B  (Wid  Edwin  S)  retd  h32  Orchard  St 

Warner  Olive  G  (Wid  Steph  B)  retd  h47  Poplar  Pk 

War  nock  Rosemary  J  studt  rl51  Western  Av 

Warntz  Betsy  chore  supvr  Action  Inc  rl7  Wonson  St 

Warntz  Chris  W  (Eliz)  tutor  hl7  Wonson  St 

Waronek  Michl  (Virginia)  trucker  hl45  Essex  Av  Apt  10 

Warren  Barney  sum  res  h38  Rocky  Neck  Av 

Warren  Bentley  Trucking  (Bentley  W  Warren)  Fernald  St 

Warren  Bentley  W  (Bonnie  L)  equip  opr  (Bentley  Warren  Trucking) 
hFernald  St 

Warren  Chester  F  (Kathleen  G)  acct  hl6  Summit  St 
Warren  Frank  retd  hl26  Prospect  St 

Warren  Geoffry  S  (Gail  C)  jet  eng  asmblr  hl45  Essex  Av  Apt  10 

Warren  Geo  V  (Bertha  L)  retd  h65  Witham  St 

Warren  Helen  A  (Wid  Geo)  retd  h50  Poplar  Pk 

Warren  Shelton  buyer  Raytheon  r577  Washington  St 

Warshall  Steph  mathematician  h3  Mason  Sq 

Wasdyke  Janet  stewardess  hl33  Granite  St  (R) 

Wasgatt  Clementine  T  (Wid  Harold)  retd  h21  Centennial  Av 
Washburn  Dale  E  (Eleanor  N)  retd  hDriftwood  Rd  (R) 

Washington  Cemetery  Western  Av 

Washington  Martha  Chapter  (Masonic)  Mrs  Helen  E  Cardozo  Sec  27 
Eastern  Av 

Wasilewski  Walter  A  retd  h2  Wallace  Ct 

Wasnock  Mary  slswn  Doris  Roberts  Shop  r2a  Core  Hill  Lane  (R) 
Wasouke  Janet  K  stewardess  TWA  h5  High  Street  Ct  (R) 

Wass  Arvella  Mrs  nurses  aide  Cape  Ann  Nursing  Home  rRear  174 
Granite  St  (R) 

Wass  Lester  S  Post  No  3  (Am  Legion)  8  Washington  St 

Wass  Lester  S  Post  No  3  Ladies  Aux  (Am  Legion)  8  Washington  St 

Wass  Preston  O  (Marion  A)  h43  High  St  (R) 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc-) 

2  Harbor  Loop,  Gloucester,  Moss.  01930 _ Tel.  283-1416 
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Wass  Richd  A  driver  De  Marco’s  Cleaners  &  Dyers  r957  Washington 
St 

Waterfront  Apartments  Rear  75  Main  St  (R) 

Waterfront  Gifts  &  Arts  Victoria  Gray  Mgr  123  E  Main  St 
Waterhouse  Geo  E  (Joan)  hl2  Hammond  St 
Waterhouse  Georgiana  C  Mrs  h42  Ferry  Lower  End 
Waterhouse  Joan  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rl2  Hammond 
St 

Waters  Valve  Co  (Herbert  J  Deacon)  mfrs  473  Washington  St 
Waterstraat  Alvin  (Helena)  retd  rl6  Langsford  St 
Wathen  Margt  N  domestic  h26  Lake  Rd 
Watson  Carl  E  (Martha  J)  mech  hl2  Wells  St 
Watson  Clara  (Wid  Elhanen)  emp  O  U  F  hl89  E  Main  St 
Watson  David  H  slsmn  Stevens  Motor  Sales  h65  High  Popples  Rd 
Watson  David  H  (Joan  I)  slsmn  Stevens  Motor  Sales  hl53  Cherry  St 
Watson  Frank  E  Jr  (Patricia)  mach  opr  Polaroid  (Waltham)  h45 
Perkins  St 

Watson  Helen  retd  r2  Fuller  St 

Watson  Joan  tchr  Eastern  Av  Sch  rl53  Cherry  St 

Watson  Mary  E  (Wid  John  R)  retd  h34  Smith  Rd  (R) 

Watson  Peter  (Patricia  A)  editor  Gloucester  Daily  Times  h58  High  St 

(R) 

Watson  Roy  G  (Kathleen)  sum  res  Eastern  Point  Blvd  r Boston  Mass 
Watson  Warren  A  (Ute)  mach  opr  h883  Washington  St 
Watters  Bill  G  (Estelle)  elec  eng  (Cambridge)  hHigh  Popples  Rd 
Watters  Theo  C  (Martha  S)  lab  Cape  Ann  Tool  hl59  Granite  St  (R) 
Waugh  John  v  pres-genl  mgr  Quincy  Market  Cold  Storage  &  Whse 
Co  r Wilmington  Mass 
Waugh  Michl  constn  wkr  hl55  E  Main  St 
Waugh  Wm  (Alice  L)  retd  h30  Concord  St 
Wauzzinski  Robt  studt  rl20  Bass  Av 

Wayne  Hugh  S  (Patricia  J)  elec  eng  (B)  h25  Norman  Av 
Wayne  Patricia  J  Mrs  tchr  Blynman  Sch  r25  Norman  Av 
Wayranen  Ramona  nurses  aide  Cape  Ann  Nursing  Home  r8  Stanley 
Ct 

Wayrynen  Amanda  M  (Wid  Otto)  retd  h24  Stockholm  Av  (R) 
Wayrynen  Gail  Mrs  hla  Charte  Ct  (R) 

Wayrynen  John  W  USN  r42  Curtis  St  (R) 

Wayrynen  John  W  (Dorothy  M)  mason  h56  Stockholm  Av  (R) 
Wayrynen  Robt  F  (Leena)  USAF  h50  Stockholm  Av  (R) 

Wayrynen  Walter  (Charlotte  E)  trucking  Woodland  Rd  (R)  h Woodland 
Rd  (R) 

Wayside  Book  Service  (Rose  K  Nelson)  605  Western  Av 
Wayworth  Walter  G  retd  h6  Mondello  Sq 
Weafer  Francis  D  summer  res  hCedar  La 
Weather  Vane  (Gene  C  Lesch)  gifts  South  Rd  (R) 

Weathers  John  W  r2  Edgemere  Rd  (R) 

Weathers  Regina  V  r7  Dalton  Rd 

Weathervane  (Bertram  Oppenheim)  summer  tourist  home  13 
Grapevine  Rd 

Weaver  Ada  L  (Wid  Arth  N)  retd  hl32Vk  Wheeler  St 
Weaver  Alan  G  (Valerie  A)  h97  Western  Av 
Weaver  Valerie  homemkr  Action  Inc  r97  Western  Av 
Webb  Le  Roy  L  hRear  75  Main  St  (R) 

Webb  Merton  M  (Mildred  V)  mgr  Automotive  Distributors  Inc  (BR) 
h21  Smith  Rd  (R) 
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Webber  Agnes  M  (Wid  James  A)  h39  Pearl  St 
Webber  Donald  E  (Sandra  L)  unit  atndt  Syl vania  (D)  hRear  656 
Essex  Av 

Webber  Donald  R  (Anne  C)  sales  rep  Xerox  (Waltham)  hi 7  Fenley  Rd 
Webber  Elbon  B  (Helen  V)  parts  mgr  Works  Chev-Olds  Inc  h468 
Washington  St 

Webber  Gordon  J  r6  Winchester  Ct 

Webber  Helen  V  Mrs  bkpr  Rose’s  Oil  Serv  r468  Washington  St 
Webber  John  S  (Doris  L)  broker  Patterson  Wylder  &  Winndler  (B) 
h22  Middle  St 

Webber  Manley  P  (Jennie  M)  retd  h581  Essex  Av 
Webber  Margt  retd  h29  Lincoln  Pk 

Webber  Mary  C  (Wid  Kenneth  S)  retd  hlO  Gloucester  Av 
Webber  Nancy  A  dept  hd  Gloucester  High  Sch  rlO  Gloucester  Av 
Webber  Richd  T  (Anna  M)  retd  h6  Winchester  Ct 
Webber  Scott  (Virginia  W)  carrier  P  O  h513  Washington  St 
Webber  Virginia  nurse  Addison  Gilbert  Hosp  r513  Washington  St 
Webber  Wm  S  Jr  (Ellen  R)  with  Addison  Gilbert  Hospital  h20  Middle 
St 

Webster  Charles  (Shirley  L)  automotive  mgr  Sears  Serv  Sta  rDanvers 
Mass 

Webster  Helen  J  retd  r44  South  St  (R) 

Webster  Jonathon  P  (Harriet  S)  tch  h9  Langsford  St 
Webster  Ralph  P  Jr  (Florence  C)  sum  res  1  Waterman  Rd  rConcord 
Mass 

Webster  Richd  C  sum  res  h83  Granite  St  (R) 

Webster  Thompson  (Judith)  carp  Yankee  Floor  Covering  hl09 
Magnolia  Av 

Wee  Shop  (Mrs  Mabel  E  Parady)  yarns  8  Dock  Sq  (R) 

Weigand  Judith  P  studt  r42  Langsford  St 

Weigand  Louis  E  (Dorothy)  supvr  Western  Elec  (N  Andover)  h42 
Langsford  St 

Weigel  Albert  h5  Eastern  Point  Rd 

Weiler  Geo  H  tchr  Glouc  Sch  Dept  hRear  145  Main  St  (R) 

Weiner  Barry  (Susan)  lwyr  (B)  h8  Cove  Ledge  La 
Weiner  Gerald  H  (Rhona)  mgr  Sterling  Drug  rPeabody  Mass 
Weiner  Gordon  M  (Dorothy)  v-pres-asst  treas  Sterling  Drug  Store  Of 
Gloucester  Inc  hl2  Ocean  Highlands 
Weiner  Norman  retd  hAtlantic  Rd  Apt  36 
Weingarden  Stella  retd  hl4  Mt  Pleasant  St  (R) 

Weir  Leonard  sum  res  23  Brooks  Rd  rBoston  Mass 
Weir  Richd  C  (Mary  M)  sis  rep  hlO  Ryan  Rd 
Weisberg  Patricia  nurse  hi  133  Washington  St 
Weisbuck  Manuel  (Edith  G)  sum  res  hPenzance  Rd  (R) 

Weiss  Mark  sis  mgr  hl45  Essex  Av  Apt  10 
Weiss  Randee  J  social  wkr  hi 45  Essex  Av  Apt  20 
Weiss  Susan  tchr  Geo  J  Tarr  Sch  rBrookline  Mass 
Weissblum  Mary  M  (Wid  Walter  L)  hLedge  Rd 
Welch  See  Also  Welsh 

Welch  Amy  F  (Wid  Vincent  J)  retd  hl7  Hartz  St 
Welch  Arth  J  (Lillian  M)  retd  h49  Hartz  St 
Welch  Cynthia  P  pianist  (Lynnfield)  hl45  Essex  Av  Apt  24 
Welch  Geo  M  (Mildred  D)  (Welch’s  Eastern  Av  Jenny  Serv)  h2 
Juniper  Rd 

Welch  Geo  M  Jr  tchr  r2  Juniper  Rd 
Welch  Harold  N  Mrs  sum  res  hPalfrey  Rd 
Welch  Joseph  F  (Theresa)  consultant  hl044  Washington  St 
Welch  Robt  (Margt  C)  tchr  G  H  S  h640  Essex  Av 
Welch  Wayne  gro  mgr  Stop  &  Shop  rLynn  Mass 
Welch’s  Eastern  Avenue  Jenny  Service  (Geo  M  Welch)  137  Eastern 
Av 

Welcome  Robt  H  (Peg  Leg  Restr  &  Inn)  h2  King  St  (R) 

Weld  Helen  W  studt  rDolliver’s  Neck 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

«e  Ufhiftftemere  St  Gloucester,  Mass.  01930 

35  Whittemore  St.  TEL.  283-1771 
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Weld  Philip  S  (Ann  W)  pres  &  treas  Essex  County  Newspaper  Inc 
hDolliver’s  Neck 

Weldon  Helen  summer  res  6  Brierwood  St  rArlington  Mass 
Weldon  Lillian  A  sum  res  6  Brierwood  St  rArlington  Mass 
Weller  Geo  A  Jr  (Gladys)  sum  res  3  Adams  Av  rMacon  Ga 
Weller  Wm  (Shiela)  spl  educ  tchr  Peabody  Sch  Sys  hlO  Me  Kay  Dr 
(R) 

Wellman  Harriet  V  retd  h71  Leonard  St 
Wells  Carrie  retd  r44  South  St  (R) 

Welsh  See  Also  Welch 

Welsh  Joan  M  bkpr  Gordon  College  (BEV)  rStanwood  Pt 
Welsh  John  (Edna  A)  retd  hStanwood  Pt 

Welt  Donald  G  (Shirley)  mach  Sylvania  (S)  h52  Magnolia  Av 

Welt  Joanne  studt  r52  Magnolia  Av 

Welt  John  studt  r52  Magnolia  Av 

Welt  Marilyn  studt  r52  Magnolia  Av 

Welty  Marian  h35  Cleveland  St 

Wemyss  Fredk  S  (Lydia  L)  mgr  Yankee  Clipper  Inn  Guest  House 
hl27  Granite  St  (R) 

Wemyss  Gary  L  (Deborah  K)  mgr  Ralph  Waldo  Emerson  Inn  hi 09 
Granite  St  (R) 

Wemyss  Nina  tchr  Geo  J  Tarr  Sch  rBoston  Mass 

Wendell  Geo  R  (Anne  E)  mtcemn  Rockport  High  Sch  hl4a  Spring  La 
(R) 

Wendell  Geo  R  summer  res  hi  la  Main  St  (R) 

Wendling  Frank  L  retd  h2-a  Raymond  St  Apt  3 
Wengenroth  Stow  (Harriet)  h25  Parker  St  (R) 

Wentworth  Eliz  A  (Wid  Harold  W)  retd  hl07  Bass  Av 
Wentworth  John  R  (Harriet  K)  coml  artist  Landmark  La  (R) 
hLandmark  La  (R) 

Wentworth  Mildred  Mrs  retd  r77  Sumner  St 
Wentworth  Vera  C  retd  r7  Cliff  Rd 
Wentzell  Evelyn  F  (Wid  Maurice)  retd  hl4  Friend  St 
Wentzell  James  driver  West  Epd  Taxi  Serv  rFrank  St  (R) 

Wentzell  John  J  formn  Gortons  h245  E  Main  St 
Werman  Lester  (Ruth)  sum  res  hLozant  PI  (R) 

Werman  Lester  sum  res  hRuthern  Wy  (R) 

Werman  Martha  sum  res  hLozant  PI  (R) 

Werner  Edw  R  (Karen)  real  est  broker  (B)  hHesperus  Av 
Wesley  United  Methodist  Church  Rev  Donald  F  Kellogg  Van  Orden 
Pastor  80  Prospect  St 
Wesleyan  Cemetery  15  Wesley  St 
West  Albert  L  (Mary)  retd  h41  Englewood  Rd 
West  Albert  L  Jr  (Eliz)  (West  Landscape)  h41  Englewood  Rd 
West  Albert  R  sum  res  h49  Long  Beach  St  (R) 

West  Babe  (Nancy)  wldr  Gloucester  Marine  Railway  h86a  High  St  (R) 
West  End  Furniture  Exchange  Inc  Walter  A  Chatwood  Pres  &  Treas 
used  furn  45  Main  St 
West  End  Grocery  40  Main  St 

Weil  End  Grocery  (Joseph  G  And  Salvatore  Orlando)  40  Main  St 

West  Gloucester  Concl  Boy  Scouts  Of  Am  Troop  60  35  Concord  bt 

West  Gloucester  Trinitarian  Congregational  Church  488  Essex  Av 

West  John  H  gdnr  West  Landscape  r41  Englewood  Rd 

West  Judith  social  wkr  (Manchester  Mass)  h70  Lexington  Av  Apt  30 

West  Landscape  (Albert  L  West  Jr)  41  Englewood  Rd 

West  Parish  Apartments  (Lincoln  A  Roberts)  561  Essex  Av 


■ 
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West  Parish  School  David  Kelly  Prin  10  Concord  St 
Westell  Wm  E  (Lillian)  sum  res  61  Long  Beach  St  (R)  rDorchester 
Mass 

Wester  Richd  lab  asst  r961  Washington  St 
Wester  Sylvia  therapist  h961  Washington  St 

Western  Ocean  Resources  Richd  J  O’Leary  Pres  &  Treas  27  Harbor 
Loop 

Westfall  David  (Eliz)  sum  res  Eden  Rd  (R)  r Lexington  Mass 
Westlund  Arnold  E  (Andrea  J)  retd  hll  Allen  St 
Westlund  Industries  Inc  Vaughan  E  Deal  Pres  Magnolia  Av 
Westman  Fredk  P  (Diane  R)  consultant  h5  Harraden  Av  (R) 

Weston  Cynthia  x-ray  tech  Addison  Gilbert  Hosp  rMagnolia  Mass 
Weston  John  C  member  Rockport  Sch  Committee  rOld  Garden  Rd  (R) 
Weston  Patricia  A  Mrs  hlO  Allen  Av  (R) 

Wetmore  Anne  J  retd  hEden  Rd  (R) 

Wetmore  Clair  E  (Hazel  E)  pres-treas  Wetmore  Rentsit  h4  Tower  Rd 
Wetmore  Donald  E  studt  r4  Tower  Rd 

Wetmore  Donna  L  sec  Pier  7  Bay  Trading  Co  rMarblehead  Mass 
Wetmore  Frank  U  (Pier  7  Bay  Trading  Co)  rMarblehead  Mass 
Wetmore  Frank  V  fish  trader  hl9  High  St  (R) 

Wetmore  Nancy  nurse  r4  Tower  Rd 

WETMORE  RENTSIT  INC  Clair  E  Wetmore  President-Treasurer 
"We  Rent  Most  Anything"  Air  Compressors,  Sanding 
Machines,  Power  Tools,  Carpenter  Tools,  Painters* 
Equipment,  Scaffolding,  Welding  Equipment  Pumps  26 
Emerson  Av  (01930),  Tel  283-3434  (See  Index  To  Advertisers) 


Wetmore  Robt  C  (Carole)  asst  mgr  Wetmore  Rentsit  h353  Essex  Av 
Whalen  Harry  L  (Eliz  B)  summer  res  h23  Riverview  Rd 
Whaley  Dennis  (Phyllis)  computer  opr  Gurnard  Mfg  (BEV)  h3  High 
St  PI 

Whall  Alice  F  retd  h70  Poplar  Pk 

Wheat  Thos  -G  (Doris  B)  sum  res  hlO  Pasture  Rd  (R) 

Wheeler  Anne  Mrs  slswn  Piel’s  Poop  Deck  r40  High  St  (R)  Bsmt 
Wheeler  Bertha  (Wid  Frank)  r208a  Washington  St 
Wheeler  Clifford  J  piano  tuner  215  Granite  St  (R)  h215  Granite  St 
(R) 

Wheeler  David  L  (Nancy  C)  real  est  29  Marmion  Wy  (R)  h29 
Marmion  Wy  (R) 

Wheeler  Eliz  rl8  Sayward  St 

Wheeler  Erma  A  Mrs  art  studio  1  Center  St  r5  Union  Ct 
Wheeler  Harry  E  Jr  (Erma  A)  adv  copy  writer  h5  Union  Ct 
Wheeler  Harry  L  (Mary  T)  insp  USA  Eng  Corps  h7  Wiley  St 
Wheeler  Helen  H  (Wid  Sumner  Y)  retd  hl7  Pleasant  St  (R) 

Wheeler  Janine  M  beauty  consultant  hPenzance  Rd  (R) 

Wheeler  Kate  Ann  retd  hBsmt  40  High  St  (R) 

Wheeler  Laura  rCape  Ann  Nursing  Home 
Wheeler  Madeline  A  (Wid  Frank  L)  stitcher  Empire  Clo  h7 
Winchester  Ct 

Wheeler  Maurice  H  (Alice  P)  emp  Glouc  Eng  hlO  Sayward  St 
Wheeler  Michl  A  (Candace)  sum  res  Union  Ct  hl236  Washington  St 
Wheeler  Mildred  B  (Wid  Roy  R)  retd  h57  Marmion  Wy  (R) 

Wheeler  Nancy  S  member  Rockport  Finance  Committee  rNorwood 
Ave 

Wheeler  Richd  D  (Helen)  pntr  h48  Rocky  Neck  Av 
Wheeler  Roger  tchr  hll  Summit  Av  (R) 

Wheeler  Roy  R  Jr  (Nancy  S)  (Roy  R  Wheeler  Plmbg  &  Htg)  h4 
Norwood  Av  (R) 

Wheeler  Roy  R  Plumbing  &  Heating  (Roy  R  Wheeler  Jr)  4  Norwood 
Av  (R) 

Wheeler’s  Point  Boat  Yard  (James  N  Thompson)  114  Wheeler  St 


Seacoast 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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Wherren  Bruce  J  (Alyce  E)  tchr  Ralph  B  O’Maley  Mdl  Sch  hl45 
Wheeler  St 

Whidden  Eleanor  hi 40  Leonard  St 

Whilton  A  Louise  (Wid  Walter  E)  retd  h3  Ketchopulos  Cir  (R)  Apt 
llh 

Whilton  Bruce  A  (Ruth)  inventory  mgr  Gorton’s  h Ledge  Rd 
Whippen  Wayne  studt  r51  Mt  Pleasant  Av 

Whippen  Willard  H  mgr  Geo  Me  Questen  Lumber  (Billerica)  h51  Mt 
Pleasant  Av 

Whistle  Stop  Mall  Rear  17  Railroad  Av  (R) 

Whitaker  Donald  A  (Dorothy)  condr  B  &  M  h20  Squam  Hill  Rd  (R) 
Whitaker  Harold  K  (Sylvia  I)  cond  B  &  M  hi  Martha’s  La  (R) 
Whitaker  Jeffrey  studt  rl  Martha’s  La  (R) 

Whitaker  Ruth  nurse  Addison  Gilbert  Hosp  rSouth  St  (R) 

Whitaker  Steph  R  emp  Gloucester  Eng  rl  Martha’s  La  (R) 

Whitaker  Steve  Glouc  Eng  r49  Main  St  (R) 

Whitaker  Walter  D  (Ruth  E)  driver  Matheson  Gas  hSouth  St  (R) 

White  Amos  T  (Ivah  H)  slitter  opr  Le  Page’s  hl06  Concord  St 

White  Amos  T  III  studt  rl06  Concord  St 

White  Anthony  bartndr  rl5  Warner  St 

White  Anthony  R  mach  r864  Washington  St 

White  Barbara  H  r4  Prospect  Sq 

White  Bernice  pkr  Le  Page’s  hl8  Elwell  St 

White  Bertrand  R  sum  res  hProspect  Ter 

White  Carol  instr  Addison  Gilbert  Hosp  rMagnolia  Mass 

White  Carol  A  stewardess  TWA  (B)  h3  Lynndale  Av 

White  Cath  retd  rl90  Western  Av 

White  Danl  A  h80a  Middle  St  Apt  D 

White  Dennis  (Patricia  A)  emp  Borneo  Inc  h49  Prospect  St 
White  Diane  C  studt  r534  Washington  St 
White  Donald  sum  res  hRear  5  Lawrence  Ct 

White  Donald  E  (Phyllis  M)  mgr  Hesperus  Marine  Serv  hl98  Granite 
St  (R) 

White  Donald  F  (Jeanette  A)  custdn  Gloucester  High  Sch  h6  Mt 
Vernon  St 

White  Donna  pkr  Gorton’s  rl8  Elwell  St 

White  Donna  fety  wkr  Le  Page’s  rEssex  Mass 

White  Dorothy  Mrs  hl099  Washington  St 

White  Dorothy  Mrs  tchr  E  G  Elementary  Sch  rl5  Highland 

White  Edsel  (Mary)  sum  res  hRear  5  Lawrence  Ct 

White  Eliz  med  wkr  Huntress  Pub  Med  Inst  r50  Riverdale  Pk 

White  Eliz  J  studt  r31  Commonwealth  Av 

White-EUery  House  (Cape  Ann  Historical  Society)  museum  247 
Washington  St 

White  Elmer  C  (Lucille)  pntr  Everett  T  Lane  h43  Granite  St 
White  Ernest  H  (Eliz  H)  lab  Public  Wks  Dept  h50  Riverdale  Pk 
White  Forrest  F  (Evelyn  F)  hsemn  Addison  Gilbert  Hosp  hGardner 
Ter 

White  Frank  S  (Eliz  C)  elk  P  O  h31  Commonwealth  Av 
White  Fredk  H  (Harriet  M)  servmn  Perry  Oil  h82  Perkins  St 
White  Fredk  H  Jr  (Priscilla)  asst  prin  Ralph  B  O’Maley  Mdl  Sch 
h450  Washington  St 

White  Glenn  R  (June  G)  prin  East  Gloucester  Elem  Sch  h37  Chapel 
St 

White  Herbert  C  (M  Elizabeth)  pntr  h56  Granite  St 
White  Herbert  C  Jr  (Sandra  J)  pntr  h22  Chestnut  St 
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White  House  The  (Charles  A  Steele)  guests  18  Norman  Av 
White  Ivah  H  Mrs  laby  wkr  Addison  Gilbert  Hosp  rl06  Concord  St 
White  J  Andrew  retd  h234  Main  St 

White  J  Decker  (Gloria)  sum  res  Skipperway  (Davis  Section) 
r Watertown  Mass 

White  James  (Carol)  mach  (Bev)  h8  Lowe  Dr 

White  James  R  (Eunice  E)  pntr  h74  E  Main  St 

White  James  R  Jr  (Phyllis  M)  pntr  h74  E  Main  St  Apt  3 

White  Jeanette  A  Mrs  nurse  Addison  Gilbert  Hosp  r6  Mt  Vernon  St 

White  Jeannine  elk  Med  Center  r74  E  Main  St  Apt  2 

White  Joan  tech  Cape  Ann  Med  Serv  r61  Wheeler 

White  Joanne  studt  r534  Washington  St 

White  John  F  (Grace  H)  h2  Wyoma  Rd 

White  June  G  Mrs  nurse  Addison  Gilbert  Hosp  r37  Chapel  St 
White  Kenneth  C  (Sharon)  firefighter  City  Fire  Dept  h7  Lendall  St 
White  Kenneth  F  carp  hl236  Washington  St 
White  Lawrence  D  studt  r50  Riverdale  Pk 

White  Lester  W  (Mary  F)  freezer  wkr  Gloucester  Ice  Cold  Storage 
h22  Hodgkins  St 

White  Linda  D  nurses  aide  Cape  Ann  Nursing  Home  rl4  Centennial 
Av 

White  Lucy  A  (Wid  Henry  F)  r7  Norseman  Av 

White  Madeline  jr  elk-typ  State  Div  Emp  Security 

White  Marcia  Mrs  tchr  West  Parish  Sch  rR  36  South  St  (R) 

White  Margt  Mrs  rl5  Highland  St 

White  Marie  tchr  Milton  L  Fuller  Sch  rWenham  Mass 

White  Marion  M  (Wid  Arnold  C)  retd  hl6a  South  St  (R) 

White  Marjorie  C  (Wid  Joseph  M)  sum  res  hThatcher  Rd  (R) 

White  Martha  aide  Action  Inc  rl6  Gould  Ct 
White  Mary  homemkr  Action  Inc  r56  Granite  St 
White  Mary  E  (Wid  Ray)  retd  h79  Gloucester  Av 

White  Mary  F  Mrs  dietary  wkr  Addison  Gilbert  Hosp  r22  Hodgkins 
St 

White  Mary  M  (Wid  Carroll  R)  retd  h40  Cherry  St 

White  May  h2  Lincoln  Pk 

White  Michl  studt  rl06  Concord  St 

White  Natalie  reept  Gloucester  Daily  Times  r534  Washington  St 
White  Norman  G  (Frances)  retd  h864  Washington  St 
White  Olive  M  (Wid  Abr  H)  h56  Warner  St 

White  Peter  J  (E  Barbara)  swtchbd  opr  N  E  Power  hWhite  Mountain 
Rd 

White  Rainbow  Inc  (John  F  Me  Carty)  65  Main  St 

White  Ralph  M  (Evelyn)  lab  Town  Hwy  Dept  hl2  Hooper  Ct  (R) 

White  Randall  T  (Natalie  A)  capt  City  Fire  Dept  h534  Washington  St 

White  Randall  T  Jr  studt  r534  Washington  St 

White  Richd  N  (Joanne)  pntr  h61  Wheeler  St 

White  Robt  pntr  r56  Granite  St 

White  Robt  H  (Madelyn  F)  purch  agt  City  Of  Gloucester  h4  Prospect 

Sq 

White  Robt  J  studt  r4  Prospect  Sq 

White  Russell  C  (Dorothy  I)  aud  State  (B)  hl5  Highland  St 
White  Sandra  nurse  Addison  Gilbert  Hosp  r37  School  St  (R) 

White  Star  Fish  Market  (Evelyn  Oliver)  139  Prospect  St 
White  Susan  sec  Hammond  Museum  r534  Washington  St 
White  Susan  aide  Cape  Ann  Med  Center  rl06  Concord  St 
White  Thos  USMM  r4  Haskell  St 
White  Thos  J  Jr  leather  wkr  Peabody  rl8  El  well  St 
White  Wm  R  lab  tech  Le  Page’s  r79  Gloucester  Av 
White  Yolanda  M  domestic  Mr  Grant  r52  Curtis  St  (R) 

Whitehead  Warren  R  (Helen  E)  emp  Pete’s  Auto  Sis  h23  Marina  Dr 
Whitehill  Donald  J  sr  orderly  Beverly  Hosp  (BEV)  h3  South  Street 
Ct  (R) 

Whitehouse  David  G  (Jean)  sum  res  Bayberry  La  rCaracus  Venezuela 
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Whiteman  Leroy  (Anne)  sum  res  hThatcher  Rd  (R) 

Whiting  A  Ruth  Mrs  retd  h44  School  St 
Whiting  Ann  C  nurse  Addison  Gilbert  Hosp  rBeverly  Mass 
Whiting  Clayton  E  photog  22  Magnolia  Av  h22  Magnolia  Av 
Whitlock  Charles  P  (Patricia  P)  dean  Harvard  College  (B)  h751 
Washington  St 

Whitmarsh  Laura  nurse  aide  r36  Commonwealth  Av 
Whitmarsh  Robt  K  (Bertha  M)  (The  Whitmarsh  Store)  h36 
Commonwealth  Av 

Whitmarsh  Store  The  (Robt  K  Whitmarsh)  locksmith  48  Main  St 
Whitmer  Beatrice  J  (Wid  Laurence  M)  retd  h2a  Curtis  St  (R) 

Whitney  Mary  H  (Wid  John)  retd  hl7  Leonard  St 

Whittemore  Brian  I  emp  Surplus  Food  Program  rlO  Hodgkins  St  (R) 

Whittemore  Eva  (Wid  Alf  L)  retd  hlO  Hodgkins  St  (R) 

Whittemore  Miriam  M  retd  h26  Smith  Rd  (R) 

Whittemore  Robt  sum  res  hCole’s  Island 

Whitten  Bradford  D  (Winchester))  constn  hEastern  Point  Blvd 
Whitten  Carleton  E  retd  h622  Western  Av 
Whitten  Danl  J  (Mary  N)  mach  Gloucester  Mach  Shop  hl3 
Maplewood  Av 

Whitten  Georgia  O  (Wid  Geo  H)  hl8  Summit  St 
Whitten  James  M  (Mary  E)  carrier  P  O  hl4  Nally  Av 
Whitten  Ralph  G  (Sanna  C)  (Ralph’s  Superette)  h86  Concord  St 
Whitten  Robt  A  (Anna  E)  acct  h420  Essex  Av 
Whittey  Frank  R  (Marjorie  J)  retd  hl23  Western  Av 
Whittey  Marjorie  sec  to  dir  Hammond  Museum  rl23  Western  Av 
Whittey  Patricia  data  processing  opr  rl23  Western  Av 
Whittle  Lillian  P  retd  r23  Exchange  St 

Wholly  James  R  (Virginia  C)  sum  res  12  Elmo  La  r Dedham  Mass 

Whynock  Marilyn  home  aide  Action  Inc  rEssex  Mass 

Whynot  See  Also  Whynott 

Whynot  Carol  nurse  r5  Harvard  St 

Whynot  Charlotte  (Wid  Arth  M)  h30  Eastern  Av 

Whynot  David  lwyr  hi 23  E  Main  St 

Whynot  Dorothy  Mrs  hl6  Mason  St 

Whynot  Germaine  transcriptionist  Cape  Ann  Med  Center  rll 
Magnolia  Av 

Whynot  John  W  (Kath  S)  retd  h2  Gardner  Ter 

Whynot  Joseph  R  (Kathleen  E)  capt  City  Fire  Dept  hll  Magnolia  Av 
Whynot  Phyllis  D  (Wid  Ray  T)  tchr  Gloucester  High  Sch  h5  Harvard 
St 

Whynot  Richd  studt  r5  Harvard  St 

Whynot  Robt  D  (Patricia  A)  programmer  Unites  Shoe  Mach 
(Wakefield)  h27  Poplar  St 

Whynott  Charles  A  (Marie  C)  driver  West  End  Taxi  Serv  h294  Main 
St 

Whynott  Charles  A  programmer  (B)  h665  Western  Av 
Whynott  Ernest  (Patricia)  fcty  wkr  N  Shore  Sportswear  hl34 
Maplewood  Av 

Whynott  S  Rita  (Wid  Percy)  retd  h31  Poplar  Pk 

Wiator  Marilyn  ofc  sec  Cape  Ann  Nursing  Home  r31  Riverdale  Pk 

Wiberg  Bros  (Wm  E  Wiberg  And  Richd  C  Hale)  pntrs  94  Granite  St 

(R) 

Wiberg  Christopher  R  artist  h50  Main  St  (R) 

Wiberg  Lars  E  (Betty)  (Fish  House)  hSouth  St  (R) 

Wiberg  Toiva  F  (Eleanor  M)  retd  h6  Landmark  La  (R) 

Wiberg  Wm  E  (Margaret  A)  (Wiberg  Bros)  h94  Granite  St  (R) 

Wick  Emily  L  chemist  MIT  (Cambridge)  h37  Atlantic  Av  (R) 

Wick  Warner  summer  res  h37  High  St  (R) 

Wicker  Shop  The  (Ann  Jordan)  Rear  17  Railroad  Av  (R) 

Wickey  Bessie  retd  hl7  Ketchopulos  Cir  (R)  Apt  C 

Wickey  Walter  Jr  (Phyllis)  (Wickey’s  Esso  Sta)  hl03  Langsford  St 

Wickey’s  Esso  Station  (Walter  Wickey  Jr)  103  Langsford  St 
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Wickey’s  Variety  Store  (Walter  Wickey  Jr)  103  Langsford  St 
Wicky  Bertha  (Wid  John)  h90  High  St  (R) 

Wicky  John  F  (Pauline  P)  tech  United  Shoe  (BEV)  h7  Smith  Rd  (R) 
Wicky  Pauline  elk  Rockport  Bd  Of  Assessors  r7  Smith  Rd  (R) 

Wicky  Phillip  A  tchr  r90  High  St  (R) 

Widger  Hope  (Wid  Arth  D)  emp  State  Hosp  (D)  hThatcher  Rd 
Widmeier  Wm  (Christine)  candlemkr  hPoole’s  Ter  (R) 

Wieckowski  Evelyn  A  h9  Shepherd  St 

Wiggin  Dorothy  Mrs  co-chairmn  Annisquam  Exch  r2  Chester  Sq 
Wiggin  H  Sherburne  (Dorothy  S)  retd  h2  Chester  Sq 
Wiggin  Henry  T  sum  res  Squam  Rock  Rd  rBrookline  Mass 
Wiggin  Morrill  (Margt)  sum  res  Norwood  Hts  rBrookline  Mass 
Wiggin  ton  Joy  retd  hlOl  Prospect  St 
Wightman  Alice  Mrs  hl57  Cherry  St 

Wiitanen  Josephine  E  Mrs  librn  Carnegie  Library  r7  Summit  Av  (R) 
Wiitanen  Victor  E  (Josephine  E)  lobstermn  h7  Summit  Av  (R) 
Wiktorski  Diane  hl47  E  Main  St  Apt  1 
Wilbur  R  Wesley  sum  res  hPalfrey  Rd 

Wilbur  Roy  F  (Ruth  E)  barber  1076  Washington  St  hl022  Washington 
St 

Wild  Acre  Cottage  (Wm  D  Martin)  tourists  Thatcher  Rd  (R) 

Wilder  Jacqueline  F  Mrs  dir  admn  Action  Inc  r54  Harrison  Av 
Wilder  James  O  (Jacqueline  F)  USN  h54  Harrison  Av 
Wile  Everett  E  (Vivian  A)  servmn  North  Shore  Gas  (BEV)  hll 
Mystic  Av 

Wile  Hilda  P  (Wid  E  James)  domestic  h72a  Grove  St 
Wile  James  A  (Susan  M)  mach  United  Shoe  (BEV)  h72  Grove  St 
Wile  James  E  (Joanne  N)  ofc  wkr  Gen  Elect  (LYNN)  h6  Highland  St 
(R) 

Wile  Kenneth  J  (Priscilla)  phys  hEden  Rd  (R) 

Wile  Leslie  L  (Frances  C)  custdn  City  Sch  Dept  h60  Poplar  St 
Wile  Mary  (Wid  Clarence  B)  retd  h6  Poplar  Pk 
Wilhelm  Mary  nurse  Addison  Gilbert  Hosp  rl45  Essex  Av 
Wilke  Louis  mach  Gloucester  Eng  h66  Pigeon  Hill  (R) 

Wilkie  Kenneth  J  Jr  (Carol  E)  prod  supvr  Thermet  h2  Oak  Cir  (R) 

Wilkie  Lewis  J  (Royanne)  mach  Murmac  Mfg  hlO  Oakes  Av 

Wilkie  Lina  J  (Wid  Kenneth  J)  (Beach  Knoll  Inn)  h30  Beach  St  (R) 

Wilkins  Benj  (Florence  E)  retd  hl4  Riverside  St 

Wilkins  Clifford  D  hsemn  Addison  Gilbert  Hosp  rl4  Riverside  St 

Wilkins  Dexter  H  retd  hl2  Lincoln  St 

Wiikins  Dorothy  R  h44  Leonard  St 

Wilkins  Helen  Mrs  tchr  Gloucester  High  Sch  h7  Stanwood  Av 
Wilkins  Herbert  sum  res  hNorwood  Hts 
Wilkins  John  elk  Brigham’s  rl2  Perkins  St 

Wilkins  Joseph  B  (Mary)  emp  Feldman  Constn  hl72  Granite  St  (R) 
Wilkins  Martha  A  emp  Sunnyside  rl2  Lincoln  St 
Wilkinr  Mary  L  Mrs  emp  Gouzaga  Retreat  hl2  Perkins  St 
Wilkins  Mary  M  asst  mgr  Brigham’s  rl2  Perkins  St 
Wilkins  Raymond  S  Jr  (Dorothy)  retd  hRockholm  Rd 
Wilkins  Steven  mech  Bailey’s  (Manchester  Mass)  h70  Lexington  Av 
Apt  22 

Wilkins  Theresa  A  studt  rl2  Perkins  St 
Wilkins  Walter  rl2  Perkins  St 
Wilkinson  Bruce  h7  Fremont  St 
Wilkinson  Charles  mtee  Le  Page’s  r614  Western  Av 
Wilkinson  Donald  R  (Doris  E)  mgr  Captain  Bounty  Mtr  Inn  h9 
Wildon  Hts  (R)  S  Bounty  Mtr  Inn 
Wilkinson  Everett  R  Jr  (Mary)  ins  slsmn  h6  Gap  Head  Rd  (R) 
Wilkinson  Irene  O  (Wid  Everett  R)  retd  h88  Marmion  Wy  (R) 
Wilkinson  J  Humphrey  sum  res  hEden  Rd  (R) 

Wilkinson  Kenneth  B  (Laura  C)  retd  h4  Smith  Rd  (R) 

Wilkinson  Mary  tchr  Rockport  Sch  Dept  r6  Gap  Head  Rd  (R) 
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Wilkinson  Terry  L  security  guard  Addison  Gilbert  Hosp  r5V6  Prospect 

St 

Wilkinson  Timothy  G  studt  r6  Gap  Head  Rd  (R) 

Willard  Mildred  A  retd  r7  Cliff  Rd 

Willett  Fredk  W  (Kathleen  W)  retd  h7  Linwood  Av  (R) 

Willett  Fredk  W  Jr  coml  artist  r7  Linwood  Av  (R) 

Willett  Robt  G  (Margt  L)  carp  h2  Lamb  Hts  (R) 

Willey  Herbert  A  (Constance)  retd  h20  Middle  Rd  (R) 

William  Wentworth  III  studt  rl89  Hesperus  Av 
Williams  A  Beatrice  (Wid  Wallace  F)  retd  h428  Essex  Av 
Williams  Albert  V  (Alice  S)  retd  h5  Bertoni  Rd 
Williams  Allen  H  studt  rll  Lincoln  St 
Williams  Alvin  L  (Dorothy)  carp  h586  Washington  St 
Williams  Alvin  P  Jr  (Phyllis)  traffic  mgr  O’Donnell-USEN  hl89  E 
Main  St 

Williams  Alvin  R  (Philomena)  (The  Blue  Caboose)  hRear  273  Western 
Av 

Williams  Alvin  R  Jr  studt  rRear  273  Western  Av 
Williams  Ashbel  C  phys  h6  Story  St  (R) 

Williams  Ashbel  C  sum  res  hSouth  St  (R) 

Williams  Barbara  pkr  Le  Page’s  r52  Summer  St 
Williams  Beatrice  L  retd  hll  Main  St  (R) 

Williams  Benj  A  Jr  (Jessie)  sum  res  912  Washington  St  rJamaica 
Plain  Mass 

Williams  Bruce  emp  Gloucester  Eng  hlOO  Prospect  St 

Williams  Bruce  hl9  Duncan  St  Rm  25 

Williams  Bruce  R  emp  John  Mazar  r28  Maplewood  Pk 

Williams  Charles  L  (Iris  L)  mach  Williams  &  Co  h6  Rowe  Av  (R) 

Williams  &  Co  (Woodbury  Williams)  machinists  Rear  21  Railroad  Av 

(R) 

Williams  David  v-pres  First  Natl  Bk  Of  Ipswich  rlpswich  Mass 
Williams  David  B  (Chalis)  firefighter  City  Fire  Dept  hl4  Atlantic  St 
Williams  Donald  R  (Gertrude)  sum  res  Point  Rd  r Waltham  Mass 
Williams  Edw  P  Mrs  sum  res  hBemo  Av 
Williams  Flora  E  Mrs  h28  Maplewood  Pk 

Williams  Fred  G  Jr  (Florence)  custdn  West  Parish  Sch  hl045 
Washington  St 

Williams  Gergory  elk  Mai’s  rl045  Washington  St 
Williams  Gertrude  (Wid  Uriah  L)  h592  Washington  St 
Williams  Gregory  W  elk  rl045  Washington  St 
Williams  Harold  gas  sta  atndt  r35  E  Main  St 

Williams  Harold  E  formn  Beverly  Times  (Beverly)  h8  Blueberry  La 
Williams  Harold  K  (Jean  B)  body  shop  formn  Works  Chev-Olds  h67 
Gloucester  Av 

Williams  Howard  V  (Margaret  G)  v-pres  Shaker  Workshop  (Concord) 
hll  Lincoln  St 

Williams  James  R  (Margt  M)  formn  Seafood  Kitchens  h401  Western 
Av 

Williams  Janet  research  wkr  rll  Lincoln  St 

Williams  Joseph  tchr  h44  Lexington  Av  Apt  45 

Williams  Leslie  B  (Lois  E)  custdn  Eastern  Av  Sch  hFernald  St 

Williams  Lucibelle  (Wid  Ivan  R)  hi  18  Prospect  St 

Williams  Margt  W  artist  33  School  St  (R)  h33  School  St  (R) 

Williams  Margot  library  asst  Sawyer  Free  Library  rll  Lincoln  St 
Williams  Mark  rl36  Bass  Av 

Williams  Marney  dentist  321  Washington  St  rEssex  Mass 
Williams  Marshall  G  (Jean  M)  atty  hi  Union  La  (R) 

Williams  Mary  M  nurse  Beth  Israel  Hosp  (B)  r401  Western  Av 
Williams  Michl  A  (Sandra  S)  firefighter  City  Fire  Dept  h69  Pleasant 

1st 

Williams  Murray  L  (Marion)  fishermn  hi  Juniper  Rd 
Williams  Nadia  I  sum  res  hl86  Granite  St  (R) 

Williams  Paul  E  sum  res  h69  Curtis  St  (R) 
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Williams  Robt  L  (Marilyn  P)  serv  mgr  Stevens  Motor  Sales  hl5  Echo 
Av 

Williams  Robt  L  Jr  emp  Thermat  Corp  (MAEZ)  rl5  Echo  Av 
Williams  Robt  M  (Judith)  v-pres  Cape  Ann  Bk  &  Tr  Co  h437 
Washington  St 

Williams  Roger  (The  Cheshire  Cat)  hl05  Granite  St  (R) 

Williams  Russell  N  (Barbara  J)  bus  driver  h52  Summer  St 
Williams  Scott  rl5  Echo  Av 

Williams  Sharon  cash  Stop  &  Shop  rl  Juniper  Rd 
Williams  Susan  (Wid  Walter)  tchr  r25  Andrews  St 
Williams  Susan  elk  Mai’s  rl89  E  Main  St 
Williams  Thema  emp  O  U  F  h32  Bass  Av 
Williams  Theo  P  (Eliz)  prod  mgr  Empire  Fish  hi 36  Bass  Av 
Williams  Thos  G  studt  r67  Gloucester  Av 
Williams  Vance  J  Rev  pastor  First  Baptist  Ch  Of  Gloucester 
Williams  Victor  (Nancy  L)  heavy  equip  opr  Hagstrom  Co  h3  Maple  St 
Williams  Victoria  E  studt  rl89  Hesperus  Av 
Williams  Wayne  (Judith  C)  electn  h44  Mt  Vernon  St 
Williams  Wentworth  Jr  (Patricia  C)  physicist  hi 89  Hesperus  Av 
Williams  Wm  (Margt)  emp  Lipman  Marine  h22  Corliss  Av 
Williams  Woodbury  (Dorothy)  (Williams  &  Co)  hl5  Ocean  Av  (R) 
Williams  Woodbury  Jr  (Rockport  Dental  Laby)  hHodgkins  St  (R) 
Williamson  Charles  (Lois)  emp  Stop  &  Shop  hi 98a  Concord  St 
Williamson  Charles  G  (Patricia  E)  h7  Eastern  Av 
Williamson  Cora  C  (Wid  Sami  T)  (The  Vane  Cocke)  h45  Marmion  Wy 
(R) 

Williamson  Deirdre  studt  rStewart  Av 

Williamson  Dorothy  M  Mrs  sr  elk  Gloucester  Welf  Serv  Ofc  hl3 
Proctor  St 

Williamson  Geo  studt  rl2  Arlington  St 
Williamson  Gunnard  retd  hi  Castle  La  (R) 

Williamson  J  Michl  (Sharyn  D)  tchr  (Bev)  h21  Norman  Av 
Williamson  Joan  home  aide  Action  Inc  rl2  Stewart  Av 
Williamson  John  K  (Phyllis  D)  hRockholm  Rd 
Williamson  Kirk  studt  rl2  Arlington  St 
Williamson  Maura  studt  rStewart  Av 
Williamson  Phyliss  (Wid  John)  retd  hl2  Arlington  St 
Williamson  Ralph  G  (Doris)  retd  hRidgewood  Rd  (R) 

Williamson  Richd  E  (Joan  A)  sign  pntr  hStewart  Av 
Williamson  Richd  E  Jr  studt  rStewart  Av 

Williamson  Sandy  elk  Country  Store  rl8  Old  Rockport  Rd  (G) 
Willimann  Werner  S  (Margt)  hNorwood  Hts 

Willing  James  B  (Marion  L)  sum  res  Eden  Rd  (R)  r Winchester  Mass 
Willis  John  C  (Deborah)  sum  res  hSouth  St  (R) 

WILLOW  REST  (Dwight  L  Hoy)  Fountain  Service-  Groceries  Hot 
Coffee  And  Sandwiches  1  Holly  St  (01930)  Tel  283-9698 
Willwerth  Eliz  elk  G  Everett  Mahoney  rManchester  Mass 
Wilmonte  Geo  driver  West  End  Taxi  hl5  Chestnut  St 
Wilson  Alan  P  (Mary  D)  (Cunningham  &  Wilson)  h720  Washington  St 
Wilson  Aluminum  Products  (Judson  L  Wilson)  windows  60  Sumner  St 
Wilson  Arlene  E  Mrs  serv  rep  N  E  T  &  T  hThurston’s  Pt 
Wilson  Arth  A  retd  r3  Summit  Av  (R) 

Wilson  Donald  A  (Ellen  D)  treas-mgr  Bay  Side  Beverage  hl075 
Washington  St 

Wilson  Donald  H  (Irene)  extruder  opr  hi 28  Maplewood  Av 
Wilson  Doris  Mrs  tchr  Milton  L  Fuller  Sch  rSouth  St  (R) 

Wilson  Edw  C  (Lucille)  retd  h5  Holly  St 

Wilson  Ellen  D  Mrs  pres  Bay  Side  Beverage  rl075  Washington  St 
Wilson  Ernest  W  atndt  State  Hosp  (D)  hl2  Squam  Rd  (R) 

Wilson  Fanny  E  (Wid  Chester  E)  hl4  Squam  Hill  Rd  (R) 

Wilson  Geo  D  (Lois  R)  carrier  P  O  h5  Stan  wood  Av 
Wilson  Gerard  C  (Carol  E)  mgmt  trainee  h49  Perkins  St 
Wilson  Irene  H  retd  hi 94  Granite  St  (R) 
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Wilson  James  (Janice)  emp  Xerox  hHarriett  Rd 
Wilson  James  (Collette)  emp  OUF  r5  Babson  Ct 
Wilson  Jean  M  (Wid  R  Douglas)  retd  h80a  Main  St  (R) 

Wilson  Joel  (Florence  A  M)  constn  wkr  hl02  Washington  St 

Wilson  Joel  H  Jr  studt  r412  Essex  Av 

Wilson  John  A  (Rita  A)  retd  h4  El  well  St 

Wilson  Josie  summer  res  20  Old  Garden  Rd  (R)  rNew  York 

Wilson  Judith  Mrs  h412  Essex  Av 

Wilson  Judson  L  (Nancy  I)  Wilson  Aluminum  Products  h60  Sumner 
St 

Wilson  Judson  L  Jr  studt  r60  Sumner  St 
Wilson  Lee  elk  Candle  Shop  rWinham  Mass 
Wilson  Libby  hi 6a  School  St  (R) 

Wilson  Lillian  G  Mrs  cafeteria  wkr  Milton  L  Fuller  Sch  h51  Perkins 
St 

Wilson  Marvin  (Jean)  hi  Beach  Ct 

Wilson  Marvin  B  (Jean  F)  wldr  Glou  Eng  hi  17  Pleasant  St 
Wilson  Mildred  r6  Ocean  Av  (R) 

Wilson  Paula  D  studt  r91  Dennison  St 
Wilson  Ralph  R  retd  h48  Broadway  (R) 

Wilson  Richd  D  (Barbara)  ins  mgt  (B)  hll  Dalton  Rd 
Wilson  Richd  T  retd  h3  Summit  Av  (R) 

Wilson  Robt  (Mary  Alice)  emp  (Cambridge)  h39  Hartz  St 
Wilson  Robt  F  (Maryalice)  model  mkr  Polaroid  (CAMB)  h91  Dennison 
St 

Wilson  T  Maud  Mrs  h31  Western  Av  Apt  16 

Wilson  Thos  &  Co  (Pierce  J  Sears)  bottlers  69  Broadway  (R) 

Wilson  Wm  K  (Ina)  carp  Harold  C  Dexter  hEnglewood  Rd 
Wilson  Wm  L  (Jeanne)  sum  res  38  Wyoma  Rd  rWinchester  Mass 
Wilt  Jane  hrdrsr  Barbara’s  Of  Mag  rManchester  Mass 
Wilton  Sara  retd  r44  South  St  (R) 

Wilton  Sara  L  (Wid  Stanley  M)  retd  h33  High  St  (R) 

Winchester  David  C  studt  rl2  Beacon  St 

Winchester  David  D  dietary  supvr  Cape  Ann  Nursing  Home  r6  Dock 
Sq  (R) 

Winchester  Gardner  firemn  hl9  Duncan  St  Rm  12 
Winchester  Gardner  H  firefighter  City  Fire  Dept  h412  Essex  Av 
Winchester  Nancy  Mrs  homevisitor  Action  Inc  hl6  Revere  St 
Winchester  Patricia  Mrs  hl2  Beacon  St 

Winchester  Richd  R  (Bridey)  emp  O’Donnell  Heusen  h93  Maplewood 
Av 

Wind  Elaine  mgr  T’Was  Silver  Shop  h3  Mill  La  (R) 

Wind  Leslie  (Twas  Silversmith  Pottery)  rBrockton  Mass 
Winds  Of  Change  (Gretchen  Marston)  197  E  Main  St 
Windsor  John  Rev  pastor  Annisquam  Village  Ch 
Wine  Libelle  Mrs  elk  Philip  Wine  Shoes  rManchester  Mass 
Wine  Philip  Shoes  Inc  Philip  W  Wine  Pres-Treas  103  Main  St 
Wine  Philip  W  (Libelle)  pres  &  treas  Philip  Wine  Shoes  Inc 
rManchester  Mass 

Wing  Paul  G  (Elaine)  antique  dealer  hSunset  Point  Rd 
Wingaersheek  Beach  Concession  Walter  C  Strong  Mgr  Atlantic  St 
Wingaersheek  Improvement  Assn  Inc  Wingaersheek  Rd 
Wingaersheek  Motel  (Naomi  E  Lufkin)  46  Concord  St 
Wingaersheek  Tribe  No  12  (I  O  R  M)  65  Middle  St 
Winkler  Amy  studt  rSouth  St  (R) 

Winkler  Marshall  (Barbara)  retd  hSouth  St  (R) 

Winne  Albert  (Beatrice)  sum  res  hNorwood  Hts 
Winnihuff  Mary  retd  h2  Ocean  Av  Apt  lc 
Winning  Carol  E  Mrs  hi 027  Washington  St 

Winninger  Graphics  (Mary  A  Winninger)  19  Mt  Pleasant  St  (R) 
Winninger  Mary  A  (Winninger  Graphics)  rManchester  Mass 
Winninghoff  John  D  (Pamela  M)  eng  Glouc  Eng  hOrchard  Rd 
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Winslow  Eleanor  C  (Wid  Andrew  N  Jr)  sum  res  Page  St  rBoston 
Mass 

Winslow  Elinor  r3  Mondello  Sq 

Winsor  David  N  Rev  (Shirley  A)  hl29  Leonard  St 

Winter  David  J  h80  Main  St 

Winters  Connie  L  teller  Gloucester  Natl  Bank  rl05  Main  St 
Winters  Kenneth  (Connie  L)  studt  hl05  Main  St 
Wires  Dorothy  H  retd  h47  Broadway  (R) 

Wisa  Robt  R  USCG  h2  Ocean  Av  Apt  3m 

Wise  David  S  (Enid  M)  tchr  Gloucester  High  Sch  h8  Brooks  Rd  (R) 
Wise  Geo  D  (Helen  A)  retd  h8  Bayfield  Rd 

Wise  Geo  D  Jr  (Maria  A)  sis  G  Engineering  hl6  Haven  Av  (R) 

Wise  Henry  studt  rl2  Ocean  Highlands 
Wise  Pamela  studt  rl2  Ocean  Highlands 
Wiseman  Neal  phys  Rockport  Sch  Dept  rBeverly  Mass 
Wisnewski  Irene  Gallery  77  Rocky  Neck  Av 
Wisutskie  J  Ross  studt  r8  Gilbert  Rd 

Wisutskie  John  W  (Marjorie  J)  emp  N  E  T  &  T  h8  Gilbert  Rd 
Wisutskie  Kathryn  L  studt  r8  Gilbert  Rd 
Wisutskie  Marjorie  J  Mrs  nurse  John  Gale  r8  Gilbert  Rd 
Witham  Bessie  L  h83  Western  Av 

Witham  Corinne  B  Mrs  dir  &  curator  Hammond  Museum  r55 
Eastern  Av 

Witham  Dorothy  B  r83  Western  Av 

Witham  Geo  B  (Mary  L)  carp  167  Main  St  (R)  hl67  Main  St  (R) 
Witham  Harriett  P  Mrs  elk  The  Curtain  Shop  r64  Eastern  Av 
Witham  Henry  (Harriett)  retd  h64  Eastern  Av 
Witham  Jay  emp  Custom  Magnetics  r7  Hovey  St 
Witham  Joseph  (Lorraine)  eng  Mass  Genl  Hosp  (B)  h7  Hovey  St 
Witham  Julie  M  studt  rl63e  Main  St  (R) 

Witham  Karl  I  (Corinne  B)  (Witham’s  Country  Store)  h55  Eastern  Av 
Witham  Leslie  Mrs  hl63e  Main  St  (R) 

Witham  Leslie  S  (Clothilde  M)  paint  mixer  Tarr  &  Wonson  r27 
Liberty  St 

Witham  Lisa  studt  r7  Hovey  St 

Witham  Mary  (Allie)  member  Rockport  Board  Of  Assessors  rl67  Main 
St  (R) 

Witham  Merianne  rl67  Main  St  (R) 

Witham  Raymond  W  (Martha  M)  retd  hGlenmere  Rd  (R) 

Witham  Robt  M  (Virginia)  sum  res  50  Wingaersheek  Rd  rTopsfield 
Mass 

Witham  Warren  F  (Evelyn)  retd  h31  Riverside  Av 
Witham’s  Country  Store  (Karl  I  Witham)  gro  57  Eastern  Av 
Wittemore  Alice  lpn  Addison  Gilbert  Hosp  rManchester  Mass 
Wittkower  Andrew  (Mary)  physicists  hFolly  Cove  (R) 

Wogan  Michl  lab  Hagstrom  hlO  Acacia  St 

Wohler  Marion  E  hsekpr  163  Washington  St  rNorwood  Mass 

Wojciak  John  laby  dir  Matheson  Gas  rlpswich  Mass 

Wojcicki  Alf  W  (Annie)  USAF  h29  Thatcher  Rd 

Wojcicki  Alfreda  reept  OUF  r29  Thatcher  Rd 

Wola  Marion  retd  h5  Sunset  Rd 

Wolbach  Wm  W  (Josephine)  pres  Boston  Safe  Deposit  &  Trust  (B) 
hl60  Western  Av 

Wolcott  Sami  H  Jr  (Mary  E)  summer  res  5  Twopenny  La  rMilton 
Mass 

Wolf  See  Also  Wolfe  And  Wulff 
Wolf  Rosemary  studt  rEastern  Point  Blvd 
Wolf  Wm  M  (Eileen)  emp  (Concord)  hEastern  Point  Blvd 
Wolfe  Alf  T  (Lois)  prin  Milton  L  Fuller  Sch  h67  Hesperus  Av 
Wolfe  Audrey  consultant  Cape  Ann  Nursing  Home  rByfield  Mass 
Wolfe  Clifford  H  Jr  (Veronica  E)  emp  United  Shoe  (BEV)  h96 
Wheeler  St 

Wolfe  Dorothy  (Wid  Harry)  retd  h51  Eastern  Av 
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Wolfe  Evelyn  (Wid  John)  hlO  Fremont  St 

Wolfe  Francis  R  (Doris  H)  mach  Gloucester  Eng  h53  Eastern  Av 
Wolfe  Harold  C  retd  h637  Washington  St 
j  Wolfe  Harold  C  III  (Elaine)  security  ofcr  U  S  Customs  Ofc  h32 
Riverview  Rd 

Wolfe  Helen  (Wid  Lawrence  P)  maid  Seaward  Inn  hi 30  Granite  St 

(R) 

Wolfe  John  (Susan)  phys  Cape  Ann  Med  Serv  r3  Old  Ford  Rd 

Wolfe  John  P  studt  r96  Wheeler  St 

Wolfe  Judith  R  (Wid  Henry  L)  retd  h50  Pleasant  St 

Wolfe  Lawrence  studt  r67  Hesperus  Av 

Wolfe  Lawrence  G  (Karen  A)  dir  of  food  serv  Gordon  Con  well  The 
Cook  rl30  Granite  St  (R) 

Wolfe  Rebecca  A  studt  r53  Eastern  Av 
Wolfe  Steven  studt  r67  Hesperus  Av 
Wolfe  Thos  studt  rlO  Fremont  St 
Wonson  Arline  studt  r4a  Pleasant  St  (R) 

Wonson  Arth  S  (Cynthia)  firefighter  City  Fire  Dept  h68  Friend  St 
Wonson  Arth  S  III  whsemn  Ann  &  Hope  (Danvers)  r25  Mt  Vernon 
St 

Wonson  Austin  B  (Patricia)  eng  Microwave  Assoc  Burlington 
hMacomber  Rd 

Wonson  C  Fletcher  (Evelyn  F)  (Wonson’s  Greenhse)  h75  Langsford  Sc 
Wonson  Carlton  W  lwyr  81  Prospect  St  h81  Prospect  St 
Wonson  Carroll  W  (Audrey)  dentist  128  Main  St  Rm  5  hEastern 
Point  Blvd 

Wonson  Chester  A  Jr  (Eliz  L)  firefighter  City  Fire  Dept  h22  Eastern 
Av 

Wonson  Donald  A  (The  Garden  Patch)  hEastern  Point  Blvd 
Wonson  Evelyn  F  Mrs  mgr  Wonson’s  Greenhouse  Inc  r75  Langsford 
St 

Wonson  Fredk  R  (Mary  E)  formn  City  Water  Div  h91  Langsford  St 
Wonson  Gardiner  K  (Beryl  E)  formn  Tarr  &  Wonson  hi  Clarendon  St 
Wonson  Guy  fishermn  h48  Main  St  (R) 

Wonson  Harry  C  III  (Priscilla)  drop  forge  Cape  Ann  Tool  h4a 
Pleasant  St  (R) 

Wonson  Howard  W  (Mabelle  L)  retd  hlO  Ashland  PI 
Wonson  John  F  (Diane  L)  slsmn  Boley’s  h2  Poole’s  La  (R) 

Wonson  John  R  (Doris)  fishermn  h82  Mt  Pleasant  Av 
Wonson  Larry  C  studt  r4a  Pleasant  St  (R) 

Wonson  Mary  studt  r25  Mt  Vernon  St 
Wonson  Mary  Lou  emp  Gorton’s  rl8  Decatur  St 
Wonson  Mildred  (Wid  Guy  C)  hl2  Marble  Rd 
Wonson  Milton  lobstermn  rl2  Marble  Rd 
Wonson  Myles  P  (Muriel)  retd  h7  Hillier  St 

Wonson  Peter  G  (Nancy)  mgr  Sandy  Bay  Apothecary  h39  High  St 
Wonson  Priscilla  slswn  Music  Box  r4a  Pleasant  St  (R) 

Wonson  Richd  E  (Florence)  eng  W  A  Wood  Inc  (Everett)  hl4  Gee  Av 

Wonson  Robt  studt  rl  Clarendon  St 

Wonson  Robt  K  jan  Rockport  Hi  Sch  hl50  Main  St  (R) 

Wonson  Roland  R  h6  Bass  Rocks  Rd 

Wonson  Russell  (Sarah  C)  sta  eng  Beverly  Hosp  hl54  Maplewood  Av 
Wonson  Russell  F  (Mary  M)  real  est  hl8  Decatur  St 
Wonson  Russell  R  (Judy)  sht  mtl  wkr  Industrial  Cab  Co  h27  Marsh 
St 

Wonson  Russell  S  (Beatrice  V)  USMM  h6  Puerto  Dr 
Wonson  Theresa  O  Mrs  asst  librn  Sawyer  Free  Library  h25  Mt 
Vernon  St 

Wonson  Thos  G  (Margt  J)  pres-treas  John  Alden-Griffin  Co  Inc 
hEastern  Point  Blvd 

Wonson  Wm  H  (Gail  A)  policemn  Rockport  Police  Dept  hRear  183 
Main  St  (R) 

Wonson  Wm  H  Jr  studt  rlO  Ashland  PI 
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WONSON’S  GREENHOUSE  INC  Mrs  Evelyn  F  Wonson  Treasurer 
And  Manager  Florists  77  Langsford  St  (01930)  Tel  283-6825 
Wood  See  Also  Woods 

Wood  Arth  M  (Nancy  J)  truck  driver  hi  16  Maplewood  Av 
Wood  Barbara  Mrs  dietary  wkr  Addison  Gilbert  Hosp  h3  Forest  St 
Wood  Beatrice  retd  r44  South  St  (R) 

Wood  Betty  retd  h3a  Gott  St  (R) 

Wood  Clarence  W  (Sally  A)  insp  h43  Langsford  St 
Wood  Corinne  E  E  Mrs  (Elmwood  Guests)  h36  South  St  (R) 

Wood  Bona  K  studt  rlO  Collins  Av 
Wood  Dorothy  A  retd  hRear  14r  Magnolia  Av 
Wood  Eleanor  (Wid  John)  retd  h204a  Washington  St 
Wood  Franklin  carp  hRear  11  Broadway  Av  (R) 

Wood  Gertrude  retd  hl4r  Magnolia  Av 

Wood  Mary  A  (Wid  A  Stanley)  nurse  hl4  Ledgemont  Av 

Wood  Selma  C  (Wid  Harold  G)  retd  h54  Broadway  (R) 

Wood  Susan  (Tupelo)  h6  Mill  La  (R) 

Wood  Wm  G  (Jeanne  A)  sta  supt  PO  hlO  Collins  Av 
Woodard  See  Also  Woodward 

Woodard  Ann  design  consultant  C  I  Designs  r35  Norwood  Av  (R) 
Woodard  Barbara  G  (Wid  Walter)  hRear  15  Willow  St 
Woodard  John  N  (Eliz  G)  (Contract  Interiors)  h35  Norwood  Av  (R) 
Woodard  Richd  G  studt  r35  Norwood  Av  (R) 

Woodbury  Benton  (Caroline)  carp  h2  Mt  Pleasant  St  (R) 

Woodbury  Geo  G  (Pauline  E)  plater  F  R  Grover  Co  h8  Broadway  Av 
(R) 

Woodbury  Hester  A  (Wid  Paul  C)  retd  hl3  Old  Garden  Rd  (R) 
Woodbury  Keith  S  fish  wkr  rll74  Washington  St 
Woodbury  L  C  h9  Martha’s  La  (R) 

Woodbury  Mark  T  studt  r8  Broadway  Av  (R) 

Woodbury  Mary  hsekpr  hi  174  Washington  St 

Woodbury  Pauline  E  Mrs  cash  Hannah  Jumper  Restr  r8  Broadway 
Av  (R) 

Woodbury  Ralph  F  retd  hRear  1174  Washington  St 
Woodbury  Stanley  Jr  rll74  Washington  St 
Woodruff  Harold  B  pilot  Delta  Airlines  r22  Thatcher  Rd 
Woodruff  Harold  F  (Margt  E)  (Vista  Motel)  h22  Thatcher  Rd 
WOODRUFF  REALTY  (Harold  F  Woodruff),  Specialists  In  Cape 
Ann  Residential  Property,  22  Thatcher  Rd  (01930),  Tel  283- 
1061  (See  Index  To  Advertisers) 

Woodruff  Wayne  studt  r22  Thatcher  Rd 
Woods  See  Aso  Wood 

Woods  Betty  B  (Lobster  In  The  Ruff)  rl05  Highland  Av  (R) 

Woods  Charles  W  (Betty  B)  (Roy  C  Moore  Lobster  Co)  rl05  Highland 
Av  (R) 

Woods  Dana  (Sandy  Bay  Shoppe)  rl05  Highland  Av  (R) 

Woods  Raymond  L  (Marion)  lobstermn  hl61  Main  St  (R) 

Woods  Sandra  Mrs  tchr  Milton  L  Fuller  Sch  rSandy  Bay  Ter  (R) 

Woods  Susan  h3  Norwood  Ct  (R) 

Woodward  See  Also  Woodard 

Woodward  James  M  (Thurema)  summer  res  h6  Marshall  St  (R) 
Woodward  Ruth  B  (Wid  Stanley  W)  retd  h27  South  St  (R) 

Woodworth  Cheryl  (Wid  Todd)  hl6  Pleasant  St  (R) 

Woodworth  Mrs  nurse  h Atlantic  Rd  Apt  29 
Wooldredge  C  Wistar  sum  res  hEastern  Point  Blvd 
Worcester  Gurdon  S  writer  inventor  hHigh  St 
Worcester  Gurdon  S  sum  res  h4  Barker  Av 
Worcester  Henry  E  sum  res  hNorwood  Hts 

Worcester  John  D  (Margt)  pres  Carbide  Tool  Co  (P)  hNorwood  Hts 
Worcester  Thos  (Eliz)  sum  res  South  St  (R)  r Waltham  Mass 
Worcester  Wm  T  studt  rNorwood  Hts 
Worden  Howard  B  (Alice  C)  retd  hl06  Main  St  (R) 

Worden  Jennie  (Wid  Wilbur  O)  retd  h3  Poplar  Pk 
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Worden  Jennie  rCape  Ann  Nursing  Home 
Works  Betsy  studt  r5  Brier  Rd 

Works  Charles  E  (Mary)  pres  Works  Chevrolet-Olds  Inc  h5  Brier  Rd 

WORKS  CHEVROLET — OLDS  INC  Charles  E  Works  President, 
Chevrolet-Oldsmobile  Dealers,  Sales  And  Service,  Trucks, 
Used  Cars  50  Maplewood  Av  (01930),  Tel  283-4600  (See  Index 
To  Advertisers) 


Works  Mary  title  1  Geo  J  Tarr  Sch  rl  Way  Rd 
Wormstead  Linda  A  nurse  Addison  Gilbert  Hosp  h20  Blynman  Av 
Apt  3 

Worrall  John  K  (Helen)  eng  Beverly  Hosp  h8  Rocky  Pasture  Rd 
Worth  Brian  r6  Stanwood  Av 
Worth  Candis  nurse  r22  Hodgkins  St 

Worth  Eliz  laby  wkr  Addison  Gilbert  Hosp  rl  Rockland  St 
Worth  Hayden  L  (Yvonne)  tech  United  Shoe  (B)  h6  Stanwood  Av 
Worth  John  C  tchr  Gloucester  High  Sch  rl45  Essex  St  B12-A5 
Worth  John  J  Jr  (Eliz  S)  custdn  Gloucester  High  Sch  hi  Rockland  St 
Worthen  Kenneth  A  (Ireta  R)  sum  res  78  Wauketa  Rd  rLynnfield 
Mass 

Worthington  Alvin  F  sum  res  h54  Phillips  Av  (R) 

Worthley  Earland  R  (Kath  A)  lieut  City  Police  Dept  h5V*  Clearview 

Av 


Worthley  Earle  hl45  Essex  Av  Apt  8 

Worthley  Maria  retd  h91  Friend  St 

Worthley  Nellie  Mrs  rl3  School  St 

Worthley  Richd  A  (Maureen)  lumper  h5  Summit  St 

Worthley  Stanley  A  USN  r5Vi  Clearview  Av 

Worthley  Stanley  W  (Jeanette)  mtcemn  Atlantic  Seafoods  hNew  Way 
La 

Wostrel  Herbert  J  (Mary)  acting  supt  of  schs  City  Sch  Dept  h8 


Woodbury  St 

Woundy  David  slsmn  r4  Gee  Av 

Woundy  Richd  H  (Barbara)  metermn  City  Public  Prop  Div  h4  Gee  Av 
Wrabel  Nancy  cash  Natl  Butchers  rManchester  Mass 
Wright  Alice  Mrs  pharm  aide  Addison  Gilbert  Hosp  rEssex  Mass 
Wright  Danl  W  (Josephine  H)  driver  Highway  Dept  hl4  Mystic  Av 
Wright  Danl  W  Jr  studt  rl4  Mystic  Av 
Wright  David  C  (Eliz)  reprmn  NET&T  h  105  Vi  Essex  Av 
Wright  Edw  T  (Lucretia)  pres  John  B  Wright  Fish  Co  Inc  hRear  82 
Mt  Pleasant  Av 

Wright  Ellen  retd  r86  Langsford  St 

Wright  Harriett  C  (Wid  Arth  M)  retd  h628  Washington  St 
Wright  John  B  (Kathleen  A)  fish  dir  hlO  Sunset  Hill  Rd 
Wright  John  B  Jr  (Donna)  treas  John  B  Wright  Fish  Co  Inc  h8 

Cherry  St  . 

Wright  M  B  Stationery  Store  (Mrs  Marjorie  Merchant)  108  Main  St 

Wright  Patricia  J  dir  of  program  coor  Action  Inc  rEssex  Mass 

Wright  Royce  A  (Dora)  bus  driver  h39  Riverdale  Pk 

Wright  Ruth  E  children’s  librn  Sawyer  Free  Library  rlO  Sunset  Hill 


Rd 

Wright  Wm  prin  Middle  Sch  rPenzance  Rd  (R) 

WulfF  See  Also  Wolf  And  Wolfe 
Wulff  James  sum  res  hThatcher  Rd  (R) 

Wulff  John  E  (Marjorie)  sum  res  hThatcher  Rd  (R) 

Wulff  Robt  studt  rThatcher  Rd  (R) 

Wyett  Kathy  ofc  sec  Cunningham  &  Kerr  rl  Clarendon  St 
Wyman  Barbara  R  tchr  Eastern  Av  Sch  h74  Eastern  Av 
Wyman  Donald  (Helen  C)  sum  res  Penzance  Rd  (R)  rBoston  Mass 
Wynne  John  M  (Helen  G)  admn  M  I  T  (B)  hl8  Ocean  HigMandf 
Xavier  Harold  (Beverly)  tchr  Rockport  Jr  Sr  Hi  Sch  h260  E  Main  St 
Xavier  Robt  driver  Perry  Oil  rElm  Avenue 
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Yacht  Club  Apts  (James  Donahue)  (summer  rentals)  5  Wiley  St 
Yander  Mark  John  (Frances)  retd  hl2  Highland  Av 
YANKEE  CAB  SERVICE  INC  Matthew  P  Amaral  Jr  President 
20  Hour  Service  2  Way  Radios  119  Washington  St  (01930)  Tel 
283-4477 

Yankee  Clipper  Inn  (Fredk  S  Wemyss)  hotel  127  Granite  St  (R) 

Yankee  Clipper  Inn  Guest  Hse  96  Granite  St  (R) 

Yankee  General  Store  (Peter  &  Eliz  Uhlendorf)  279  E  Main  St 
Yankee  Gift  Shop  (Mrs  Eliz  C  Barlett)  South  Rd  (R) 

Yates  Robt  tchr  Gloucester  High  Sch  rLynnfield  Mass 
Yatman  Ellis  L  sum  res  47  Atlantic  Rd  rProvidence  RI 
Yatman  Thos  L  sum  res  55  Atlantic  Rd  rProvidence  RI 
Yavner  Janis  tchr  Milton  L  Fuller  Sch  rManchester  Mass 
Ye  Olde  Barn  (Fran  Garland)  Rear  554  Essex  Av 
Yelland  Leslie  F  Rev  (Evelyn  R)  chaplain  Fisherman’s  Institute  h6 
Apple  St 

Yellow  Submarine  Shop  (Raphael  D  Oliver)  73  Pleasant  St 
Yeno  David  artist  hRear  13  Woodbury  St 

Yentsch  Charles  S  (Clarice)  oceanographer  Univ  Of  Mass  h57  Phillips 
Av  (R) 

Yetto  Frank  (Mary)  retd  h85  Granite  St  (R) 

Yggdrasil  Gifts  &  Imports  45  Broadway  (R) 

Yobst  Florence  ofc  sec  Overall  Economic  Development  Comm  Of  Cape 
Ann  r729  Western  Av  (M) 

Yonna  David  (Anna)  summer  res  hShips  Bell  Rd 

York  Alfred  (Margt  M)  mtcemn  Quincy  Mkt  h90  E  Main  St 

York  Mary  H  (Wid  Leighton  H)  retd  h38  King  St  (R) 

York  Patricia  audit  elk  hRear  39  Gee  Av 
York  Philip  D  (Judy  L)  h319  Washington  St 
York  Theresa  L  retd  h35  King  St  (R) 

Yorke  Gertrude  rCape  Ann  Nursing  Home 
Yorra  Henry  (Eve)  lawyer  (B)  h201  Main  St  (R) 

Yorra  Myron  theater  dir  r201  Main  St  (R) 

Yost  Stanley  F  (Marion  M)  retd  h226  E  Main  St 
Young  A  Maude  Mrs  h312  Main  St 

Young  Allen  G  (Madeline)  stock  boy  B  F  Goodrich  h5  Bennett  St 
Young  Bruce  (Agnes)  h9  Oakland  Av  (R) 

Young  C  Russell  (Louise  E)  (Young  Bros)  hl082  Washington  St 
Young  Carl  retd  rJerdens  La  (R) 

Young  Craig  R  (Jane  L)  cook  Beverly  Hosp  hill  Riverdale  Pk 
Young  Edw  (Nancy  J)  mach  h22  Linden  Rd 
Young  Edw  G  (Vera  E)  sis  mgr  h502  Washington  St 
Young  Edw  W  (Nancy  J)  mach  Murmac  Mfg  rl47  Prospect  St 
Young  Eileen  M  retd  hCaleb’s  La  (R) 

Young  Eleanor  P  Mrs  hsekpg  aid  Addison  Gilbert  Hosp  h54  High  St 

Young  Eug  J  (Jean)  mtee  B  F  Goodrich  h4  Young’s  Rd 

Young  Harold  P  (Lillian)  retd  h49  Lincoln  Pk 

Young  James  T  (Aili)  retd  h3  Young’s  Rd 

Young  Jessie  W  (Wid  Crosby  R)  retd  hl84a  Main  St  (R) 

Young  John  retd  r44  South  St  (R) 

Young  John  H  (Barbara  R)  sis  eng  Witt- Armstrong  (B)  hi  Tolman 
Av 

Young  Madeline  Mrs  nurse  Addison  Gilbert  Hosp  r5  Bennett  St 
Young  Margt  sum  res  h4  Mt  Locust  PI 

Young  Marion  (Wid  Percy)  sum  res  52  Langsford  St  rNewton  Center 
Mass 

Young  Paul  W  (Jo  Ann  M)  mach  (P)  h9  Perkins  St 

Young  Ralph  D  (Esther  B)  carp  hl3  Morgan  Av 

Young  Rene  K  r4  Young’s  Rd 

Young  Robt  J  Jr  h59  Prospect  St 

Young  Russell  (Virginia)  h22  Rocky  Neck  Av 

Youngberg  Timothea  tchr  West  Parish  Sch  r23  Palmer  Rd  (BEV) 

Younger  Winthrop  P  h2a  Rocky  Neck  Av 
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Zager  Barbara  J  (Dandy  Lion)  h2  Englewood  Rd 
Zager  Gregory  J  studt  rll5  Magnolia  Av 
Zager  Jeffrey  studt  rll5  Magnolia  Av 
Zager  Karen  emp  Gortons  r89  Mt  Pleasant  Av 
Zager  Michl  J  USA  rll5  Magnolia  Av 

Zager  Philip  J  (Sadie  A)  tool  chaser  U  S  M  Corp  (BEV)  hi  15 
Magnolia  Av 

Zager  Priscilla  M  ofc  sec  Carroll  K  Steele  Ins  Agcy  r2  Englewood  Rd 
Zager  Robt  H  (Irene)  dep  chf  City  Fire  Dept  h89  Mt  Pleasant  Av 
Zagers  Alice  M  Mrs  retd  hi  Smith  St 

Zagers  Geo  R  pharm  Me  Lean  Hoep  (Waverly)  rl  Smith  St 
Zak  Chester  emp  Manut  Sea  Cameras  (BEV)  hi  Harraden  Av  (R) 
Zakas  Angelo  (Barbara  S)  pres  Coastline  Rlty  h68  Eastern  Point  Rd 
Zakas  Barbara  S  (Niles  Beauty  Shoppe)  r68  Eastern  Point  Rd 
Zalaski  Felicia  R  hl23  Main  St  (R 

Zalaski  Krystyna  H  key  punch  opr  Am  Data  Prep  (CAMB)  rl23  Main 
St  (R) 

Zappa  Joseph  retd  h7  Foster  St 
Zappa  Rosalie  retd  rl  Foster  St 

Zappala  Fred  S  (Patricia)  sum  res  Wauketa  Rd  rGroveland  Mass 

Zauche  Herbert  (Kath)  retd  h66  Woodward  Av 

Zeeman  Amanda  (Wid  Chester  H)  retd  h41  Cherry  St 

Zeeman  Clara  Mrs  asst  mgr  Self  Service  Shoe  Outlet  r5  Cross  St 

Zeeman  Clara  M  (Wid  Stanley)  retd  h7  Cross  St 

Zeeman  Philip  (Silva  Bros)  hl54  Main  St  (R) 

Zellenka  John  W  (Maureen)  electn  Gloucester  Eng  hi  Blake  Ct 

Zellenka  Lisa  studt  rl  Blake  Ct 

Zellenka  Ludwig  (Rita  M)  seaman  hi  Blake  Ct 

Zellenka  Maureen  accts  elk  Addison  Gilbert  Hosp  rl  Blake  Ct 

Zellenka  Rita  M  Mrs  sr  elk  Gloucester  Welf  Serv  Ofc  rl  Blake  Ct 

Zerilli  See  Also  Zerrilli 

Zerilli  Anthony  B  emp  Glouc  Eng  hlO  Liberty  St 
Zerilli  Leo  (Rose  M)  hlO  Liberty  St 
Zerilli  Manuela  J  tchr  St  Ann’s  Sch  rlO  Liberty  St 
Zerilli  Sarah  D  cash  Cape  Ann  Mkt  rlO  Liberty  St 
Zerrilli  See  Also  Zerilli 

Zerrilli  Angeline  (Wid  Salvatore)  h46  Fort  Sq 
Zerrilli  Grace  r46  Fort  Sq 

Zeuledz  John  (Maryanne)  social  wkr  hl82  Granite  St  (R) 

Ziemer  Erwin  (Gertrude)  pres  Kennebec  Fish  h4  Conant  Av 
Ziergiebel  Ann  N  Mrs  tchr  Ralph  B  O’Maley  Mdl  Sch  rNorwood  Hts 
Mass 

Zimmerman  Jeanne  M  Mrs  hlO  Oakes  Av 
Zinn  Richd  retd  r2  Green  St  (R) 

Zoller  David  elk  PO  (R)  hi 2b  King  St  (R) 

Zo lotos  Charles  sum  res  h76  Eastern  Point  Rd 
Zraun  Wm  J  hEastern  Point  Blvd 

Zumpfe  Peter  O  cytologist  Addison  Gilbert  Hosp  rl58  Mt  Pleasant  St 
Zunz  Gail  tchr  hl9  Prospect  St  (R) 

Zwicker  Mark  prntr  Cape  Ann  Ticket  &  Label  rBeverly  Mass 
Zywusko  Bronislaus  S  (Cath  G)  carp  John  B  Padre  h 6V6  Winchester 
Ct 
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MARKETING  SERVICES 

Polk  offers  a  full  range  of  services  to 
help  businesses  increase  their  sales  vol¬ 
ume.  One  of  Polk’s  principal  services  is 
custom-produced  selective  mail  adver¬ 
tising  for  many  of  the  nation’s  leading 
advertisers.  Other  services  include: 
Mailing  and  prospect  lists,  couponing 
and  sampling,  data  processing  services, 
publishing  of  controlled-circulation  mag¬ 
azines,  contest  administration,  fulfill¬ 
ment  services,  consumer  and  market 
research,  warehousing  and  shipping  and 
creative  services. 

AUTOMOTIVE  STATISTICS 

Polk  has  served  as  statistician  for  the 
automotive  industry  for  more  than  40 
years.  Polk’s  total  count  of  cars,  trucks, 
motorcycles  and  trailers,  by  make  and 
year  model,  is  the  only  annual  inventory 
of  the  nation’s  wheeled  population. 
Polk’s  new  car  and  truck  reports  furnish 
manufacturers  and  dealers  with  regular 
capitulations  of  all  sales  for  each  ter¬ 
ritory.  To  produce  these  statistics,  Polk 
maintains  one  of  the  largest  electronic 
data  processing  installations  in  the 
country.  By  using  Polk  statistical  serv¬ 
ices,  American  business  can  plan  intel¬ 
ligently  its  production,  distribution  and 
sales. 


CITY  DIRECTORIES 

Polk  City  Directories  are  published 
regularly  for  more  than  1,400  North 
American  cities.  Each  Polk  Directory  is 
the  one  complete  inventory  of  residents 
and  businesses  in  the  community  for 
which  it  is  published.  The  facts  compiled 
for  a  City  Directory  include  the  name, 
address,  occupation  and  marital  status 
of  each  resident;  the  name,  address, 
ownership  and  classification  of  each  busi¬ 
ness.  The  vast  fund  of  information  in  a 
Polk  Directory  helps  bring  together 
buyers  and  sellers,  facilitates  credit, 
speeds  deliveries  and  communication  and 
stimulates  business  generally. 

BANK  DIRECTORY 

Published  semi-annually,  Polk's  World 
Bank  Directory  is  recognized  as  the  out¬ 
standing  reference  book  in  the  financial 
world.  The  directory  carries  detailed 
information  on  each  of  the  nation’s 
banks,  showing  officers,  directors, 
branches,  statement  and  other  data.  The 
book  also  includes  a  Summary  of  United 
States  Banks,  charts  and  statistics  and 
a  listing  of  governmental  banking  agen¬ 
cies  and  banking  organizations.  Polk  also 
offers  financial  institutions  a  portfolio  of 
marketing,  advertising  and  research 
services. 


R'L-POLK  &  CO. 

publishers 

1*31  Howard  Street  •  Detroit ,  Michigan  1*8231 
Offices  in  principal  cities 


STREET  DIRECTORY 


The  Street  Directory 
information  is  secured 
by  an  actual  door  to  door 
canvass  and  includes  these 
important  features: 


Street  Name  and  Address 

Occupants 

Home  Owners 

Telephone  Numbers 

New  Householder  This 
Edition 

Apartment  Residents 

Office  Building  Occupants 

Types  of  Business  or 
Profession 

Street  Descriptions 

Zip  Codes 

Street  Intersections 


Addresses  showing 
No  Ryt^rn  indicate 
that  after  repeated 
efforts  the  publisher 
was  unable  to  obtain 
information. 
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R'L'POLK  &  CO. 
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MOST 

COMPREHENSIVE 
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CITY 

DIRECTORY 


\ 
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INFORMATION 

EVER 

PRESENTED 


NEW  NEIGHBOR  SYMBOL 


INDICATES  NEW  HOUSEHOLDER 
ON  EACH  STREET 


INDICATES  NEW  RESIDENT 


THIS  EDITION 


E 


^  I  NEW  "MOVE  IN"  (OR  CHANGE 
^  1  IN  NAME)  SINCE  LAST  EDITION 


ANSON  A  V- FROM  718  MAIN  ST 
SOUTH,  1  WEST  OF  PARK  CIR 


29 

30 

41 

50 


ZIP  CODE  23652 
28  Hardee  Wm  A  ©  256-0740 

*  Smith  James  M  ©  256-1350 
Hope  Robt  M  ® 

Ashley  Walter  B  256-6052 

*  Ross  Kenneth  E 
53  Vacant 

56  Geisler  Albert  H  © 

57  Under  Const  ruction 

HIGH  STREET  INTERSECTS 
101  Royal  Court  Apartments 
A  Grady  Carol  A  Mrs 
B  *  Strickland  Geo  L  256-2 
C  Poole  Anne  M  256-7626 
D  Fowler  Martha  A  Mrs 
256-7680 

1 10  Sinclair  James  L  Jr 
256-1025 

rear  ★  Sinclair  Henry  B 
MEADOW  LA  INTERSECTS 
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A  NEW  PRODUCT  IMPROVEMENT  FOR  YOUR  MARKET  AREA 
FROM  THE  PUBLISHERS  OF  YOUR  CITY  DIRECTORY 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Moss.  01930 _ Tel.  283-1416 


ABBOTT  RD  —FROM  87 
EASTERN  AV 

ZIP  CODE  01930 
6  Mattos  Manuel  ®  283-5726 

8  Hull  Zena  T  Mrs  ®  283-9349 

9  Saint  Cyr  Richd  ®  283-8959 

10  Grillo  Joseph  J  ®  283-0273 

12  Enos  Amy  I  Mrs  ®  283-1868 

13  Shanahan  James  F  ®  283-3741 

14  Callahan  Russell  F  ®  283-8716 

15  Aldrich  Thos  D  ®  283-3561 

16  Markuson  Wm  ®  283-8816 

17  Domingos  Frank  A  ®  283-8351 

18  Silva  Joseph  B  ®  283-0972 

19  Guittarr  Alexander  J  ® 

283-5487 

20  Mourey  James  L  ®  283-2161 
22  Niemi  Karl  A  ®  283-5349 


ACACIA  ST  —FROM  50 
GROVE  TO  65  GLOUCESTER 
AV 

ZIP  CODE  01930 

3  Leverich  Thos  H  ®  283-3570 

4  Doucette  Edw  S  ®  283-4138 

5  Aiello  Michl  C  ®  283-6474 

6  Rowe  Wm  G  ®  281-0184 
Spottiswood  Elfreda  E  Mrs 

283-3245 

Rear  Saunders  Robt  A  Jr  ® 
281-1914 

7  Bergman  Wm  H  ®  283-5493 

8  Swinson  Marie  V  Mrs  ® 

283-6244 

Rear  Shea  M  Patricia  281-0946 

Rear  Castle  Loring 

Rear  Atkins  James  M  283-5086 

9  Johnson  Marjorie  Mrs  ® 
283-4632 

10  Souza  Frank  Jr  ®  281-0757 

★  Wogan  Michl  281-1355 
MADISON  AV  ENDS 

11  Maplewood  School  283-1586 

12  Benson  Clifford  C 
Spoon  Geo  W  Jr  ®  281-0420 

★  Newman  Shawn  P  283-0688 

16  Perkins  Helen  E  281-0967 

17  Iovanne  Nicholas  J  ®  283-8828 

18  Irving  Margt  E  ®  283-2667 

19  Goodick  Ella  S  Mrs  ® 

283-0729 

20  Smith  Wm  A  ®  283-8276 

21  Menicocci  Richd 


11  22  Twomey  John  J  ®  283-8740 

23  Sharaky  Harold  A  ®  283-7835 
Martell  Wm  ®  281-0987 

24  Klopotoski  Joseph  A  ® 

283-3976 

Cole  Ronald  A  283-1194 

25  Perry  Marie  C  Mrs  ®  283-1199 

26  Edmonds  Wm  E  ®  283-1922 

28  Me  Phail  Donald  T  ®  283-4036 


ADAMS  AV  (ANNISQUAM) 
FROM  CAMBRIDGE  AV  TO 
HIGHLAND  AV 

ZIP  CODE  01930 

2  Andrew  Sumner  B  sum  res 

283-2595 

3  Fox  Lorenzo  S  sum  res  281-0098 
Weller  Geo  sum  res 

1  Andrew  Sumner  B  ®  283-8261 
12  Modden  Hugh  A  sum  res 
281-2158 


ADAMS  PL  —FROM  11 
HARRISON  AV 

ZIP  CODE  01930 

3  Libro  Dominic  ®  283-0509 

4  Alto  Arie  ®  283-1132 

5  Me  Kay  Bruce  C  281-1156 

6  Horne  Robt  B  ®  283-6106 

7  Lufkin  F  Otis  ®  283-0902 

8  Clark  Robt  W  ®  283-5380 

9  Davidsen  Paul  E  281-2168 

10  Melanson  Margt  A  Mrs  ® 

283-3862 

Mello  Nora  T  Mrs  283-6659 

11  Souza  John  E  ®  283-0496 


ADAMS  HILL  RD 
(ANNISQUAM)— FROM  12 
WALNUT 

ZIP  CODE  01930 
Langer  Wm  L  sum  res  283-2431 
Danger  Leonard  C  sum  res 
283-8314 

Lovejoy  Fredk  H  sum  res  ® 
283-0681 

12  Madden  Hugh  A  sum  res 
281-7158 

Meyer  Mary  C  Mrs  sum  res  ® 
283-2987 


CO 

CM 

u 

< 

TRUSSES 
ITY  GIFTS 

Te 

cc 

z  l! 

< 

LU  ^ 

O  O 

X 

>-  i 

X 

O  co 

On 

UJ  <=> 

•  x  ^ 
co  <j  ^2 

(f) 

w  i—  cd 

•s 

o 

“  UL  C/> 

^  u  g 

2 

Z  w 

2  <  " 

CJ  IS> 

3  CO  a? 

J 

C  LU  « 

>  Z  O 

o 

Z  <  “ 
-  u 

Co 

(J 

CO 

STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KIN6  STREET.  ROCKPORT,  MASS.  10966 _ TIL  546-7405 


2 


ADAMS  HILL  RD — Contd 

Mac  Nutt  Alex  T  sum  res 
283-2840 

Norcross  Austin  S  sum  res 
283-0766 

Parks  Earl  C  sum  res  283-6000 
Crockett  Robt  summer  res  ® 
283-3600 

Lehman  Margt  Mrs  sum  res  ® 
283-5439 

Copeland  Melvin  T  ®  283-1357 
Kennedy  Sargent  sum  res 
283-2304 

Stone  Wm  P  sum  res  283-4276 
Swan  Richd  H  283-8222 
Swan  Ellamae  Mrs  sum  res 
Haines  Sami  F  sum  res 
283-1647 

Fox  Edw  W  sum  res  283-4707 
Gorton  Nathl  M  sum  res 
283-0863 

Gorton  Michl  sum  res 
Hibbard  Steph  B  sum  res  © 
283-8590 

Weller  Geo  A  Jr  sum  res 
283-2509 

Mac  Nutt  Alex  T  sum  res 
283-2840 

Swasey  Fred  W  sum  res  ® 
283-1979 

Abele  Sanford  T  ®  283-3022 
Brock  Horace  sum  res  283-1349 
Davis  Chandler  N  ®  283-2736 
Smith  Geo  E  II  ®  283-5575 
Steven  Brooks  III  sum  res 
283-3615 

Steven  Kenneth  N  sum  res 


3 

ADDISON  ST  —FROM  99 
WASHINGTON  TO  44 
SCHOOL 

ZIP  CODE  01930 
3  ★  Palmesano  Pasquale 
i  Palmisano  Theresa  Mrs 

5  Me  Grath  Louis  S  plmb  ® 

283-8858 

6  Quince  Vito  P  ®  283-6748 

7  Puccio  Anthony  J  ®  281-0517 

8  Me  Donald  Wm  F  ® 

9  Lovasco  Anna  283-1691 
Lovasco  Peter  D  ®  283-6803 

10  Lovasco  Peter  P  283-6803 
Mansfield  Wm  C 


11  Kandris  Demitres  B  ® 

283-0921 

12  Farrara  Josephine 

Lovasco  Sebastian  ®  283-6263 

13  Giacalone  Joseph  S  283-4652 

13  Vi  Pallazola  Anthony  ® 

283-3811 

14  Abrahamson  J  Thos  ® 

283-4972 

15  Poirier  Percy  L  ®  283-6742 

16  Brancaleone  Thomas  ® 

283-4956 

17  Lovasco  Michl  J  ®  283-3556 

18  Ciolino  Sebastian  ®  283-6559 
Ciolino  Cath  Mrs  ®  283-0731 

★  Sanfillippo  Ignatsio  281-0419 

19  Balbo  Joseph  ® 

Balbo  Gus  283-7643 

21  Favazza  Benedetto  ®  283-5891 

22  Hagstrom  Ilmari  A  ®  283-8281 

23  Ball  James  E  ®  281-0087 

24  Barrett  Kath  F  Mrs  ® 

283-2533 

25  Rogers  Franklyn  M  ® 

283-0506 

LEIGHTON  CT  BEGINS 

26  Benson  Louis  D  283-2754 
Kopie  Geo 

27  Burnham  Danl  F  ®  281-1316 

28  Randazza  Joseph 
Burnhan  Leo 

★  Downey  Gary  A 

29  Ann’s  Beauty  Salon  283-9056 
Stockbridge  Edith  E  Mrs 

283-7070 

30  Grimes  Mildred  Mrs  283-5840 
Brennan  Mabel  Mrs  ® 

283-1986 


8 

AGAMENTICUS  HTS  (WEST 
GLOUCESTER)— FROM  143 
ESSEX  AV 

ZIP  CODE  01930 
Sum  Res 


26 

AGAWAM  LA  (ROCKPORT) 
FROM  123  MAIN  WESTERLY 

ZIP  CODE  01966 
2  Peterson  Cora  L  ®  546-3642 
6  Peterson  Elinor  M  Mrs  ® 
546-2051 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittcmor*  St.  Gloucester,  Mess.  01930 

TEL.  283-1771 


3 


AGAWAM  LA  (R>— Contd 

7  Babilis  Esther  M  Mrs  ® 

546-6417 

8  Everett  Nancy  ®  546-6622 


24 

ALBION  CT  —FROM  887 
WASHINGTON 

ZIP  CODE  01930 
5  Anderson  Ralph  W  ®  283-1794 
7  Gray  Harold  E  ®  283-9049 
9  Murphy  Thos  J  283-5473 
11  Macchi  Nellie  R  ®  283-5222 


22 

ALLEN  AV  (ROCKPORT) 

FROM  HIGHLAND  AV  TO 
OCEAN  AV 

ZIP  CODE  01966 

3  Hale  Richd  C  ®  546-2200 
Hale  Richd  C  Jr 

4  Douglas  Arth  J  ®  546-6047 

5  OToole  Eliz  A  ®  546-6276 

6  *  Arvanites  Constantine  © 

546-3260 
8  Summer  Res 
10  *  Weston  Patricia  A  Mrs 
546-6170 


13 

ALLEN  ST  —FROM  110 
PROSPECT  BEYOND 
BURNHAM 

ZIP  CODE  01930 

5  Phenix  Laurent  G  283-0362 
Enos  Francis  D  ® 

Colby  Gertrude  Mrs 
Lewis  Mary 

6  Davis  Margt  Mrs  ®  283-1676 

7  Doucette  Peter  ®  283-1145 
Picone  Sarah  Mrs  283-9231 

8  Gelasakis  Geo  ®  281-2499 

9  Dumas  Philip  J  Jr  ®  283-5804 

10  Tucker  Lester  J  ®  283-2517 

11  Westlund  Arnold  E  ®  283-5819 
Havner  Geo  E  283-1728 

12  D’Amico  Steph  J  ®  283-6283 
Ventimiglia  Peter  T  283-8024 

13  Bolton  Arnie  B 

14  Krueger  M  Olive  ®  283-8055 
LIBERTY  ENDS 

15  Hull  Robt  ®  281-1614 
Harding  Richd  E  283-3400 


16  ★  Buccheri  Corrado  ®  281-0029 

*  Enes  Dominic  283-3704 

17  Peterson  Kendall  283-8254 
Favazza  Peter  S  ®  283-4114 

18  Reed  James  L  281-0735 
Rear  Ameral  Steven 

19  Reilly  John  C  ®  283-2413 

21  Pimental  Arth  E  ®  283-4086 

22  Burnham  Playground 
BURNHAM  INTERSECTS 

36  Johnson  Charles  E  ® 

38  Tom’s  Fresh  Fish  283-6594 
Misuraca  Thoe  P  ®  283-5694 


23 

ALPER  RD  —FROM  350  MAIN 
TO  A  DEAD  END 

ZIP  CODE  01930 

1  *  Mello  Muriel 
la  Morong  Wm  C 

2  Sears  Alice  Mrs  283-1007 
KiflT  Norman  283-7959 

3  Dennis  Lillian  M  Mrs  281-1363 

4  Stuart  Evelyn  Mrs 

Mello  Evelyn  Mrs  281-1904 

5  Porter  Lucy  I  Mrs 
Mello  Manuel  283-3388 

6  Vacant 
Vacant 

8  Muise  Mary  Mrs  281-0015 

9  Vacant 

10  Stillman  Barbara  Mrs  283-1650 

11  Stewart  Phyllis  Mrs  283-2594 

12  Saunders  Oliver  281-1899 

13  Veator  Barbara 

14  Vacant 

i 

Harper  Michl 

15  Shields  Marguerite  Mrs 

16  Hawkins  Robt 

17  Magill  Deborah 
20  *  Shankman  Gail 

22  Gardner  Virginia  M  283-0977 
24  ★  Goulart  Phyllis 
26  No  Return 

Braun  Claire  Mrs  281-2443 
28  Clooney  Michl 
30  Redmonds 

Ducenko  Alma 

32  Barratt  Charlotte  283-3473 
34  Ellis  Sheryl  A  Mrs 
36  No  Return 
38  Wade  Edgar  281-0615 
40  No  Return 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 

4 


ALPINE  CT  —FROM  17% 
COMMONWEALTH  AV 

ZIP  CODE  01930 

1  Burnham  James  P  ®  283-6245 

2  Parisi  Helen  Mrs  ®  283-7391 
4  ★  Favolora  Thos  283-1860 

4%  ★  Palazola  Vincent 

6  Walkama  Edw  A  283-0588 
★  Leek  Kathleen  L  Mrs 

7  Vacant 
Vacant 

8  Chatwood  Eunice  W  Mrs  ® 

283-6091 

9  Sanborn  Mildred  A  Mrs  ® 

283-5989 

10  Maki  Toivo  E  ®  283-1384 
12  Johnson  Robt  S  ®  283-1401 


AMERO  CT  —FROM  9  BASS 
AV  TO  36  E  MAIN 

ZIP  CODE  01930 
3  La  Fond  J  Randolph  ® 
283-1653 

6  Joseph  David  A  ®  281-2543 

★  Me  Caffrey  Ted 

★  Langley  Robt 

7  Morey  Robt  M  ®  283-6599 

8  ★  Klapotoski  Jean 

9  ★  Mattson  Dale  283-3016 
Ramos  Valerie  A  Mrs  283-0359 

10  Villari  Ruth  283-2980 
Amero  Herbert  H  ®  283-3667 

11  *  Salles  Danl  283-0015 
Curtis  Wilbur  E  ®  283-7614 

12  Simoes  Joseph  H  ®  281-1643 
Lothrop  Leon 


ANDREWS  CT  (WEST 
GLOUCESTER)— FROM  633 
ESSEX  AV 

ZIP  CODE  01930 
1  Gill  Inda  ®  283-7691 

3  Smith  Ernest  C  ®  283-8260 

4  Clayton  Norma  Mrs  281-0774 
7  Vacant 

13  Castle  Ronald  E  ®  283-3571 


7 

ANDREWS  ST  (LANESVILLE) 
FROM  1088  WASHINGTON 

ZIP  CODE  01930 

1  Bassett  Marie  E  Mrs  ® 

283-1565 

Kleimola  John  F  2831565 

2  Vacant 

6  Palelli  Grace  Mrs  ®  283-5766 
Palelli  Louis  V  Jr  283-3056 

9  Barusso  Louis  J  ®  283-1608 
★  Montgomery  John  M 
LANGSFORD  BEGINS 

10  Malmi  Eleanor  J  Mrs  ® 

283-9194 

Harvey  Geo  R  281-2645 
12  King  John  A  ®  283-6637 
Harmon  Phillip  281-5310 

20  Gendreau  J  Harvey  ® 

283-8915 
Pistenmaa  John 
Gendreau  Gwendolyn  ® 
283-8915 

21  Jacobson  Arth  J  ®  283-2599 
Jacobson  Vieno  I  Mrs  sauna 

baths 

SUNSET  POINT  RD  BEGINS 

22  Me  Queen  R  sum  res 

'  25  Jenson  Anthony  H  ®  283-2145 
Sum  Res 

Daughty  David  sum  res 
Daughty  Geo  sum  res 
Sum  Res 


17 

ANGLE  ST  —FROM 
JUNCTION  OF  MAIN  AND 
WESTERN  AV  TO  17 
MIDDLE 

ZIP  CODE  01930 

1  Tally’s  Truck  Center  Inc  gas  sta 
283-9773 

5  Mathews  Neil  S  ®  283-1878 

6  Randazza  Pauline  Mrs  ® 

283-7335 

7  ★  Ciaramitaro  Leonardo 

8  Business  &  Professional 

Women’s  Club 

Cape  Ann  Community  League 
Inc 

American  Natl  Red  Cross 
(Gloucester  Chapt)  283-1660 
Community  House  283-4456 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 

5 


ANGLE  ST— Contd 

Gloucester  District  Nursing 
Association  283-1364 
Gloucester  Mothers  Club 
Children’s  Friend  &  Family 
Service  Inc  (Br)  283-4486 
9  Vacant 

Ciaramitaro  Peter  ® 
Quasarano  Leo 
11  Laicano  Joseph 

Orlando  Phyllis  Mrs  281-2103 
Belezos  Wm  A  ®  283-2930 


24 

ANNISQUAM  HTS 
(ANNISQUAM)— FROM  24 
WALNUT  (FOR  RESIDENTS 
SEE  SQUAM  ROCK  RD) 

ZIP  CODE  01930 


24 

ANNISQUAM  PT 
(ANNISQUAM)— FROM  1 
LEONARD 

ZIP  CODE  01930 


6 

APPLE  ST  —FROM  5 
JUNIPER  RD 

ZIP  CODE  01930 
6  Yelland  Leslie  F  Rev  ® 

283-3961 

8  Elwell  Geo  283-7434 
16  Amero  Irene  L  Mrs  ® 

283-0088 

20  Lafata  Gaspar  A  ®  283-8958 
22  Ferris  Richd  A  Jr  ®  283-0498 


24 

ARBOR  ST  (ANNISQUAM) 
FROM  56  RIVER  RD  TO  22 
LEONARD 

ZIP  CODE  01930 
5  Dennen  Jay  H  sum  res 
7  Sum  Res 


5 

ARCADIA  CT  —FROM  124 
WASHINGTON 

ZIP  CODE  01930 


11 

ARLAND  TER  (BRIER  NECK) 
FROM  WARWICK  RD  TO 
DEAD  END 

ZIP  CODE  01930 
Ekborg  Carleton  P  ®  283-3254 

★  Ferri  Larry 

★  Hardy  Geo 


24 

ARLINGTON  ST 
(ANNISQUAM)— FROM  19 
LEONARD  TO  22  RIVER  RD 

ZIP  CODE  01930 

1  Rice  Ethel  M  Mrs  ® 

2  Neal  Gregory  sum  res 

3  Sherley  John  N  sum  res 

283-0502 

5  Dewey  Margt  B  sum  res 

283-8960 

6  Banks  Neill  K  Jr  283-6136 

7  Harrington  Edith  R  Mrs  sum 

res  ®  283-5212 
Harrington  Judith  M  sum  res 

8  Duca  Alf  M  ®  283-2885 

9  Rust  C  Audrey  283-0518 
12  Williamson  Phyliss  Mrs 

283-1291 

16  Gossom  Geo  H  Jr  ®  283-0520 
20  Buxton  Tranceita  P  Mrs  ® 
283-2653 

22  Brown  Jasper  sum  res 


18 

ARTHUR  CT  —FROM  8 
ARTHUR 

ZIP  CODE  01930 

4  Muise  Frank  A 

5  Bouchie  Joseph  E  ®  283-3361 
Clark  Paul  J 


18 

ARTHUR  ST  —FROM  13 
CLEVELAND 

ZIP  CODE  01930 
1  Lattof  Michl  M  ®  283-4721 
6  ★  Larsen  Lloyd  M  283-3299 
8  Biondo  Angelo  L  ©  283-7145 
ARTHUR  CT  BEGINS 
10  Beauparlant  Wilfred  H  @ 
281-0042 

12  Keyes  Henry  R  ©  283-6570 
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THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


49#0  /jkv  /M| 

ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

Lantsvillt,  Sta.,  Gloueastar,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  283-1076 


6 


ARTHUR  ST— Contd 

15  City  Public  Works  Dept  Water 
Div  shop 


6 

ASHLAND  PL  —FROM  246 
WASHINGTON 

ZIP  CODE  01930 

3  Trask  Philip  G  ®  283-1510 

4  Carter  David  A  ®  283-8540 
5a  Hicks  Geo  A  ©  283-5418 

6  Bolcome  Martha  E  Mrs  283-5612 

7  Curley  Thos  J  ®  283-0805 

8  Harvey  Ralph  W  ®  283-6307 

10  Wonson  Howard  W  ®  283-4395 

11  Redmond  James  T  ®  283-8029 

12  Auditore  Peter  J  ® 

14  Hall  Geo  H  ®  283-1705 
Ellis  Lillian  G  Mrs  283-4452 


10 

ATHENA  WY  (LANDS  END) 
(ROCKPORT)-FROM  EDEN 
RD  WEST  TO  DEAD  END 

ZIP  CODE  01966 
Berliner  Wm  B  summer  res  ® 
546-2015 

Adams  Eleanor  C  summer  res 
Hall  Charles  B  sum  res  ® 
546-2618 

★  Mikules  T  Leonard  Mrs  sum  res 
546-2322 

Vacant 

Hintilian  James  T  sum  res 
546-2796 
Sum  Res 

Binney  Robt  H  sum  res  546-3107 
Curran  James  H  ®  546-3294 

★  Dow  Dorothy  ®  546-2678 


22 

ATLANTIC  AV  (ROCKPORT) 
FROM  35  MT  PLEASANT 
EASTERLY 

ZIP  CODE  01966 

1  Vacant 

2  Thompson  Marjory  S  Mrs  ® 

546-3092 

Drury  Esther  Mrs 
2a  ★  Davis  Priscilla 

3  Vacant 

4  Marston  Charles  G  artist  ® 

546-3353 


5  ★  Sasaki  Hideo  ®  546-3759 
5a  Phillips  Robt  ®  546-6333 

7  Vacant 

8  Goll  Ellen  H  ®  546-7307 
STAR  ISLAND  AV  BEGINS 

12rr  Cooney  Harold  J  ®  546-6893 
12b  Dickman  Mary  E  Mrs 
546-6812 

14  ★  Frosyte  Carmel  Mrs  546-3773 
Johannson  Bertram  B  ® 
546-2254 

14a  ★  Barron  Grace  Mrs 
14b  ★  Bibb  June  K  546-3711 
19  Beal  Wm  R  ©  546-6789 
25  Fields  Russell  sum  res  ® 

25Vfe  Summer  Res 
27  Putnam  Winifred  M  Mrs  ® 
546-6902 

27a  Goodenough  Helen  L  Mrs 
546-3310 

27b  Stuart  Mary  J  546-6886 
27  V*  Gilman  Geo  W  ®  546-3129 

29  Chapman  James  sum  res 

546-2238 

★  Fedor uk  John  546-6212 
29a  Chapman  James  sum  res 

30  Pierce  Hosea  T  ®  546-3550 
CLARK  AV  BEGINS 

33  Nameche  Gene  ®  546-3709 
35  Seidle  Charles  A  ®  546-3663 
35a  Me  Pherson  Marion  546-3950 
37  Wick  Emily  L  ®  546-6955 
HIGHLAND  AV  BEGINS 
41  Goble  Margt  P  Mrs  546-3296 
43  Summer  Res 


11 

ATLANTIC  RD  —FROM  101 
BASS  AV  TO  JUNCTION  OF 
EASTERN  POINT  BLVD 
EAST  AT  BRACE’S  COVE 

ZIP  CODE  01930 
BASS  AV  INTERSECTS 
BEACH  RD  INTERSECTS 
NUMBERS  IRREGULAR 
1  Vacant 

Thorwald  Comdominiums 

2  ★  Sherman  Ruth  ®  283-7445 

3  Sum  Res 

5  ★  Stephens  J  ® 

6  ★  Arueso  Mrs 

7  ★  Hildonen  Frank  ® 

9  *  Me  Dunna  Larry 
lltChatfield  Roger 

12  ★  Brancaleone  Joseph  ® 


Cape  Ann  Area 
Chamber  of  Commerce 

TELS.  283-1601  AND  283-1602 


■  vv  iti  nm  via 
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ATLANTIC  RD— Contd 

55  Yatman  Thos  L  summer  res 

W 

13  ★  Me  Cormick  Richd  ® 

5  Serino  Ernest  summer  res 

— 

m 

14  ★  Bruckler  Joseph 

283-0923 

3 

z 

15  ★  Vibert  Dorothy  A  283-5391 

57  Keegan  John  A  Rev 

• 

c-5 

16  ★  Rutberg  Michl  ®  283-3158 

59  Ajemian  Rose  A  Mrs  ® 

IO 

jl 

PI 

17  ★  Block  Steph  ® 

281-2220 

CO 

CO 

■ 

mam  • 

O 

z 

18  ★  Crowley  Wm  ® 

59a  ★  Cole  Gregory  283-6545 

a 

• 

M 

19  Vacant  (apts  19-21)  ® 

61  Boole  T  Dwight  sum  res  ® 

cn 

22g  ★  Sweatt  Gary  ®  281-1621 

283-6945 

O) 

o 

L  •  J 

23  Vacant 

63  Green  James  sum  res  283-4256 

° 

• 

cn 

n 

23g  ★  Babson  Geraldine  ® 

67  Me  Isaac  Geo  C  ® 

po 

24  Vacant  (apt  24-25) 

69  Tournament  House  Guests 

ca 

C/5 

26  ★  D’Ambrosio  Jenny  sum  res 

71  Nearis  Merrill  B  283-3286 

ft 

l 

•u 

o 

® 

73  Berkowitz  Mordecai  E  ® 

ST 

z 

27  ★  Marr  Frank  sum  res  ® 

281-0182 

1 

2. 

cn 

IO 

OF* 

28  ★  Collmore  Gilbert  ® 

75  Hunter  Thos  summer  res 

ET 

29  ★  Woodworth  Mrs 

30  Vacant  ® 

30b  ★  Cooper  Barbara  ®  283-5591 

31  Vacant  (apts  31-35) 

36  ★  Weiner  Norman  ®  281-2409 

37  ★  Sanford  Russell  ® 

38  Vacant  ® 

39  ★  De  Marco  Jean  ® 


77  Lewis  David  H  sum  res 
283-6743 

85  Moorland  Hotel  Corp  283-1198 
Moorland  Motor  Inn  (Moorland 
Hotel  Corp)  283-1198 
79  Miceli  Samuel  J  sum  res 
258  Me  Cullough  Mae  C  Mrs 
283-5142 


2 

L 


3 


o> 

8 


40  ★  Landry  Martin  ® 

41  Vacant 

42  ★  Gamboa  Armando  ® 

281-1574 

6  Goodwin  Paul  B  ®  283-3905 

8  Greely  James  C  III  ®  283-5533 
Rear  Patrican  Lewis  ® 

9  Vrachos  Christopher  ®  283-3715 
14  Gray  Manor  tourist 

Gray  Robt  B  ®  283-5409 
10*  Brigham  Ralph  W  283-4113 
12  Bottelho  Margt  E 
SOUTHER  RD  BEGINS 
HARBOR  RD  BEGINS 
24  Ahern  Richd  F  ®  283-4333 
28  Mann  Ralph  M  ®  283-4014 
23  Howard  Wm  H  ®  283-3787 
30  Aronson  Sidney  C  ®  283-3506 
39  ★  Me  Kay  Wm  F  Jr  281-1499 
BASS  ROCK  RD  ENDS 
NAUTILUS  ENDS 
43  Gargill  Sami  L  Mrs  sum  res  ® 
283-7116 

47  Brantley  Anne  A  Mrs  ® 
283-8054 

49  Malony  Harry  J  sum  res  ® 
283-2723 

51  Morgan  Wm  H  Rev  ® 

283-5656 

53  Barry  Fredk  E  ®  283-4111 
47  Yatman  Ellis  L  sum  res 
283-1953 


Easterly  Inn  Inc  restr- 
cocktail  lounge 
MOORLAND  RD  ENDS 
Bass  Rocks  Motor  Inn 
283-7600 

Muller  Gerald  E  283-7600 
Twinlight  Manor  Motor  Inn 
283-7500 

Muller  Jeffery  ®  283-7500 
Atlantis  Motor  Inn  283-0014 
Malloy  Robert  ®  283-3715 
Carson  Henry  L 
Mann  Joseph  B 

145  Baumann  Harold  ®  283-2983 
High  Cliffe  Lodge  tourists 
283-0680 

Mac  Leod  Gregory  A  ® 
283-0680 

1 

HIGH  POPPLES  RD  BEGINS 
258  Me  Cullough  Arth  R  ® 
283-5142 

Miceli  Sami  J  ® 

Lanciani  Danl  A  ® 

Duston  Charles  H  sum  res  ® 
281-1455 

Epstein  Abraham  ®  283-5128 
Sides  Robt  W  ®  283-1945 
Hastings  Robt  M 
Hilton  Jessie  M  Mrs  summer 
res  ® 
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REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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ATLANTIC  RD — Contd 

Me  Koy  Thos  sum  res  ® 
283-3298 

MARBLE  RD  ENDS 

12 

GRAPE  VINE  RD  ENDS 
FARRINGTON  AV  ENDS 
Alpert  Louis  sum  res  ® 
283-6243 

Me  Carthy  Joseph  F  sum  res 
Day  Wm  G  sum  res 
Glenn  Helena  M  ®  283-8782 
Baker  Torence  sum  res 
Gordon  Irwin  F  sum  res  ® 
281-1998 

Cummings  Roland  P  283-8175 

★  Robinson  Thos  II 
Gillis  Eliz  A  283-7264 

★  Me  Carthy  Violet  F  Mrs  sum 
res 

216  Lynch  Geo  ®  283-3433 
280  Vacant  sum  res 


9 

ATLANTIC  RD  (WEST 
GLOUCESTER)— FROM 
ATLANTIC  ST  TO 
WINGAERSHEEK  RD 

ZIP  CODE  01930 
Bonfanti  Leonard  S  sum  res 


9 

ATLANTIC  ST  (WEST 
GLOUCESTER)— FROM 
OPPOSITE  112  CONCORD  TO 
THE  SEA 

ZIP  CODE  01930 

2  Garland  Norman  M  ®  283-6736 
4  Garland  Norman  M  Jr  ® 
283-8190 

6  ★  Calton  Peter  B 
8  Veator  Emily  Mrs  ®  283-1177 
8a  Hedetniemi  Vivian  Mrs  ® 
283-7054 

9%  Summer  Res 

10  Sawyer  H  Philip  Jr 

11  Roberts  C  G  &  Son  Inc 

caterers  283-4519 
Roberts  Clifford  G  ® 

12  Kain  Wilbur  H  ®  283-5308 
12b  Clarke  Geo  W  ®  283-8824 

13  Warner  Arth  D  283-1241 

14  Williams  David  B  ® 


16  ★  Cohen  A  Alf  ®  281-0770 

★  Johnson  Robt  K 

18  Mahony  Eliz  A  Mrs  ® 
281-1326 

20  Bowes  Agnes  F  Mrs  ® 
283-7983 

Kostos  Louis  summer  res  ® 
Spring  Louise  S  Memorial 
Park  day  camp 

22  Philbrook  Rosalind  E  Mrs  ® 
283-0804 

24  Levy  Mildred  summer  res 
283-6376 

26  Monaghan  Louise  M  Mrs  ® 
283-8401 

30  Feldman  Neil  281-2057 
34  Rush  Richd  C  Jr 
Matz  Robt  ® 

36  Matz  Trailer  Park 

Me  Cormack  Warren  E  Jr 
281-1120 
Souza  Walter  J 
Le  Blanc  Joseph  283-6392 
Parker  Guy  P  ®  283-7542 
Migneault  Henry  P  281-0075 
Kangas  Donald  V  Jr  283-8965 
Dawson  Lillian  Mrs  283-2738 
Le  Mon  Ivy  ®  283-1306 
Carrier  Donald  R  283-4603 
Summer  Res 

Sheehan  Beaula  283-2884 
STONE  PIER  BEGINS 
40  Lattin  Dewey  ® 

Matz  Adolph  I  ®  283-8683 
Jameson  Ralph  E  ®  283-9175 

★  Cattozzi  Joseph  E  ® 

Shafner  Alan  L  283-2236 
Doyle  Lawrence  283-2603 
Patterson  Malcolm  L  281-0217 
Bryant  Ethel  Mrs  summer  res 
Doherty  Harold  L  summer  res 

281-1008 

72  Armitage  Ralph  T  sum  res 
283-1741 

78  Smith  Robt  ®  283-7304 
80  ★  Castan  Albert  ®  283-3673 
100  Rosenberg  Esther  Mrs 

summer  res  ®  283-9503 
112  Eastman  David  281-2241 
118  Schuldecker  Charles 
500  ★  Sargent  Thos  P 
Summer  Res 

534  Me  Teague  Robt  F  283-0415 
Summer  Res 
536  Giardi  John  J 
ATLANTIC  AV  BEGINS 


ROSE’S  OIL  SERVICE  Inc. 

& 

ROSE’S  TRANSPORTATION 

Inc. 

WHOLESALE  DISTRIBUTORS 

395  Main  St. 

283-3334 

Gloucester,  Mass.  01930 

283-3335 

ATLANTIC  ST— Contd 
Wingaersheek  Beach 
Concession 
Wingaersheek  Beach 
municipal  beach 


20 

ATLANTIC  HIGHLANDS 
—FROM  OLD  SALEM  RD 

ZIP  CODE  01930 


1 

AVON  CT  —FROM  145  EAST 
MAIN 

ZIP  CODE  01930 
3  Bickerton  Cath  A  ®  283-3469 
6  Hadley  Jairus  N  ®  283-5177 
8  Sonia  Robt  ®  283-5359 
10  ★  Allen  Simon  G 


22 

BABCOCK  RD  (ROCKPORT) 
FROM  WALLACE  RD  TO 
OLD  GARDEN  RD 

ZIP  CODE  01966 

2  Sampson  J  Dixon  ®  546-3864 
Brown  Prudence  Mrs  ® 

546-3631 

3  Martin  Ford  M  ®  546-6678 

4  Herrick  Harvey  G  ®  546-6532 
8  Hoffman  Carrol  J  ® 


17 

BABSON  CT  —FROM  55 
WESTERN  AV 

ZIP  CODE  01930 
1  ★  Strarcia  Frank 

Finazzo  Antonio  281-0422 
5  Leveille  Willis  W  Jr  ®  283-8135 

9  Porter  Eliz 

Leblanc  Joseph  P  ®  281-1242 

10  ★  Sloviski  Wm 


17 

BABSON  ST  —FROM  7  HOVEY 
TO  32  GRANITE 

ZIP  CODE  01930 
1  Moceri  Matteo  D  ® 

3  Ellis  Carleton  Jr  283-6863 
Lafata  Anthony  ®  283-5852 
8  Tamarindo  Antonio  ®  283-7675 


10  ★  Moore  Norman  Jr  ®  281-2135 
12-14  Lehr  Lori  283-8935 

Buteas  Arthur  ®  281-1201 
Sheehan  Benj  283-2474 


BAKER  ST  —FROM  208A 
WASHINGTON 

ZIP  CODE  01930 

5  Lupo  Salvatore  T  ®  283-5457 

6  Silva  Carleton  R  283-7820 

7  Me  Grath  Edw  J  ®  283-0436 

8  Marino  Frank  M  ®  281-0531 
10  Jeffery  Richd  K  ®  283-1332 


BARBERRY  LA  —FROM  141 
MT  PLEASANT  AV  TO  3 
GERRING  RD 

ZIP  CODE  01930 
Ross  Douglas  J  283-0532 
3  Abbott  Charles  B  ®  283-5866 
7  Knickle  Barry  L  ®  281-0189 
Rear  Cavanaugh  Ethel  Mrs 
283-5485 


BARBERRY  WY  (BRIER 
NECK)— FROM  SALT 
ISLAND  RD 

ZIP  CODE  01930 
Boudreau  Earle  summer  res 
15  Smith  A  W  sum  res 
12  Fineberg  Nathan  L  sum  res  © 
283-1202 

5  Fosberry  Margt  R  283-7568 
3  Hynes  James  E  sum  res 
Merrill  Wm  G  sum  res  ® 
283-4473 

Thielscher  Karl  L  sum  res  ® 
283-8086 

23  Foley  Mary  Mrs  ®  283-7273 


BARBERRY  HEIGHTS  RD 
(ANNISQUAM)— FROM  749 
WASHINGTON 

t 

ZIP  CODE  01930 
Pickens  Claude  283-1136 
14  Morse  Alan  R  ®  281-0160 
Forbes  Robt  A  283-6832 
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Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


CAPE  ANN  GLASS 

Auto  Glass  (Installed  Whilo-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST.— GLOUCESTER 


10 


7 

BARKER  AV  (LANESVILLE) 
FROM  114  HIGH 

ZIP  CODE  01930 

1  Pistenmaa  Lauri  M  ®  283-2056 

2  Pistenmaa  Aili  F  Mrs  © 

283-9496 

Pistenmaa  Geo  S  283-8594 
2a  Toneatti  Geo  W  283-8987 
4  Worcester  Gurdon  S  sum  res  ® 
283-9220 

7  Pistenmaa  Michl  A  283-7159 
Kline  Robt  M  ®  283-9220 


7 

BARKER  ST  —FROM  1157 
WASHINGTON 

ZIP  CODE  01930 


11 

BASS  AV  —FROM  22  E  MAIN 
TO  NAUTILUS  RD 

ZIP  CODE  01930 

YANKEE  DIVISION  HIGHWAY 

BEGINS 

I  Vacant 

3a  Neno  Thos  281-0282 

4  Chatlick  James  E 

5  Clooney  Shirley  281-2219 
5a  Vacant 

6  Gelinas  Robt  A  281-1082 

6a  ★  Herman  Bruce  W  281-1240 

7  Driscoll  Robt 

8  Martin  Carolyn  P 

9  Mitchell  Joseph  ®  283-4056 
AMERO  CT  BEGINS 

II  Tumbiolo  Matthew  P 
Perry  Oil  Co  Inc  283-2202 

15  Mac  Killop  Alton  J 

Rogers  Bertha  Mrs  283-7547 
★  Silva  Joseph  P 
17  Doucette  Frances  K  Mrs 
283-3924 

19  Vacant 

20  Gleason  Edw 

21  Oliver  Dorothy  L  Mrs  283-9520 

22  Ferrant  Frank  P  ® 

23  Gove  Clarence  A  ®  283-5149 

24  Rudolph  John  R  283-4948 

25  Brigham  Allan  L  283-6077 
MONDELLO  SQ  BEGINS 

26  ★  Collins  Kendra  Mrs 


★  Fairweather  Alma  Mrs 
283-1954 

27  ★  Cottone  Pasquale  283-6341 

28  Powler  Genevieve  J  Mrs  ® 

283-6629 

30  Griffin  Margt  E  283-2681 

31  Pam’s  Antiques  283-4965 

32  Abell  Edw  J  Jr  281-0782 

★  Oliver  James  283-6276 
Williams  Thema  283-4522 

Rear  Amero  Geo  A  ®  283-6116 
34  Burke  Wilfred  L  ®  283-5019 
36  Remeika  John  P  ®  283-1964 
38  Sears  Melvin  A  ®  283-5486 
Saint  Jean  Joseph  A  283-2650 
Rear  Brown  Cora  M  Mrs  ® 

40  Perry  Pearl  G  Mrs  283-5396 
Coakley  Gertrude  E  Mrs  ® 
HARTZ  BEGINS 
SAYWARD  ENDS 
BRIGHTSIDE  AV  BEGINS 

43  Lawson  Variety 
Crittenden  Anne  Mrs  ® 

283-0222 

44  Mondello  Bros  Texaco  283-9770 

45  Mac  Neil  Rodney  C  283-4551 

47  Temple  Raymond  S  ® 

283-0099 
Flanagan  John 
Hall  Ruth  E  Mrs  283-4863 

48  Vacant 

49  Bertolino  Xavier  ®  283-0272 
53  Frontiera  Realty  281-1111 

★  Field  Donald  281-2530 
55  Vacant 

57  Tebo  Irving  A  ® 

Vacant 

58  No  Return 
GARDNER  RD  BEGINS 

60  Smith  Wm  E  ®  283-5408 

61  Jensen  Jessie  G  Mrs  ® 

283-4483 

63  Rocha  Mary  C  Mrs  ®  283-1318 

66  ★  Parisi  Joseph  ®  281-0018 

67  Marks  Wilfred  E  ®  283-4955 

68  Dodge  Geo  A 

69  Bergman  Paul  G  283-6779 
Hadley  Norman 

70  Clancy  James  P  ®  283-9546 

72  Connors  Austin  W  Jr  281-1552 

73  Brigham  Elliott  W  ®  283-1979 

74  Rodolosi  Nicholas  ®  283-5208 

75  Santana  Manuel  S  ®  283-2703 

76  Vacant 

77  Marks  Ida  L  Mrs  ®  283-5406 


Glover's  Floor  Coverings,  Inc 


LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel-283-3940 


1 8  Whittemore  St. 


Gloucester,  Mass.  01930 


11 


BASS  AV — Contd 

78  Hildonen  Edith  M  Mrs  ® 

283-6041 

Rear  Pyeburn  Danl 
80  Mourey  Wm  J  ®  283-8272 
Powers  James  283-7099 

82  Merchant  Percy  A  ®  283-3530 

83  Lloyd’s  Restaurant  283-9827 
90  Kentucky  Fried  Chicken 

283-3211 

92  Cape  Ann  Bank  &  Trust  Co 
(Br)  281-2222 

79  Bass  Avenue  Service  Station 

281-0888 

96  Norton  Morris  H  ®  283-4594 
98  Mason  Melvin  ®  283-2012 
100  Vinagre  Manuel  P  ® 

283-5834 

Rear  ★  Parisien  Michl  P  283-7972 
102  Tarbox  Melvin  J  ®  283-5263 
ATLANTIC  RD  BEGINS 
104  Beard  Robt  W  ®  283-7985 

107  Wentworth  Eliz  A  Mrs  ® 

283-1183 

108  Beard  Joseph  H  283-5224 
THATCHER  RD  BEGINS 

109  Patrican  Edmond  ®  283-1104 

111  Oliver  Mabel  B  Mrs  ® 

283-3284 

112  Apartments 

1  ★  Hazen  Lebaron  L  Jr 

281-1959 

2  ★  Carrancho  John  283-7063 

3  *  Nielson  Hans  K 

4  ★  Mountain  Mary  Mrs 

113  Vidal  Henry  O  ®  283-4416 

120  ★  Smith  Gary  S  283-0163 
Neipris  Ruth  Mrs  sum  res 

121  Wadden  Walter  281-2857 
132  Bertolino  Anthony  J  ® 

283-9386 

136  Williams  Theo  P  ®  283-4931 


12 


BASS  ROCK  HEIGHTS 
—FROM  44  GRAPEVINE  RD 

ZIP  CODE  01930 


11 


BASS  ROCKS  RD  —FROM 
NAUTILUS  RD  TO 
ATLANTIC  RD 

ZIP  CODE  01930 


4  Thompson  E  P  summer  res  ® 
283-4258 

6  Wonson  Roland  R  ®  283-4453 

7  O’Brien  Joseph  W  ®  283-2560 
3  Fuller  Ernest  M  sum  res  ® 

283-3203 

Chadwick  Clifford  Rev  ® 
283-9035 

38  Mintern  B  Bradshaw  sum  res 
283-2482 

24  ★  Rohrbough  Geo  ©  281-1329 


21 


BAY  STATE  RD  (PIGEON 
COVE)— (ROCKPORT)-FROM 
GRANITE 

ZIP  CODE  01966 


9 


BAYBERRY  LA  (WEST 
GLOUCESTER)— FROM 
BUNGALOW  RD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
Bonnell  Ralph  H  Jr  sum  res 
283-8043 

Caggiano  Teresa  F  summer  res 
283-8421 

3  Clemenzi  Dominick  sum  res 

281-0125 

6  Clemenzi  Dominick  ®  283-5329 
Driscoll  Cornelius  J  summer  res 

283-2760 

7  Donovan  Alf  M  sum  res 

283-8366 

106  Kossowan  John  W  sum  res 
283-6793 

4  Mulry  James  J  summer  res 

283-5536 

Sylvester  Percy  A  sum  res 
283-7707 

Henken  Earl  sum  res 
Whitehouse  David  G  sum  res 
106  Kossowan  John  W  sum  res 
283-6793 


BAYFIELD  RD 

(LANESVILLE)— FROM  53 
LANGSFORD  TO  A  DEAD 
END 

ZIP  CODE  01930 
3  Foster  Peter  ®  283-3812 
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GEORGE  H.  TODD  CORF. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  S46-2009  -  283-3046  -  546-3249 _ 


12  . 


BAYFIELD  RD — Contd 

4  Greet  Donald  F  ®  283-6217 

5  Opie  Harold  E  ®  283-8361 

6  ★  Foster  John  283-3366 

8  Wise  Geo  D  ®  283-5927 


9 

BAYLE  LA  (WEST 
GLOUCESTER)— FROM 
BUNGALOW  RD 

ZIP  CODE  01930 

3  Goldman  Monte  summer  res 

283-7508 

6  Ectman  Wm  sum  res  283-4410 
9  Lipsky  Benj  sum  res  283-9344 
Rear  Schultz  Jacob  summer  res 

283-9003 

UPPER  DISTRICT  BEGINS 

4  Le  Bow  Cele  S  sum  res 

283-4649 

7  Nissenbaum  Max  sum  res 

283-9059 

8  Me  Gahan  Thos  L  sum  res 

283-8715 

9  Roberto  Frank  J  sum  res 

10  Reinherz  Sami  E  sum  res 

283-6966 

Rear  Reinherz  Ellis  sum  res 

11  Talkov  Leo  sum  res 


16 

BEACH  CT  —FROM  23 
COMMERCIAL 

ZIP  CODE  01930 

I  ★  Wilson  Marvin 
Cusumano  Jerome  J  281-0513 

3  Marino  Jennie  Mrs  ®  283-5282 
Aiello  Thos  S  283-6194 
6  ★  Testaverde  Joseph  J  283-2976 
9  Loiacano  Joseph  ®  283-4942 
Rubino  Joseph  283-4177 

II  Puccio  Joseph 

Rear  Tarantino  Batista  283-6164 

12  Ciaramitaro  Domeano  ® 

283-5492 

Vacant 

Danish  Pauline  Mrs  283-5490 

13  San  Fillippo  Simone  281-2684 

14  Aiello  Grace  M  Mrs  283-3206 
Frontiero  Sami  S  ®  283-2672 

15  Levy  Martin  ®  281-1994 


11 

BEACH  RD  —FROM  50 
HASKELL  TO  NAUTILUS  RD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

1  Me  Govern  Alice  Mrs  283-0692 

★  Donahue  Patricia 

2  Cunningham  Frances  sum  res  ® 

283-5851 

★  Brown  Wm 

3  Vacant 

5  Kangisser  Geo  sum  res  ® 

283-7540 

6  Me  Geehan  Wm  ®  281-1657 

7  Jasper  Michael  sum  res  ® 

283-3387 

TRAVERSE  ENDS 
9  Morrin  Ronald  ®  283-7125 
Hi  Carreliro  Nicholas  ® 

12  Pett  Morris  H  ®  283-2612 
ATLANTIC  RD  INTERSECTS 

13  Bass  Rocks  Apartments 

283-3715 

Flanagan  Virginia  C  Mrs 
Mac  Quarrie  Christina 
283-6364 

Churchill  Clarence  G  283-6799 

15  Goldman  Sidney  ©  283-3891 

17  Goodick  Herbert  summer  res 

®  283-0556 

16  Raymond  David  ®  283-1179 
21  Bayard  Leon  sum  res  ® 

18  Van  Auken  Charles  H 

283-4112 

23  Freda  Robt  F  ®  283-5797 
20  Bowling  ES®  283-2482 

25  Mac  Innis  Robt  M  ®  283-0304 

24  Gale  John  S  ®  283-6131 

29  Connors  John  C  283-9268 

26  Curran  Danl  F  ®  281-1917 
31  Brown  Margt  P  Mrs  ® 

283-5447 

35  Mann  Neil  M  283-0909 
BRIGHTSIDE  AV  ENDS 
33  Hallett  Ronald  P  ®  283-2553 

30  Herman  Adolf  summer  res 

27  Bass  Rocks  Golf  Club  283-1866 
Gillis  Robt  J  283-8256  * 

31  Oaks  Howard  J  sum  res  ® 

32  Ekborg  Paul  W  ®  283-4560 

44  Burgarella  Joseph  J  ® 

283-2256 

TRAVERSE  ENDS 

45  Sandler  Leo  ®  283-5503 


I 


3amei  C.  Qreety  funeral  Service,  3nc. 

"Quality  &  Service  Since  1884 " 

Tel.  283-0698 

212  Washington  St. _ Gloucester,  Mass.  01930 


13 


24 

EACH  RD  (ANNISQUAM) 
FROM  ADAMS  HILL  RD  TO 
WATERFRONT 


ZIP  CODE  01930 


11 

BEACH  RD  (BRIER  NECK) 
FROM  WITHAM  TO 
BARBERRY  WAY 

ZIP  CODE  01930 
1  ★  Timiski  Janice  283-9026 


BEACH  RD  (WEST 

GLOUCESTER>— FROM 
WINGAERSHEEK  RD 


9 


ZIP  CODE  01930 
5  Summer  Res 


26 

BEACH  ST  (ROCKPORT) 

FROM  79  MAIN  TO 
GRANITE 

ZIP  CODE  01966 

1  Captain’s  Bounty  hotel  546-9494 

2  Corner  House  The  gifts  546-6084 

4  Spurlen  Eliz  Mrs  ®  546-2341 

5  Vacant 
FRONT  BEACH 

6  Brown  Jacqueline  Mrs  546-6521 
Murch  Lillian  F  Mrs  ® 

546-3387 

7  Rockport  Explorers 

Headquarters  Boy  Scouts  Of 
Amer 

S  E  S  Salvages  Ship  No  53  Boy 
Scouts  Of  America 

8  Murch  Lawson  ©  546-6013 

9  Kelley  Thos  A  phys  546-2311 

10  Peg  Leg  Motel  546-6945 
10%  Old  Parish  Cemetery 

11  Vacant 

12  Summer  Res 
Rear  Summer  Res 

14  Ingerman  Geo  ©  546-6191 
Christmas  Dove  Gift  Shop 

546-6191 

15  if  Erwin  Herman  C  ©  546-7447 

16  Taylor  Helen  S  ® 

16e  Sun  Rise  Stand  Inc 

17  Summer  Res 


18  Peg  Leg  Restaurant  546-3038 
Rotary  Club 

Rear  Vacant 
KING  BEGINS 

19  Smith  Royal  E  sum  res 

20  Ramsdens  The  tourists 

546-3206 

Ramsden  Geo  A  Jr 

21  Atwood  Irene  ®  546-2137 

22  Bedingfield  Thomasina  M 
Back  Beach 

24  Crump  Effie  M  Mrs  ® 

546-2883 

Vacant 

25  Knowlton  Arth  W  ®  546-3355 
Rear  Knowlton  Donald  A 

26  Between  The  Beaches  rooms 

546-2266 

Samuelson  Olga  J  Mrs  ® 
546-2266 

30  Beach-Knoll  Inn  rooms 
546-6939 

Wilkie  Lina  J  Mrs  546-6939 
34  Gray  Carol  S  Mrs  ®  546-2446 
32  American  Legion  Building 
546-9446 

Peterson  Edward  Post  No  98 
(Am  Legion) 

SMITH  ENDS 

40  Arcieri  John  O  ®  546-3014 
50  Gerbino  Vincent  summer  res 
546-6504 

46  Carter  Wm  J  546-6614 
48a  Hobbs  Lester  E  ®  546-6130 
54  Summer  Res 
56  Summer  Res 

GRANITE  INTERSECTS 


23 

BEACHCROFT  RD  —FROM  41 
WITHAM 

ZIP  CODE  01930 
Sum  Res 
Sum  Res 

De  Leo  John  S  sum  res 
Greenspan  Morris  sum  res  ® 
283-6054 

28  Cefalo  Joseph  T  sum  res  ® 
Henry  Bert  sum  res  ® 

Sum  Res 

40  O’Hare  Francis  C  Rev  sum  res 
283-7533 
Summer  Res 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM-  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware? 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GIOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 


14 


BEACHMONT  AV  —FROM  122 
WESTERN  AV 

ZIP  CODE  01930 
1  Thomas  Steph  A  ®  281-0385 

4  Judd  Wallace  M  ®  281-1209 

5  Blodgett  Wm  A  carp  ® 

283-6983 

6  Cohen  David  J  ®  283-2611 


BEACON  ST  —FROM  94 
WASHINGTON  TO 
CENTENNIAL  AV 

ZIP  CODE  01930 

5  Honnors  Edith  M  ®  283-8146 
Goerling  Alice  283-7227 

6  Catania  Michl  ®  283-4167 

7  Calvary  Chapel  Baptist  Church 

8  Gee  Charles  W  ® 

9  Clayton  John  W  ®  283-5453 
WELLS  BEGINS 

10  ★  Grady  Roberta  D  ®  281-1887 

11  Favazza  Michl  A  ®  283-2979 

12  Winchester  Patricia  Mrs 

283-0875 

13  ★  Le  Blanc  Steven  G  281-2199 

14  Favazza  John  M  281-2545 
SUMMER  BEGINS 

15  Brancaleone  Frank  ®  283-3193 

16  Stanton  Ralph  V  ®  283-7984 

17  Scola  Joseph  ®  283-8121 

18  Montagnino  Dominic  ® 

283-8224 

19  Bragg  Edw  D  ®  283-1317 

20  ★  Johnson  Benj  T  Jr  281-1206 

21  ★  Palmer  Allison 

22  Russo  Paul  ®  283-1443 

23  ★  Curcurer  Philip  P  ®  283-3718 

24  Ciulla  Leonard  A  ®  283-6512 
★  Munize  John 

25  Delaney  Priscilla  Mrs  281-2064 

26  Interrante  James  J  ®  283-6758 

27  Finn  Geo  T  ® 

29  Favazza  Peter  ®  283-2164 

30  Peterson  Lawrence  N  ® 

283-4420 
Bradley  Lloyd  C 

31  O’Connell  John  B  ®  283-2618 
LOOKOUT  BEGINS 

32  Cole  Dorothy  E  Mrs  ® 

283-4504 

34  Ciolino  Peter  ®  283-5112 
Scola  Salvatore  281-0889 


CONANT  AV  INTERSECTS 

35  Dicknick  Helen  L  Mrs  ® 

283-0983 

36  Foley  Robt  W  283-6397 
Biondo  Steph  J  ®  283-6566 

37  Foley  Clifford  F  real  est  ® 

283-0621 

38  De  Marco  Henry  D  Jr  ® 

283-4674 

Barnard  Geo  K  281-0690 

39  Anderson  Helen  M  ®  283-0422 

40  Palazola  Joseph  J  ®  283-4150 

41  Ingersoll  Mary  Mrs  ®  283-1928 

42  Paul  E  Arth  ®  283-1039 
Jordan  John  E  281-2156 

43  Karvelas  Julia  Mrs 

★  Karvelas  Geo  283-0075 

44  Curley  John  J  283-2144 
Parco  Joseph  P  ®  281-1203 

45  Hersey  Eliza  S  Mrs  ® 

283-3210 

Hersey  Lawrence  C  ® 

283-2234 

46  Iacono  Frank 

Luoni  Evangeline  Mrs 

47  Pratt  Charles  R  mason  contr 

®  283-1487 
O’Sullivan  Donna  Mrs 
51  Doyle  John  A  ®  283-0835 
51a  Peters  Joseph  A  Jr  283-1412 
53  Hamilton  Clarence  R  283-4053 


1 

BEACON  HILL  ST  —FROM 
MARBLE  RD 

ZIP  CODE  01930 
Burns  Robt  S  ®  283-0062 


22 

BEAR  SKIN  NECK 
(ROCKPORT)— (SEE  SOUTH 
RD  BEAR  SKIN  NECK) 

ZIP  CODE  01966 


25 

BEAUPORT  AV  —FROM  4 
MADISON  AV  TO  35 
GLOUCESTER  AV 

ZIP  CODE  01930 

1  Dexter  Harold  C  Jr  ®  283-7790 

3  Fong  Chin  ® 

4  Ciolino  Salvatore  ®  283-4718 
6  Ferrante  Peter  N  ®  283-2403 


GLOUCESTER  SUPPLY  COMPANY 

T«ls.  283-7800  —  283-7801 

4  Parker  Street  _ Gloucester,  Mass.  0t930 

15 


BEAUPORT  AV — Contd 

7  Conley  N  Mildred  ®  283-1919 
9  Andrews  Dana  P  283-3174 
11  Lowe  J  Pauline  ®  283-2446 
13  Mac  Kay  Harriet  E  Mrs 
283-5912 

Hurst  John  C  ®  283-6441 
Roark  Geo  H  ®  283-7887 
15  Bohan  Cath  C  283-7789 
17  Hoyt  Mildred  E  Mrs  ® 
283-7645 


9 

BECKER  LA  (WEST 
GLOUCESTER)— FROM  78 
CONCORD  TO  DEAD  END 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

6  Becker  Frances  L  Mrs  ® 

283-4568 

11  Becker  Ernest  R  Jr  ® 

281-0145 

5  Sanderson  Thos  G  ©  283-7194 

12  Strong  Nancy  L  Mrs  283-2578 

7  Bradley  Theo  ® 

8  ★  Brown  Sheila 

★  Stacey  Mildred  L 

9  ★  Legendre  James  L  ®  281-1516 

10  Bliss  Ruth  Mrs  283-4207 

3  Doucette  Thos  C  ®  283-8784 
17  ★  Polinsky  Richd  M 
WHITE  MOUNTAIN  RD 
BEGINS 


13 

BECKFORD  ST  —FROM  5 
TRASK  TO  DODGE 

ZIP  CODE  01930 

3  Silveira  Albert 
3a ★Mitchell  Sonya 

3-b  ★  Stan  wood  Lawrence 
3Vfe  Sholds  May  G 

4  Nelson  John  283-8586 

7  Davis  Alan  C  281-0835 

8  Parsons  Harold  B  ®  283-7888 
DODGE  BEGINS 

9  Seigas  Manuel  J  © 

5 

BELLEVUE  AV  —FROM  END 
OF  CONANT  AV 

ZIP  CODE  01930 
3  Merchant  Robt  A  ®  283-0189 


5  ★  Gabielle  Natale  283-6463 
7  Carbonaro  Alf  ®  283-4949 

9  Chianicola  Maria  Mrs  281-1361 
Chianciola  Benj  A  283-0784 

10  Anderson  Ivar  M  ®  283-9192 
12  No  Return 

O’Dea  Fred  A  283-2694 
14  ★  Randazza  Benedetto  283-2694 
Brancaleone  Joseph  P  ® 
283-8133 

★  Comeau  Douglas  P  283-7513 
16  Thanos  Athena  Mrs  ® 
283-5552 


12 

BEMO  AV  —FROM  EASTERN 
POINT  BLVD  WEST  TO 
EASTERN  POINT  BLVD 
EAST  AT  BRACE’S  COVE 

ZIP  CODE  01930 
Baxter  Viola  B  Mrs  ®  283-1162 
Williams  Edw  P  Mrs  sum  res  ® 
283-4983 

Lynch  Thos  K  Jr  sum  res 
Koslowski  Robt  ®  281-2424 
Vacant 


24 

BENNETT  ST  —FROM  827 
WASHINGTON  TO  60 
DENNISON 

ZIP  CODE  01930 
5  Young  Allen  G  ®  283-3881 
13  Barrett  Lavern  H  ®  283-1093 
Kenyon  Paul  B  Jr  ®  281-1337 


23 

BENT  ST  —FROM  24  FRIEND 
TO  21  TAYLOR 

ZIP  CODE  01930 


19 

BERTONI  RD  —FROM  23 
POPLAR  TO  A  DEAD  END 

ZIP  CODE  01930 
5  Williams  Albert  V  283-4474 
YORK  RD  BEGINS 
7  Silveira  Russell  ®  283-9519 

9  Marr  Charles  F  Jr  ®  283-6857 

10  Blackburn  Harrison  A  ® 

283-3613 

KINGS  RD  BEGINS 


cn 

to 


16 


BERTON1  RD — Contd 

11  Marnoy  Barnett  ®  283-1698 
13  Frontiero  Paul  F  ®  283-3196 


12 

BICKFORD  WY  —FROM  20 
ROCKY  NECK  AV 

ZIP  CODE  01930 
1  Lowe  Eva  283-3057 

4  Primm  Geo  M  Jr  ®  283-4496 

5  ★  Flint  Rebbeca  C  281-2748 

6  Sanderson  Annie  T  Mrs  ® 

283-3481 

8  Horne  Florence  M  Mrs  283-4076 
10  Bayliss  Jonathan  283-2674 
14  Sum  Res 


BIRCH  GROVE  HTS  —FROM 
49  BOND  TO  A  DEAD  END 

ZIP  CODE  01930 
6  La  fat  a  Gaspar  J  ®  283-5250 

3  Clooney  Francis  J  ®  283-1140 

4  Melanson  James  A  ®  283-6435 

5  ★  Gray  Francis  D  ®  283-8001 


13 

BLACKBURN  CIR  —FROM 
GLOUCESTER  AV  AT  RTE 
128  TO  DEAD  END 

City  Sch  Department  283-0606 

City  Sch  Committe 

Milton  L  Fuller  Sch  281-0800 


13 

BLACKBURN  DR  —FROM  RT 
128  AT  TRAFFIC  CIR 

ZIP  CODE  01930 
Blackburn  Industrial  Park 
Cape  Ann  Medical  Center  Inc 
281-1500 

Cape  Ann  Medical  Services 
(Bioran  Labs) 

Wolfe  John  phys 
Cohen  Geo  M  optom  281-1500 
Dorrie  Reza  M  phys  281-1500 
Jedrey  Robt  L  phys  281-1500 
Mann  Neil  M  phys  281-1500 
New  Peter  S  phys  281-1500 
O’Donnell  Walter  E  phys 
281-1500 

Gloucester  Engineering  Co  Inc 
281-1800 

Sinterbond  Corp  281-1406 
Omni-Wave  Electronics  Corp 
281-2800 

DORY  RD  BEGINS 


4 

BLACKBURN  PL  —FROM  291 
MAIN 

ZIP  CODE  01930 


11 

BLAKE  CT  —FROM  16 
HASKELL 

ZIP  CODE  01930 

I  Zellenka  Ludwig  ®  283-1633 
Zellenka  John  W  283-4877 

3  Frost  Frederic  W  ®  283-2253 

4  Laurie  Dana  M  ®  283-3773 

5  Kyrouz  Wm  J  ®  283-3526 

6  Clark  Benj  C  ®  283-4030 

7  Sulton  John  S  Jr  ®  283-0356 

8  Gerring  Ronald  J  ®  283-0638 
8V2  Joyce  Kenneth  S  ®  283-3155 

Swinson  Mary  281-0032 
Rear*  Kennedy  Wm  R  ®  283-0673 
10  Burke  Ray  E  ®  283-7796 

II  Libro  Vincent  R  ®  283-7395 
12  Meuse  Stanley  T  283-0274 
15  Leveille  Esther  Mrs  ® 

283-7171 

Leveille  Clarence  W  Jr 
281-1071 


20 

BLOSSOM  LA  (MAGNOLIA) 
FROM  650  WESTERN  AV  TO 
A  DEAD  END 

ZIP  CODE  01930 

1  *  Campbell  John 

★  Betts  David 

2  Hilshey  Robt  M  ®  525-3522 

3  Hoffecker  David  ®  525-3353 

4  Bouchie  Albert  P  ® 

5  No  Return 

7  Tompkins  Florence  H  Mrs  ® 

525-3768 

9  Porter  Robt  ®  525-3040 

8  Charte  Maude  Mrs  ®  525-3276 


8 

BLOSSOM  ST  —FROM  141 
ESSEX  AV  TO  DEAD  END 

ZIP  CODE  01930 


6 

BLUEBERRY  LA  — FROM  END 
JUNIPER  RD 

ZIP  CODE  01930 
1  Stephens  Franklin  D  ® 

283-0726 

4  Raymond  Edw  J  ®  283-9057 
6  Padre  Donald  J 
8  Williams  Harold  E  ® 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  loop,  Gloucester,  Moss.  01930 _ Tel.  283-1416 

17 


BLUEBERRY  LA— Contd 

10  Lewis  Veda  M  ®  283-3921 
12  Vacant 


5 

BLYNMAN  AV  — FROM  37 
GRANITE  TO  THE  RIVER 

ZIP  CODE  01930 
GRANITE  CT  BEGINS 
1  Butman  Audrey  Mrs 
Lane  Chester  A  283-4625 

3  Brazier  Robt  E  ©  283-1392 

4  Phinney  Walter  W  ®  283-2705 
6  Cooper  Ernest  W  ®  283-4786 

8  Pallazola  Carl  J  ®  283-6640 
10  Brown  Ruth  E  Mrs  ®  283-0130 
12  Lumia  Joseph  ®  283-5225 
14  Aikens  J  Howard  ®  283-5540 
GRANITE  AV  ENDS 
18  Lim  Kim  Kuei  ®  281-1564 
20  Apartments 

1  ★  Colson  A  Percival  281-1325 

2  Bernstein  Julius  B  281-0313 

3  Wormstead  Linda  A 

4  ★  Curley  Timothy 

5  Reavley  Virginia  G 
STREET  CONTINUED 

CENTENNIAL  AV 
INTERSECTS 

22  Pereen  John  E  283-1362 
Marques  Grace  M  Mrs  ® 
283-4012 

Cuomo  Salvatore  281-2713 

28  Iwanicki  Richd  F  ®  283-3987 

29  Barnard  Marion  H  Mrs  ® 

283-0263 

★  Michael  Frances  Mrs 

32  Rose  Joseph  F  ®  283-6961 
Ciulla  Mary  A  283-0703 

33  Salafia  Pearl  Mrs  ©  283-7216 
LINCOLN  AV  BEGINS 

34  Lograsso  Vito  ®  283-1672 

★  Nicastro  Charles  G  283-7930 
Vocation  School 
Gloucester  High  School 


8 

BOND  ST  —FROM  161 
WESTERN  AV  TO  108  ESSEX 
AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
5  Croft  Wm 


6  Flannagan  Flora  B  Mrs 

283-0333 

Genest  Robert  J  283-4756 

7  Low  Milton  E  ®  283-0526 

11  Tarr  Leroy  C  ®  283-6931 
MARSHFIELD  BEGINS 

10  Condon  Constance  M  Mrs  ® 
283-4098 

12  Roper  Sumner  G  Jr  ® 

283-7413 

14  Head  Lester  D  ®  283-3327 

13  Tarr  Arth  M  ®  283-1037 
17  Pallazola  Julia  A  Mrs  ® 

283-8993 

20  D’Hooge  Paul  E  ®  283-2387 
MARSHFIELD  ENDS 

22  Broer  Fredk  ®  283-9021 

23  Tarbox  Fred  S  Jr  ®  283-7664 
29  Rust  Wm  sum  res  ® 

19  Wardrup  Dial  A  ®  283-5779 
33  Connelly  Wm  C  ®  281-0183 
55  Atkins  Milton  W  ®  283-7407 
64  Me  Cormack  James  E  ® 
283-1991 

61  De  Coste  Charles  L  ® 

283-1418 

63  Blair  Walter  L  ®  283-1766 
49  Eastman  Ruby  E  ®  283-3173 
BIRCH  GROVE  HEIGHTS 
BEGINS 

69  Sadler  Ernest  L  Jr  ®  283-6484 

70  Ireland  Orville  F  Jr  ® 

283-9011 

86  Lindstrom  Robt  W  ®  283-3756 
81  Sawyer  John  W  ®  283-6538 
83  Morse  Lewis  C  ®  283-2311 

87  Curll  Mabel  J  Mrs  ®  281-0616 

88  Sullivan  Thos  H  ©  283-5620 
90  Dunn  James  T  281-0186 

92  Fuller  Milton  L  ©  283-4152 


20 

BOULDER  AV  (MAGNOLIA) 
FROM  LEXINGTON  AV 

ZIP  CODE  01930 
2  Haluska  Geo  525-3  <£? 

Vacant 


25 

BRADFORD  RD  —FROM  28 
HAWTHORNE  RD  TO  111 
GLOUCESTER  AV 

ZIP  CODE  01930 
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9 

BRAY  ST  (WEST 
GLOUCESTER)— FROM 
SUMNER  NORTHEASTERLY 
TO  CONCORD 

ZIP  CODE  01930 

2  Morton  Marion  Mrs  281-0808 

3  Anderson  Carroll  A  ®  283-8330 

4  ★  Johnson  Geo  S  283-2699 

5  Edmands  Nathl  M  ®  281-2077 

6  Sum  Res 

6  Vz  Mountain  David  283-0429 

7  Hildebrand  Charles  W  ® 

283-8542 

8  Peckham  Uldene  Mrs  ® 

281-0556 

8a  Bodden  Patricia  Mrs 
8b  Grassett  John  H  281-0587 
18  Lickdyke  Jay  C  ®  283-7460 
21  Gagnon  Russell  T  ®  283-0782 
26  Greenbaum  Wm  ®  283-7331 
ROBERTS  CT  BEGINS 
30  Greer  Donald  M  ®  283-1992 
45  Murdock  Donald  M  ®  283-3639 
39  Mooney  Margt  Mrs  ®  283-2655 
56  Vogel  Gerard  F  ®  283-6777 
88  Strangman  Geo  H  ®  283-2389 
Rear  Rogers  John  E  ®  283-5892 


12 

BRAZIER  CT  —FROM  23 
EASTERN  POINT  RD 

ZIP  CODE  01930 


21 

BREAKWATER  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
187  GRANITE 

ZIP  CODE  01966 
GREEN  BEGINS 
10  Ferazzi  Aldo  J  546-3510 
Ferazzi  Pauline  Mrs  ® 

546-2759 

12  Peterson  Wm  I  ®  546-7229 
14  Olson  Arth  L  ®  546-2563 


22 

BREAKWATER  (ROCKPORT) 
FROM  SOUTH  RD  (BEAR 
SKIN  NECK) 

ZIP  CODE  01966 


10 

BRLARSTONE  RD  (LANDS 
END)— <ROCKPORT)-FROM 
SOUTH  TO  DEAD  END 

ZIP  CODE  01966 
1  Parrott  Charles  R  546-3872 


2  Art  Gallery 

Van  Wyk  Helen  ®  546-6114 

3  Guarnera  Anthony  M  ® 

546-2173 

4  Allen  Barbara  L  Mrs  ® 

546-3589 

6  Coulter  Fred  ®  546-2733 

7  Howard  Roger  W  ®  546-6610 

9  ★  Serwin  Chester  S  ® 

10  Potter  Pauline  Mrs  sum  res  ® 

11  Bell  W  Ray  546-2346 

12  Amirault  Cath  summer  res  ® 

546-6659 

15  Anderson  Mirian  L  Mrs 
546-3469 

17  Brown  George  P  ®  546-6730 


24 

BRIDGEWATER  ST 
(ANNISQUAM)— FROM  742 
WASHINGTON  TO  35 
LEONARD 

ZIP  CODE  01930 

1  Floyd  Peter  L  sum  res 

2  Sum  Res 

4  Pike  Marguerite  E  Mrs  ® 
RIVER  RD  ENDS  (A) 

5  Lundberg  Robt  N  ®  283-1630 


11 

BRIER  RD  —FROM  SOUTHER 
RD  TO  WINDERMERE  RD 

ZIP  CODE  01930 
Bell  Harold  ®  283-3209 
6  Estey  Frank  C  ®  283-0514 
Sabo  Joseph  D  ®  281-1908 
Hunt  Richd  V  283-2094 
5  Works  Charles  E  ®  281-1777 
9  Stelluto  Michl  R  283-2359 


11 

BRIER  NECK  (BRIER  NECK) 
OFF  WITHAM  TO  BASS 
ROCKS 

ZIP  CODE  01930 


11 

BRIER  NECK  AV  —FROM 
ROCKPORT  RD  CIRCLES 
BACK  TO  LONG  BEACH  RD 

ZIP  CODE  01930 
Favaloro  Seraflno  J  Jr  ® 

283-7548 

1  Churchill  Ernest  G  ®  283-3802 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

3S  Whittemore  St.  Gloucester,  Mas* *.  01930 

TEL.  283-1771 

19 


11 

BRIER  NECK  RD  (BRIER 
NECK)— OFF  SALT  ISLAND 
RD 

ZIP  CODE  01930 
Oliver  Martha  S  Mrs  sum  res 
8  Stavros  James  N  ®  283-2534 
Me  Cook  B  J  sum  res 


24 

BRIERWOOD  ST  —FROM  895 
WASHINGTON  AT  BAY 
VIEW 

ZIP  CODE  01930 
2  Nichols  Harriet  A  ®  283-3766 
4  Low  Richd  J  283-1908 
6  Weldon  Lillian  A  sum  res 
283-1200 

Weldon  Helen  summer  res 
8  Michon  Wilbur  F  ®  283-6667 
Rear  O’Hanley  Arth  J  Jr  281-0610 
Rear  Schubeck  Kathryn  Mrs 

10  Anderson  John  A  ®  281-0684 

11  Vincent  Robt  283-8448 

12  Paschal  Stella  ®  283-7599 
★  Barner  James  R  281-0772 

Rear  Nerden  Joseph  sum  res 

13  Bedard  Laurence  F  ®  283-6678 
16  Harris  Uno  ®  283-2378 

15  Talvitie  John  A  ®  283-5045 

19  ★  Rihne  Sylvia  K  Mrs  ® 

283-7079 

20  Gosson  Constance  Mrs  ® 

283-1623 

21  Iacoboni  Joseph  G  283-6775 
Rear  Vacant 

24  Jacobson  Edw  A  283-6218 
27  Wahlman  Armas  F  ®  283-7349 
30  Martin  Richd  L  ®  283-8323 


BRIGHTSIDE  AV  —FROM  41 
BASS  AV  TO  25  BEACH  RD 

ZIP  CODE  01930 

1  Saint  Peter’s  Rectory  283-0874 

2  Carr  Russell  G  ®  283-4809 
4  Corbett  Steph  283-4225 

8  Russo  Ann  J  Mrs  ®  283-4375 
10  Hayes  Donald  O  ®  283-0453 
12  Mellow  James  R  ®  283-1310 
14  Orlando  James  J  ®  281-1044 
18  Tebo  Wilbur  J  ®  283-7536 
DECATUR  INTERSECTS 


HIGHLAND  RD  ENDS 
75  Cohen  Bernard  S  ®  283-6787 


27 

BROADWAY  (ROCKPORT) 
FROM  MT  PLEASANT 
JUNCTION  DOCK  SQ  TO 
JUNCTION  MAIN  PARK 
AND  RAILROAD  AV 

ZIP  CODE  01966 

1  Knuttunen  Isaac  ®  546-3065 

2  Cape  Ann  Project  For  Elders  & 

Handicapped  Inc  546-7061 

3  Urbanski  Donna  Mrs  546-7445 

4  Town  School  Committee 
Rockport  School  Dept  546-3304 

5  Gould  Donald  J  summer  res  ® 

7  Burnham  Signi  Mrs  ®  546-3043 

Poirier  Annie  E  Mrs  546-2579 
9  ★  Hale  Wayne 
9a  Vacant 

11a  Altree  Winifred  M  546-3144 
11  ★Hammond  Grace  P  Mrs 
546-6486 

Rear  Robinson  Myron  A 
13  Florentine  Gem  Shop  546-7010 

★  Carmonsino  Vincent 
15  Seacoast  Petroleum  Inc 

antiques  283-0210 

17  Quimby  Charles  M  546-6166 
Harris  Geo  S  Jr  546-3591 

SCHOOL  INTERSECTS 

18  Masonic  Hall 

Asher  Lodge  Masonic  Societies 
(AF&M) 

Sandy  Bay  Chapter  (O  E  S) 

19  Vacant 

21  Broadway  Garage  546-3113 

22  Lantana  House  The  hotel 

546-3535 
Reed  John  W 
Lantana  Gift  Shop 
Reed  Edward  K 

24  Saint  Mary’s  Episcopal  Church 
546-3421 

26  Community  Parking  Area 
Granite  Savings  Bank  546-6813 

27  ★  Goldberg  Richd  H  sum  res 

546-6189 

29  Smith  James  T  ®  546-3727 
31  Vermont  Tweed  Shop  546-7092 

★  Biggs  Helyse 

33  ★  Hutchinson  Martha  ® 

546-7105 

34  Town  Office  Bldg 
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BROADWAY  (R) — Contd 

Town  Accountant  546-3691 
Town  Animal  Inspector 
Town  Attorney 
Town  Board  Of  Assessors 
546-2011 

Town  Board  Of  Health 
546-3701 

Town  Building  Inspector 
Town-Civil  Defense 
Town  Clerk  546-6894 
Town  Collector  &  Treasurer 
546-6648 

Town  Dept  Of  Public  Works 
546-3525 

Town  Dept  Of  Veterans 
Services 

Town  Fence  Viewer 
Town  Finance  Committee 
Town  Forest  Warden  546-2842 
Town  Harbor  Master 
Town  Housing  Authority 
Town  Moderator 
Town  Personnel  Board 
Town  Planning  Board 
Town  Public  Health  Nursing 
Committee  546-2442 
Town  Public  Health  Nursing 
Service  546-2442 
Town  Registrars  Of  Voters 
Town  Sealer  Of  Weights  & 
Measures 

Town  Selectmen  546-6786 
Town  Tree  Warden  &  Moth 
Supt 

Town  Trustees  Of  Public 
Library 

35  Sheinwald  Ann  Fashion 

Boutique  546-7181 
Sheinwald  Benj  S  ®  546-3708 
Norman  Merle  Cosmetics 
cosmetics  546-7181 

36  First  Methodist  Church 

546-2224 

JEWETT  INTERSECTS 

37  Rockport  Fire  Station  546-6555 
Town  Board  Of  Engineers 

546-6750 

Town  Fire  Dept  546-6555 

Combination  A 

Eng  Co  No  1 

Eng  Co  No  2 

Eng  Co  No  3 

Hook  &  Ladder  Co 

Squad  No  1 

Rear  Rockport  Police  Station 
Rear  Town  Police  Dept  546-3444 
Rear  Town  Constables 
39  US  Post  Office  (Rockport) 
546-2304 

National  Assn  Of  Letter 
Carriers  Branch  No  1415 


National  Federation  Of  Postal 
Clerks  Br 

40  O  Connor  Gerald  B  ® 
546-6864 

42  Ellenberger  Katheryn  R 

546-3892 
42a  Vacant 

43  Carlson  Art  Gallery  546-2770 
Carlson  S  Ohrvel  546-2770 

45  Yggdrasil  Gifts  &  Imports 
BROADWAY  AV  ENDS 

46  Cooney  Matthew  W  © 

546-2769 

CLEAVES  ENDS 

47  Wires  Dorothy  H  ®  546-6755 

48  Wilson  Ralph  R  ®  546-2082 

49  Choate  Addison  House  The 

lodging 
Choate  Studio 

50  Jolikko  Ruth  B  Mrs  ® 

546-2120 

51  Pool  Dorothy  ®  546-6778 

52  Powers  Thos  H  ®  546-2888 

54  Wood  Selma  C  Mrs  ® 

546-6851 

Lawson  Frank  ®  546-2454 
Rear  ★  Green  Alberta  Mrs 

55  Pendleton  House  guests 

546-3935 

Benoit  Robt  N  ® 

BROADWAY  TER  BEGINS 

56  Vacant 

57  ★  Sylva  Paul  D  ®  546-7237 

58  Community  House 
Rockport  Garden  Club 
Rockport  Women’s  Club 
Sisters  Svea  Cir  No  864 

Companions  The  Forest  Am 

61  Jacobson  Julius  ®  546-2020 

62  Saint  Joachin’s  Roman  Cath 

Church 

CHARTE  CT  BEGINS 

63  Condon  Abbie  L  ®  546-6547 
67  Ernie’s  Market  546-2822 
67a  Vacant 

69  Wilson  Thos  &  Co  bottlers 
546-3100 
71  No  Return 


BROADWAY  AV 
(ROCKPORT) — FROM  28 
HIGH  TO  45  BROADWAY 

ZIP  CODE  01966 
1  Grover  Hannah  R  Mrs  piano 
tuner  ®  546-6681 

1  a  ★  Cooper  Richd  K  546-2469 

2  Herlihy  Ella  A 

3  Brown  Carlton  K  ®  546-2192 

4  Anderson  Robt  G  ®  546-6168 

5  Summer  Res 


Seacoast 


/ . 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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BROADWAY  AV  (R) — Contd 

6  Jodrey  H  Lawrence  Hon  ® 

546-2151 

7  Hatch  Dana  summer  res 

546-6232 

8  Woodbury  Geo  G  ®  546-3054 
8Vfe  Sum  Res 

9  Saint  Joachim’s  Rectory 

546-6756 

Cedrone  Laurence  C  Rev 
546-6756 

10  Arey  Charles  F  ®  546-2064 

11  Johnson  T  V  Sales  &  Service 

546-3617 

★  Loomis  Fredk  546-7162 
Rear  *  Johnson  Frank  D  ® 
Rear  ★  Wood  Franklin 
13  Sheahan  Robt  E  ®  546-3330 
Rear  ★  Utterberg  E  Nestor 


27 

BROADWAY  TER 
(ROCKPORT)— FROM  55 
BROADWAY 

ZIP  CODE  01966 
2  Dawson  Robt  E  ®  546-6948 
Rear  Dawson  Mae  E  546-3641 
9  Jeppson  John  A  ®  546-6942 


27 

BROOKS  RD  (ROCKPORT) 
FROM  SOUTH  WEST  TO  A 
DEAD  END 

ZIP  CODE  09166 
2  Grier  John  H  ®  546-2576 
4  Smith  Cephas  A  ®  546-2811 
6  Melanson  Theo  Jr 
Rear  Day  Marjorie  sum  res 
8  Wise  David  S  ®  546-7037 


9 

BROOKS  RD  (WEST 
GLOUCESTER)— FROM 
ATLANTIC  TO  A  DEAD  END 

ZIP  CODE  01930 
Brooks  Mary  A  sum  res  283-5737 
Connolly  Michl  sum  res 
Courtenay  Ralph  L  sum  res  © 
283-6936 

Pirroni  Joseph  sum  res 
Dargie  Theresa  sum  res 
De  Luca  Vincent  A  sum  res 
Hamburg  Carl  sum  res 


English  Wm  sum  res 
Erickson  Herbert  sum  res 
283-2083 

Fucci  Dominic  sum  res 
Fucci  John  sum  res 
Galvin  Wm  sum  res  ®  283-9153 
34  Hobin  Mary  F  sum  res 
Johnson  Ernest  sum  res 
Sum  Res 

41  Morgan  Helen  Mrs  sum  res  ® 
Marglitta  Fredk  sum  res  ® 
283-0996 

Price  Roy  sum  res  ® 

Sum  Res 

Me  Namara  Leo  E  sum  res  ® 
283-2652 

Stone  J  L  sum  res  283-7088 
Stone  Michael  sum  res  ® 
Tuzzolo  Michael  J  sum  res 
Viscorelli  Ernest  sum  res 

22  Sum  Res 

23  Weir  Leonard  sum  res 


4 

BRUCE  PL  —END  OF  WHARF 

ZIP  CODE  01930 


7 

BULFINCH  ST  —FROM  1161 
WASHINGTON 

ZIP  CODE  01930 


9 

BUNGALOW  RD  (WEST 
GLOUCESTER)— FROM 
ATLANTIC 

ZIP  CODE  01930 
SKIPPER  WAY  BEGINS 
BAYBERRY  LA  BEGINS 
LONGVIEW  RD  BEGINS 
ELMO  LA  BEGINS 
WATERMAN  RD  BEGINS 
SLEEPY  HOLLOW  RD  BEGINS 
Caggiano  Teresa  F  sum  res 
283-8421 

Abrams  Julius  sum  res  283-9500 
Facchetti  Francis  A  sum  res 
283-9561 

Letty  Donald  J  sum  res  283-8707 
Adams  Wm  A  sum  res 
Curran  Kenneth  J  sum  res 
283-9040 
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BUNGALOW  RD — Contd 

6  Flashman  Esther  N  Mrs  sum 
res  283-3949 

27  Raffenello  Patk  sum  res 

108  Nixon  Joseph  F  sum  res 

281-0291 

109  Kline  Fredk  E  summer  res 

283-4229 


13 

BURNHAM  ST  —FROM  1 
SARGENT  TO  14%  WARNER 

ZIP  CODE  01930 

I  Burnham  Playground 

5  Olson  Alf  J  ®  283-0443 

6  Curcuru  Joseph  A  ®  283-7927 

7  Vacant 

Hunter  Donald  F  Jr  281-1046 

8  Ventimiglia  Sam  ®  283-6407 
8%  Amero  Wilfred  J  Jr  ® 

9  Vacant 

Smith  Barbara  A  Mrs  283-1419 

10  Dench  Philip  S  ®  281-1627 

II  Sarofeen  Joseph  J  ®  283-4752 
Gibran  Horace  J  283-5798 

12  'Modern  Heat  Inc  sheet  metal 
work  283-5454 
ALLEN  INTERSECTS 
18  Julian  Michl  A  ®  283-8412 
20  Sinagra  Margherita  C  ® 
283-2152 

22  Novello  John  B  ®  283-1505 
24  Novello  Bona  venture  ® 

283-4367 

34  Mahoney  John  J  ®  283-9069 

35  Creightney  Albert  A  ® 

283-4110 


22 

BURT  AV  (ROCKPORT) 

FROM  COVE  HILL  LA  TO 
101  HIGHLAND  AV 

ZIP  CODE  01966 
CLARK  AV  ENDS 


20 

BUTLER  AV  —FROM  34 
MAGNOLIA  AV  TO 
MANCHESTER  LINE 

ZIP  CODE  01930 
5  Shields  Wm  H  ®  525-3218 
7  O’Brien  Philip  J  ®  525-3215 


7 

BUTMAN  AV  —FROM  1152 
WASHINGTON  TO  57 
LANSFORD 

ZIP  CODE  01930 
4  French  Mark  W  283-8383 


5  Martin  John  E  ®  283-8475 

8  Niemi  Donald  N  ®  283-8486 

9  Parnell  Ronald  L  ®  283-4384 
12  Kokkonen  Johanna  Mrs  ® 

283-3360 
Rear  Sum  Res 

15  Niemi  Arnold  B  ®  283-4132 

16  Gorman  James  D  refrigeration 

repr  ®  283-0033 
Ramos  Richd  W  283-0033 
19  Kearney  Thos  F  ®  283-7955 
22  Lycett  Robt  B  ®  283-0677 
Vacant 


CABO  DR  —FROM  8  MARINA 
DR  TO  11  RIO  DR 

ZIP  CODE  01930 

3  ★  Leavitt  Kenneth  W  283-8128 

4  Gray  Thelma  F  Mrs  ®  283-6419 

5  ★  Guest  Robt  283-6868 

6  ★  Van  Nostrand  Larry  W  ® 

283-4222 

7  Moore  Norman  A  283-6798 

8  Steele  Claude  ® 


CALDER  ST  —FROM  38  MT 
PLEASANT  AV 

ZIP  CODE  01930 
3  ★  Viator  Albert  ®  283-6031 
5  Vacant 

8  ★  Martin  Paul  281-0845 
Bradford  Raymond  283-4196 

9  Paynotta  Mayme  Mrs  ® 

283-4593 

SUNSET  RD  BEGINS 

10  Fulford  Robt  C  ®  283-3012 
13  Stanton  Richd  P  ®  283-5178 

15  Thibodeau  Thos  A  Jr 

16  Lawson  Edw  V  ®  283-0344 
21  Ala  Allan  J  283-1575 
Rear  ★  Lumbruno  Wm  281-1274 

Arnold  Robt  E  ®  281-0940 


CALEB’S  LA  (ROCKPORT) 
FROM  SOUTH  TO  OLD 
GARDEN  RD 

ZIP  CODE  01966 

1  ★  Banay  Isabel  Mrs  546-6341 

2  Curley  Matthew  sum  res 

3  Pearce  Virginia  L  ®  546-6124 

4  Hoover  Cath  S 

★  Dann  Preston  ®  546-7107 
Schlemm  Betty  Lou  artist  ® 

546-2361 

Peters  Louis  M  ®  546-3001 
Steer  Ruth  E  ®  546-3717 

★  Bosley  Edw  S  ®  546-2062 


23 


CALEB’S  LA  (R) — Contd 
Noble  Philip  R  ®  546-2048 
Polack  Louis  ®  546-2745 
Hasersdt  Ethel  O  Mrs  sum  res 
®  546-3194 

Stephenson  Olive  G  Mrs  ® 
546-6085 

Young  Eileen  M  ®  546-2875 
14  Kennedy  Thorburn  ®  546-7250 


1 

CALEDONIA  PL  —FROM  124  E 
MAIN 

ZIP  CODE  01930 

5  Vacant 

6  Vacant 

7  Place  Marlene 

8  Vacant 

10  Judd  David  A  281-2167 
12  Place  Ronald  E  283-4799 


10 

CAMBORNE  WY  (LANDS 
END) — (ROCKPORThFROM 
SOUTH  OPPOSITE 
TREGONY  BOW  RD  EAST 
TO  DEAD  END 

ZIP  CODE  01966 
Beckhard  Dora  C  Mrs  sum  res  ® 
546-2085 

★  Locke  Edw  V  ®  546-7365 
Menas  Cetrack 


24 

CAMBRIDGE  AV 

(ANNISQUAM)— FROM  2 
LEONARD  TO  THE  WATER 
ANNISQUAM 

ZIP  CODE  01930 
1  Vacant 

Barnes  Frank  E  sum  res 
283-2892 

Nelles  Mary  Mrs  sum  res 
283-4108 

Fairbank  Charles  II  sum  res 
283-2439 

French  Alden  Jr  sum  res 
283-5467 

Babson  Wm  W  ®  283-0191 

5  Osgood  Cath 

24  Bent  Horace  B  sum  res 
283-2140 

6  Gunn  Alex  ®  283-1116 

Roes  Marjorie  D  Mrs  283-4465 


21 

CANDY  LA  (PIGEON  COVE) 
(ROCKPORT)-FROM 
LANDMARK  LA  TO  A  DEAD 
END 

ZIP  CODE  01966 
Me  Laughlin  Richd  A  ® 

546-6016 


9 

CANONICUS  RD  (WEST 
GLOUCESTER)— FROM 
KING  PHILLIP  RD  TO  A 
DEAD  END 

ZIP  CODE  01930 
Alcock  Louise  Mrs  summer  res 
® 

Paskarian  Charles  K  summer  res 
®  281-1599 


9 

CARDIAC  HTS  (WEST 
GLOUCESTER!— FROM 
WINGAERSHEEK  RD 

ZIP  CODE  01930 
Summer  Res 


25 


CARLISLE  ST  —FROM  74 
GROVE  TO  83  GLOUCESTER 
AV 

ZIP  CODE  01930 
3  Davis  John  E  ®  283-0593 

5  Martin  Eric  A  ®  283-3157 

6  Lowe  Martha  B  Mrs  ® 

283-5062 

8  Vacant 

9  Vannah  Edwin  J  ®  283-4023 

9  Vfc  Oleson  Randolph  M  ® 

283-5995 

10  Linsky  Wm  S  trucking  ® 

283-5991 

11  Me  Eachern  John  H  ® 

283-5065 

12  Nickerson  Leroy  ®  283-4628 
14  Johnson  Margt  D  Mrs  ® 

283-0995 

14a  Goodwin  Arth  L  ©  283-2133 
16  ★  Steward  Donald  R  ®  283-0779 
★  Russo  Salvatore  283-0779 
18  ★  Farrington  Wm  L 

21 

CASTLE  LA  (PIGEON  COVE) 
(ROCKPORT)-FROM  136 
GRANITE  JUNCTION  OF 
CURTIS 

ZIP  CODE  01966 


24 


CASTLE  LA  (R) — Contd 

1  Williamson  Gunnard  546-2458 

2  Hillier  Pingree  F  ®  546-6978 

3  Old  Castle  The  museum 


20 

CASTLE  HILL  RD  —FROM 
HESPERUS  AV  TO  DEAD 
END 

ZIP  CODE  01930 
3  Nelson  James  H  283-8060 

5  Lery  Jerome  283-8801 

6  Moceri  Carlo  ®  283-7829 
8  Duff  John  C  ®  283-6487 

12  Benoit  Richd  T  ®  283-7661 

13  Hunt  Warren  G  283-8278 
15  ★  Smothers  Dale 

TOWER  RD  BEGINS 


9 

CASTLE  POINT  (UPPER 
DISTRICT)  (WEST 
GLOUCESTER)— OFF  TWO 
PENNY  LA  TO  DEAD  END 

ZIP  CODE  01930 
Newell  Henry  H  sum  res 
Parker  Edw  W  sum  res 
O’Connell  Paul  R  Jr  sum  res 
Parker  Albert  C  sum  res 
Parker  James  P  sum  res 
Gring  Helen  B  sum  res 
Newell  John  L  sum  res 
Parker  Joseph  S  W  sum  res 


21 

CATHEDRAL  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
PHILLIPS  AV  TO  WATER 

ZIP  CODE  01966 
0  Folsom  Ethel  P  Mrs  ® 

1  Bolquerin  James  ®  546-6573 
Blair  Ian  C  546-7268 
2*  Marshall  Marion  S  ®  546-6565 

3  Emerson  Ralph  Waldo  Inn 

546-6321 

4  Miller  Purviance  sum  res  ® 


9 

CAUSEWAY  ST  (WEST 
GLOUCESTER)— FROM  85 
CONCORD  AROUND 
ANNISQUAM  ISLAND  AND 
RETURN 

ZIP  CODE  01930 
Lobsta  Land  restr  283-6191 
Sudbay  Pontiac  Cadillac  Buick 
Inc  283-4730 

Goodrich  B  F  Chemical  Co 
plastic  film  mfrs  281-1300 


Lansing  Gerrit  ®  283-7260 


21 

CEDAR  AV  (PIGEON  COVE) 
(ROCKPORT)-FROM 
PHILLIPS  AV  NORTHERLY 

ZIP  CODE  01966 


6 

CEDAR  LA  —FROM 
THURSTON’S  POINT 

ZIP  CODE  01930 
Harvey  Philip  E  Jr  ®  281-0989 
Farrenkopf  Francis  J  summer  res 
283-7565 

Bligh  Marguerite  sum  res 
Costigan  Mary  K  Mrs  summer 
res  ® 

Page  Phyllis  S  Mrs  summer  res 
®  283-1871 

Perkins  Roger  T  summer  res  ® 
283-8162 

Wallace  Edna  L  Mrs  ®  283-7950 
Weafer  Francis  D  summer  res  ® 
Mac  Issac  Robt  ®  281-2462 


13 

CEDAR  ST  —FROM  6 
SARGENT  WEST  TO  B  & 
MRR 

ZIP  CODE  01930 

2  Schmorrow  James  W  ® 

283-6564 

3  O’Brien  Margt  J  ®  283-2779 

4  Muise  Robt  283-3927 
Silva  John  283-5771 

5  Geary  John  R  ®  281-0665 

6  Eastman  Wellesley  C  283-8743 
PLEASANT  INTERSECTS 

10  Frontiero  Candace  281-2687 
★  Wagner  John  W 
12  ★  Blair  Wellington 
14  Ercolani  Everett  I  ®  283-3384 
B&M  RR  INTERSECTS 


9 

CEDARWOOD  RD  (WEST 
GLOUCESTER)— FROM  110 
CONCORD  TO  A  DEAD  END 

ZIP  CODE  01930 
1  ★  Burke  Wilfred  F 

3  Enes  Alexandre  D  ®  281-0394 

4  Silva  Ronald  ®  281-0497 

5  Ryan  Thomas  J  ®  283-4269 

6  Kinner  Stephen  G  ® 

7  ★  Hanson  Mary  E  ®  283-0746 

8  Hayes  Kenneth  M  ®  281-1421 

9  Hunson  Donald  G  Jr  ® 

281-1197 


25 


CEDARWOOD  RD — Contd 

10*  Rice  Ralph  ®  283-8864 

11  O’Donnell  Thos  J  ®  281-0159 

12  Marietta  John  ®  283-5150 

13  Beck  Kenneth  A  ©  283-3670 

14  Veno  Bernard  ®  283-7472 
16  Giglio  John  J  ®  283-8189 

FENLEY  RD  BEGINS 


17 

CENTENNIAL  AV  —FROM  97 
WESTERN  AV  TO  178 
WASHINGTON 

ZIP  CODE  01930 

2  ★  Bergeron  Lucille  Mrs 
Brown  Alf  M 

Myett  Margt  K  Mrs 

3  Jackman  Florence  M  Mrs  ® 

283-2780 

4  Antonello  Max  G  283-8839 

5  Londergon  Robt  H  ®  283-2727 
8  Frazier  Robt  I 

Lumbard  Geo  M  283-2429 
Feener  Rodger  281-1948 

12  ★  Hiltz  Douglas  281-0078 
Melanson  Fredk  E 

13  No  Return 

Shea  Robt  L  281-0548 
Goodick  Virginia  M  Mrs 
283-3726 

14  Metzner  Wm  J 
Sanborn  Guy  C  283-5870 
Anderson  Ella  V  Mrs  283-5735 

HOVEY  ENDS 

16  Pratt  Eleanor  I  Mrs  283-7616 

17  Barnes  Earl  H  ®  283-4280 

17  Vi  O’Maley  Marion  C  Mrs  ® 

283-0905 

Vacant 

18  Enos  Wm  F  283-3222 
Dorman  Richd  J 

PERKINS  RD  ENDS 

19  Bader  David  N  283-9101 
Johnson  Wallace  R  ®  283-3749 

20  Marzza  Barbara  A  Mrs 

283-6081 

21  ★  Merchant  Sumner 
Wasgatt  Clementine  T  Mrs 
Clancy  Geo  M  283-4743 
Lawson  Kathleen 

Taylor  Geo  W 
Vogel  David  J  283-2471 
LLOYD  BEGINS 

22  Shepard  Clementine  A  Mrs 

283-3278 
24  Vacant 

29  Gilardi  John  ®  283-9149 

31  Avelis  Rosalie  M  Mrs  ® 

283-2275 

32  Newell  Stadium 

33  Danikas  Zacary  Mrs  ® 

283-9484 


GAFFNEY  BEGINS 
35  Ribeiro  Antonio  ®  283-0423 
37  Kline  Robt  ®  283-5074 
39  Simonson  Albert 
42  Dagley  Curtis  L  ®  283-4397 

5 

BLYNMAN  AV  INTERSECTS 
LESLIE  O  JOHNSON  RD 
BEGINS 

47  Quinn  Robt  J  ®  283-3758 

49  Scola  Sebastian  ®  283-6179 

50  No  Return 

Lowe  Charles  283-6606 
54  Gillie  Henry  C  ®  283-0643 
56  Del  Torchio  Ardella  M  Mrs  ® 
283-3049 

58  Kopanon  Michl  ®  283-0510 
60  Nicastro  Vencee  Mrs  ® 
283-3733 

h  Nicastro  Serafinco 
62  it  Riley  Donald  ® 

Silva  Stanley 
BEACON  ST  ENDS 
64  La  fata  Peter  ®  281-0411 
66  Anderson  Paul  283-7610 

68  Torrey  Kenneth  O 

69  Demercurio  Sam  281-0410 
COMMONWEALTH  AV  ENDS 

70  Vacant 

72  Chianciola  Benj  A  ®  283-5839 
74  Alto  Alf  A  283-2763 

76  Slater  Wm  J  ®  283-6513 

77  Demercurio  Anthony 
Finn  Doris  Mrs  283-1858 

San  Fillippo  Inignazio  283-6344 

78  Ciluflfo  Thos  J  283-5399 

80  Snelson  Edw  D  ®  283-4854 

81  Murray  Thos  J  ®  283-4856 

82  Madison  Joseph  F  ®  283-5189 

84  Mac  Leod  Norman  J  ® 

233-5040 

85  Palazzola  Vito  J  ®  283-5173 

86  Crudden  Edw  F  281-0274 

87  Souza  David  H 
EXCHANGE  ENDS 

88  Nelson  Ethel  Mrs  ®  283-9239 
90  Tebou  Eug  ®  283-1321 

EMERSON  AV  BEGINS 

93  Nicholson  John  R  ®  283-8733 
HARVARD  BEGINS 

94  Militello  Frank  ®  283-3984 

95  Rigney  Janice  E  Mrs  ® 

283-3538 

96  Strople  Mary  L  Mrs  ® 

283-7032 

97  Mack  Bertha  V  ®  283-1668 
★  Cyr  Barbara  ®  283-1668 

98  Spittle  Leroy  L  ®  283-2299 

99  ★  Favazza  Antonio  283-6807 . 

100  Sawler  Everett  C  ©  283-8547 

101  Maggiore  Onofrio  281-0710 
HAROLD  AV  BEGINS 
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CENTENNIAL  AV— Contd 

102  Olson  Robt  283-2946 

103  Sutherland  Paul  C  ® 

283-7330 

104  Vaiarella  Mike  283-4783 

105  Kangas  Donald  V  ©  283-5704 

106  Frank’s  Variety 

18 

B&M  RR  BRIDGE 

108  Merenda  Carmelo  281-1672 
Santos  Antonio  ©  281-0717 

109  Blatchford  Robt  E  ®  283-8395 

110  O’Maley  Robt  C  ®  283-5357 

112  Anderson  Charles  O  © 

283-8010 

113  Parsons  Russell  H  ®  283-4575 

114  Riley  Geo  P  ®  283-8137 

115  Lane  Raymond  S  281-0981 
115Vfe  Vacant 

117  ★  Dorn  Helene  281-0192 
Crawford  Evelyn  E  Mrs 
283-4805 
Daggett  Earl 

120  Feener  Stanley  E  ®  283-4678 
122  Amero  Charles  R  283-8815 
Foster  Anna  Mrs  ®  283-3044 
Rear  Clark’s  Cemetery 
124  Moses  Leah  C  Mrs  ® 

B&M  RR  INTERSECTS 
126  Favazza  Michl  J  283-6746 
128  Lewis  Anthony  F  ®  283-6489 
130  Homans  Alice  M  Mrs 
283-0641 

CURTIS  SQ  BEGINS 
132  Day  Weymouth  A  ®  283-5429 
134  Carter  Davis  B  ®  283-5334 


3 

CENTER  ST  —FROM  106 
MAIN  TO  63  MIDDLE 

ZIP  CODE  01930 

I  Cohen  Bernard  S  dentist 

283-2170 

Action  Inc  Home  Start  Program 
(Addn  Space) 

Wheeler  Erma  A  Mrs  art  studio 
3  Action  Inc  Home  Start  Program 
283-2008 

7  Story’s  Curiosity  Shop  283-3430 
Gloucester  Dental  Laboratory 

283-3430 

8  Victory  Beauty  Salon  283-3590 

9  Tompkins  C  F  Co  (Storage) 

II  Laborers  Local  Union  No  1263 
Mason’s  Local  Union  No  21 
Painters  Local  Union  No  176 


3 

CENTRE  CT  —FROM  119 
WASHINGTON  TO 
RAILROAD  AV 

ZIP  CODE  01930 


21 

CHAPEL  LA  (PIGEON  COVE) 
(ROCKPORT)-FROM 
GRANITE 

ZIP  CODE  01966 

1  Story  Bernice  C  Mrs  546-6186 

2  Leet  Donald  L  sum  res  546-7597 

3  Dalrymple  Leolia  A  ®  546-6431 


1 

CHAPEL  ST  —FROM  134  E 
MAIN  TO  65  MT  PLEASANT 
AV 

ZIP  CODE  01930 
4  Veator  Carl  F  ®  283-0839 

6  Lundergan  Edith  M  Mrs  ® 

283-8757 

7  Community  Church  Of  East 

Gloucester 

8  Me  Donald  Marshall  R  ® 

283-7071 

9  Curtis  Danal  O  Rev  283-5527 

10  Me  Curdy  Carleton  P  ® 

283-5228 

lit  Santa  Paul  Dorothy  ® 
281-2392 

Marden  Lillian  G  Mrs  283-2733 

12  ★  Amero  David  R  283-2957 

13  Bishop  Ernest  C  Jr  ®  283-2739 

14  Souza  Robt  C  ©  283-4829 

15  ★  Mace  Robt  E 

16  Blatchford  Howard  P  ® 

283-4236 

Blatchford  Howard  P  Jr 
283-8273 

17  ★  Sears  Geo  L  ® 

18  Mac  Donald  Jerome  A  ® 

283-6280 

19  Me  Kay  Carlton  B  ®  283-8047 

20  Hilshey  Wm  F  283-3563 

21  Crane  Claude  G  ®  283-0827 

22  Nelson  Margt  B  Mrs  ® 

283-3659 

22a  *  Grier  John  Jr  ®  281-2408 

23  Lafferty  Michl  281-0060 

24  Borge  Margt  Mrs  ®  283-5387 

25  Russell  Fredk  F  ®  281-0350 
★  Arnold  Nancy  ®  283-1685 

26  Meinerth  Laurence  L  Jr  ® 

281-1372 

27  Vacant 

DAVIS  INTERSECTS 

28  Lynch  Gertrude  P  ® 

30  Wagner  Tim  B 


27 


CHAPEL  ST— Contd 

Romanos  Peter  ®  283-2807 

31  ★  Goulart  John  J  283-5646 

32  Morris  Richd  E  ®  283-4019 

33  Lutoff  Robt  J  281-2708 

*  Dagle  Thos 

★  Acquiva  Domenic  281-1143 
35  Pless  Alex  ®  283-5182 

37  White  Glenn  R  ®  283-7254 
41  Dennis  Paul  R  ®  283-7160 


27 

CHARLES  ST  (ROCKPORT) 
FROM  7  MARSHALL  TO 
HIGH  ST  CT 

ZIP  CODE  01966 

5  Holmes  Wm  ®  546-2763 

6  Oliver  John  C  ®  546-3370 

8  Ouellette  Richd  R  ®  546-3251 


27 

CHARTE  CT  (ROCKPORT) 
FROM  61  BROADWAY  TO  24 
PARKER 

ZIP  CODE  01966 
1  ★  Brooks  Clifford  J  ®  546-3981 
la  ★  Wayrynen  Gail  Mrs  546-3227 


19 

CHERRY  ST  —FROM  44 
POPLAR  TO  17  GEE  AV 

ZIP  CODE  01930 
4  Azevedo  Everett  F  ®  283-7178 
8  Wright  John  B  Jr  ®  283-2226 

11  Kelley  C  Louise  Mrs  ® 

283-1422 

12  Holmeberg  Ruth  Mrs  ® 

283-2037 

16  Lamb  Wm  G  ®  283-2505 
19  Chandler  Etta  L  Mrs  ® 
283-0179 

ELLERY  BEGINS 

21  Dyer  Sandra  L  Mrs  ® 

281-0182 

22  Dominick  James  E  ®  283-5126 

23  Mayo  Charles  ®  283-1895 
25  Lamb  Wm  L  ®  283-0542 

27  Davis  John  V  ®  283-7031 

28  Tucker  F  Maynard  ®  283-0133 
Vacant 

31  Palazola  Anthony  J  ® 

283-5664 

32  Barrett  Hugh  A  283-5643 

33  Johnson  Warren  F  ®  283-2568 

34  Feener  Lilia  M  Mrs 

35  Me  Cormick  James  A  ® 
283-5628 

36  Kerr  A  Roland  ®  283-0590 

37  Perry  Richd  E  ®  283-7895 


39  Olsen  Edith  M  Mrs  ® 

283-6867 

40  White  Mary  M  Mrs  ® 

281-0583 

41  Zeeman  Amanda  Mrs  ® 

283-8787 

43  Lowe  Chester  B  ®  283-0953 

44  Frost  Addison  P  Jr  ®  283-4171 

45  Blackburn  C  Russell  ® 

283-9073 
Herro  Joan  E 

50  Languedoc  David  ®  283-7876 

51  Finley  Gary  ®  283-3807 

53  Renales  Donald  R  ®  283-6613 

55  Cape  Ann  Sportsman  Club 

283-2915 

56  Canning  Steph  W  ®  283-1448 
58  Reed  G  Warren  ®  283-3965 

i  Marsh  Geo  J 
Rear  Reardon  Harry  J  Jr 
283-5193 

60  Orsini  Laurence  G  ®  283-9361 
62  Johnson  John  E  ®  283-2512 
REYNARD  ENDS 
82  Vacant 

90  Virgilio  Paul  L  281-0520 
102  Knowles  James  R  ®  283-5886 
104  Johnson  Eino  W  ®  283-7462 
106  Marques  Anthony  E  ® 
283-0858 

108  Quinn  Robt  P  ®  283-4660 
110  Amero  Bernard  M  Jr  ® 
283-2038 

151  Mione  Peter  P  ®  283-6676 
153  Watson  David  H  ®  281-0265 
155  Porter  Gardner  W  ®  283-6071 
157  Wightman  Alice  Mrs  ® 
281-0314 

159  Charland  Paul  L  ®  283-6439 
161  Christo  Anthony  ®  283-5268 
163  Marshall  Arth  L  Jr  ® 
283-3801 

CHERRY  HILL  RD  BEGINS 
169  Nicastro  Sami  ®  283-4802 
171  Ingersoll  Geo  E  ®  283-6620 
173  Geyer  Geo  C  ®  283-4532 
175  Schmink  Peter  H  ®  281-1779 
177  Gove  A  Kilby  Jr  ®  283-7428 
179  Ferreira  Joseph  C  ®  281-0259 
181  ★  Stevens  Doris  E  Mrs 
283-8482 

183  Anderson  Everett  S  ® 
283-5678 

Beeman  Memorial  School 
283-0799 


19 

CHERRY  HILL  RD  —FROM 
169  CHERRY 

ZIP  CODE  01930 

1  Mac  Leod  Roger  ®  283-2069 

2  Rose  Thos  A  ®  283-2923 


o 


28 


CHERRY  HILL  RD— Contd 

4  Parker  Robt  A  Jr  ©  281-0354 

5  Doyle  Leroy  J  ®  283-8160 

6  Vacant 

7  Aiello  Louis  A  ®  283-1664 

8  No  Return 


24 

CHESTER  SQ  (ANNISQUAM) 
FROM  71  LEONARD  TO  75 
LEONARD 

ZIP  CODE  01930 

1  Perry  John  C  sum  res 

2  Wiggin  H  Sherburne  ® 

283-4338 

3  French  Hollis  S  ®  283-5541 

4  French  Alden  sum  res  283-3055 
8  Summer  Res 

10  Sum  Res 

11  Rexford  Eveoleen  N  ® 

283-6918 

15  Vawter  Gordon  F  ®  283-7619 
17  Briggs  Pearl  sum  res 
Wallis  Katharine  G  ® 

283-6161 

19  Sargent  Walter  A  ®  283-3914 
29  Lordan  Geo  P  sum  res 
283-3275 


10 

CHESTNUT  DR  (ROCKPORT) 
FROM  123  MAIN  ST  TO 
DEAD  END 

ZIP  CODE  01966 
Pascucci  John  A  ®  546-7434 
Miller  Edith  L  Mrs  ®  546-7598 


14 

CHESTNUT  ST  —FROM  216 
MAIN  TO  93  PROSPECT 

ZIP  CODE  01930 
5a  ★  Johnson  Dora  L 
Rear  ★  Frazier  Robt 

6  Orlando  Joseph  S  ®  283-8151 

7  Elwell  James  R 

8  Silva  Edmund  P  283-1411 

★  Me  Farland  Albert  M  283-4624 

9  Parisi  John  B  ®  283-6699 
Brooks  Geo 

10  Perry  Gardner  J  School  Of 

Dancing  283-2572 
Perry  Gardner  J 
physiotherapist  ®  283-2572 
Ross  Mildred  A  Mrs  283-7817 

11  Fraser  James  A  furn  rooms  ® 

283-4761 

11  Vis  Saulnier  Anna  B  Mrs  ® 

283-2211 

12  Kulju  Tauno  E  ® 

Johnson  Mary  E  283-0551 


14  ★  Ferrara  Jack  281-2899 
14a  ★  Ruta  Jannarino  283-9214 

15  Orlando  Leonard  M  283-2489 
Wilmonte  Geo 

17  Hill  Charles 

Keighley  Ruth  A  Mrs  283-1338 

18  Ragusa  Ethel  Mrs  ®  283-4910 

19  Calomo  Michl  S  ®  281-0146 
Calomo  Sami  P  281-2170 

21  Orlando  Carlo  J  ®  283-4034 

22  Alves  Clifford  A  ®  283-5284 
White  Herbert  C  Jr  283-8931 

23  Landry  John  L  ® 

25  Ciaramitaro  Sami  S  ® 

283-8220 

26  ★  Loiacano  Matteo  ®  281-2646 

★  Grillo  Bartolo 

★  Hartford  Timothy  283-3709 

27  ★  Schwander  Nila  281-2869 
No  Return 

28  Teresa  Geneva  K  Mrs  283-3282 
Camille  Emily  J  Mrs  283-3282 

29  Arruda  Charles  E  283-1649 
Lindquist  Ellen  M  Mrs 

30  Dimaria  Paul  F  ®  283-9444 

31  ★  De  Marco  Carmen  J  283-6688 
Judd  Joseph  F  281-1179 
Cannella  Lillian 

Rear  Sousa  David  283-8583 
33  Barr  E  Marguerite  Mrs 
281-1640 


3 

CHISHOLM  CT  —FROM  24 
MAIN 

ZIP  CODE  01930 


3 

CHURCH  ST  —FROM  50 
MIDDLE  TO  25  PROSPECT 

ZIP  CODE  01930 

3  Ciarametaro  Helena  D  283-1627 
5  Sutera  Augustine  283-7948 
7  Mac  Whinnie  Julia  C  Mrs 
283-5595 

9  Ciluffo  Joseph  ®  283-8437 
Orlando  Carlo  283-6975 

10  Universalist  Church 

11  Orlando  Michl  P  ®  283-3937 
13  Orlando  Mercurio  J  ® 

283-4724 

PROCTOR  BEGINS 
PINE  ENDS 

16  Morgan  Frances  H  283-5315 

18  Scandalito  Salvatore  J  ® 

283-1266 

Curcuru  John  B  281-0119 

19  Sweet  Elias  R  283-7237 
Orlando  Salvatore  ®  183-5868 

21  Misuraca  Joseph  P  ® 
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CHURCH  ST— Contd 
21 Vi  Mercurio  Vincenza  Mrs  ® 
283-8216 

Taormina  Frank  281-0426 

22  Rodrigues  Manuel  S  ® 

283-8934 

23  Palmisano  Ann  L  Mrs  ® 

283-9428 

23  Vi  Grant  Beatrice  S  Mrs 
283-4091 

Meuse  Gertrude  E  Mrs 
283-3782 

COLUMBIA  BEGINS 
26  Palmisano  Vincenza  M  Mrs 
283-5143 

Parisi  Nancy  283-3097 

26  Russo  Onofrio  ®  283-9683 
Russo  Anthony  283-6219 

*  Malorana  Salvadore 

27  Coyle  John  J  ®  283-0261 

29  Jensen  Gertrude  Mrs  283-4894 
Curcuru  Dorothy  H  Mrs  ® 
283-4894 

Militello  Anthony  J  281-1260 


12 

CLARENDON  LA  —FROM 
CLARENDON  ST  TO  DEAD 
END 

ZIP  CODE  01930 
4  No  Return 


12 

CLARENDON  ST  —FROM  29 
WONSON  TO  OPPOSITE  1 
HORTON  ROCKY  NECK 

ZIP  CODE  01930 

1  Wonson  Gardiner  K  ®  283-2458 

2  Bagshaw  James  H  ®  283-6006 

3  Chamberlain  Judith  W  Mrs  ® 

283-6605 

CLARENDON  LA  BEGINS 

5  Couture  Lawrence  H  ® 

283-3966 

TERRACE  LA  BEGINS 

6  Gray  Robt  D  ®  283-6706 
6  Vi  Vacant 

8  Sexton  Thos  J  ®  283-0912 

9  Bowler  C  Robt  sum  res  ® 

281-0283 

10  Ross  Donald  J  ®  283-3125 
lOVi  Farrell  Stanton  ®  283-1196 

11  Sawyer  Arth  H  ®  283-5604 

12  Douglass  Fredk  J  ®  283-5893 
15  Foster  Lucius  F  ©  283-7575 


22 

CLARK  AV  (ROCKPORT) 

FROM  30  ATLANTIC  AV  TO 
BURT  AV 


1  Summer  Res 

2  Mac  Isaac  James  R  ®  546-2437 
2a  Evans  Mildred  S  Mrs  ® 

546-3179 

3  Summer  Res 

5  Richards  Joseph  H  ®  546-3151 

7  Beatty  Joseph  M  ®  546-2084 

8  Dahlgren  Erik  L  ®  546-7047 
Nicholson  Edith  546-7153 
NORWOOD  AV  INTERSECTS 
COVE  HILL  LA  ENDS 

9  Horan  H  Herbert  ®  546-2419 

10  Chernis  John  J  summer  res 

546-6542 

12  Me  Guineas  Edw  summer  res 
17  Powers  Robr  L  546-2353 
19  Rapp  John  R  ®  546-2166 
Vacant 


1 

CLAY  CT  —FROM  123  E  MAIN 

m 

ZIP  CODE  01930 
4  Me  Phail  Allan  R  ®  283-2832 


8 

CLEARVIEW  AV  (WEST 
GLOUCESTER)— FROM 
LYNNWOOD  AV 

ZIP  CODE  01930 
7  Kangas  Geo  W  283-6848 
8a  Belcher  Eug  E  ®  283-7134 
t  Belcher  John 
5  Vi  Worthley  Ear  land  R  ® 
283-5141 

15  Saint  Laurent  Joseph  P  ® 
281-0068 

18  Muise  Clifford  R  ®  283-1982 

19  Borge  Frank  B  Jr  281-1239 
24  Howard  Donald  F  ®  283-3187 

21  Howard  Susan  281-1482 

22  Cameron  Elmer  B  ®  283-0162 

23  Dahlmer  Margaret  M  Mrs  ® 

283-9491 

24  Howard  Bros  bldg  contr 

283-3187 

25  Anderson  Bruce  ®  281-0388 

21  Melanson  Ralph  W  ®  283-4222 


27 

CLEAVES  ST  (ROCKPORT) 
FROM  OPPOSITE  49  MAIN 
TO  BROADWAY 

ZIP  CODE  01966 

1  Spiewak  Charles  R  ®  546-2675 

2  ★  Dapps  Wm  R  ®  546-6332 
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CLEAVES  ST  (R) — Contd 

3  Hilliard  Geo  T  ® 

3a  Button  Box  Apt  (Summer  Res) 
5  Brewer  Robert  F  sum  res 
Gosselin  Leitha  H  sum  res 
5a  Kerr  Annie  M  546-6643 
HALE  BEGINS 

7  First  Universalist  Church 

546-2989 

8  Eagle  House  The  motel  546-6292 

9  Safford  Hilda  H  Mrs  546-7146 

10  Mantyla  Emil  W  546-3382 
12  Rogers  Joseph  P  ®  546-2802 

Bodoni  Julio  A  546-2966 
16  O’Brien  Alice  R  Mrs  © 
546-2935 

18  Smith  Roland  546-7342 
20  Cooney  Isabelle  A  © 

22  Sum  Res 
HIGHLAND  BEGINS 
24  Blue  Spruce  Motel 

★  Foley  Maurice  F  ©  546-3098 
26  ★  Hird  Malcolm  546-3645 


27 

CLEMENT  ST  (ROCKPORT) 
FROM  23  PARKER  ST 

ZIP  CODE  09166 


18 

CLEVELAND  PL  —FROM  21 
CLEVELAND 

ZIP  CODE  01930 

5  Burgess  Valdor  L  ©  283-2539 

6  Harrison  Dispatch  Co  (truck 

stge) 

Scott  John  R  Petroleum 
Transport  repr  283-0309 

7  Larkin  John 

★  Marks  Paul  283-0267 

8  Gloucester  Building  Supply 

(Whse) 

11  Gloucester  Television  &  Radio 

Co  283-6247 

Parady  Alf  Jr  ©  283-6247 
Randazza  Salvatore  T 

12  Gloucester  Building  Supply  Co 

Inc  283-4900 

15  i  Favazza  James  ©  283-2432 


18 

CLEVELAND  ST  —FROM 
SARGENT  WEST  TO 
MAPLEWOOD  AV 

ZIP  CODE  01930 
B&M  RR  INTERSECTS 
WILLOW  ENDS 

8  Lattof  Mitchell  © 

9  Hanrahan  John  J  ®  283-5459 

10  Lovasco  Ambrose  J 


Guizzardi  Eug  A  ®  283-2809 
11  Ryan  Marjorie  Mrs  ®  281-1724 
11%  Arsenault  Philomena  Mrs 
alterations  ®  283-2792 
13%  Barry  Patk  Jr  281-0930 
★  Laflam  Clyde 
Hammond  Raymond  E 
Eason  Madeline  A  283-8669 
Jones  Robt  L  281-1538 
ARTHUR  BEGINS 

14  Mac  Donald  Louise  C  Mrs  ® 

283-2296 

15  Carroll  Francis  N  ®  283-0432 

16  Cavanaugh  Frances  E  ® 

283-2327 

17  Conrad  Dorothy  B  Mrs  ® 

283-0493 

18  Benson  Alex  283-3345 

19  Giordano  Joseph  ®  281-0299 

20  Vacant 

21  Catalini  Mary  V  Mrs  281-0466 

★  Parisi  Jack  ®  283-1916 
CLEVELAND  PL  BEGINS 

22  Gilardi  Anthony  ® 

23  Giordano  Peter  ®  281-2098 

24  Bolles  Cath  M  Mrs  283-9245 
Johnson  Lendall  281-0804 

28  La  Flam  Miner  D  ®  283-9094 

29  Sawyer  Rose  M  ®  283-0563 
Kozlowski  Viola  E  Mrs 

283-7620 

30  Mason  Margt  J  Mrs  ® 

283-5802 

Pooler  Ronald  R  281-1972 
Silver  Joseph  C  Jr 

31  Russell  Charles  E  ®  283-1604 
SYLVAN  BEGINS 

33  Me  Cormack  Christine  M  Mrs 

283-3927 

Palazola  Jerome  ®  283-1769 

34  Nasser  John  J  ®  283-5519 

35  ★  Welty  Marian 

La  Flam  Alice  H  Mrs 

★  Lawson  Helen 

★  Nugent  Cherie 

37  Bradley  Nancy  Mrs 
Gove  John  W  283-8059 

38  Porper  Wm  T  ®  283-5029 
Porper  Peter  C  283-3301 
Parson  Robt  S  283-3024 

39  Richardson  Josephine  M 

283-8405 

40  ★  Thompson  Douglas  281-0796 
Meuse  Eug  R  283-4862 

41  Joseph  Geo  S 

42  Carpenter  John  D  281-0197 
46  Campbell  Alice  M  Mrs  ® 

283-8879 

48  Crowley  Lida  Mrs  283-2077 
Elwell  Bernice  M 
50  Dorman  Walter  F 
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11 

CLIFF  RD  (BRIER  NECK) 
FROM  SALT  ISLAND  RD  TO 
BRIER  NECK  RD 

ZIP  CODE  01930 
1  Coder  Thos  H  281*1534 
3  *  Kleiman  Edw  283-6608 
7  Quinn  Edw  J  sum  res  281-1646 
Crane  Gilbert  H  sum  res  © 
283-7864 
Vacant 

Karem  John  sum  res  © 

283-6017 

Macaulay  Donald  M  sum  res  © 
Curran  Annie  summer  res 
283-7624 

Markey  Florence  sum  res 
283-3304 

Morgan  Henry  A  Jr  ©  283-8756 
Palley  Barnett  H  sum  res 
283-3690 

Banks  James  J  Jr  ©  283-8002 
Perns tein  Geo  I  sum  res  © 
283-7722 

Sal  ah  James  P  sum  res 
Sal  ah  James  P  sum  res 


20 

CLIFF  RD  (MAGNOLIA) 

FROM  LEXINGTON  AV  TO 
SHORE  RD 

ZIP  CODE  01930 
7  Shore  Cliff  Retirement  Home 
525-3456 


5 

CLIFFORD  CT  — FROM  35 
COMMONWEALTH  AV 

ZIP  CODE  01930 

1  Scroggins  Robt  E  ©  283-9217 

2  Haskins  Wm  ©  283-5269 

3  Bradstreet  Ralph  E  ©  283-4027 
5  *  Genovese  Albert 

8  De  Coste  John  S  ©  283-3753 


7 

COLBURN  ST  —FROM  927 
WASHINGTON  BAY  VIEW 

ZIP  CODE  01930 
NORTH  KILBY  ENDS 
NUMBERS  IRREGULAR 

1  Hall  Bristol  ©  283-1117 

2  Parsons  Henry  T  ©  283-4509 
4  Tolini  Ida  Mrs  sum  res  © 

283-8682 

12  Stowell  David  H  ®  283-0264 
25  Sands  Alex  H  ©  283-7065 
Rear  Thibodeau  Ulysses  J  © 
283-3827 


14  Stowell  Chester  C  283-0854 
16  Me  Intyre  Robt  J  ©  283-8213 

15  Coles  Susan  D  ©  281-1495 
18  Maletskos  Constantine  J  © 

283-2339 


8 

COLE  AV  (WEST 
GLOUCESTER>— FROM  288 
ESSEX  AV 

ZIP  CODE  01930 
1  Green  Geo  H  ©  283-7942 

7  Horne  David 

8  Nowe  Bernard  M  © 

9  Barrigan  John  ©  283-3692 

10  Demetri  Philip  J  © 

15  Broad  Robt  E  Jr  ©  283-2309 
Melanson’s  Mill  lobster  pot 
stock 


20 

COLE  SQ  —FROM  JUNCTION 
NORMAN  AV  FULLER 
RAYMOND  SHORE  RD  AND 
MAGNOLIA  AV 

ZIP  CODE  01930 


K» 

K3 


Vacant 


9 

COLE  ST  (WEST 
GLOUCESTER >-FROM 
CONCORD  TO  THE  RIVER 

ZIP  CODE  01930 


9 

COLE’S  ISLAND  (WEST 
GLOUCESTER)— FROM  147 
CONCORD  TO  THE  WATER 

ZIP  CODE  01930 
Stainow  Gregory  sum  res 
Rice  Charles  G  sum  res  281-0756 
Whittemore  Robt  sum  res 
283-0634 


19 

COLLINS  AV  —FROM  21 
WESLEY  TO  A  DEAD  END 

ZIP  CODE  01930 
4  Barratt  Doris  M  Mrs  ® 

283-9223 

6  Perkins  Raymond  M  ©  283-5910 
8  Barratt  John  H  Jr  ©  283-7639 
10  Wood  Wm  G  ©  283-0794 
12  Rich  Kath  M  Mrs  ©  283-5843 
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3 

COLLINS  SQ  — JUNCTION 
SCHOOL  AND  MASON 

ZIP  CODE  01930 


10 

COLONA  RD  (LANDS  END) 
<ROCKPORT>FROM  EDEN 
RD  WEST  TO  ATHENA  WAY 

ZIP  CODE  01966 
Prince  Daynor  C  ®  546-2213 
Sum  Res 
Sum  Res 


25 

COLONIAL  ST  — FROM  38 
GROVE 

ZIP  CODE  01930 

1  Orlando  Joseph  283-6169 

2  Goodwin  Percy  E  Jr  ©  283-3946 

3  Morse  Larry  R 

4  Cohoon  Cedric  O  ®  283-6694 

5  Allen  Geo  E  ®  283-4028 

6  Orlando  Joseph  P  Jr  ® 

283-6169 

8  Fosberry  Charles  F 

9  Ragusa  Frank  G  ® 

10  Blatchford  Elliott  N  ® 

283-1133 

11  Fraga  Lillian  T  Mrs  ® 

283-4616 

13  Muise  Donald  E  283-7279 
15  Nearis  Edith  A  Mrs 


20 

COLONIAL  GARDEN  ST 
(MAGNOLIA)— OFF 
LEXINGTON  AV 

ZIP  CODE  01930 
7  Sum  Res 
9  Sum  Res 
13  Sum  Res 


3 

COLUMBIA  ST  —FROM  23% 
CHURCH  TO  16  SCHOOL 

ZIP  CODE  01930 
2  Vacant 
5  Laurie  John  G 
Sutera  Ignazio  283-5435 
Fauazza  Salvatore  281-2383 

7  Vacant 

8  Kendall  Leslie  F  ®  283-7029 

9  Anderson  Michl  A  ®  283-7649 
10*  Odum  Geo  T  Jr  283-7504 

11  ★  Cilluffo  Paul  F  ®  283-6964 
13  Silva  Helen  Mrs  283-7698 
14 ★Porter  Wm  281-0155 


15  Shields  Amelia  Mrs  ® 

283-4382 

16  Post  Clifford 

Day  Eleanor  Mrs  283-3059 
Thompson  Pauline  M  Mrs 
18  Hill  Erma  Mrs  283-7762 
20  ★  Hardman  Patricia  Mrs 
281-1081 

22  Rogers  Gilbert  R  281-1868 


16 

COMMERCIAL  CT  —FROM  43 
COMMERCIAL 

ZIP  CODE  01930 


16 

COMMERCIAL  ST  —FROM  1 
MAIN  TO  FORT  WHARF 

ZIP  CODE  01930 

15  Bertolino  Bros  Bakery  283-2719 
Bertolino  Bros  Grocery 
Bertolino  Benj  ® 

ROGERS  INTERSECTS 
17  Nicastro  Dominic  A  281-1886 
Demetri  Salvatore  P  ® 

283-8019 

19  Misuraca  Jennie  Mrs  283-3176 

★  Nicastro  Louise  283-0957 
21  Lucido  John  J  283-6422 

Orlando  Joseph  G  283-1178 

★  Landry  Janice  283-3529 

★  Brazao  Donna 
BEACH  CT  BEGINS 

25  Storage 

27  Parisi  Plastic  Fishing  Gear  Inc 
whol  &  ret  281-1600 
29a  Palmisano  Charles  ® 

283-2408 

31  Curhan  Co  The  printers 
283-1706 

PASCUCCI  CT  BEGINS 
42  Vacant 

COMMERCIAL  CT  BEGINS 
51  O’Donnell-Usen  Fisheries  whol 
fish  283-5563 
54  Cumberland  Wharf 
Fort  Cold  Storage  whse 
283-4811 

60  Frontiero  Bros  fuel  oil 
283-1282 

64  Birds  Eye  Wharfs 

65  Boat  Shop  repr  281-0328 
67  Orlando  John  ®  283-5279 

FORT  SQ  BEGINS 
69  Forgette  Harold  R  281-2653 

77  Tom  Mic’s  Restaurant 

78  Commercial  Wharf 
Felicia  Oil  Co  Inc  283-3808 

79  Vacant 
FORT  SQ  ENDS 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 
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COMMERCIAL  ST— Contd 
88  Cunningham  &  Thompson 
Wharf 

North  Atlantic  Fish  Co  Inc 
whol  283-4121 

Neptune’s  Seven  Sea’s  Inc  whol 
fish  281-1414 

Ocean  Crest  Seafoods  Inc  whol 
fish  281-0232 

Progressive  Oil  Co  Inc  fuel  oil 
283-2000 

120  Proctor’s  J  O  Wharf 
122  Vacant 
130  Fort  Wharf 


5 

COMMONWEALTH  AV 
—FROM  118  WASHINGTON 
TO  73  CENTENNIAL  AV 


ZIP  CODE  01930 

2  ★  Frontiero  James  S  © 

3  ★  Simon  Valerie  D  Mrs  ® 

3a  Mac  Leod  Everett  M  283-3694 
Kennefick  Kath  E  Mrs 
283-8736 
★  Jones  Wm  R 


4  Miller  Loretta  Mrs  283-3883 
Strescino  Wm  S  ©  283-5529 


5  Waddell  Mary  A  Mrs  ® 
283-7786 


6* *Favazza  Peter  L  Jr  ®  283-3365 

7  Hamilton  Harold  P  283-9240 
Clark  Charles  M  ®  283-1142 

8  Co  as  Adelaide  H  ®  283-2358 
WELLS  CROSSES 


8k  Piscitello  John  J  ®  283-7409 
Piscitello  Sami  J  281-0921 


★  Kuivanenl  Edith 
10  Bennett  L  Agnes  Mrs  ® 
283-7386 

12  Holmberg  Alfred  M  ® 

283-7144 

13  Aiello  Anthony  P  ®  283-1536 
Thompson  Harry  Jr 

14  Bertolino  Nicholas  ®  283-0629 
Vz4  Vannah  Harry  E  283-3832 

15  Gilardi  Michl  ®  283-4475 
Johnson  Martin  E  271-1429 

17  Bertolino  Rose  Mrs  ®  283-2589 


★  Moceri  Sebastian  E 

★  Vrachos  Frances 

21  Smith  Bessie  M  Mrs  ® 

24  ★  San  Filippo  Guisseppe  ® 

283-3785 

25  ★  Settipani  Anthony 

★  Moralli  Mary  Jane 
LOOKOUT  CROSSES 

27  Enos  Austin  S  ®  2832836 
29  Balbo  Sami  ® 

31  White  Frank  S  ®  283-1397 

33  ★  Asara  Angela  Mrs  283-1112 

34  ★  Novello  Joseph  283-7176 
34a  De  Metri  Nofie  ®  283-0545 

CLIFFORD  CT  BEGINS 

35  Brown  Steph  M  ©  283-3877 

36  Whitmarsh  Robt  K  ®  283-0047 

37  Tarantino  Shirley  Mrs  ® 

283-4944 

38  Pommet  Dana  P  ®  281-1973 

39  ★  Sharao  Nancy  A  Mrs  ® 

281-0907 

41  Me  Kay  James  H  ®  281-0213 

42  Ragusa  Wm  E  ®  283-5342 


5 

CONANT  AV  —FROM  A  DEAD 
END  SOUTH  OF  36  BEACON 
ST  NORTH  TO  BELLEVUE 
AV 

ZIP  CODE  01930 
4  Ziemer  Erwin  ®  283-6769 
BEACON  CROSSES 
15  ★  Oakes  James  M  283-7570 

17  Blatchford  M  Esther  Mrs  ® 

18  Vitale  Leonard  carp  ® 

283-4248 

Cottone  Calogero  283-4823 


9 

CONCORD  ST  (WEST 
GLOUCESTER)— FROM  367 
ESSEX  AV  NORTHERLY 
AND  WESTERLY  TO  ESSEX 
LINE 

ZIP  CODE  01930 
2  Solbjor  Albert  N  281-2531 
4  ★  Dolive  Louis  281-1692 


ALPINE  CT  BEGINS 


17V6  ★  Favazza  Anthony 

18  Scola  Sebastian  E  Jr  ® 

283-6004 

19  Tocco  Joseph  ®  281-0922 
★  Moceri  Paul 


★  Battles  Lloyd  E 

6  ★  Meuse  John  E 
Ellis  Arnold  W  Jr  ® 

Rear  Kelly  David  ®  281-0938 

7  ★  Lange  rgan  John  M  ® 

10  West  Parish  School  281-0863 
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ROCKPORT  NATIONAL  BANK 


COMPLETE  BANKING  SERVICES 

1 6  MAIN  STREET  ROCKPORT,  MASS.  01 966 

TELS.  546-3411  -546-3412 

BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966  TEL  546-7405 


34 


STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING  . 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL 

283-8500 


CONCORD  ST— Contd 
12  Brown  Arth  E  ®  283-4513 
14  Sweet  El  wood  F  ®  283-5317 
Rear  Presson  Amanda  G  summer 
res 

16  Mac  Neil  Roderick  Jr  ® 
283-8387 

18  Flygare  Wm  H  Jr  ®  281-0064 

20  Me  Grath  Walter  R  plmbr 

contr  283-1344 

21  Frost  Bradley  E  ® 

22  Silva  Paul  J  ®  283-0029 
PRESSON  POINT  RD  BEGINS 

23  Vacant 

West  Gloucester  Fire  Station 
30  Waugh  Wm  ®  283-1801 
32  Nunes  Eleanor  M  ®  283-4137 

34  Vacant 

35  West  Gloucester  Concl  Boy 

Scouts  Of  Am  Troop  60 

36  La  Fond  Wm  W  ® 

37  Cleveland  Stilson  G  ® 

283-0275 

38  Ryan  C  Eliz  Mrs  ®  283-2613 

43  Johnson  Edw  A  ®  283-7904 

44  Dockstader  John  sum  res 

46  Wingaersheek  Motel  281-0100 
Lufkin  Naomi  E  Mrs  ® 

281-0100 

★  Me  Kinnon  Chester  A 

47  Reed  Edw  B  ®  283-3315 
SAVILLE  RD  BEGINS 

51  Nelson  Allan  R  ®  283-5266 
53  Souza  Richd  W  ®  283-6910 
53%  Newman  Myron  J  ® 

283-7810 

55  Perkins  Mildred  L  ®  283-6957 
Gloucester  Drive  In  Theater 

★  Duwart  Mildred  V  283-6957 
60  Waldman  Barry  D  283-8195 
70  Tribou  Florence  L  Mrs  ® 

283-8796 

73  Brancaleone  Leo  ®  283-6708 
75  Orlando  Joseph  ®  283-2751 

77  Aubrey  Wm  J  Jr  @  283-1867 

78  Viator  Harriet  Mrs  ®  283-4092 
80  Feener  Stanley  M  television 

service  ®  283-1015 
82  Skillen  Robt  E  ®  283-3686 
84  Teel  Rodney  ®  283-3904 
CAUSEWAY  BEGINS 
86  Ralph’s  Superette  gro  283-2887 
Whitten  Ralph  G 
Rear  Vicari  Jean  R  Mrs  ® 
281-0629 

89  Genawese  Vincent  ®  283-4459 


93  Korthas  Kenneth  ®  281-0869 

95  Lowe  Helen  C  Mrs  283-7781 
95%  ★  Smith  Donald  E 

96  Snider  Robt  L  ®  283-6193 

97  ★  Rodolosi  Vincent  ®  283-8066 
99  Carldeira  Carl  ®  283-6889 

101  Turner  Richd  A  ®  283-9142 

102  Jordan  Willis  E  ®  283-9301 
104  Levesque  Robt  J  ®  283-8198 

106  White  Amos  T  ®  283-0852 

107  Leanos  John  A  ®  283-5044 
Herrick  Maude  A  Mrs 

108a  Burke  Walter  L  ®  283-7146 

108  Gannon  Carol  A  Mrs  ® 

283-3017 

CEDARWOOD  RD  BEGINS 
ATLANTIC  BEGINS 

111  Morris  Johanne  Mrs  ® 

283-9076 

112  Chamberlin  J  Mark  ® 

281-1386 

115  Bishop  Charles  H  ®  283-4729 

118  Bray  Ethel  D 

119  Mullins  Eliz  283-8398 

120  Marshall  Ralph  F  genl  contr 

®  283-2168 

128  Marshall  Ralph  C  ®  283-3271 
144  Merchant  Michl  K  ® 

283-8932 

BRAY  INTERSECT 
COLE’S  ISLAND 

161  Kennedy  John  E  summer  res 
®  283-2166 

LAWRENCE  CT  BEGINS 
167  Sylvester  Adelaide  E  Mrs  sum 
res  ®  283-3020 
Wainwright  Tom  H  summer 
res  283-3644 

Robb  Russell  Mrs  summer  res 
283-7631 

171  Fremont-Smith  Paul  summer 

res  ®  281-0091 

172  Lee  Miles  R  ®  281-0736 
183  Martin  Charles  T  283-9594 
Rear  Hadley  Roland  L  ®  283-2697 
Rear  Katsoulas  Peter  E  281-0196 
187  Allen  Charles  W 

189  Lord  Henrietta  P  Mrs 

summer  res  ®  283-7758 
196  Filistowicz  Walter  ®  281-1699 

198  Montessori  Children’s  House 

Of  Gloucester  Inc  283-3797 
Rosso w  Charles  ®  283-3797 
198a  Williamson  Charles  ® 
281-0499 

199  Eliot  Mather  ®  283-7293 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemor*  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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CONCORD  ST— Contd 
200  Morrow  H  C  Plumbing  & 
Heating  Co  283-5401 
Morrow  Harold  C  ® 

202  Burnham  Matthew  summer 
res 

Mayo  Lawrence  summer  res 
206  Kain  David  M  excavating  & 
grading  ©  283-2685 
212  Brown  Eug  281-1817 
209  Coon  Carleton  S  ®  283-1612 
221  Me  Clelland  Adelaide  summer 
res  ®  283-0727 
227  Smith  Janice  R  283-8397 
229  i  Lindquist  Earl  B 
★  Ross  Susan  G 
i  Masters  Jonathan  D 
Rear  Prestegard  Kurt  281-1556 
233  Southwick  Philip  Rev  ® 

235  Gorse  Dennis  L  ® 

236  ★  Kopka  Richd  G  ®  283-6951 

237  Currier  Reginald  H  ® 

283-2266 

242  Kimel  Donald  R  ®  281-0014 

243  Parsons  Lovell  R  ®  283-6734 

246  Tribou  David  E  ®  283-2824 

247  Roberts  Percy  E  ©  283-3349 

249  Lake  Jerome  F  283-4274 

250  Moses  James  J  ®  283-6230 
SUMNER  ENDS 

251  Muise  Richd  M  ®  283-7755 

255  *  Bartlett  Kim  L  283-8974 

256  Davison  Peter  H  281-1475 

257  Cohen  Martin  E  ®  283-1182 
271  Andrews  Elmer  summer  res 

® 

277  Lane  Grace  E  Mrs  ® 

283-0769 
WALKER  ENDS 

281  Trudell  Ann  M 

282  ★  Fraser  Eve  T  281-2593 
288  Roberts  Norman  E  ® 


6 

CORLISS  AV  —FROM  42 
WHEELER 

ZIP  CODE  01930 

2  Strescino  Joseph  H  ®  283-1172 

3  Thompson  Robt  L  ®  283-6507 

4  Marble  Vivian  V  Mrs  © 

281-1587 

5  Militello  Salvatore  ®  283-1736 

7  Lee  Roger  G  Jr  ®  283-1389 

8  Tartas  Philip  ® 

9  Nicolosi  Salvatore  ®  283-6284 


10  Martin  Edw*W  ®  283-8694 

11  Amero  Hughes  S  ®  283-6399 

13  Batten  Carolyn  Mrs  ® 

281-1073 

14  Goodick  W  Herbert  bldg  contr 

®  283-0556 

15  Moceri  Sebastian  ®  283-7979 

17  Corkum  Mary  F  Mrs  ® 

283-4564 

18  Burnham  Caroline  F  ® 

283-4157 

19  Douglass  Allerton  Jr  ® 

283-9274 

20  Barkhouse  Philip  B  ® 

283-8356 

21  Sawyer  Everett  283-7210 

22  Williams  Wm  ®  283-6395 
24  Blair  Geo  M  ®  283-6978 

26  Carignan  Fay  E  Mrs  283-1279 
28  Loring  Frank  I  ® 

32  Lord  Robt  D  ®  283-4980 
JUNIPER  RD  BEGINS 


27 

COUNTRY  CLUB  RD 
(ROCKPORT)— FROM  48 
SOUTH 

ZIP  CODE  01966 

2  ★  Havran  Philip  E  ®  546-2146 

3  Me  Namara  John  R  ©  546-3205 

4  Johnson  Roy  V  H  ©  546-2798 

6  Hale  Wm  B  carp  546-2237 

7  Lothrop  Mary  A  Mrs  © 

546-6249 

8  Di  Gemma  Joseph  P  summer 

res  ©  546-6072 

10  Braverman  James  D  summer 
res  ® 

14  Pearson  Bruno  N  ©  546-2228 

15  ★  Sumner  Wm  H  546-6583 

16  Crane  Carlota  S  Mrs  © 

546-2167 

20  Stangel  Don  J  ©  546-2866 
22  Vacant 
24  Sum  Res 

Rockport  Golf  Club  Inc 
546-9434 

26  Craig  Mariam  M  Mrs  © 
546-2187 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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21 

COVE  AV  (PIGEON  COVE) 
(ROCKPORT)-FROM 
PHILLIPS  AV  NORTHERLY 

ZIP  CODE  01966 
Harvey  Arth  W  ©  546-3254 


22 

COVE  HILL  LA  (ROCKPORT) 
FROM  43  MT  PLEASANT  TO 
7  CLARK  AV 

ZIP  CODE  01966 
Roberts  Doris  A  Mrs  ©  546-6522 
Waddel  Robt  sum  res 

2  ★  Stanford  Jacqueline 

★  Gibbs  Margo 
2a  ★  Cooney  John  P 
BURT  AV  BEGINS 

3  Smith  Fredk  A  Jr  ©  546-2880 
5  Heath  Marianna  Mrs  sum  res 

546-6710 

BURT  AVE  BEGINS 
8  Balf  Oliver  Z  ©  546-3527 


20 

COVE  LEDGE  LA 
(MAGNOLIA)— FROM 
FULLER  TO  DEAD  END 

ZIP  CODE  01930 
12  Hardy  Wilbur  H  ©  525-3247 
10  Jackson  Frank  F  ®  525-3295 
2  No  Return 

Kaczynski  Stanley  J  ©  525-3758 
8  Weiner  Barry  ®  525-3788 
6  Barrett  James  F  525-3205 


11 

CROSS  ST  —FROM  11 
EASTERN  AV  TO  16  EAST 
MAIN 

ZIP  CODE  01930 
2  ★  Darcy  Suzanne  283-1619 

★  Noonan  Robt 

★  Simmons  Cindy  283-1619 

4  Apartments 

1  Vacant 

2  ★  Sanders  John 

3  ★  Perez  Zoralda 
LORING  CT  BEGINS 

5  Tuomi  Tiovo 

★  Rowe  Cindy 


6  Me  Laughlin  Lucia  Mrs 

281-2094 

Spillman  A  Constance  Mrs 
283-7280 

Vicari  Albert  P  283-2457 

7  ★  Zeeman  Clara  M  Mrs  283-9390 

★  Rowe  Cynthia 
9  Parsons  Lorraine  A  Mrs  ® 
283-3514 

12  ★  Marchant  John 
Flasher  Olive 
★  Barnes  Yvette 
12  Ms  Mello  Barbara  Mrs  © 

14  Mackey  Albert  J  ®  283-0321 
Saulnier  J  Eunice 


20 

CROWELL  AV  —FROM  116 
WESTERN  AV 

ZIP  CODE  01930 

4  Boudreau  J  Stanley  ®  283-5741 
6  Crowell  Lelia  B  ©  283-1811 

8  Parisi  Thos  J  ©  283-3320 

9  Johnson  Ethel  K  Mrs  283-0009 


6 

CUNNINGHAM  RD  —FROM 
258  WASHINGTON  TO 
MARSH  NR  OVERPASS 

ZIP  CODE  01930 

3  Spinney  Wm  H  283-2056 

4  Verge  Warren  F  ©  283-2488 

5  No  Return 

6  Ferazzi  Charles  L  ®  283-5026 

7  Bohan  Paul  F  ©  283-4669 

8  Shaw  Arth  W  ®  283-7726 

9  Ciulla  Thos  A  ©  283-5136 

10  ★  Martin  Geo  ®  283-2657 

11  Moceri  Carlo  A  283-8818 

12  Ciolino  Joseph  ®  283-3224 

13  Hopkins  Edw  B  ©  283-8317 

14  Bruni  Robt  E  ®  283-2741 


6 

CUNNINGHAM  SQ 
— JUNCTION  POPLAR  AND 
WASHINGTON 

ZIP  CODE  01930 


» 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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CURTIS  SQ  —FROM  180 
CENTENNIAL  AV  TO  10 
WHITTEMORE 

ZIP  CODE  01930 

3  Lane  Clarence  E  Jr  ®  283-0192 

6  Davis  Walter  O  ®  283-7501 

7  Gentile  Carmen  P  ®  283-1830 
10  Randazza  Repair  Service  elec 

appl  reprs  281-1006 
Randazza  Salvatore  J  ® 


CURTIS  ST  (PIGEON  COVE) 
(ROCKPORT)-FROM  132 
GRANITE  TO  206  GRANITE 

ZIP  CODE  01966 

2  Peterson  Theo  ®  546-3542 
2a  Whitmer  Beatrice  J  Mrs  ® 

546-7176 
2b  Vacant 

3  Leavitt  Edwin  cabt  mkr  ® 
546-6229 

4  Goodick  Charlotte  M  Mrs  ® 
546-2262 

6  Nelson  Gao  L  ® 

8  Mackey  Loring  546-3978 
Me  Hale  Hope  ®  546-2111 

10  Mello  Lawrence  B  carpet  cln 
®  546-6359 

PIGEON  HILL  BEGINS 
CASTLE  LA  BEGINS 

11  Reimer  Edmund  J  ® 

15  Swanson  Howard  B  ® 

546-2033 

16  Balestraci  Agnes  L  Mrs  ® 
546-2732 

17  Peterson  Robt  L  ®  546-2022 

18  Carlson  Betty  C  Mrs  ® 
546-2465 

19  Swanson  Leonard  C  ® 

546-6177 

20  Aspesi  Gino  ®  546-2371 

21  Aspesi  Gaetano  ®  546-6594 

22  Aspesi  Robt  J  ®  546-3994 

23  Sweet  Homer  Jr  ®  546-6257 

24  Sweet  Homer  M  ®  546-3566 

25  Swan  Laurence  E  ®  546-2364 

26  Balzarini  James  W  ®  546-6179 

27  Crossett  H  Fredk  roofer  ® 
546-2890 

31  Balzarini  Mario  E  trucking  ® 
546-3489 


25  33  Tanson  Matthew  Jr  ® 

546-2147 

36  Lorentzen  Bruce  K  ®  546-6266 
38  Parisi  James  546-3740 

42  Grant  Douglas  S  ®  546-2728 

43  Sax  Eric  C  ®  546-3331 
43a  Balzarini  John  J  ®  546-2050 

45  Balzarini  Martin  L  ®  546-2715 

46  Newman  Signe  A  Mrs  ® 
546-6984 

46a  Owen  Barbara  J  546-2946 

47  Balzarini  Carolyn  J  ® 

546-3321 

48  Cunha  Linda  M  Mrs  ® 
546-2545 

49  Perk  Ina  E  ® 

50  Makkonen  Niilo  J  ®  546-3127 
STOCKHOLM  AV  BEGINS 

52  Polloni  Maria  F  Mrs  ® 
546-6733 

54  Tognazzi  Enrico  J  ®  546-2683 
56  Pieroway  Lestor  G  ®  546-6027 
58  Aspesi  Robt  P  ®  546-3178 

62  Baker  Kenneth  C  ®  546-3199 

63  Condon  Joseph  E  ©  546-2244 
63a  i  Fallon  Gene  ®  546-6553 

64  Speck  Francis  W  ®  546-3574 
67  Gar  lick  Lester  J  ®  546-3153 
67a  Anderson  John  H  ®  546-2612 
69  Taylor  Wm  X  sum  res  ® 

Williams  Paul  E  sum  res 

72  ★  Rulka  Helen  546-3930 

73  Hale  Edw  E  ®  546-2876 

74  Huttunen  Jean  B  Mrs  ® 
546-3176 

76  ★  Huttunen  John  B  546-7293 
78  First  School  House  The 


3 

DALE  AV  — FROM  88  MIDDLE 
TO  61  PROSPECT 

ZIP  CODE  01930 

2  Gloucester  Lyceum  And  Sawyer 
Free  Libr  Jr  Libr  Ent 
WARREN  BEGINS 
9  City  Hall 

City  Auditor  283-0397 
City  Clerk  283-0143 
City  Engineer  283-0494 
City  Board  Of  Assessors 
283-3390 

City  Officer  Burial  Deceased 
Soldiers  &  Sailors 
City  Civil  Defense  Director 
City  Board  Of  Health  283-0251 


THE  S.  R.  HARVEY  CO. 

COAL  -  m  -  A -  mt\M  UTILITY  GAS 

OIL  ffafoigr  WTO  *  APPLIANCES 

ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES  OIL  HEATING 

LantsvilU,  Sta.f  Gloucester,  Mass.  Tal.  283-1076 
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DALE  AV — Contd 

Gloucester  Welfare  Service 
Office  (State)  283-2117 
City  Manager  283-0043 
City  Physician  283-1138 
City  Solicitor 

City  Treasurer  &  Tax  Collector 
283-0308 

City  Custodian  Of  City  Hall 
City  Council 

City  Industrial  Development 
Commission 

City  Inspector  Of  Animals  & 
Slaughtering 

City  Inspector  Of  buildings  & 
Plumbing  283-2906 
City  License  Board 
City  License  Commission 
City  Mayor’s  Office 
City  Public  Health  Dispensary 
City  Public  Works  Dept 
283-5940 

City  Purchasing  Agent  283-4322 
City  Registrars  Of  Voters 
City  Sanitary  Inspector  &  Agent 
City  Sealer  Of  Weights  & 
Measures  283-2906 
City  Traffic  Commission 
City  Veterans  Benefits  283-1288 
12  Vacant 

15  US  Post  Office  283-0474 
US  Army  And  Air  Force 
Recruiting  Station  283-1088 
US  Marine  Corps  Recruiting 
Station 
Bsmt  Vacant 

Bsmt  US  Social  Security  Board 
American  Postal  Workers 
Union 

United  Natl  Assn  Post 
Office  Supvrs  Branch  307 
201  Federal  Bureau  Of 
Customs  283-0425 
National  Marine  Fisheries 
Service  (div  of  state  &  mkt 
news)  283-3420 
U  S  Bur  Coml  Fisheries 
(enforcement  & 
serveillance) 

US  Dept  Of  Transportation 
283-6595 

18  Tarr  Fredk  H  lwyr  283-0046 
Harris  Danl  F  lwyr  283-4383 
Mahoney  Atwood  &  Goldings 
lwyrs 


19  Powers  Francis  B  podiatrist  <§> 
283-0319 

22  Lo  Grande  Matteo  ®  283-4518 

★  Casagrande  Frank 

23  Egan  John  J  Jr  phy&  © 

283-0268 

26  Powers  Waiter  J  dentist 
283-0396 

Powers  Walter  J  Jr  dentist 
283-0396 

★  Greeke  Woodrow 

28  Mac  Innis  Robt  M  lwyr 
283-1042 

Mac  Innis  Judith  A  Mrs 
antiques 


20 

DALTON  AV  —FROM 
NORMAN  AV  TO  DALTON 
RD 

ZIP  CODE  01930 
24  Naves  Virginia  G  Mrs  ® 
525-3055 

15  Dunn  Donald  R  ®  525-3507 
24  Amero  Clifford  A 

Greeke  Robt  W  525-3943 
Landry  Paul  W  525-3105 
Marchant  John  S  Jr 
Smith  Christina  525-3941 
17  Monbourquette  Geo  E  Jr  ® 
525-3507 

24  Amero  Barbara  J  283-3780 
Bammarito  Joseph  525-3055 


20 

DALTON  RD  (MAGNOLIA) 
FROM  OCEAN  AV  TO 
NORMAN  AV 

ZIP  CODE  01930 
7  ★  Sallah  Rose 

19  Gray  Donald  S  ®  525-3339 
11  Wilson  Richd  D  ®  525-3293 

20  Miles  Frank  N  ®  525-3252 
40  Hines  Paul  E  Jr  contr  ® 

525-3603 

38  Pickette  Harvey  J  ®  525-3365 
35  Patrican  Herman  A  525-3713 
42  Shea  John  W  525-3172 


Cape  Ann  Area 
Chamber  of  Commerce 

TELS.  283-1601  AND  283-1602 
130  MAIN  ST. _ GLOUCESTER,  MASS.  01930 
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17 

DAM1ANO  SQ  —FROM 
JUNCTION  OF  MAIN  AND 
WASHINGTON 

ZIP  CODE  01930 

— 

1 

DAVIS  ST  —FROM  ACROSS  27 
CHAPEL  TO  24  HIGHLAND 

ZIP  CODE  01930 
East  Gloucester  Elementary 
School  283-4235 
Parsons  Maxwell  Playground 

1  Vacant 

2  Brooks  Byron  L  ®  283-1292 
CHAPEL  INTERSECTS 

5  Currier  Geo  B  ®  283-1542 

6  Palmer  Donald  F  283-7262 

1  Knowlton  John  L  283-1063 

7  Peterson  Wad  ter  H  ®  283-6139 

8  Vacant 

9  1  Silva  Richd  P 

Miller  Peter  B  ®  281-1639 

10  Irving  Lester  C  Jr  ®  281-1477 
12  Merchant  Miriam  W  ® 

283-5236 

16  Albert  Anthony  M  ®  283-4614 
DIVISION  BEGINS 


9 

DAVIS  SECTION  (WEST 
GLOUCESTER;— FROM 
WINGAERSHEEK  BEACH 
AREA 

ZIP  CODE  01930 
Murphy  James  summer  res 
281-1869 

Bradshaw  Harry  summer  res 


7 

DAY  AV  (LANESVILLE) 

FROM  35  HIGH 

ZIP  CODE  01930 
5  Dunn  James  H  ®  283-5420 
6 ★Dennis  Lloyd  ®  283-0471 
9 ★Riley  Paul  283-0193 
10  Day  Nettie  B  Mrs  ®  283-9549 


8 

DAY  CT  (WEST 
GLOUCESTER)— FROM  195 
ESSEX  AV 

ZIP  CODE  01930 
4  Perkins  Wilbur  G  ®  283-1234 
8  Mason  Arnold  F  ®  283-4339 


22 

DEAN  RD  (ROCKPORT) 

FROM  29  SOUTH  TO  OLD 
GARDEN  RD 

ZIP  CODE  01966 
2  Rose  Ernest  M  ®  546-2718 

4  Sprague  Frederic  G  ®  546-6630 

5  Ginns  Myrtle  G  Mrs  ® 

546-6763 

6  Frost  Maurice  H  ®  546-6523 

7  Mann  John  A  ®  546-2862 

8  Davidson  Allan  A  artist  ® 

546-6664 

10  Hayes  Joseph  T  ®  546-3739 
WALLACE  RD  INTERSECTS 

12  ★  Saluzar  Carol 

13  Brown  Wm  E  ®  546-3776 

14  Merrill  Copeland  dentist  ® 

546-2227 

15  Cahill  Wm  T  sum  res  ® 

546-3547 

16  Davis  Robt  summer  res 

17  Fuller  Carl  T  ®  546-2619 
19  O’Donnell  Mary  L  Mrs  ® 

546-2524 

21  Lindenfelzer  Robt  A  ® 

546-6970 


11 

DECATUR  ST  —FROM  10 
TRAVERSE  TO  BEACH 

ZIP  CODE  01930 
4  Andrewes  Robt  W  real  est  ® 
283-4337 

6  ★  O’Brien  Alice  C  Mrs  283-2963 

7  ★  Good  Timothy  W  III 

8  Baker  Lillian  Mrs  ®  283-2834 
Rear  Taylor  Mary  A  Mrs 

10  Munroe  J  Leona  Mrs  ® 
283-1471 

12  Sanderson  Matilda  Mrs  ® 
283-2436 

14  Calder  Dora  B  Mrs  ®  283-6109 
16  Balestraci  Louis  283-3554 
18  Wonson  Russell  F  ®  283-2059 
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REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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DECATUR  ST— Contd 

19  ★  Thokle  Jan 

20  Francis  Agatha  M  Mrs  ® 

283-5706 

22  Crowley  Artell  B  ®  283-3529 
24  Konaxis  John  J  ®  283-8862 
26  Ekborg  Harold  ©  283-4903 

30  Hemingway  Peter  W  © 

281-2096 

39  Tarr  Ronald  P  283-4422 

31  ★  Edgerton  Wm  C  283-5481 

45  Peterson  Helen  S  Mrs  ® 

281-0429 

BRIGHTSIDE  AV  INTERSECTS 

46  Tappe  A  Anthony  sum  res 

283-2491 

Cunningham  Phyllis  F  Mrs 
sum  res  283-4626 


24 

DENNISON  ST  —FROM  685 
WASHINGTON  TO  BEYOND 
HOLLY 

ZIP  CODE  01930 
2  Atwater  Edith  L  ©  283-1462 
7  Frye  Ruth  E  Mrs  283-6090 

9  Brigham  Chester  ®  283-5617 

10  Shea  Geo  A  ®  283-5195 
YOUNG’S  RD  BEGINS 

19  Blackburn  Emma  Mrs  ® 
283-2357 

22  Sargent  Raymond  W  283-8123 

28  Reed  Esther  I  Mrs  ®  283-2404 

29  Maloof  Emile  G  sum  res 

283-2783 
31  Vacant 

33  Hodgkins  Horace  E  ®  283-3752 

34  Murray  David  B  283-3853 

35  Kiff  Wm  H  ®  283-5783 

37  Davis  Winthrop  A  ®  283-3935 

39  DollofF  Silas  B  ®  283-5162 

40  Brooks  Robt  F  ®  283-2047 

42  Moalli  Richd  A  ®  283-7120 

43  Purdy  Fred  Inc  mason  contr 

283-3359 

Purdy  Fred  ®  283-3359 
53  Jewell  Wm  D  ®  281-0870 
55  Musaphia  Jean  Mrs  ® 

283-9075 

57  Markuson  Margaret  ® 

283-0985 

75  Davis  Kent  R  ®  283-6242 

79  Levie  Ralph  C  ®  283-4071 

80  Vacant 
BENNETT  ENDS 


81  Cross  Margt  S  Mrs  283-0538 
HOLLY  ENDS 
86  Charte  Arth  K  ® 

91  Wilson  Robt  F  ®  283-0044 
100  Davis  John  B  genl  contr  ® 
283-1697 

102  Kelly  Pauline  sum  res 
283-2079 

104  Howland  Richard  ®  283-8592 
200  Coyle  Phillip  E  Jr  real  est  ® 
283-0276 


DERBY  CT  —FROM  37  DERBY 
TO  70  MAPLEWOOD  AV 

ZIP  CODE  01930 


DERBY  ST  —FROM  157 
WASHINGTON  TO  74 
MAPLEWOOD  AV 

ZIP  CODE  01930 
1  Roberts  Arth  A  283-5318 
3  Perry  Kenneth  E  ®  283-9442 
5  Powers  Alf  C  ®  283-6265 

★  Powers  Grace 

7  Porter  Joseph  A  ®  283-5685 
9  ★  Klopotoski  Robt 

★  Ball  Brian 
MYRTLE  SQ  BEGINS 

17  ★  Santapolo  Sharon  Mrs 
19  Hautala  John  E  ®  281-0413 
23  Wadsworth  Robt  S  ®  283-2433 
25  Joseph  Herbert  J  ®  283-7919 
27  Strescino  Peter  J  ®  283-2409 
29  Provost  Orient  E  Mrs  283-3958 
31  Barry  John  U  ®  281-0142 
33  Calder  Clyde  A  283-1579 

35  Piscitello  Charles  A  ® 

283-6471 

36  Mac  Cormack  John  L 

37  Hannibal  Ralph  W 
Hanibal  Walter  L  ®  283-4977 

DERBY  CT  BEGINS 

37  Vfe  Vacant 

Anderson  Howard  W  ® 
283-1819 

38  ★  Harrison  David  281-1896 

39  Hurst  James  R  ®  283-6467 

40  Brown  Robt  ®  283-0348 

41  Tilley  Ella  Mrs  ®  283-4824 
Mac  Killop  Clifford  S  283-8456 

42  Fiers  Francis  V  ®  283-9466 


ROSE'S  OIL  SERVICE  Inc.  & 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 

395  Main  St. 

Gloucester,  Mata.  01930 


283-3334 

283-3335 


17 


DEXTER  PL  —FROM  2 
MIDDLE 

ZIP  CODE  01930 

1  Benjamin  Marjorie  283-7075 
Clarke  Thos  W  283-1836 

2  Foley  Nina  283-7363 

4  Favalora  Cheryl  ®  283-2259 


DIVISION  ST  —FROM  16 
DAVIS 

ZIP  CODE  01930 
1  Moore  Dorothy  P  Mrs  ® 
283-8788 

19 

doane  rd  —from  shore 

HILL  RD 

ZIP  CODE  01930 

3  Baker  John  sum  res  ®  283-3354 

4  Lindquist  Albert  ®  283-3873 
9  Fleming  Arth  E  283-8586 


22 

DOCK  SQ  (ROCKPORT) 

FROM  MT  PLEASANT  TO 
MAIN  AND  BEAR  SKIN 
NECK 

ZIP  CODE  01966 

2  London  Venturers  Co  art 

546-7161 

3  Rockport  Veterans  Of  Foreign 

Wars  Of  USa  Post  8609 
V  F  W  Post  Dining  Hall 

4  Stoffa  Michl  Gallery  546-6288 
Stoffa  Michl 

Rear  Summer  Res 

5  Stilson  Gallery  The  564-6401 

6  Vacant 

Jaq’lyn  Designs  dresses  5467112 
Boot  Sandle  Shop  shoes 
5467251 

Peter  Pan  Gallery 
Thomas  Robards  House  1740 
Accomodations 

7  Studio  &  Gallery  The  art 

546-2820 
Bankoff  Louis 

8  Wee  Shop  yarns 
Parady  Mabel  E  Mrs  ® 

5462058 


Collins  Natt  L  ®  5462058 
8a  Collins  Terry 

9  Hatfield  Color  Shop  5463053 

10  Root  Winifred  F  5462664 
10a  t  Perry  Claudia  5466971 
10b  *  O’Neil  Dan  W  5467439 

11  Square  Cir  The  jwlry  5467100 

12  O’Toole  Ida  Mrs  546-6596 
12a  t  Abramson  Esther  5463567 
12b  t  Marfyak  Dorothy  5462447 
12c  Curtis  Real  Estate  5463220 

13  Sea  Shell  Restaurant  5462502 

14  Sofia’s  gifts  5462040 
MAIN  BEGINS 

15  Parson  Sandra  S  Mrs  5463262 
17  Burnett  &  Moore  Gallery  art 

Burnett  Louis  ® 

BEAR  SKIN  NECK  BEGINS 
21  Dock  Sq  Mall  5463292 

The  Grasshopper  Shop  fabrics 
hand  made  articles 
Vacant 

Exclusively  Yours  sum 
21a  Much-A-Do 
21  Village  Luncheonette 
Dock  Sq  Mall  Extn 
23  Robbins  Reproductions  Studio 
546-6036 

25  Painton  Me 1  vir  3  : i  ~ 
5466104 
Roberts  Rachel 
2b  Simms  Amy  Mrs  5467397 
2c  Mahaney  Doris  L  Mrs 
5463884 


Of  U  S  Plywood  5467331 

• 

13 

2  Z 

DODGE  ST  —FROM  8 

<2  a 

o 

BECKFORD  NORTHERLY  TO 

BEYOND  SIBLEY 

r  (/* 

ZIP  CODE  01930 

n 

z 

6  Parsons  Helen  H  Mrs  ® 

283-8577 

9  Parsons  Warren  F  ®  283-5048 

9a  Cucuru  Helen  Mrs  ® 

L  o 

\to 

lit  Mitchell  Steph  J  283-1327 

14  Perry  Fredk  C  ®  283-5971 

Schneider  Eva  M  Mrs 

Marr  Ruth  E  Mrs  283-7763 

\  CO  1“ 

SIBLEY  ENDS 

(a) 

1  i 

15  Me  Far  land  Geo  H  ®  283-2306 

1  o 

Mason  Olivia  D  Mrs  283-6144 

1  © 

1  o 

17  Martin  Wm  T  ®  283-5898 

o 

Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


K 

N 


K 


cape  ANN  glass 

mtrror^  Auto  Glass  (Installed  Whilo-U-Wait) 

PURPOSE  MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 

GERALD  E.  DAVIS,  OWNER 

TEL.  283-4732 _ 216  MAIN  ST.— GLOUCESTER 

42 


DODGE  ST— Contd 
21  Redmond  Francis  E  ® 
283-3769 

24  Smith  Alf  M  ®  283-4085 


20 

DOLLIVER’S  NECK  —FROM 
MUSSELL  POINT  RD  TO 
DEAD  END 

ZIP  CODE  01930 
Vacant 

Weld  Philip  S  ®  283-9840 
Baker  James  sum  res 
Loeman  W  C  ®  283-6490 
★  Merzig  John 
Vacant 


13 

DORY  RD  —FROM 
BLACKBURN  DR 


★  Allenbrook  Michl  J  ®  546-2281 


21 

DRUMLIN  RD  (PIGEON  COVE) 
(ROCKPORT)— FROM  ROWE 
AV  TO  LANDMARK  LA 

ZIP  CODE  01966 
3  Milliken  Rhoda  J  ®  546-2784 
Pearce  Eleanore  E  546-2882 
Emerson  Wendell  D  genl  contr 
®  546-3183 

Safford  Nicholas  H  ®  546-2462 
Jamison  Pricilla  L  Mrs  ® 
546-6455 

★  Ford  Friendly  ®  546-3967 
Roper  Marshall  E  ®  546-2427 
Quint  Bernard  ®  546-3814 
O  Connell  Eileen  M  546-3880 
Mac  Donald  Charles  J  ® 
546-3595 


ZIP  CODE  01930 


11 

DOUCETT  SQ  —FROM 
JUNCTION  MAIN  E  MAIN 
AND  EASTERN  AV 

ZIP  CODE  01930 


22 

DOYLE  COVE  RD  (BEAR  SKIN 
NECK)— (ROCKPORT)- 
FROM  SOUTH  RD 

ZIP  CODE  01966 
Clark  Fredk  ®  546-0836 
Galley  Lunch  restr  546-3721 
12  Hazzard  Charlotte  sum  res 
546-2756 

Silversmithed  546-7143 
Brown  Tom  546-7143 


DRIFTWOOD  RD  (LANDS 
END)  (ROCKPORT)— FROM 
SOUTH  TO  WATERFRONT 

ZIP  CODE  01966 
1  Owen  Virginia  B  Mrs  ® 
546-3558 

Carlson  C  Richd  ®  546-6350 
★  Waring  Lloyd  B  ®  546-6711 
Washburn  Dale  E  ®  546-2217 
Munroe  Frank  A  ®  546-7128 


7 

DULEY  ST  (LANESVILLE) 
FROM  1084  WASHINGTON 
TO  THE  WATER 


ZIP  CODE  01930 
1  Ahonen  Mary  A  Mrs  ® 
281-1170 

3  ★  Parsons  Charles  ® 

.  5  Vacant 
6  Crotty  Marytess 


7  Doyle  Leonard  J  ®  283-0855 

8  Gaudreau  Edna  Mrs  ®  283-0871 
Jobe  Robt  L  ®  283-9311 

10  Me  Gibbon  David  283-3985 

11  ★  Klubock  Steph  J  ®  281-2542 

12  Me  Carron  Josephine  D 

283-5905 


16 

DUNCAN  ST  —FROM  187 
MAIN  TO  10  WHARF 

ZIP  CODE  01930 
1  Johnson  John  A  Inc  ins  agts 
283-0016 

3  Jordan  W  E  Son  Inc  real  est 
283-2370 

Hale  Distributing  Co  Inc  trans 
283-8104 

The  Glass  Sail  Boat  283-7818 
19  Vacant 
Rooms 
1  Rose  Alice 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 2S3-3940 

1 8  Whittemore  St.  _ Gloucester,  Mass,  01930 


43 


DUNCAN  ST— Contd 

2  ★  Waddell  B  Chester 

3  Vacant 

4  Feldman  Simon  283-1378 

5  ★  Frazier  James 

6 *  *  Genovese  Andrew 

7  Benson  John  C 

8  Vacant 

9  ★  Hinchey  Francis 

10  Joseph  Albert 

11  *  Johnson  Charles  Jr 

12  ★  Winchester  Gardner 

14  ★  Langley  Richd 

15  Vacant 

16  *  Me  Guire  Francis 

17  *  Hanson  Everett 

18  i  Smudberg  Amos 

19  *  Critchett  Milton 

20  Vacant 

21  Vacant 

23  *  Johnson  Charles 

24  Langley  Joseph 

25  ★  Williams  Bruce 
31  Vacant 

21  Vacant 
23  Vacant 

25  Norman  Office  Supply  Inc 
283-8000 

ROGERS  INTERSECTS 
52  Gloucester  Paints  Inc  283-1416 
Rear  Empire  Wharf 
Rear  Empire  Fish  Co  Inc  whol 
fish  283-0840 
RAILWAY  AV  BEGINS 


16 

DUNCAN’S  PT  —FOOT  OF 
DUNCAN 

ZIP  CODE  01930 

Gloucester  Life  Boat  Sta  283-0704 


9 

DUNE  LA  (WEST 

GLOUCESTER)-FROM 
WATERMAN  RD 

ZIP  CODE  01930 
78  Baker  Jordan  S  sum  res 

81  Blonder  Sami  sum  res  281-1058 

82  Riccardi  Paul  G  sum  res 

281-0458 

80  Prestejohn  Wm  J  sum  res 
283-1030 

Bauke  Walter  E  sum  res 
281-1831 


22 

DWIGHT  P  DUTTON  SQ 
(ROCKPORT) — JUNCTION 
OF  BROADWAY  AND  MAIN 

ZIP  CODE  01966 


11 

EAGLE  RD  —FROM  HIGH 
POPPLES  RD  TO  DEAD  END 

ZIP  CODE  01930 
Aarons  Geo  sculptor  ®  283-8891 


23 

EASTERN  AV  —FROM 
JUNCTION  MAIN  AND  EAST 
MAIN  TO  ROCKPORT  LINE 

ZIP  CODE  01930 
4  Seatronics  Co  marine  electronic 
equip  281-0034 

6  D’ Antonio  Benedict  281-2457 

7  Williamson  Charles  G  283-3977 

9  it  Palazola  James  L  ®  283-5967 

10  Melanson  Rachel  M  Mrs  ® 

283-9365 

Melanson  Raymond  F  283-6017 

11  ★  Mitchell  Gilbert 
CROSS  BEGINS 

12  Lopes  John  ®  283-4227 
Hill  Martha  E 

14  Genawese  Mary  A  ®  283-0476 
it  Shamberger  Edith  283-8450 
Genawese  James  283-4605 

15  Esty  Arlon  283-1855 
Landry  John  R  283-6475 

16  Rose  Joseph  G  Jr  283-4759 

★  Sampson  Edw 

17  Pommet  Fannie  A  Mrs 

283-8334 

18  Benny  The  Florist  283-2456 

19  Vacant 

20  Burgess  J  Henry  ®  283-0699 

21  Richards  Isabelle  Mrs  283-1020 

22  Me  Lean  Geo  L  283-8430 

★  Wonson  Chester  A  Jr 
2836980 

FAIR  BEGINS 

23  Habe  Andrew  T  ®  283-2744 

24  Thompson  Russell  A  J  ® 

283-9116 

24a  ★  De  Gagne  David  281-1274 
★  Hendrickson  Alfred 

25  Thompson  Norman  E  ® 

281-0549 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.f  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 


EASTERN  AV — Contd 

26  Cressey  Wm  E  283-0723 

27  Masonic  Temple  lodge 
Ferson  Wm  Chapter  (R  A  M) 
Bethelhem  Commandery  43 

(Masonic) 

Acacia  Lodge  (IOOF) 
Washington  Martha  Chapter 
(Masonic) 

30  Sulton  Mary  Mrs  ©  283-1072 
Whynot  Charlotte  Mrs 

283-2449 

31  Gilson  Herbert  C  ®  283-2808 

32  Cressey  Geo  T  Jr  ®  283-3592 

33  King  John  A  ® 

WEBSTER  BEGINS 

35  Brien  Patk  J  ®  283-5450 
37  ★  Skrobacz  Barbara  Mrs 

★  Sonia  Lillian  Mrs  283-6567 
39  Frontiero  Joseph  ®  283-5440 
42  Philbrook  Charles  L  283-5583 

YANKEE  DIVISION  HWY 
INTERSECTS 
51  Wolfe  Dorothy  Mrs 

Vadala  Pasquale  ®  283-2692 
NEPTUNE  PL  BEGINS 

53  Wolfe  Francis  R  ®  283-3764 

54  Padre  Mary  Mrs  ®  283-3676 
Smith  Muriel  A  Mrs  281-0728 

55  Witham  Karl  I  ®  283-7442 

56  Francis  Joseph  R  bldg  contr  ® 

283-3081 

Rear  Frederick  Clarence  P  ® 
283-5762 

57  Witham’s  Country  Store  gro 

283-2260 

58  Knuttunen  Donald  H  281-0133 

59  ★  O’Maley  Wm 

60  Francis  Wilfred  A  ®  283-4026 
Hart  Lalia  M  Mrs  283-1016 

61  Noble  Charles  H  Jr  283-8484 

★  Reed  Harold 

62  Houde  Mark  R 

64  Rose  Lloyd  S  ®  283-3996 
Rose  Frank  V  283-5456 

★  Witham  Henry  283-8930 
HARRISON  AV  BEGINS 
WILLIAMS  CT  BEGINS 

65  ★  Digou  Leland  C  Jr  ® 

66  Murray  Thos  J  Jr 

67  Davison  Robt  E  ®  283-8293 

69  Millefoglie  Alfonso  ® 

70  Burke  Wm  S  ®  283-2099 

71  Snug  Harbor  Ceramics 

281-1937 
HARTZ  ENDS 


72  Chadwick  Cora  M  Mrs  ® 

281-0589 

Rivers  Alf  283-0206 

73  Lewis  Rexford  G  ®  283-2344 

74  Wyman  Barbara  R  ®  283-7934 

76  Poole  Phyllis  K  Mrs  ® 

283-9532 

77  Flygare  Albert  E  ®  283-0488 

78  ★  Carley  Thos  E  ®  281-2389 

79  Elwell  Muriel  E  Mrs  ® 

283-4969 

ELIZABETH  RD  BEGINS 

80  Jordan  Adolph  C  ®  283-6532 
Vacant 

82  Rodgers  Richd  P  283-6723 
Parks  Albert  H  ®  283-7910 

83  Pata  Manuel  ®  283-8141 

85  Eastern  Avenue  School 

283-2472 

86  Joseph  Virgil  ®  283-4311 
Tinkham  Elaine  Mrs 

Rear  Avila  Manuel  S  ®  283-4664 
ABBOTT  RD  BEGINS 

88  Barnes  Dale  281-1286 
Brown  John  283-5286 

Rear  Abbott  Floyd  S 

Rear  Johnson  Robt  G  ®  283-9341 

89  Ercolani  Harold  E  ©  283-6215 

99  Parisi  Salvatore  A  ®  283-0286 

100  Parisi  Grace  Mrs  ®  283-4622 

101  Parisi  Nicholas  A  ®  283-0761 

106  Union  Transportation  (Stge) 
MARINA  DR  ENDS 

107  Foster  From  Gloucester  Inc 

283-1131 

U-Haul  Rental  Trailers 
283-1131 

110  Clancey  Wm  H  Jr  ® 

283-2934 

112  Loiacano  Anthony  P  ® 

Seppala  Raymond  R  283-7282 
114  Aptt  Alice  H  Mrs  283-8094 
Pratt  Richd  S  283-1059 
118  Burns  Robt  J  Jr  281-0899 
Hudder  Agnes  V  ®  283-7754 
126  Gardner  Minnie  K  Mrs  ® 
283-8550 

Rear  Kline  Jacob  B  produce  ® 
283-8296 

130  La  Plante  Azalia  Mrs  ® 
281-0288 

Cardoza  John  E  283-2014 
132  Burns  Marjorie  A  Mrs  ® 
283-4685 

134  Hart  Ashton  W  ® 


G.  Gree  fu  funeral  Service ,  *J)nc. 

^  ^  ^  a  j  u 


flames  C.  L/reely  unera 

"Quality  &  Service  Since  1884 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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EASTERN  POINT  BLVD 


12 


EASTERN  AV — Contd 

136  Fredrickson  Harold  A  ® 

283-1375 

137  First  National  Stores  Inc  (Br) 

gro  283-8748 
Welch’s  Eastern  Avenue 
Jenny  Service  283-9840 
Barrett  Irene 
Nugent  Shirley  L  Mrs  ® 
283-0936 

138  Sea  Lion  Motel  283-7300 
Sea  Lion  Realty  Trust  Inc 
Harris  James  F 
Summer  Res 

Rear  Dundon  Wm  T  ®  283-0702 
Rear  New  England  Telephone  & 
Telegraph  Co  (Plant  Dept) 
283-9936 

150  Me  Niff  Co  The  283-6300 
Cherry  Hill  Inc  bldg  contrs 

283-6300 

151  Calvary  R  C  Cemetery 
170  Trefry  Melbourne  F  ® 

283-2635 

Rear  Sheehan  James  A  ® 

283-1571 

190  Parsons  Geo  F  ® 

192  ★  Beaudette  John  ®  281-0614 
194  Nugent  James  P  ®  283-7128 
210  Summer  Res 
Summer  Res 
Vacant 

220  Tarr  Richd  W 
222  Cape  Ann  Ticket  &  Label  Co 
printers  283-2686 
Tarr  Richd  C 

Rear  Thibodeau  Albert  F  ® 
283-6919 

224  Marchant  Joseph  ®  283-2254 

225  Campagna  Dominick  J  ® 
WITHAM  BEGINS 

241  Hagstrom  Co  Inc  genl  contr 

Hagstrom  Geo  P  ®  283-2197 
243  Tarr  Roy  E  283-7684 
Call  John  H  283-5550 
Scola  Lawrence  ®  281-1585 
Smith  Dale  J  ®  281-0059 
247  Rogers  Dorothy  M  ®  283-2298 
249  Broenan  David  J  ®  283-7169 
253  Martin  Doris  M  Mrs  ® 
283-2477 

257  Collins  Jarylyn  B  artist 


—FROM  END  EASTERN 
POINT  RD  TO  EASTERN 
POINT  LIGHT 

ZIP  CODE  01930 
GARDNER  AV  BEGINS 
STEWART  AV  BEGINS 
FARRINGTON  AV  BEGINS 
Lenza  Edward  ® 

Wonson  Thos  G  ©  283-0601 
Wonson  Donald  A  ®  283-4361 
Bourneauf  Augustin  E  283-0842 
Vacant 

Rando  Dorothy  M  Mrs  ® 

281-0300 

BEMO  AV  BEGINS 
Piper  Mervyn  F  ®  283-4388 
Clark  C  Richd  ®  283-0326 
Zraun  Wm  J  @  283-3805 
Bell  Richd  S  sum  res 
Whitten  Bradford  D  ®  283-6019 
Wolf  Wm  M  ®  283-8394 
Watson  Roy  G  summer  res 
283-7006 

Blanford  Wm  B  283-0800 
Beauport  Antique  Museum 
283-0800 

Dziubinskas  Walter 
Martinonis  Virgil  ®  281-1336 
TORONTO  RD  BEGINS 
Gray  Helen  A  Mrs  sum  res  ® 
283-0728 

Patch  Isaac  Jr  283-0728 
Sonnabend  Leo  sum  res  283-4356 
Jacobs  Paul  M  ®  283-8181 
FORT  HILL  AV  BEGINS 
Barlow  Sami  L  M  ®  283-4928 
Saunders  Irving  M  sum  res 
283-5535 

it  Bowen  J  Ellis  ®  283-7343 
★  Blake  Arleen  ®  283-3599 
Wonson  Carroll  W  ®  283-5156 
Stride  Wm  F  Jr  sum  res 
283-8457 

Loud  Richd  sum  res  283-9186 
Garland  Joseph  ®  283-0405 
Miller  Adair  summer  res 
283-3316 

Coolidge  John  sum  res  ® 
283-5504 

Sudduth  Wm  B  ®  283-5862 
Robbins  Sarah  Mrs  ®  283-1044 
Clay  Dorothy  E  Mrs  sum  res  ® 
283-0515 


WILLIAM 
E. 

<§> 

/ 


JEWELER 

REG.  JEWELER 
AM.  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 

01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce”  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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EASTERN  POINT  BLVD 
— Contd 

Morris  Wm  E  Jr  carp  ® 

283-8188 

Eastern  Point  Yacht  Club  Inc 
283-3520 

Greenough  David  S  Jr  Mrs  sum 
res  ®  283-3374 
Baldwin  E  S  Mrs  sum  res  ® 
283-7040 

Wooldredge  C  W is  tar  sum  res  ® 
283-7680 

Davis  Leland  C  ®  283-5091 
Sum  Res 
Hermans  Mark  S 
Dailey  James  W  ®  283-7940 
Eastern  Point  Lighthouse 
283-0116 

12 

EASTERN  POINT  RD  —FROM 
256  E  MAIN  AT  ROCKY 
NECK  AV  TO  EASTERN 
POINT  BLVD  WEST 

ZIP  CODE  01930 
ROCKY  NECK  AV  BEGINS 
NUMBERS  IRREGULAR 
1  Rocky  Neck  Apts  apts  281-0252 

★  Hunter  Joane 

★  Curcuro  Helen  283-1103 
Flamant  Daryle 

★  Nielson  Eric 

★  Dunton  Wm 

★  Ross  Jude 
Vacant 

3  ★  Me  Kinstrey  Thos  ®  283-3047 

★  Ward  Jack 

★  Ryan  Michl 

★  Thompson  Gordon 

★  Crawford  Paul 

★  Mann  Chris 

★  Thompson  Kath 

★  Johnson  Eric 

★  Balestraci  Kevin 

4  Foster  Nora  Mrs  283-5025 
Barner  Charles  T  ®  283-4914 

5  ★  Parks  Lorinda 
Jensen  Peter  apts  ® 

Mello  Raymond  C  Jr 

★  Dillingham  Lisa 

★  Veno  Richd 

★  Weigel  Albert 

★  Tarr  Vicki 

6  Gray  John  W  carp  contr  ® 

283-5160 


★  Stephanakis  Dimitros  283-5958 
8  ★  Taromina  Marko  ® 

LEDGE  LA  BEGINS 
14  Pommet  Winifred  Mrs  ® 
283-4897 

Moses  Evelyn  283-4074 
16  Swett  Plmb  &  Heating  Co 
283-4767 

Swett  Wm  A  Jr  ®  283-1788 
★  Lowe  Donald  H  Jr  283-7999 

19  Sum  Res 

20  Beaudette  John  sum  res 
Schreiner  Leo  W 
Maddix  Ruth  E  283-8680 

Rear  Harbor  Bell  summer  guest 
house  283-9729 
BRAZIER  CT  BEGINS 

28  Balestraci  Robt  F  ®  281-1953 

29  ★  Del  Rio  Isabelle  V  Mrs  ® 

281-0255 

31  Palumbo  Frank  sum  res  ® 
281-0373 

GRAPE  VINE  RD  BEGINS 
36  Gordon  Sami  W  ®  283-2590 
44  Navaro  David  283-9456 
42  Sindoni  Studio  281-0563 
Me  Dade  Peter  sum  res 
44  ★  Gillis  Danl 
48  San  Filippo  Antonio  ® 

283-7648 

52  Niles  Apartments  283-9161 
Simmons  Helen  Mrs  283-7438 
Taylor  Margt  Mrs  283-0602 

50  Moynahan  Steph  A  Jr  ® 

281-1687 

Rear  ★  Davis  Karen  sum  res 
★  Selle  Henry  sum  res 
52  Silva  John  E  Jr  283-0775 

51  Sellew  Mary  Mrs  283-3536 
Harty  Gladys  Mrs  283-6829 
Vacant 

★  Roach  J  J  summer  res 
283-5303 

D’Antonio  Joseph  283-3314 
Reed  Danl  F  283-8035 
Burgess  Stanley  L  283-7168 
Dow  Ida  Mrs  283-8443 
HAWTHORNE  BEGINS 
52a  Fairview  Inn  summer  hotel 
283-7100 

Kippen  Marguerite  Mrs 
283-7388 

52  Andersen  Robt  N  283-1826 
Rear  Ciarametaro  Peter  ® 

283-3890 

52b  Me  Phee  John  Y  283-4873 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street  _ Gloucester,  Mass.  01930 
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EASTERN  POINT  RD — Contd 

52  Anastas  Peter  283-4591 
Rear  Ferrini  Owen  J  283-3906 

53  Budrow  Lorraine  Mrs  ® 

283-5085 

Borge  Rilla  B  Mrs  283-3668 
Cunningham  Norma  L  Mrs 
283-1476 

55  ★  Benson  Russell  A  281-0090 
64  Seacroft  Hotel  283-9744 
Burrier  Richd 

Rear  Baldwin  David  E  ®  281-1533 
68  Niles  Beauty  Shoppe 
Zakas  Angelo  283-4488 

75  Paynotta  Joseph  N  Jr  ® 

283-7520 

Bsmt  ★  Pratt  Robt 

76  Zolotos  Charles  sum  res 
81  Rackle  Wm  H  ®  283-7110 
Rear  Rand  Sherburne  S  sum  res 

®  283-4744 

Rear  Rand  Abbott  sum  res  ® 
283-4318 

Bsmt  Buhler  Dorothy  sum  res  ® 
283-0336 

84  Farber  H  Lennel  summer  res 
283-3029 


19 

ECHO  AV  —FROM  7  SEEALL 
TO  29  MONTV  ALE  AV 

ZIP  CODE  01930 
1  Baker  Gordon  P  ®  283-8461 
3  Saulnier  J  Everett  ®  283-1534 
7  Marshall  Alf  W  ®  283-0310 

9  Richie  John  sum  res 

10  Lane  Elliott  L  ®  281-1870 

15  Williams  Robt  L  ®  283-9322 

16  Soini  Waino  J  ®  283-8485 


EDEN  RD  (LANDS  END) 
(ROCKPORT)-FROM  SOUTH 
TO  RUTHERN  RD 

ZIP  CODE  01966 

1  Airnone  Victor  J  ®  546-6147 

2  ★  Lippincott  Walter  H  ® 

546-3634 

3  Morton  Margt  L  Mrs  sum  res 

546-6716 

4  Scipione  Arth  S  sum  res 

546-6162 

5  Mac  Leod  Alma  C  Mrs  ® 

546-7118 


6  Olken  Harry  G  546-2390 

7  Perry  Robert  sum  res  546-3023 

8  ★  Stockly  Louise  T  ®  546-3483 

10  Bettinger  Agnes  H  Mrs  ® 

546-2746 
Rear  Sum  Res 

11  Hersee  Fredk  C  Mrs  sum  res 

®  546-2548 

14  Smith  Robt  L  ®  546-2650 

15  Barnes  Frank  T  Jr  sum  res 

546-2537 

16  Legg  Donald  F  ®  546-6598 
COLONA  RD  BEGINS 
IRVANA  RD  BEGINS 

Becker  Wm  sum  res 
Smith  Francis  E  sum  res 
546-2537 

Smith  Lyman  B  sum  res 
546-2422 

Willing  James  B  sum  res 
546-6003 

Fritch  Ralph  G  sum  res  ® 
546-3315 

Stebbins  Gay  ®  546-3614 
Green  Burges  sum  res  546-6032 
Johnson  Edw  N  sum  res 

★  Butter  Steph  sum  res 
546-7481 

Wetmore  Anne  J  ®  546-3213 
Westfall  David  sum  res 
546-6316 

Botsford  Thos  W  sum  res 
546-3403 

Eden  Pines  inn  546-2505 
Hawkins  Lawrence  K  sum  res 
546-3543 

O’Leary  Elinore  A  Mrs 
summer  res  ®  546-6841 
Travers  Thos  J  ®  546-3186 
Mitchell  Donald  B  sum  res 
546-2755 

Rosenbloom  Leon  ®  546-6688 
Sum  Res 

Fitzgerald  A  Grover  sum  res 

® 

Me  Carthy  John  F  ® 

Rocky  Shores  Cottages  546-2823 
Gale  Wetzell  L  ®  546-2823 
Sum  Res 

Kyle  Dorothy  M  Mrs  ® 

★  Dutcher  Polly  Mrs  ® 

546-6007 

Wilkinson  J  Humphrey  sum 
res  ®  546-2077 

★  Wile  Kenneth  J  ®  546-7403 
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EDEN  RD  (R) — Contd 

Schmidt  Arthur  P  summer  res 
546-6049 

★  Conway  Frederic  L  Jr  sum 
res  546-7567 

★  Pemstein  R  sum  res  ® 
546-3811 


21 

EDGEMERE  RD  (PIGEON 
COVE)— (ROCKPORT)-FROM 
173  GRANITE 

ZIP  CODE  01966 
2  Johnson  Carl  F  ®  546-6690 
4  Mac  Cullum  Ronald  ®  546-6602 
6  Knowles  Henry  B  ®  546-3281 
8  Critchett  Eleanor  M  Mrs  ® 
546-6580 


12 

EDGEMOOR  RD  —FROM 
FARRINGTON  AV 

ZIP  CODE  01930 
12  Saint  Mel  Convent  283-1782 
Saint  Mel  Day  School  283-1700 
Mitnick  Raymond  J  sum  res  ® 
283-4095 

Ryan  Wm  R  summer  res 
Patteson  James  H  III  283-2774 
Parker  Sydney  S  ®  283-6089 
15  Harris  Barry  L  ®  283-7096 
Cunningham  Donald  E  ® 
283-5290 

Brown  Hester  F  Mrs  ® 
283-0194 

36  O’Donnell  Walter  E  ® 

283-7166 


8 

EDGEWOOD  RD  —FROM  128 
ESSEX  AV 

ZIP  CODE  01930 
2  Tocco  Victor  A  ®  283-0242 
Lovasco  Joseph  A  ®  283-6834 
Musgrave  Myrtle  Mrs  ® 

283-4643 

Lowe  Charles  H  Jr  plmb  &  htg 
®  283-2947 

Levie  Edw  J  ®  283-4193 
Taliadoros  John  283-0963 
Levie  Esther  A  Mrs  ®  283-6044 
Thibodeau  Sylvia  W  Mrs  ® 
283-4015 


11 

ELIZABETH  RD  —FROM  79 
EASTERN  AV  TO  WISE  PL 

ZIP  CODE  01930 
3  Cusick  Howard  J  ®  283-7414 


4  Foster  Charles  C  ®  283-0266 

5  ★  Greek  Donald 

6  Frontiera  Gasper  ®  281-0254 

7  Harris  Richd  F  ®  283-2368 

8  Moceri  Anthony  ®  283-6854 

9  Duffany  Leo  A  ®  283-9530 

10  Tuomivirta  John  A  ®  283-2373 

11  Hilshey  H  Virginia  Mrs  ® 

283-2007 

12  Hickey  Peter  ®  283-7161 

13  Burnham  Gordon  C  ® 

283-7348 

14  Kallio  Rudolph  ®  283-5587 

16  Tuomivirta  Toivo  A  ® 

283-9494 

17  Cronin  Robt  E  ®  283-7571 


19 

ELLERY  ST  —FROM  21 
CHERRY  EAST 

ZIP  CODE  01930 
6  Buckley  Wm  D  Jr  283-8345 

11  O’Keefe  Kenneth  K  ® 

283-2822 

Fitzgerald  Kevin  S 

12  Curley  Hugh  L  ®  283-4790 

13  Mac  Donald  Neil  J  ®  283-4608 

14  Goulart  Joseph  A  ®  283-3817 
16  ★  Ryan  Kenneth  ® 

18  ★  Brown  Louis  ® 

O’Brien  Robt  L  ®  283-6072 


12 

ELM  AV  —FROM  FORT  HILL 
AV  TO  A  DEAD  END 

ZIP  CODE  01930 
Stride  Wm  sum  res 
Gross  Kath  E  ®  283-0956 
Warnecke  Harold  J  sum  res  ® 
283-2030 


14 

ELM  ST  —FROM  198  MAIN  TO 
81  PROSPECT 

ZIP  CODE  01930 
4  Army  &  Navy 
6  Vacant 

Rear  New  England  Telephone  & 
Telegraph  Co  (Mtce  Bldg) 
283-9936 

14  National  Marine  Fisheries  Serv 

(Regional  Ofc)  281-0640 

15  Vi  Bodoni  Philip  281-1648 

★  Carter  Valerie  J  283-7709 
Scuderi  Vincent  A  ® 

283-5763 

FEDERAL  ENDS 
17  Lafata  Baptiste  ®  283-4283 
★  Manger  Linda  M  Mrs 
17  Vi  Muise  John  B  283-3660 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johneon,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  213-1416 
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ELM  ST — Contd 

18  ★  Lewin  Hilda  M 

19  Interrante  Charles  A  283-9324 
Interrante  Gaspar  ®  283-1756 

21  ★  Ciaramitaro  Leo  281-0048 

★  Groppo  Joseph 

★  Villafana  Josephine  283-8118 

23  Lacey  Janice  Mrs  281-0560 
23a  ★  Balzarini  Gino  C 

23b  No  Return 

23%  Brigham  Mary  Mrs  283-2798 
Skinner  Donald 

24  Neighborhood  Youth  Corps  Of 

Gloucester  283-7874 
Action  Inc  283-7874 
Child  Development  Program 
283-7874 

Human  Services  283-7874 
Home  Maker  &  Home  Health 
283-7874 

Family  Day  Care  283-7874 
Vacant 

25  Silva  John  A  ®  283-7451 
Silva  John  R  283-6272 

★  Gocay  Ahmet 

26  Lopes  Manuel  283-2467 
Hurst  Richd  C  ®  283-5936 

Rear  Marques  Manuel 

27  Me  Donald  Cath  G  Mrs 

283-1655 
Johnson  Miriam 
27a  Flaherty  Evelyn  F  Mrs 
27b  No  Return 

27c  Me  Grew  Frances  H  283-7091 
27d  ★  Harvey  Glen  H  281-1166 
27e  ★  Gurr  Wolfgang  K 

28  Conlon  Mary  M  281-1059 
Conlon  John  E  ®  283-1870 
Souza  Joanna  Mrs 

29  ★  Campbell  David  281-1864 

★  Flynn  Raymond 
29a  ★  Jeswald  Paul 
29%  Vacant 

30  ★  Desmond  Frances  Mrs 
Gagnon  Florence  Mrs  283-1246 
Caron  Mary  Mrs  283-6639 

31  ★  Nicastro  Joseph  A  Jr  283-8836 
Nicastro  Joseph  A  ®  283-8836 

★  Foote  Ronald  E 

33  Simmons  Ida  G  Mrs  283-8067 
RistofF  Geo 

33a  Andrade  Alvarino  281-2638 
33%  Jones  Howard  N  283-4656 
Rose  Blanche  E  Mrs 
283-2870 

35  Balestraci  Arthur  J  283-3884 


35b  Harrison  Eva  A  Mrs 
35%  Gray  Eliz  Mrs 
39  Vacant 

★  Tarr  John  E  283-0193 


9 

ELMO  LA  (WEST 

GLOUCESTER)— FROM 
BUNGALOW  RD 

ZIP  CODE  01930 
12  Wholly  James  R  sum  res 
283-5917 

4  Canty  Edw  sum  res  283-6749 

5  Gillis  Vincent  A  sum  res 

283-9492 

3  Shaw  Robt  M  sum  res  283-4524 

6  Mac  Kinnon  Walter  N  sum  res 

283-0846 

11  Plekavich  Louis  E  sum  res 
283-0412 

29  Doocey  Michl  Rev  sum  res 
Me  Carthy  Francis  P  ® 
283-8107 

10  Brooks  Henry  W  sum  res 
O’Connor  Wm  C  sum  res 
283-7743 

Roderick  Arth  E  sum  res 
Roopenian  Deron  P  sum  res 
283-7798 

HILLTOP  LA  BEGINS 
Sipowicz  Wm  P  sum  res 
Snell  Donald  I  sum  res 
283-9394 

Snell  Irving  sum  res  283-9394 
Mulry  Geo  P  sum  res 


2 

EL  WELL  ST  —FROM  78 
FRIEND  TO  SADLER 

ZIP  CODE  01930 

4  Wilson  John  A  ®  283-5756 

5  Favazza  Jefery  281-1867 
Pelosi  Anthony  ®  281-1393 
Marques  Ronald  281-1029 
Catania  Rose  Ann 

6  ★  Mello  Manuel  ® 

Neves  Louis  283-6498 
Neves  Manuel  283-1265 

8  Marques  Americo  283-5709 
Rose  Mary  G  281-0841 
Pina  Elaine  Mrs  283-4868 
Wagner  Alden  E  ©  283-3342 
TAYLOR  ENDS 

9  Oliver  Lawrence  G  ©  283-7292 
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EL  WELL  ST— Contd 
Oliver  Nancy  J 
Arruda  Laura  Mrs 

10  Ramos  Catherine  Mrs  ® 

283-4216 

★  Ramos  Dorothy 

Marnoto  Armando  M  281-0836 
Carriea  Anbial  281-0775 

11  Martin  Alf  E  ®  283-9304 
13  Rose  Arth  281-1098 

SADLER  BEGINS 
16  Viegas  John  C  283-8573 

★  Grillo  Joseph  ®  281-0822 

★  Vieira  Mario 

Rear  Rudolph  Levi  K  283-7720 
18  White  Bernice  281-2269 
MT  VERNON  INTERSECTS 
20  Blake  Mary  Mrs  283-2061 

Rocha  Rose  E  Mrs  ®  283-4946 

★  Amero  Sharon  Mrs  281-2503 


7 

EMERALD  ST  (LANES VILLE) 
FROM  1135  WASHINGTON 

ZIP  CODE  01930 

5  Potter  Alma  H  Mrs  ® 

6  Oliver  Randolph  G  ®  283-2994 
VULCAN  BEGINS 

9  Jacobson  Fanny  E  Mrs  ® 
283-5372 

12  Koski  Aili  A  ®  283-6049 

14  Vacant 

15  Summer  Res 


5 

EMERSON  AV  —FROM  90 
CENTENNIAL  AV  TO 
WHITTEMORE 

ZIP  CODE  01930 
1  Huntress  Public  Medical 
Institution  (CITY)  283-0439 
Roberts  Wm  L 
FORBES  AV  BEGINS 
EMERSON  AV  EXT  BEGINS 
City  Forester 

City  Public  Property  Division 
Federal  Dept  Comm  Natl 
Oceanic  Atmospheric  Admn 
283-6600 

North  Shore  Gas  Co  Inc 
Gloucester  Transit  Mix  Co  Inc 
concrete  283-2060 
26  Wetmore  Rentsit  Inc  genl 
rental  mtr  equip  283-3434 


5 

EMERSON  AV  EXTN  —FROM 
END  OF  EMERSON  AV 

ZIP  CODE  01930 


Mighty-Mac  Inc  men  &  boys 
sportswear  mfrs  283-6200 


20 

ENGLEWOOD  RD 
(MAGNOLIA)— FROM  20 
MAGNOLIA  AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

1  No  Return 

2  Bradley  Wm  L  ®  525-3306 
★  Zager  Barbara  J  525-3120 

3  ★  Cook  Andrew  525-3648 
41  West  Landscape  525-3261 

West  Albert  L  ®  525-3663 
West  Albert  L  Jr  525-3261 
Morgan  Gilbert  C  ®  525-3455 
Wilson  Wm  K  ®  525-3551 
48  Dunbar  Henry  T  ®  525-3493 
44  Carter  John  C  ®  525-3203 

39  Renales  Donald  R  Jr  525-3409 

40  Rogers  Harry  J  ®  525-3317 
Husson  Wayne  525-7096 

31  Gray  Clyde  A  Jr  ®  525-3193 

15  Silva  Robt  E  ®  525-3638 

23  Philpott  Richd  W  ®  525-3506 

25  Pierce  Winship  B  ®  525-3754 

26  Allen  John  ®  525-3694 

24  Beane  Arthur  ©  525-3095 
28  Lima  Henry  A  ®  525-3127 

19  Dagle  Robt  C  525-3116 

20  Kimmence  Ralph  R  Jr  ® 

525-3444 

16  Staples  F  Clarence  ®  525-3316 
50  Byrne  Paul  J  ®  525-3043 

8  Carter  Nancy  T  Mrs  525-3688 
14  Ernst  Walter  M  ®  525-3260 
10  Fanion  Ronald  ®  525-3679 
5  Grant  Helen  E  Mrs  ®  525-3323 
Listman  Mary  E 
36  Byrne  Kevin  F  ®  528-3348 
22  i  Logue  Tim  J 

27  ★  Hartzell  Carl  D  ®  525-3061 
34  ★  Fraga  Wm  525-3270 


8 

ESPERANTO  AV  (WEST 
.  GLOUCESTER) 
CONTINUATION  OF 
LYNNWOOD  AV 

ZIP  CODE  01930 


8 

ESSEX  AV  —FROM  117 
WESTERN  AV  BEY  THE 
CANAL  TO  ESSEX  LINE 

ZIP  CODE  01930 
WESTERN  AV  BEGINS 
1  Vacant 

7  ★  Breck  Sylvia  P 


! 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemor*  St.  Gloucester,  Mass.  01930 

TEL.  283-1771  _ 
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ESSEX  AV — Contd 
Careutz  Margt 
★  Mitchell  Joseph  281-2311 

9  Me  Cann  A  J  Co  painting  contr 

283-5915 

Me  Cann  Arth  ®  283-5915 

10  Carr  G  Elliott  ®  283-2285 
15  Bloom  Myron  L  ®  283-0419 
17  Leveille  Donald  R  ®  283-0623 
19  Cuomo  Robert  U  ®  283-6377 
21  Collins  Elliot  F  ®  283-9141 

23  Feener  Seddie  M  Mrs  283-2696 
25  Procter  Gladys  P  Mrs  ® 
283-7695 

KENT  CIRCLE  ENDS 

73  Tony’s  House  Of  Tires  283-3800 

74  Tally’s  Auto  Sales  Inc  auto  sis 

283-9434 

75  Cape  Ann  Marina  Lounge 

cocktail  lounge  283-5544 
Enos  Marine  Inc  marine  serv 
281-1935 

78  Causeway  The  restr  283-9892 
Minyard  Raymond  E  283-9053 
80  Taliadoros  Michl  283-2215 
Tarr  Edw  C 

86  Taliadoros  Wm  C  ®  283-7742 

99  Julian  Bros  Inc  Beauport 

Realty  Co  283-0038 
MARSHFIELD  ENDS 
JULIAN  RD  BEGINS 

100  Currier  Russell  A  ®  283-6189 

101  Kelsey  Albert  R  283-2089 

102  Larsen  John  M  ®  283-8245 

103  Taylor  Francis  L  ©  283-1064 
105  Sutherland  John  L  ® 

283-5594 

105Vfe  ★  Wright  David  C 
107  ★  Brennan  Michl  W 
Rear  Morendo  Joseph  ®  283-5007 
★  Gillette  Robt  A 

111  Hubbard  Frances  Mrs  ® 

283-1399 

112  Perkins  Danl  283-3780 

113  Ulrich  Margt  283-7502 

114  ★  Greteschischnikow  Alex 

115  Taormina  Leonardo  ® 

283-2752 

119  Holmes  Edw  W  ®  283-7085 
121  Danikas  Arth  N  ®  283-4134 
STUART  RD  BEGINS 

124  Herrick  Robt  L  Jr  283-5920 

125  Kopanon  Christopher  M  ® 

283-5292 

127  Rocha  Manuel  Jr  ®  283-3375 
EDGEWOOD  RD  BEGINS 


129  Danna  Philip  ®  283-4743 
Pallazola  Joseph  283-7689 
131  Ciaramitaro  Charles  J  ® 
283-7416 

141  Spruce  Manor  tourists 
283-0614 
Steven  Thos  ® 

BLOSSOM  BEGINS 
AGAMENTICUS  HTS  BEGINS 

143  Stanton  Alf  K  ®  283-1889 

144  Parkhurst  Leslie  C  Mrs  ® 

145  Top  O  The  Harbor  Apts 

281-2340 
Building  1 

1  ★  Bell  Wm  281-2397 

2  Skoniech  Nancy  Mrs 

3  Harding  Steven  283-1041 

4  Vacant 

5  Vacant 

6  O’Donnell  Judith  A  281-0970 

7  Pearson  Edw  283-7586 

8  Vacant 

9  Caldwell  Lorette  281-0162 

10  Vacant 

11  Vacant 

12  Kuchenbaur  Ronald 

281-0045 

13  Vacant 

14  ★  Kapitan  Robt  283-0950 

15  Perkins  Thos  R 

16  Vacant 

17  Bossie  Robt  A  281-2388 

18  Vacant 

19  Vacant 

20  Ryan  Barbara  Mrs 

21  Vacant 

22  Vacant 

23  Vacant 

24  Carter  Steph 
Building  2 

1  Robinson  Dennis  283-4133 

2  Howland  Pauline  Mrs 

283-3542 

3  Vacant 

4  Vacant 

5  Saint  Charles  Richd  281-2782 

6  Durken  Laurence 

7  Turner  James  W  283-2214 

8  Wakeman  Margt  Mrs 

283-6088 

9  Dickson  Robt  E  281-1906 

10  Vacant 

11  Ingle  Barbara  J  283-8884 

12  Newell  Judith  A  283-5320 

13  Vacant 

14  No  Return 
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15  Mountain  Mary  Mrs 

16  Corbett  Richd 

17  Vacant 

18  Vacant 

19  No  Return 

20  Robbins  Walburga  M 

283-7555 

21  Vacant 

22  Flavin  Danl  283-4168 

23  Gilzinger  Audrey  M 

283-6427 

24  Ford  Ruth  H  283-1229 
Building  3 

1  ★  Esty  Robt 

2  Vacant 

3  Kuzminski  Carol  283-4178 

4  Baker  Danl  W  II  283-2666 

5  Vacant 

6  Vacant 

7  Costa  Peter  283-9091 

8  Vacant 

9  *  Miller  Thos  283-6319 
Model  Apartment 

11  Palazola  Anthony 

12  Vacant 

13  Baden  Linda 

14  ★  Bell  Graham  H 

15  Fitts  Michl  C 

16  Olson  Robt  E  283-4675 

17  Vacant 

18  Anderson  Diana 

19  Vacant 

20  Vacant 

21  Rubin  Robt 

22  Rowley  Allan 

23  Vacant 

24  Welch  Cynthia  P  283-6650 
Building  4 

1  Hackler  John  F  281-0661 

2  Vacant 

3  ★  Thomson  Teresa  283-7659 

4  Balestraci  James 

5  Dooner  Gerald 

6  Vacant 

7  Stewart  Mary  Mrs  281-0012 

8  Vacant 

9  Belong  Seymone 

10  Vacant 

11  Vacant 

12  Vacant 

13  Vacant 

14  Vacant 

15  ★  Shelton  Robt  283-1103 

16  Vacant 

17  Littlefield  Marie  R  Mrs 

283-0918 

18  Barker  Don  283-4352 

19  Vacant 

20  Vacant 

21  Popp  Donna  M  281-2710 

22  Vacant 

23  Vacant 


24  Halligan  Carrie  283-2394 
Building  5 

1  Vacant 

2  Cranston  Alexander  G 

281-0514 

3  Vacant 

4  Meuse  Henry  A 

5  Vacant 

6  Lewis  John  G  281-1755 

7  Vacant 

8  Stoddard  Margt 

9  Vacant 

10  Waronek  Michl 

11  Vacant 

12  Ritter  Allen  C  283-4364 

13  Crandlemire  Robt  B 

283-0800 

14  Vacant 

15  Me  Cormick  Harold 

283-1479 

16  Vacant 

17  Vacant 

18  Vacant 

19  Vacant 

20  Vacant 

21  Vacant 

22  Thomas  Paul 

23  Robbins  Steph  P  283-7555 

24  Vacant 
Building  6 

1  Vacant 

2  Vacant 

3  Snowden  Joseph  281-1611 

4  Sichelstiel  Georgia  283-9277 

5  Vacant 

6  Farnham  Alice  Mrs  281-1758 

7  Vacant 

8  Vacant 

9  Place  Diane  281-0991 

10  Vacant 

11  Connelly  James  283-3848 

12  Vacant 

13  Vacant 

14  Vacant 

15  Vacant 

16  Vacant 

17  Salomarr  Kari  281-2709 

18  Vacant 

19  Vacant 

20  Shreve  Judith  281-0177 

21  Vacant 

22  Macarone 

23  Vacant 

24  Vacant 
Building  7 

1  Vacant 

2  Gordon  Geo  R  283-8185 

3  Vacant 

4  Vacant 

5  Flores  Ronald  281-2627 

6  Vacant 

7  Vacant 

8  Vacant 


PETROLEUM,  INC. 


eacoast 


Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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9  Vacant 

10  Marcello  Gordon 

11  Vacant 

12  Vacant 

13  Prelak  Lester  283-8949 

14  Vacant 

15  Higgins  Myrtle  283-2255 

16  Fuller  Doris  283-2638 

17  Panniello  John  281-2141 

18  Vacant 

19  Cohen  Michl  283-9313 

20  Vacant 

21  Hutton  Lauren  283-7206 

22  Head  Jonathan  281-0391 

23  Vacant 

24  Vacant 
Building  8 

1  Vacant 

2  Vacant 

3  Ace  Robt  281-1099 

4  Vacant 

5  Malikowski  Thos  W  281-1061 

6  No  Return 

7  Vacant 

8  Vacant 

9  acant 

10  Warren  Geoffry  S  283-7393 

11  De  Mille  David  M  283-4226 

12  Vacant 

13  Vacant 

14  Vacant 

15  Schoolcraft  Cornelius 

281-2465 

16  Hall  Jeanette  I  283-0141 

17  Ruberti  Daniel 

18  De  Milia  Peter 

19  Vacant 

20  Vacant 

21  Garland  Trudy  F  283-0666 

22  Vacant 

23  Vacant 

24  Vacant 
Building  9 

1  Vacant 

2  Vacant 

3  Vacant 

4  Vacant 

5  Balboni  Richd  283-8575 

6  Boyd  Amanda  283-9396 

7  Vacant 

8  Vacant 

9  Maddock  Alf  281-2625 

10  Gannon  Diane  283-7924 

11  No  Return 

12  Vacant 


13  Ranta  Sherryl  A  283-7142 

14  Machalik  Henry  283-7532 

15  Vacant 

16  Burns  Geraldine  L  Mrs 

281-0558 

17  Thorman  John  M  283-1880 

18  Vacant 

19  Vacant 

20  Vacant 

21  Johnstone  James  281-0049 

22  Vacant 

23  Gullette  Paul  281-0561 

24  Fenton  Ernest 
Building  10 

1  Beaudry  Betty  281-2297 

2  Duffey  Richd  281-2688 

3  Vacant 

4  Vacant 

5  Vacant 

6  Vacant 

7  Liebl  Anton  J  283-1130 

8  Vacant 

9  Waddell  Thos  283-4188 

10  Weiss  Mark  281-2786 

11  ★  Parnell  Edw  J  Jr  283-2097 

12  Boufford  Carolyn  281-2185 

13  ★  Foster  Bion  R  281-2260 

14  Vacant 

15  Coy  Jean  H  283-6711 

16  Nowak  Alf  J  283-7136 

17  Hattman  David  281-2735 

18  Vacant 

19  ★  Douglas  Mark 

20  Sholemson  David  R 

283-7917 

21  Meades  Gertrude  283-1948 

22  Vacant 

23  ★  Kelley  Robt  L 

24  No  Return 
Building  11 

1  Jarvis  Wm  283-7107 

2  Vacant 

3  D’ Antonio  John  283-0157 

4  Vacant 

5  Vacant 

6  Vacant 

7  Vacant 

8  ★  Worthley  Earle  283-2270 

9  ★  Stuart  Mary  283-9241 

10  Sadler  Charles 

11  Ashline  Jane  283-8552 

12  Vacant 

13  Vacant 

14  Vacant 

15  Vacant 

16  Vacant 
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17  Knopf  Reynond  F  283-8668 
18*Giers  Wm  P  Jr 

19  Cox  Fred 

20  ★  Weiss  Randee  J 

21  ★  Rautenbach  Helene 

281-2162 

22  ★  Pearsall  John 

23  Anderson  Barbara  281-1165 

24  Vacant 
Building  12 

1  Freeman  David 

2  ★  Santorrella  Rita 

3  Johnson  Robt 

4  Beaulieu  Roger  J  283-6546 

5  ★  Doherty  James  283-6943 

6  ★  Swan  Steven 

7  ★  Me  Nair  Kenneth  M 

8  ★  Lundberg  Nancy  C 

9  Amero  Eug  Jr  283-4242 

10  ★  Luikens  Frederic 

11  Kuhlmann  Ronald  F 

281-0045 

12  ★  Laroucque  Norman 

13  Cole  Roger  283-4105 

14  Sava  Felix 

15  Walsh  Michl  P  283-6028 

16  Santarello  Rita 

17  ★  Gaylardo  Wm  281-2084 

18  ★  Johnson  Hannelore 

19  ★  Hever  Clinton 

20  ★  Lesser  Stuart  A  283-7917 

21  ★  Kimberly  Joan  H  283-6486 

22  ★  Martell  John  B  281-2144 

23  ★  Tebo  Annette  L  Mrs 

24  ★  Heurer  Charles  R  283-3394 
150  Authier  Norman  J  ® 

283-7901 

Le  Page’s  adhesives  283-1000 
152  Vagos  Manuel  S  Jr  ® 

283-4837 

154  Baker  Lillian  M  Mrs  ® 
283-9289 

MALCOLM  RD  BEGINS 

158  Parsons  Elliott  H  ®  283-4170 
Goldthwaite  Christine  W  Mrs 

281-0570 

159  Mott  John  M  ®  281-1027 

163  Lawson  Sumner  C  ®  283-5105 
167  Melanson  Eug  A  ®  283-0472 
171  Perry  Albert  F  ®  283-7433 
Saint  Jean  Robt  A  281-0403 
Adams  Richd  283-4243 
178  Gibbs  Richd  ® 

182  Santa  Paul  Emery  F  © 
283-3161 

190  Andrews  Clara  D  Mrs  ® 
283-8219 

HOMANS  CT  BEGINS 
194  Oliver  Noreen  C  Mrs  ® 

DAY  CT  BEGINS 
FERN  CLIFF  BEGINS 
197  Greenwood  Geo  R  ®  283-1712 


Rear  Greenwood  Clifford  ® 

199  Greenwood  Florence  E  Mrs  ® 
283-0932 

207  Lovett  Peter  A  ®  283-3267 
207a  Lovett  Lois  W  Mrs  281-2138 
211  Vacant 

STANWOOD  AV  BEGINS 
FERNWOOD  LAKE  AV 
BEGINS 

WEST  GLOUCESTER  BEGINS 

214  Tebo  Joseph  C  ®  283-2434 

215  Dennis  Barbara 

219  Viator  Dorothy  M  Mrs  ® 
283-3724 

LYNDALE  AV  BEGINS 
222  Tebo  Robt  W  283-7238 
Tebo  Fanny  E  Mrs  ® 

283-7741 

225  Burbine  Benj  ® 

227  Bearse  Arth  J  ®  283-5690 

228  March  Raymond  ®  283-8687 

229  Mason  Sandy  U  ®  283-0837 
231  Day  Ralph  B  ®  283-4561 
233  Bagley  Dorothy  M  Mrs  ® 

283-2978 

235  ★  Naves  Eug  M  Jr  ®  283-0301 
237  Kolodzik  Herman  G  ® 

283-6664 
241  Vacant 

254  Me  Carthy  Ronald  G  ® 
283-7030 

256  Hall  Mildred  H  Mrs  ® 

283-1031 

258  Knowles  Florence  E  Mrs  ® 

283-8093 

259  Criscuolo  Andrew  ® 

260  Holmes  Nancy  W  ®  283-3036 
Rear  Haskell  Sherman  E  © 

263  Cahill  Wm  J  ®  283-8058 
LYNDALE  AV  ENDS 

265  Me  Leod  Cath  Mrs  ® 

283-0696 

266  Corliss  R  Lincoln  ®  283-2813 

269  Feener  Winslow  C  ®  281-0894 

270  Roberts  Steven  S  ®  283-8830 

271  O’Connor  David  W  ® 

283-9385 

273  Hubbard  James  J  ®  283-1290 

274  Philip’s  Beauty  Salon 

283-0599 

Lovasco  Philip  T 

278  Burns  John  F  ®  283-7574 

279  Carter  Arth  C  ®  283-6415 

280  Hart  Frank  C  ®  283-2888 
282  Goyetche  Walter  L  Jr 

283-1716 

284  Maddix  Robt  E  283-8344 
286  Cameron  Bernice  Mrs  ® 
283-2430 

288  Hinckley  Estella  F  Mrs  ® 
283-0739 

292  Lufkin  Gertrude  L  Mrs  ® 
283-2224 
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B  &  M  RR  INTERSECTS 

9 

WOODWARD  AV  ENDS 

298  By  Bon  Co  mach  shop 

283-6255 

Surette  Eug  A  ®  283-6255 

299  Klopotoski  James  L  281-2487 

300  Little  River  Grocery  283-9728 
Me  Neil  Agnes  K  ®  283-2078 

MAGNOLIA  AV  ENDS 

302  Bell  Richd  S  283-3870 

303  Mac  Leod  Wallace  F  ® 

283-1023 

1  305  Knowlton  Albion  B  Jr  ® 
283-9527 

307  Lawn  Mower  Service  283-9802 
309  Martell  A  Joseph  ®  283-4439 
311  Mackey  Thos  V  ®  283-6844 
LAUREL  BEGINS 
321  Flannagan  Thos  W  ® 

281-1228 

322  Mac  Donald  Thos  ®  283-7975 
323  Newman  John  L  ®  283-2021 
324  Greenwood  Fletcher  A  ® 
283-6772 

326  Hubbard  Carlton  R  ® 

283-9343 

328  Greenwood  Earle  F  ® 

283-8244 
328a  Vacant 

330  Knowles  Roscoe  283-8093 
332  Tulla  Lauri  H  ®  283-7205 
334  Carroll  Philip  J  ®  283-1184 
j  334a  *  Benson  Eileen 

335  Barrigan  Wm  J  ®  283-1713 
336  Cappello  Gerard  ®  283-1285 
337  Enos  Harriett  Mrs  ® 

341  Mattson  Wm  R  real  estate  ® 
283-0868 

342  Thurston  Bradley  B  Jr  ® 
283-6985 

343  Ryan  Marguerite  Mrs  ® 
283-4621 

347  Caruso  Geo  summer  res 
347a  Carrancho  Manuel  ® 
283-8192 

349  Moceri  Sabastian  M  ® 
283-0147 

KENT  RD  BEGINS 
350  Richardson  Dorothy  ® 
283-2631 

j  353  Wetmore  Robt  C  ® 

Rear  Call  Charles  M  ®  283-6459 
Rear  Hartford  Orville  E  ® 
283-2615 

354  Fortado  Fred  L  ®  283-5163 
355  Sears  Manuel  G  ®  281-0170 
357  Cellucci  B  Joseph  ®  283-8336 
Rear  Davis  Arth  M  ®  283-7041 
Rear* Clark  Walter  283-6480 
360  Lane  Donald  R  ®  283-8676 


363  Tulla  Geo  W  ®  283-0678 

364  Biermann  Fritz  H  ®  283-7055 

365  Hodgkins  Marian  E  ® 

283-2628 

367  Me  Kechnie  Robt  E  ® 

283-3344 

368  Serrin  Stanley  L  ©  283-4148 

369  Rose  Robt  E  ®  283-2043 
MT  ANN  RD  BEGINS 
CONCORD  BEGINS 
NEW  WAY  LA  BEGINS 

381  Bragg  Lillian  W  Mrs  ® 
283-4902 

386  Kippen  Barbara  L  Mrs  ® 
283-8854 

388  Anderson  Philip  A  ® 

283-3504 

392  Dennen  Chester  H  Jr  ® 
283-6875 

396  Oakes  Clara  S  Mrs  ® 

283-4736 

399  Castello  Eug  A  ©  283-6349 

401  Beech  Brook  Cemetery 

402  Morgan  Robt  P  ®  283-9579 
WAY  TO  BEACH  BROOK 
CEMETERY 

405  Dennen  Animal  Industries 
research  hampster  breeders 
283-1428 
Stowe  David  C 
Dennen  Bessie  S  Mrs  ® 
283-1428 

407  Sutherland  J  Donald  ® 

408  Lagos  Barbara  A  Mrs  ® 

283-7417 

412  *  Winchester  Gardner  H  ® 

283-7890 

*  Wilson  Judith  Mrs  283-7727 

413  Houle  Jerry  ® 

415  Blake  Robt  ®  283-3901 

417  Blake  Russell  ®  283-7087 

418  Stanton  James  M  ©  283-2479 

419  Me  Intosh  Charles  V  carp  © 

283-8869 

420  Whitten  Robt  A  ©  283-6402 

423  Lang  Eug  G  ©  283-8407 

424  Eason  Helen  Mrs  ®  283-2911 

427  Hebert  Fernand  L  ®  283-5421 

428  Williams  A  Beatrice  Mrs  © 

283-0235 

429  Harding  Bertha  Mrs  © 

283-3038 
431  Vacant 

433  Me  Comiskey  P  Lloyd  ® 
283-2320 
435  No  Return 

441  Jacobs  Hilda  Mrs  283-8060 
YANKEE  DIVISION  HIGHWAY 
INTERSECTS 
444  Vacant 

448  Greeley  John  W  ®  283-4389 
462  Jordan  Philip  W  ®  283-5181 
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470  Emmons  Virginia  W  Mrs 
artist  ®  283-4380 
LAWRENCE  MOUNTAIN  RD 
BEGINS 

487  Myer  Beatrice  C  ®  283-5204 
Ulshorfer  Helmut  ®  283-1012 

488  West  Gloucester  Trinitarian 

Congregational  Church 
283-2817 

497  Roberts  R  Munroe  carp  ® 
283-7699 

500  Marshall  Shirley  P  Mrs  ® 
283-0770 

503  Roberts  Earl  R  carp  ® 
283-7353 

506  Henderson  Wm  L  ®  281-0245 

507  Celino  Marie 

★  Novak  Steven  Jr  283-7154 

508  Nutbrown  Richd  K  ® 

283-6679 

510  Smith  Perrin  F  ®  283-4062 

512  Burke’s  Bazaar  antiques 

283-4538 

Cutlip  Rose  M  Mrs  283-1245 

513  Burroughs  Gordon  J  ® 

283-7158 

514  Me  Comiskey  Philip  L  Jr  ® 

283-5267 

515  Parisi  Santo  A  ®  281-1248 
Vacant 

516  Johnson  Steph  R  ®  283-6503 
Rear  Roland  Robt  K  ®  281-2438 

518  Kimmence  Donald  R  ® 

283-2682 

519  Belcher  Eug  S  ®  283-1735 

522  Carter  Raymond  E  ® 

283-4109 

523  Vacant 

524  Johnson  Cora  D  Mrs  ® 

283-3195 

525  ★  Frontiero  Wm  P  ®  281-1885 
531  Corrao  Salvatore  ®  281-1522 
535  Corrao  Anthony  C  contr  ® 

283-5542 

542  Coleman  Eula  R  Mrs  ® 
283-1740 

546  Coleman  Harold  E  ® 

283-7712 

548  Graham  Ronald  W  © 

283-6251 

550  Hodgkins  David  E  ®  283-1829 

551  Allen  Kenneth  E  ®  283-6843 
OVERLOOK  AV  BEGINS 

554  Garland  Frances  L  Mrs  ® 
Roberts  Martha  E  ® 

554  Vz  Frazier  G  Earl 
Rear  Ye  Olde  Barn 

555  Mapleledge  Motor  Court 

283-4297 

559  Maderios  Robt  ®  283-1941 
561  West  Parish  Apartments 
A  Vacant 


B  Johnson  Janice 
C  Connor  Bessie  Mrs 
D  ★  Denham  James  G 
E  Jamieson  Richd  281-0322 
F  ★  Souza  Richd  J  281-2236 

562  Jacobs  Percy  M  ®  283-8530 

563  Roberts  Lincoln  A  ®  281-0634 

565  Roberts  Walter  E  ®  283-7274 

566  Burroughs  Marion  E  Mrs  ® 

283-2654 

569  Hurd  G  Donald  ®  283-6195 
SUMNER  BEGINS 
572  Ross  Walter  C  Jr  Rev 
283-6436 

FOREST  LA  BEGINS 
LINCOLN  BEGINS 

581  Webber  Manley  P  ® 

582  Milonas  Edw  ®  283-3887 

583  Love  Mildred  V  Mrs  ® 

283-1803 

584  Goodick  Bruce  M  carp 

281-0973 

585  Love  Marie  Mrs  ®  283-4160 
587  Symonds  Cora  L  Mrs  ® 

283-9573 

591  Collins  Guy  F  ®  283-7969 

592  Roberts  Chester  F  ® 

593  Alexander’s  Insurance  Agency 

283-9074 

Alexander  Alan  A  ®  283-9074 
Rear  Alexander’s  Ins  Agcy  (Ofc) 
596  Roberts  Edw  F  ®  283-5537 

599  Benham  Caroline  E  Mrs  ® 

283-8191 

600  Roberts  Eug  A  carp  ® 

283-6192 

612  Gloucester  Traveler  Motor 
283-2502 

Fitzsimmons  Robt  L  ® 

618  Gray  Paul  R  ®  283-3761 
621  Leventis  Theo  L  @  283-7986 
625  Palk  Ruth  M  Mrs  ®  283-8194 
627  Thurston  Alice  M  ® 

Cobb  David  W  281-2090 
631  Palk  Wm  E  Jr  ®  283-2147 
633  Newman  Eug  F  ®  281-2134 
WOODMAN  BEGINS 
ANDREWS  CT  BEGINS 

636  Hartford  Mollie  A  Mrs  ® 

283-3269 

637  Critchett’s  Bakery  283-0372 
Critchett  Mary  E  Mrs  ® 

283-0372 

640  Camp  Pinehurst  Day  Camp 
283-5623 

★  Welch  Robt  ®  283-5623 

647  Smith  Sherman  C  ®  283-3569 

648  James  Nicholas  D  283-5436 
652  Angelson  Sarah  E  Mrs  ® 

283-8499 

Rear  Silva  Manuel  ®  283-9272 
655  Brown  Maude  E  Mrs  ® 
283-2747 
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656  Coull  Dana  L  ®  283-8773 
Rear  Webber  Donald  E  ® 
283-9221 

661  Brown  Dorothy  W  Mrs  ® 
283-9048 

663  ★  Reed  Elmer  P  283-2690 
ANDREWS  CT  ENDS 
CITY  LINE 


13 

ESSEX  ST  —FROM  24  TRASK 
TO  MILLETT 

ZIP  CODE  01930 
1  Frontiero  Paul  S  ®  283-2193 
Mourey  Irene  Mrs  283-5746 
Randazza  Salvatore  P  Jr 
283-3781 

3  Grover  Edw  F  ®  283-0156 
5  Grover  Joseph  S  ®  283-7716 

9  Budrow  Robt  S  ®  283-6630 

10  No  Return 

12  Dow  David  R  ®  281-0083 
16  Sinagra  James  V  283-4864 
Souza  Joseph  F  ®  283-6337 
GALE  RD  BEGINS 


9 

ESSEX  RIVER  RD  (WEST 
GLOUCESTER)— FROM 
CASTLE  POING  (WG) 

ZIP  CODE  01930 
Burr  Francis  H  summer  res 


20 

EVERGREEN  RD  —FROM 
RAVENSWOOD  PARK 

ZIP  CODE  01930 


5 

EXCHANGE  ST  —FROM  136 
WASHINGTON  TO 
CENTENNIAL  AV 

ZIP  CODE  01930 
1  Curley  Mary  A  Mrs  283-4336 

3  ★  Moore  Richard  F  283-6573 

★  Moore  Gary  L 

4  Hurst  John  283-7674 
Farnsworth  Henry  ®  281-0164 

4Vi  Brewer  Benj  N  283-7045 
★  Brewer  Janice  E 

5  Verga  James  ®  283-8225 

6  Ferrara  Salvatore  280-0504 

★  Briguglio  Joseph  283-8362 

7  ★  Aptt  Robert  A 

Frontiero  Jerome  J  ®  283-6254 

8  Silveira  Manuel  ®  283-7920 
Piscitello  Bartolo  A  283-9449 

9  Staten  Suzanne  K  Mrs  283-3009 


Palazola  Serafino  J  ®  283-0659 
Rear  ★  Crippen  Michael 

10  Conrad  Alice  M  Mrs  ® 

11  Donegan  James  283-7014 

★  Mistrett  Antonio 

★  Saulnier  Robt  281-0225 

12  Martel  Charles  E  ®  283-2423 

13  Nelson  Gladys  E  Mrs  ® 

281-0698 

14  Balestraci  Arth  ® 

15  Malen  Helen  J  ®  283-0087 

16  ★  Lane  David  A 

Souza  Mary  Mrs  281-1036 

16  Vi  Orlando  Salvatore  M 

281-0818 

17  *  Mortillaro  Michl  281-1273 
HAROLD  AV  ENDS 

18  San  Paolo  Mariano  ®  283-3815 

18  Vi  Kimmence  Donald  R 

281-1129 

19  ★  Alves  Antonio  283-2369 

20  Ciamaitaro  Carlo  ®  281-1483 
Ciamaitaro  Anthony  283-6970 

21  Tarr  Lillian  A  Mrs  ®  283-0271 

22  Beeman  David  E  281-1110 

★  Beeman  Bertha 
LOOKOUT  ENDS 

23  ★  Clark  Golden  ® 

★  Scola  John  D  283-5904 

25  Mac  Donald  Melvin  D  ® 

283-2623 

26  No  Return 

27  ★  Dorr  Bernard  M  Jr  283-2518 

27  Vi  Bernasconi  Valerio 

28  Parco  Joseph  S  ®  283-7140 

29  Brennan  Robt  E  283-4347 

30  Cilluffo  Lawrence  ®  283-5035 

★  Cobbley  Nan  M  283-7338 

31  Ekborg  Kenneth  M  ®  283-5567 

32  Blancato  Frank  ®  283-7423 
Vacant 

34  Guarrasi  Julia  Mrs  283-6519 
36  Randazza  Phillip  ® 


23 

FAIR  ST  —FROM  85  FRIEND 
TO  22  EASTERN  AV 

ZIP  CODE  01930 

2  ★  Burke  Steph  281-0958 

★  Gamradt  John  W  ®  283-3339 

3  Mitchell  Marguerite  283-5924 
Naves  Manuel  D  ©  283-4662 

4  Bodoni  John  D  283-0315 
Coelho  Agostino  ®  283-6739 

5  Chisholm  John  K  ®  283-6588 
Deas  Joseph  M  283-5188 

6  ★  Sauyer  Judy  Mrs 

7  La  Chance  Raymond  J  ® 

283-7932 

8  Paula  Kathy 

Devlin  Barbara  L  Mrs  283-5115 

★  Orlando  Patricia  Mrs 


</) 


<D 


n 
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FAIR  ST— Contd 
Fisher  Richd  281-0456 
★  Guyotte  Allan  L  281-1861 
Jackson  Daniel  283-6531 

9  De  Coste  John  W  ®  281-0172 

10  Canillas  Edna  L  Mrs 
Lovell  Ruth  Mrs 

2831904  Beaman  Richd  C 
Vacant 

Miller  Constance  T  Mrs 

12  Francis  Linda  J  Mrs  281-2413 

13  Gagnon  Grace  M  Mrs  283-2749 
Sargeant  Nancy 

Toikka  Jennie  M  283-8172 
Remeika  John  A  281-0311 
★  Renals  Kenneth 

14  Senos  Anibal  ®  283-3249 

15  Vacant 
Crumpecker  Beni 

17  Edmonds  Francis  J 

18  Bentley  Jane  K  ®  283-0767 


11 

FAIRMOUNT  RD  —FROM 
HARRIETT  RD  TO  A  DEAD 
END 

ZIP  CODE  01930 
Svietovsky  Celia  Mrs  ®  283-3214 


12 

FARRINGTON  AV  —FROM 
EASTERN  POINT  BLVD 
WEST  TO  ATLANTIC  RD 

ZIP  CODE  01930 

9  Blanchard  Wm  E  Jr  ®  283-4546 
11  Jenkinson  Suzanne  ® 

Hills  Julian  F  ®  283-3076 
27  Ward  Nancy  S  Mrs  ® 

283-6271 

Ward  Josephine  M  ®  283-4915 
Sudbay  Donald  E  ®  283-5316 
Unban  Alex 

Wagner  Wm  M  ®  283-5794 
Cocchiarella  U  Rudolph  ® 
283-8477 

EDGEMOOR  RD  BEGINS 


23 

FEARS  CT  —FROM  162 
PROSPECT  TO  5  FRIEND 

ZIP  CODE  01930 
3  Mackey  Arth  G  283-1897 
7  Russell  Philip  E  ®  283-1827 


14 

FEDERAL  ST  —FROM  27 
PLEASANT  TO  16  ELM 

ZIP  CODE  01930 


6  Thomas  G  Jean  Mrs  ® 
283-0919 

8  Le  Gallo  John  C  281-1485 
10  Mac  Laughlin  Frank  W 
283-7364 

Ciraky  Martin  J  283-5137 


9 

FENLEY  RD  (WEST 
GLOUCESTER)— FROM  17 
CEDARWOOD  RD  TO  DEAD 
END 

ZIP  CODE  01930 
11  Re  Edmund  F  ® 

13  Murray  Alan  ®  283-0934 

14  Beauparlant  Robt  W  ® 

15  ★  Burke  Michl  C  ®  281-2066 

16  Beck  Bruce  E  ®  283-7405 

17  Webber  Donald  R  ®  283-6383 
19  Brauneis  Wm  ®  283-8238 

21  Pocknett  L  Horace  ®  283-7271 


8 

FERN  CLIFF  HTS  —OFF 
FERNWOOD  LAKE  AV 

ZIP  CODE  01930 
Cooney  John  J  281-0714 


9 

FERNALD  ST  (WEST 
GLOUCESTER)— FROM  493 
ESSEX  AV  TO  BRAY 

ZIP  CODE  01930 
Gloucester  Tree  Surgeons 
283-6076 

Roberts  Maurice  F  ®  283-6076 
Roberts  Larry  K  ®  283-7998 
Jacob’s  Cemetery 
Jacobs  Robt  W  ®  283-4199 
Williams  Leslie  B  ®  283-8040 
Warren  Bentley  Trucking 
Warren  Bentley  W  ®  283-3759 
★  Jacobs  Hilda  F 


9 

FERNWOOD  HTS  (WEST 
GLOUCESTER)— OFF 
STANWOOD  AV 

ZIP  CODE  01930 
Murray  Wm  C  ®  283-2487 
Silva  John  G  ®  283-5778 


8 

FERNWOOD  LAKE  AV 
—FROM  220  ESSEX  AV 

ZIP  CODE  01930 
Tebo  Alf  M  Jr  ®  283-7242 
Brophy  Thos  G  ®  281-0647 
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FERNWOOD  LAKE  AV— Contd 
Lakeside  Industrial  Park 
Sonolite  Corporation  acoustical 
panels  281-0662 
Piolite  Plastics  plastic  mfrs 
281-0662 

Coastal  Craft  Co  plastics  mfg 
281-0662 

Contrex  Co  plastic  mfrs  281-0662 


6 

FERRY  LA  —FROM  2  FERRY 
LOWER  END  TO 
WATERFRONT 


6 

FERRY  LOWER  END  —FROM 
WOLF  HILL  TO  YANKEE 
DIVISION  HIGHWAY 

ZIP  CODE  01930 
FERRY  LA  BEGINS 
Ells  Wilfred  S  ©  283-0864 
Perry  Gardner  J  summer  res 
Me  Gary  Malcolm  C  ®  283-5356 
40  Munson  David 

Ratcliff  Wm  J  D  sum  res 
Roy  Adelard  A  sum  res 
283-3265 


ZIP  CODE  01930 

1  Bird  James  P  sum  res 

2  Roe  Louis  A  sum  res  283-1217 

3  Rhodes  Fredk  C  III  ®  283-5312 

4  Donnelly  Martin  Mrs  summer 

ios  283-7359 

6  Lynch  Edw  ©  283-1227 
8  i  Simon  Earl  J  ®  283-6576 
10  Donahue  John  I  © 

Heath  Brian  L  ©  283-9360 
12  No  Return 


6 

FERRY  ST  —FROM  300 
WASHINGTON  TO  FERRY 
HILL 

ZIP  CODE  01930 
3  Courant  Reginald  ®  283-3532 
5  Andrew  Thos  S  ®  283-8917 
10  Perry  Philip  C  ©  283-6841 
13  Lindberg  Charles  A  © 

283-8234 

15  Jenkins  John  W  ©  283-3392 
19  Me  Carthy  Charles  E  © 
283-8445 

SUNSET  HILL  RD  BEGINS 
23  Gove  Donald  F  ©  283-1400 

25  Roberts  Constance  E  Mrs  © 

283-3079 

26  Vacant 

27  *  Shatford  Ethel  R  Mrs  © 

283-9327 

28  Armstrong  Earl  G  ©  281-0797 
Montgomery  Boat  Yard 

283-0262 


6 

FERRY  HILL  ST  —FROM  END 
OF  FERRY 


ZIP  CODE  01930 


Sawyer  Glen  summer  res  © 
Summer  Res 
Healey  J  Donald  ® 
Dominick  Andrew  A  Jr  ® 
283-4480 
Summer  Res 


Sanderson  Robt  W  summer  res 
©  283-0969 

42  Waterhouse  Georgiana  C  Mrs 
©  283-0234 


20. 

FIELD  RD  (MAGNOLIA) 

FROM  NORMAN  AV  TO 
FLUME  RD *  1 

ZIP  CODE  01930 
Vieira  Marie  A  Mrs  ®  525-3302 
Mulcahey  Wm  525-3089 
10  Leebody  Sarah  525-3319 
Palazola  Alf  525-3595 
Riaf  Arth  525-3459 
Deveau  David  525-3309 
Deveau  Robt  525-3177 
Ramos  Ronald  W 
Mac  Innis  Andrew  525-3693 
Lynch  Dennis 

★  Ciolino  A  Salvi  525-3596 
Anderson  Duane  525-2864 

★  Bendix  Duke  525-3781 

★  Runnion  David  G  525-3167 


12 

FINNERTY’S  WHARF  —FROM 
77  ROCKY  NECK  AV 

ZIP  CODE  01930 


11 

FISH  PIER  (SEE  GLOUCESTER 
FISH  PIER) 

ZIP  CODE  01930 


4 

FLANAGAN  SQ  — JCT  MAIN 
ROGERS  &  HOWE 

ZIP  CODE  01930 

1  Brown’s  Service  Station 
283-9815 


o 
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FLUME  RD  (MAGNOLIA) 
FROM  25  FULLER  TO 
OCEAN  AV 

ZIP  CODE  01930 

1  Stover  Andrew  525-3524 
Stover  Karyn 

2  Familiari  Tino  J  ®  525-3341 

3  Muller  Anton  525-3579 

4  ★  Brancaleone  Joseph  M  ® 
FIELD  RD  ENDS 
Spellman  Carol  A  Mrs  ® 

525-3629 

6  Khambaty  Abdullah  525-3286 
8  Flume  Road  Apts 

1  Sherman  Harry  M  525-3619 

2  ★  Faherty  Richd  525-3954 

3  Cahill  James  F  Jr 

4  Curley  David  525-3269 

5  ★  Brailsford  Paul  525-3065 

6  Frysteri  Giacomo  525-3525 

7  ★  Henry  Robt  ®  525-3076 

8  ★  Ciarcia  Christopher  525-3531 

9  Blanchard  Robt  H 

10  ★  Kaufman  Rose  525-3079 

11  ★  Beaudette  Robt  J  525-3462 

12  Vacant 

13  Nordstrom  Charles  W 

525-3398 

14  Geary  Thos  525-3072 

15  ★  Cook  Christopher  P  525-3546 

16  Vacant 

10  ★  Ronan  John  525-3896 

★  Passanisi  Anthony  525-3457 

★  Posey  Steph  L  525-3029 

18  Shatford  Donald  K  ®  525-3130 

19  Fishman  Bernard 

21  Marshall  James  ®  525-3056 

23  Furey  John  J  ®  525-3015 

24  Parco  Anthony  P 

25  ★  Berryman  James  R  ® 

525-3669 

27  ★  Scharfenstein  Theo  A  ® 
525-3946 

LEXINGTON  AV  INTERSECTS 


FOLEY  RD  —FROM  35 
POPLAR  TO  BEY  8  YORK 
RD 

ZIP  CODE  01930 

2  Lukegord  Marcella  M  Mrs  ® 

283-3498 

3  Parisi  Charles  S  ®  283-7973 

4  Moulton  John  S  ®  283-8837 
6  Hilshey  Harold  O  Jr  ® 

283-7793 

8  Bragg  Mabel  M  Mrs  ®  283-0873 
YORK  RD  ENDS 

10  Shea  Russell  M  ®  283-5764 

11  Goos  Albert  E  ®  283-2756 


7 

FOLLY  COVE  —FROM  1300 
WASHINGTON  TO 
ROCKPORT  LINE 

ZIP  CODE  01930 


21 

FOLLY  COVE  (PIGEON 
COVE)— (ROCKPORT)-FROM 
301  GRANITE  TO 
GLOUCESTER  LINE 

ZIP  CODE  01966 
Folly  Cove  Tourist  Cottages 
546-2242 
Pier  The  restr 

Sherman  Ralph  B  ®  546-3147 
Knapp  Valerie  A  sum  res 
546-3013 
Sum  Res 

Hoey  Harry  D  sum  res  ® 

Bowers  Fredson  sum  res  546-6692 
Lindberg’s  Lobster  Pool 
Lindberg’s  Motor  Court 
Lindberg  Waldo  R  ®  546-3177 
Lauro  Robt  ® 

Wakley  Brian  W  ®  546-6635 
Mears  Eleanor  Mrs  ®  546-3818 
★  Wittkower  Andrew  ®  546-7895 
Hughes  Charles  sum  res  ® 
Ramsden  Geo  A  III  ®  546-6123 
Dexter  Richd  D  ®  546-2836 
Mears  Harry  L  ®  546-7026 


7 

FOLLY  POINT  RD 
(LANESVILLE)— FROM  1218 
WASHINGTON 

ZIP  CODE  01930 
1  Leary  Theo  M  283-7525 
Davis  Saville  sum  res 
Vanner  Eleanor  R  Mrs  ® 
283-6443 

Rear  Fairfield  Grace  V  Mrs 
283-6443 
Vacant 

Farnsworth  Herbert  ® 
283-8849 

Herlihey  Ellen  C 
★  Bergen  Judith  R  281-1131 
Sum  Res 
Sum  Res 


9 

FOREST  LA  (WEST 
GLOUCESTER)— FROM 
BEYOND  572  ESSEX  AV  TO 
MANCHESTER  LINE 

ZIP  CODE  01930 
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FOREST  LA— Contd 

6  Fialho  Bernice  E  Mrs  ® 

283-1430 

7  Leighton  Robt  T  ®  283-2914 

8  Hodgkins  Olive  G  ®  283-6034 
16  Mezoff  Lawrence  sum  res 

Morgan  Robt  summer  res 


13 

FOREST  ST  —FROM  19 
MILLETT  TO  8  TRASK 

ZIP  CODE  01930 

1  Silva  Manuel  N  281-1999 

2  Casado  Antonio  F  ®  283-5682 
Malaquias  Jose  283-3329 

3d  FI  Cook  Christopher  P 

3  Blatchford  Mildred  B  Mrs 

283-4696 

Wood  Barbara  Mrs 
Goodick  Harry  C  ®  283-1920 

4  Saputo  Lawrence  J  283-1616 

5  Santos  Josephine  Mrs  ® 

283-7905 

6  Thibedeau  Ronald  D  281-1043 
Perrin  Ronald  ®  283-6621 

7  Sweet  Bonnie  J  Mrs  283-9307 
Hamilton  Franklyn  E  ® 

283-6583 

7Vfc  Lezynski  Dorothy  M  Mrs 
283-2129 

★  Testa verde  James 

8  Re  Mary  M  Mrs  283-8812 
Green  Wm  R  ®  283-9211 

9  Tucker  James  N  Jr  ®  283-1482 

10  Morris  Joseph  L  ® 

★  Enos  John  E 

11  Galante  Onorato  S  ®  281-1147 
Fulford  Wm  A  ®  283-4725 

13  Ciaramitaro  Anthony  ® 

283-9213 

★  Maniaci  Vincenzo  283-4908 
13-a  ★  Maniaci  Floria 

14  Porper  Robt  B  ®  283-1305 


26 

FOREST  ST  (ROCKPORT) 
FROM  16  KING  TO 
GRANITE 

ZIP  CODE  01966 

2  Foster  Paul  ®  546-6287 

3  ★  Brooks  Janet  546-7501 
Hennenlotter  Edw  546-6052 

4  Somers  Thos  D  ®  546-3666 

5  Poole  Walter  E  ®  546-6529 

7  Perkins  Woodbury  E  ® 

546-6700 

8  Harling  David  F  ®  546-6479 

10  Thompson  Agnes  546-7355 

11  George  Earl  W  ®  546-2225 
Rear  George  William  A  546-2561 

12  Frithsen  Carl  R  ®  546-3524 


★  De  Coste  Peter  V 

13  Salo  Wilho  546-3968 
Vacant 

14  ★  GuifFre  Jean 

15  Morris  Robt  F  ®  546-3086 
Osier  Lawrence 

16  ★  Wallace  Leon  ®  546-6616 

17  ★  Lashua  Jerry  546-7062 
Cavanaugh  Robt  546-2243 

18  Cabral  Richd  G  546-6427 
Abbott  Timothy  J  546-3792 

19  Tarr  Doris  Mrs  546-6274 

★  Wallius  Arvo  H 

20  ★  Beal  Wm  R  III  ®  546-2573 
Ferretti  Humbert 

★  Sullivan  Loren  Mrs  546-2995 

21  Morash  Raymond  E  ® 

546-6354 

★  Thibodeau  Linda  546-2037 

22  Ranttila  Geo  E  ®  546-3362 

23  Osier  Bernice  J  Mrs  546-6949 

24  Torrisi  Anthony  E  Jr  546-2318 
Torrisi  Anthony  ®  546-2589 

25  No  Return 
No  Return 

26  Walima  Wm 

27  Lewis  Esther  ®  546-3239 

28  Tupper  S  Regina  Mrs  ® 

546-6878 


16 

FORT  SQ  —FROM  67 
COMMERCIAL  TO  85 
COMMERCIAL 

ZIP  CODE  01930 
2  Ciaramitaro  Christine  E 
Peterson  Richd  A  283-9479 
Marques  Manuel  283-3620 
Asaro  Domenica  Mrs 
10  Kiley  Ann  M  Mrs  281-6954 
Lucido  Frank  ®  283-1563 
Ciaramitaro  Joseph  ®  283-6549 
16  Vegliano  Ernest  ®  281-1971 
16  Vz  Tarantino  Pauline  Mrs  ® 
283-3625 

26  Tarantino  Salvatore  ® 

Cominelli  Donald  F  283-1477 

28  Cardone  Paul  J  ® 

★  Parker  Linda 

★  Fiedet  Thorp 

★  Smith  Harvey 

29  Bouchie  Raymond  J  283-0195 
Doucette  Thos  L  ®  283-1204 
Davis-Doucette  genl  contrs 

281-1435 

Doucette  Wm  A  281-1435 
32  Ciaramitaro  Frank  281-0065 
Allen  Robt 

Novello  Anthony  P  283-9423 

★  Sabato  Frank 

38  ★  Thibodeau  Patricia  Mrs 

★  Torrey  Hazel  Mrs 
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FORT  SQ — Contd 

★  Kelsey  Geri 

★  Martinseck  Sharon 

42  ★  Parisi  Joseph  ®  283-1648 
Farina  Santo  283-4096 
Frontiero  Peter  283-1297 

★  Lawrence  Steve 

46  Zerrilli  Angeline  Mrs  283-2574 
Ciaramitaro  Frank  D 
Pallazola  Jeremiah  283-5248 
51  Ragusa  Anthony  ®  283-3115 
Ragusa  Frank  G  283-6445 
53  ★  Jacobs  Russell 
55  Smith  Chester  Jr 
Me  Cloud  Mai 
Fowler  Serafina  281-1229 
Johnson  Christopher 
59  Reed  John  283-5479 

Ciluffo  Jennie  Mrs  ®  283-2960 


16 

FORT  WHARF  —FROM  END 
COMMERCIAL 

ZIP  CODE  01930 
Cape  Pond  Ice  Co  283-0181 
Cape  Pond  Ice  Co  (Storage) 
283-0180 

O’Donnell-Usen  Fisheries 
283-5563 

Quick  Freeze  Corp  frozen  fish 
283-5563 

Cape  Ann  Seafoods  Inc  whol  fish 
283-2068 

Producers  Fish  Co  whol  283-1065 


12 

FORT  HILL  AV  —FROM 
EASTERN  POINT  BLVD 
WEST 

ZIP  CODE  01930 
ELM  AV  BEGINS 
Vacant  sum  res  283-5099 
Stilson  Wm  H  ®  283-0600 
Sum  Res 

1  Curtis  Harold  ®  283-5099 
21  Richardson  David  L  ® 

283-1472 

Raymond  Pauline  S  Mrs 
summer  res  ®  283-0390 
Lambert  Vincent  ®  281-1598 
Swift  Lila  Mrs  ®  283-9009 
Drew  Nell  Mrs  ®  283-4260 
40  Rhinelander  Constance  sum  res 
283-8560 

Monell  Donald  F  ®  283-7482 
Ellis  Dorothy  L  Mrs  ® 

283-1934 

ROUSE  RD  BEGINS 
Brown  Laurence  A  Jr  283-3247 


5 

FOSTER  ST  —FROM  86 
WASHINGTON  TO  7 
SUMMER 

ZIP  CODE  01930 

4  Francis  Philip  G  ®  283-7265 

5  Militello  Antonio  ®  283-2350 
5a  Ruggerio  Wm  283-5254 

6  Orlando  Anthony  ®  283-4911 
Rivers  Edw  S  283-3111 

7  Zappa  Joseph  ®  283-4237 

9  Baptiste  Winslow  283-9167 
Lovasco  Grace  M  ®  283-5209 
★  Me  Cal  thy  Deborah  Mrs 

10  ★  Russo  Leonardo 
Sanfilippo  Vincenza  Mrs 

283-5463 

Mac  Leod  Julia  Mrs  283-8681 

11  Billante  Joseph  ®  283-1628 

12  ★  Verge  Philip  S  283-1249 
14  Evans  Donald  W 


10 

FRANK  ST  (LANDS  END) 
(ROCKPORT)-FROM 
THATCHER  RD  TO  A  DEAD 
END 

ZIP  CODE  01966 
Barwise  Gladys  M 
Krames  Sol  ®  546-2076 
Campbell  James  B  546-6235 
Campbell  Sharon 
Distelrath  Steven  J 
Wall  Carlton  E  ®  546-2902 
Coleman  Wesley  546-2636 

★  Davison  James  S  ®  546-2207 
Fryklund  Donald  H  Jr  546-6169 

★  Towne  Robt  546-2608 

★  Randazza  Salvatore  T  546-3718 

★  Priest  Lydia 

Barker  R  Edgar  ®  546-2608 
Vecchione  Anthony  ®  546-2753 
2  ★  Hession  James  J  ®  546-2625 
5  Parry  Wm  ©  546-6453 
9  ★  Rueda  Enrique  V  546-3849 
★  Me  Kinley  James 
Simonian  John  M 


3 

FRANKLIN  SQ  —FROM  48 
PLEASANT  TO  63 
PROSPECT 

ZIP  CODE  01930 
5  Graves  Danl  A  283-3331 
Palazzola  James  283-5967 


63 


12 

FREMONT  ST  —FROM  22 
ROCKY  NECK  AV  TO  WILEY 

ZIP  CODE  01930 
WONSON  BEGINS 
2  Kidder  Walter  Jr  281-0455 
Kidder  Fred  D 

5  Kidder  Barbara  M  Mrs  © 

283-5407 

6  Porter  Wm  E  ©  283-3425 

7  ★  Downey  Maryann  281-2511 

★  Wilkinson  Bruce 

★  Nicastro  Salvatore  281-0423 

8  Johanson  K  Ivar  ©  283-2791 
10  Wolfe  Evelyn  Mrs  ©  281-0289 

RACKLIFF  INTERSECTS 
;  14  Ivey  Marcia  A  Mrs  ©  283-2468 
★  Hyninen  Donna 


20 

FRESH  WATER  COVE  RD 
—FROM  244  WESTERN  AV 

ZIP  CODE  01930 
Rice  Joseph  W  ©  283-7148 
★  Lufkin  Eleanor  Mrs  ©  283-5850 


23 

FRIEND  CT  —FROM  69 
FRIEND 

ZIP  CODE  01930 


23 

FRIEND  ST  —FROM  156 
PROSPECT  TO  WEBSTER 

ZIP  CODE  01930 

I  Nickas  Stella  S  Mrs  ©  283-0955 
FEARS  CT  ENDS 

7  Lacey  Barbara  J  Mrs  © 

283-0801 

8  Mackey  Emil  N  ©  283-5922 

9  Goulart  Mary  B  Mrs  © 

283-3508 
No  Return 

10  Reis  Joseph  ©  283-5463 

II  Darcy  Dorothy  G  ®  283-0314 
12  Prevost  Lucy  A  Mrs  283-7467 

14  Wentzell  Evelyn  F  Mrs  © 

283-5590 

15  Vacant 

Cody  Michl  D  281-1453 
Brown  Edw 

16  ★  Oliver  Frank 

★  Peters  Wm  283-0428 

★  Kaufman  Rosemarie  Mrs 
281-2588 

17  Pratt  Donald  I  ®  283-0409 

19  Fernandes  Mary  Mrs  283-7246 
Silva  Isabel  M  283-7944 
Frade  Jose  O  ®  283-4278 


20  Niemi  Verner  W  ©  283-4841 

21  Friend  Street  Market  283-0903 
Powers  Jeffery 

22  Duwart  Richd  E  © 

Parsons  Janice  Mrs 
Fraga  Lorien  283-2315 

23  Perry  John  D  ©  283-5217 
BENT  BEGINS 

24  Hanrahan  Emma  C  Mrs 

283-9081 

*  Clanton  James  W  ®  283-2693 
24a  Oliveira  Antonio  F  283-5253 

Carrancho  Maria  D  Mrs  © 
283-8496 

25 *  *  Morey  Robt  Jr  © 

Lewis  Diane  Mrs  ®  283-3719 

27  Sinagra  Leo  J  © 

Foster  Phillip  A 

28  *  Holmes  David 

Jesso  Harold  E  ©  283-6016 
28a  *  Champlaine  Fred 
Capel  Joanne 
Vacant 

29  Amaral  Michl  281-1089 

♦  De  Vau  Robt  283-3747 
Sears  Matilda  B  Mrs  ® 

283-7607 

29 V4  Adams  Clarice  D  Mrs  © 
283-7476 

30  Marks  Anthony  S  fish  dir 

283-8416 

Alves  Florence  Mrs  283-6345 

31  Aldridge  Harriett  F  Mrs 

283-3118 
Garcia  Manuel 
Pinho  Joseph  F  ®  283-1348 

32  Fradoca  Maria  283-6587 
Santos  Reginald  B  ®  283-6356 
Veara  Kath  C  Mrs  283-9120 

33  Spinola  Emilio  S 

33Vi  Bickford  John  F  283-7633 
Bloomfield  Danl  K 

38  Vacant 

39  Anderson  John  M  ®  283-1520 
Stanwood  Roland  L 

Stan  wood  Myrtle  Mrs  283-6733 
39a  Simas  Gertrude  Mrs  283-3972 

41  Burns  Olivia  G  Mrs  283-4577 
Vacant 

Simoes  Anibal  S  283-5601 
41a  Rose  Benilda  P  ®  283-4066 
41b  Rose  Frank  ®  283-3109 

42  ★  Kolodzik  Sharon  L 
Holmes  Dorothy  M  Mrs 

281-0134 

i  Steinberg  Bernard 

★  Shields  Dianne 
Larivee  Day  M 

★  David  Grace 

44  Santana  Manuel  S 

Silveria  Antonia  281-2553 
Rodrick  Mary  E  Mrs  283-8231 
Muniz  Evelyn  283-3248 


64 


FRIEND  ST— Contd 

45  Sawyer  Playground 

46  Ellis  Janet 

48  Riedlinger  Arth  H  283-3952 
Steinberg  Eva  Mrs  283-6235 
Demarco  Joseph  F 
52  Roland’s  Market  283-0030 
Roland  Caesar  R  ®  283-0030 
52a  Palmer  Bertha  Mrs  283-6312 
54  Vacant 

56  ★  Murray  Edw 
Vacant 

57  Carr  Geo  ®  283-7317 
Rogers  Mary  G  283-7358 

SILVA  CT  BEGINS 

58  Madruga  Edith  J  Mrs  ® 

283-1529 

Alves  Lester  J  281-0873 
Malaquias  Richd 
60  ★  Fraooca  Jose  C  281-2728 
Benedetto  John  C  ®  283-9335 

62  Steinberg  Morris 
Arvilla  Joseph  S  283-7165 

63  ★  Gray  Christopher 

★  Kielbasa  Donald  283-9490 

64  Silva  Steven  M 

Stone  Agnes  M  Mrs  283-5553 
Sheehan  Shirley  Mrs  283-8692 
Souza  Frank 
Borge  Gorman 

★  Larkin  Eva 

65  Gomes  Salvatore 
Silva  Elenor 

it  Gray  Donald 
Ventimiglia  Frank  283-7446 
Rear  ★  Padre  John  B  ®  283-5867 

66  Vacant 

67  Pino  Eleanor  Mrs  283-2785 
Vacant 

★  Sclafini  Laurence 
Tupper  Evelyn  Mrs  281-0630 

68  ★  Wonson  Arth  S  ®  281-0317 
Rear  Brown  Evelyn  Mrs  283-1593 
Rear  Brown  Ralph  C  ®  283-3395 
Rear  Brown  Anthony 

Rear  ★  La  Rose  Alice  283-2687 
FRIEND  CT  ENDS 

70  Santana  Frances  Mrs 
Luzio  Oliva  L  Mrs  283-7572 
Codinha  Paul  P  283-3484 

71  Souza  John  283-3991 
Clement  Inez  Mrs  283-5431 
Aptt  Harry  W  ®  283-5765 
Enos  James  M  283-8275 

Rear  Mitchell  Claremund  ® 
283-2961 

73  Noto  Peter  ®  283-8745 
it  Mineo  Vincent 

Adelfio  Anna  Mrs  281-1628 

74  Rocha  Manuel  P  ®  283-9155 

75  Francis  Frank  C  Jr 
Brum  Manuel  S  283-6331 
Francis  Frank  C  283-8732 


LUZITANA  AV  BEGINS 

76  No  Return 

Grace  Mary  C  Mrs  ® 

77  Borge  Olivia  Mrs  283-2264 
Parisi  John  ®  283-2318 
Stavors  Helen  A  283-9043 

78  Gaipo  Manuel  O 

★  Grace  Leonard  R 
EL  WELL  BEGINS 

80  Anderson  John  L  ®  283-5799 

81  ★  El  well  Stephen 
Elich  Steven 

84  ★  Padre  Ethel  283-1465 

85  Morris  Wm  A  Jr  283-5830 
FAIR  BEGINS 

86  Hamilton  Dinah  L  ® 

★  Poole  Charles  E  283-8760 

87  Burke  Steph  J  281-0958 

89  Amaral  Melvin  ®  283-6237 

90  Hudder  Robt  R  ®  283-4653 
Vacant 

91  Vacant 

Marble  Lillian  281-2734 
Silva  Mary  Mrs 
Worthley  Maria 
Rutchick  David  283-1659 

★  Horn  Donald 
Vacant 

96  Knowles  Donald  P  283-7027 
Roberts  Stanley  W  ®  283-6320 
Martin  Wayne  A  283-3516 
100  Hayes  Oscar  W  283-0872 
Silva  Joseph  C  Jr  283-7690 
102  Rocha  Emily  ®  283-3449 
Vacant 

106  Mellow  Geo  P  ®  283-5434 


20 

FULLER  LA  (MAGNOLIA) 
FROM  23  FULLER 

ZIP  CODE  01930 
2  Trofimow  Alex  sum  res 
4  Amero  Ralph  H  Jr  ®  525-3644 
6  Schaeffer  Marilyn  M  Mrs 
525-3498 


20 

FULLER  ST  (MAGNOLIA) 
FROM  JUNCTION  SHORE 
RD  NORMAN  AV  AND 
MAGNOLIA  AV  TO  SHORE 
RD 

ZIP  CODE  01930 
(NUMBERS  IRREGULAR) 

35  Vieira’s  Pharmacy  525-3300 
Vieira  Oliver  F  phys 
3  Marker  Adah  ®  525-3364 
30  City  Fire  Dept  Eng  No  4 
283-2424 

5  Mahr  Seriah  Mrs  525-3138 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 

65 


FULLER  ST— Contd 

7  Johnson  Virginia  F  Mrs  ® 

525-3115 

Cushman  David  J  ®  525-3504 

8  Sullivan  Miriam  C  ®  525-3403 
11  ★  Martin  John 

14  Sandler  Solomon  ®  525-3173 

15  Howlett  Robt  W  ®  525-3609 
.  12  Sullivan  Desmond  E  ® 

525-3526 

13  Crossen  Wm  P  ®  525-3320 

7  Dombrowski  Hilary  525-3006 

8  Morrison  Margt  ®  525-3080 
5  Vacant 

1  Rodgers  Milton  J  525-3566 

2  Thomas  L  J  525-3028 
3a  Shea  Geo  L  525-3134 
4  Thomas  Leroy  525-3836 

19  Mentus  Michl  J  525-3378 

16  ★  Me  Kenna  Michl  V  ® 

525-3139 

★  Poppe  David  J 

18  Peacock  Lane  A  525-3465 
Muise  Geo  W  Jr  525-3681 
26  Brown  Donald  E  525-3217 
Adams  Raynor  G  525-3249 

28  Oceanside  Restr  525-8374 

★  Mustafa  Sherman  ®  525-3012 
33  Covey  Devlin 

31  Me  Carthy  Francis  T  525-3283 

29  Dresser  Ernest  H  ®  525-3636 
26  Martin  Wm  A  525-3791 

2  Aprans  Karlis  ®  525-3208 


17 

GAFFNEY  ST  —FROM  20 
HAMPDEN  TO  33 
CENTENNIAL  AV 

ZIP  CODE  01930 
4  ★  Muise  Leonard  E  Jr  ® 

283-0524 

7  Bonaventure  Inc  whol  fish 
283-3352 

Novello  Nicholas  ®  283-3352 
9  Stephens  James  P  ®  283-3828 


21 

GALE  AV  (PIGEON  COVE) 
(ROCKPORT)-FROM  7 
POINT  DE  CHENE  AV 

FZIP  CODE  01966 

1  Condon  Mary  J  ®  546-2450 
6  Murphy  Helen  A  Mrs  ® 
546-6183 


7  Stieglitz  Connie  Mrs  sum  res  ® 

546-2464 

8  Sum  Res 

15  Ewing  Eleanor  sum  res  ® 


13 

GALE  RD  —FROM  END  OF 
ESSEX  TO  GLOUCESTER  AV 

ZIP  CODE  01930 
2  Carreiro  Lloyd  V  283-0383 
4  Brown  Manuel  ® 


GAP  HEAD  RD  (ROCKPORT) 
FROM  MARMION  WAY  AT 
COAST  GUARD  STATION 

ZIP  CODE  01966 
Gibbs  Vera  C  Mrs  ®  546-2661 
3  Olson  Melvin  A  ®  546-6587 
Sea  Ledges  The  546-2492 
Cameron  &  Hogan  bldg  contr 
546-2367 

Cameron  Geo  E  Jr 
Ouellette  Gerald  A 
★  Hogle  Gary  546-2423 
it  Pendergast  David 
6  Wilkinson  Everett  R  Jr  546-6922 
9  ★  Gallagher  Ann  546-6888 


GARDNER  AV  —FROM 
EASTERN  POINT  BLVD 
WEST  TO  EDGEMOOR  RD 

ZIP  CODE  01930 


GARDNER  RD  —FROM  57 
BASS  AV 

ZIP  CODE  01930 
1  Hinckley  Wm  F  ®  283-1247 
3  Hinckley  Wm  F  ®  283-7896 


GARDNER  TER  —FROM  1 
GEE  AV 

ZIP  CODE  01930 
Kinghorn  Bradley  F  ©  283-4774 
Perkio  Emil  O  ®  283-1203 
White  Forrest  F  ®  283-3230 

1  ★  Potkay  Robt  M  283-2186 

2  Why  not  John  W  ®  283-5569 


STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASIN6 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL. 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL.  546-7405 
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GARDNER  TER— Contd 
4  Landergren  Kenneth  K  ® 
283-3073 

6  Dagley  Richard  S  ®  281-0387 
8  Parsons  Ernest  C  ©  283-1823 


24 

GEE  AV  —FROM  513 
WASHINGTON  TO 
ROCKPORT  LINE 

ZIP  CODE  01930 

I  Munroe  Leo  J  ©  283-5568 
GARDNER  TER  BEGINS 

3  ★  Parisi  Matthews  Jr  283-5203 

4  ★  Cotton  Ami 

Woundy  Richd  H  ©  283-3760 
Ojantakanen  Amelia  E  Mrs 
283-8947 

5  Hall  Wm  S  ®  283-0687 

7  Tassinari  Francis  L  ®  283-7634 

8  Mello  Avis  R  Mrs  ®  283-5579 

9  De  Bona  Helen  L  Mrs  ® 

283-0626 

10  Degnan  Francis  P  ®  283-7211 

II  Hinckley  Milton  E  ®  283-2902 

13  Nickerson  Ronald  A  ® 

283-5517 

14  Wonson  Richd  E  ®  283-4779 

15  Coull  Roy  G  ®  283-8149 

16  Lufkin  Arth  R  ®  283-5580 
Lufkin  Arth  R  Jr 

17  Parsons  John  L  Jr  ®  283-3121 

18  Colarusso  John  A  283-8177 
CHERRY  ENDS 
STANWOOD  ENDS 

19  Lane  Lyman  ®  283-5589 

20  Hannaford  John  ®  281-0824 

21  Mac  Donald  Eug  R  ®  283-4963 

22  Cahoon  Deborah  281-1092 

23  Thompson  John  S  Jr  283-8936 

24  Sanborn  Walter  ®  283-0431 

25  Rioux  Edw  P  ®  283-7833 
27  Powers  Wm  D  ®  281-2035 
27a  Noble  Wm  O  ®  283-8028 
29  Cameron  Harvey  ®  283-7379 
31  Noble  Madge  B  Mrs  ® 

283-0164 

33  Sylvester  Sami  H  ®  283-8937 
34r  Linsky  Abram  ®  283-5570 

34  ★  Bush  Irvin  W  283-0257 

35  Amero  John  J  283-7831 
Bertoni  Danl  283-6038 

36  Sylvain  Richd  T  281-1873 
39  Milne  Adelbert  B  283-7177 
Rear  Milne  David  ®  283-0022 


Rear  York  Patricia 

40  Arruda  Everett  E  ®  283-2659 

41  Erickson  Roy  K  281-0904 

42  Collins  Leroy  J  ®  283-6873 
44  Leal  Leonard  P  ®  283-0847 


1 

GERRING  RD  —FROM  230 
EAST  MAIN  TO  135  MT 
PLEASANT  AV 

ZIP  CODE  01930 

3  Jensen  Billie  Jane  Mrs 

3a  Lane  Dorothy  L  283-8729 
BARBERRY  LA  ENDS 

4  Powers  Walter  J  ®  283-0834 

6  Myett  A  Arth  ®  283-6642 

7  C  &  J  Ceramics  283-1201 
Clark  Mildred  C  Mrs  ® 

283-1201 

8  Hudder  J  Thos  ®  283-3959 
Rear  Perkins  Lawrence  J  283-8369 

9  Sprague  Leon  C  Jr  ®  283-0091 
12  Curtis  Terry  T  ®  283-6007 


17 

GILBERT  CT  —FROM  49 
MANSFIELD 

ZIP  CODE  01930 
7  Lairivel  Larry 
Burgess  Janice 
8a  Mione  Leo  P  ®  283-3748 
8b  Brooks  Mary  Mrs 


12 

GILBERT  RD  —FROM  25 
GRAPE  VINE  RD  TO  A 
DEAD  END 

ZIP  CODE  01930 

1  Veno  Roland  ®  283-6914 

2  Powers  Everett  A  ©  283-0434 
4  Parisi  Thos  A  ®  283-6403 

6  Auditore  John  B  ®  283-5455 
8  Wisutskie  John  W  ®  283-0377 
10  Frontiero  Leo  281-0526 


26 

GINGERBREAD  HILL 
(ROCKPORT)— OFF  SQUAM 
HILL 

ZIP  CODE  01966 


FAULK  BROS.,  Inc. 


MASON  CONTRACTORS 


35  Whittemore  St. 


TEL.  283-1771 


Gloucester,  Mass.  01930 
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6 

GLENMERE  AV  —FROM 
9  MARSH  TO  WOLF  HILL 

ZIP  CODE  01930 
Holland  Albert  W  ®  283-8263 
-  Lattof  Thos  M  ©  283-6316 
1  Me  Carthy  Edgar  J  ©  283-3560 
Me  Lellan  John  K  ®  283-8509 
Damon  Eug  W  ®  281-0088 
Miller  Merton  W  summer  res  © 
Purrington  Emma  E  Mrs  ® 

★  Me  Kay  Gerald  ® 


10 

GLENMERE  RD 
(ROCKPORT)— FROM 
THATCHER  RD  BETWEEN 
SEA  VIEW  AND  TREGONY 
BOW  RD 

ZIP  CODE  01966 
Witham  Raymond  W  ®  546-2175 
Stark  Delman 
Vesnick  Edw  546-2279 
Bray  Edwin  P  ®  546-7321 
★  Me  Carthy  Wm  sum  res 
J  546-6745 

Babigan  Edw  546-6150 
Vacant 


25 

GLOUCESTER  AV  —FROM 
ANNISQUAM  RIVER 
CROSSING  218 
WASHINGTON  TO 
ROCKPORT  LINE 

ZIP  CODE  01930 

1  Brown  Ethel  M  Mrs  ®  283-1990 

2  Faulk  N  Alston  ®  283-3237 

3  Orlando  Ambrose  ®  283-3938 

4  Kramer  Robt  ®  283-5355 

5  Corliss  Howard  R  ®  283-4642 
5V4  Nikola  Margt  L  Mrs  281-1416 

6  Hodgkins  Helen  H  Mrs  ® 

283-1831 

7  Martin  Melvin  A  283-1971 

7  Vi  Genovese  Marco  P  ®  283-5755 
HAYWARD  RD  ENDS 

10  Webber  Mary  C  Mrs  ® 

283-2028 

11  Frontiero  Taro  ®  283-3983 

12  ★  Frazier  Alice  Mrs  ®  283-5525 

13  Terrara  Vito  ®  283-1580 

14  Hubbard  Richd  J  ®  283-7872 


15  Brown  Roger  T  ®  283-3795 

16  Modica  Vincent  J  ®  283-3146 

17  Asaro  Vito  J  ®  283-6292 

18  Greely  James  C  Jr  ®  283-4552 

19  Boudreau  John  R  ®  283-8286 

21  Menicocci  Robt  ® 

22  Imbrunone  Nicholas  ® 

283-5452 

23  Tyne  Frank  W  ®  283-6605 

24  Lufkin  Leo  E  ®  283-4967 

25  Brooks  Frank  A  ®  283-2317 

26  Ballarin  Antonio  ®  283-6434 

27  Frontiero  Anthony  J  ® 

283-4741 

WASHINGTON  INTERSECTS 
30  Mitchell  Wm  L  ®  283-5119 

33  Bolcome  Alf  Jr  281-2396 
Costa  John  D  ®  283-3160 

BEAUPORT  AV  ENDS 

34  Campbell  James  Rev 
MADISON  CT  EXTN  ENDS 
ROCKLAND  ENDS 

37  Puff  Robt  E  ®  283-8945 

38  First  Baptist  Church  Of 

Gloucester  283-4808 

39  Psalidas  Charles  A  ©  283-0747 

40  Pumping  Station 

43  Stevens  Motor  Sales  Inc 
283-8500 

53  Cape  Ann  Bowling  Center 
283-9753 

SPRINGFIELD  BEGINS 
61  Powers  Robt  K  ©  283-4587 
ACACIA  ST  ENDS 
65  Kearney  Thos  M  ©  283-3435 
67  Williams  Harold  K  ©  283-9326 
MAPLEWOOD  AV 
INTERSECTS 

73  Parks  Florence  E  Mrs  © 
283-1645 

MYSTIC  AV  ENDS 
RUSSELL  AV  BEGINS  ' 

79  White  Mary  E  Mrs  ©  283-6246 
81  Bragg  James  G  ©  283-8223 
83  Simmons  Dorothea  M  © 
283-1777 

CARLISLE  ENDS 
85  Anderson  M  John  ®  283-4569 
HIGHLAND  RD  ENDS 
89  Tupman  Rosemary  S  Mrs  © 
281-0978 

91  Lloyd  David  M 
97  Shofner  Wm  E  ©  283-2663 
99  Stan  wood  Wm  A  283-9420 
1Q7  Stuart  Reginald  B  ©  283-2295 
109  Ciaramitaro  Frank  P  283-5875 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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GLOUCESTER  AV— Contd 
Vacant 

13 

BRADFORD  RD  ENDS 
B&M  RR  BRIDGE 
BLACKBURN  CIR  BEGINS 


11 

GLOUCESTER  FISH  PIER 
— FROM  26  PARKER 

ZIP  CODE  01930 

1  U  S  Dept  Of  Commerce 

283-6554 

2  Mantia  Fidheries  Co-Op 

wholesale  281-2090 
Gloucester  Community  Fish  Pier 
Association  283-1938 

3  A  &  N  Fishing  Corp  boat  mtee 

283-9523 

5  Atlantic  Seafoods  Inc  283-9236 
Rymac  Inc 

Gloucester  Ice  &  Cold  Storage 
Co  Inc  283-3460 

Harbor  International  Corp  whse 
cold  stge  283-8861 

6  Kennebec  Fish  Corp  283-8340 
Lipman  Marine  Products  Inc 

283-8332 

8  Biomarine  Laboratory  Inc 
283-7705 


11 

GOOD  HARBOR  BEACH 
—FROM  THATCHER  RD  TO 
WITHAM 

ZIP  CODE  01930 


21 

GOTT  AV  (PIGEON  COVE) 
(ROCKPORT)-FROM  ABOUT 
285  GRANITE  PIGEON  COVE 

ZIP  CODE  01966 
Holmes  Lester  B  ®  546-3354 
Amazeen  Leonie  M  Mrs  ® 
546-3926 

5  Silva  Robt  E  ®  546-2231 
Viereck  Peter  sum  res 
French  Wm  C  summer  res 
546-3623 

Hooper  Robt  sum  res 


27 

GOTT  ST  (ROCKPORT) 

FROM  8  MT  PLEASANT  TO 
29  SCHOOL 

ZIP  CODE  01966 

1  Jeppson  Anna  P  Mrs  ® 

546-2278 

2  ★  Neely  Douglas  B  546-7274 

★  Fryklund  Louise  ®  546-6290 

★  Donphy  Burton 

3  ★  Mac  Intyre  Dorothy 
3a  ★  Wood  Betty 

4  Le  Fave  Earl  B  ®  546-6089 

5  Hagen  Wm  L  546-6513 

6  Monroe  Robt  E  ®  546-6492 

7  Mills  Edith  546-2036 

10  ★  Meringer  Richd  J  ®  546-7040 
14  Kuehne  Richd  E  summer  res 
®  546-2434 


3 

GOULD  CT  —FROM  47 
WASHINGTON 

ZIP  CODE  01930 
3  Guluzian  John  283-1337 
Bernard  Geo  L  ®  283-1337 

5  ★  Lampert  Debra 

6  Frontiero  Joseph  J  ®  283-2842 
Ciaramitaro  Leo  F  283-5335 

8  Frontiero  Salvatore  J  283-4846 

9  ★  Tarr  Kenneth 

Lucido  Joseph  A  283-8730 

10  Auditore  Joseph  ®  283-1721 
Hi  Sheehan  Karen 

Genovese  Marco  283-5437 
Lane  Emery  281-2350 
12  Mac  Donald  Alice  Mrs 
12%  Miltello  Vito 
14  Frontiero  Mary  Mrs  283-7078 
★  Di  Liberti  Mark 
16  ★  Curcurer  Eleanor  ® 

20  Susanno  Lawrence  ®  283-5347 
22  Strescino  Ronald  P  283-6270 


19 

GRANDVIEW  RD  —FROM  79 
WHEELER  TO  A  DEAD  END 

ZIP  CODE  01930 

4  Josephson  Harold  J  ®  283-1631 

5  Robinson  W  Raymond  ® 

283-6880 

6  Schuster  Wesley  C  J  ® 

283-8719 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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GRANDVIEW  RD— Contd 
7  Hanrahan  Martin  J  Jr  ® 
283-4673 


5 

GRANITE  CT  —FROM  1 
BLYNMAN  AV 

ZIP  CODE  01930 
5  Laidlaw  Robt  R  281-1367 


17 

GRANITE  ST  —FROM  44 
WASHINGTON  TO  24 
BLYNMAN  AV 

ZIP  CODE  01930 
3  Langley  Eleanor  M  283-9292 
Morris  Norman  283-6998 
6  Ramsey  Charles  283-5071 
Garvey  Hilda  M  Mrs 
Vacant 

Gagnon  Collette  283-6830 

9  Le  Gallo  John  A  ®  283-4960 

10  Favazza  Thos  ®  283-0323 

★  Scola  John 

11  Piraino  Joseph  ®  283-2737 

12  ★  Me  Gillivary  Dorothy 
Ingersoll  Mary  Mrs 

13  ★  Brancaleone  Giuseppe  ® 

283-1008 

16  Lombardo  Joseph  281-0766 
WASHINGTON  SQ  ENDS 

17  Grillo  Rosario  ® 

18  ★  Campbell  Wayne 

19  ★  Telles  Steven  J  283-9380 

20  Lovasco  Cath  Mrs  @ 

Ciolino  Carlo  283-1680 

SUMMER  INTERSECTS 

21  Curreri  Agatha  Mrs  ® 

283-7268 

★  Randazza  Salvatore 

22  Pallazola  Baptiste  283-4099 

23  ★  Collins  Mark 
Vacant 

24  ★  Palazola  Sebastian  ® 

25  Muise  Kent  H 
Emo  Wm 

26  Orlando  James  ®  283-2984 
Ciolind  Anthony  283-8536 
Linquata  Rose 

27  Piscitello  Joseph  J  ®  283-6542 

28  Piraino  James  ©  283-4251 

29  ★  Newell  Janice  Mrs  ® 

283-7419 

Vacant 


Benson  Salvatore 

30  Vacant 

31  Orlando  Gasper  ®  283-2984 
Saputo  Joseph  ®  283-9457 

32  Lewis  Bruce  283-4757 
Hannibal  Jean  Mrs 

★  Parco  Romanie  Mrs 

★  Me  Lellan  Marcia  Mrs 

33  Curcuru  James  J  ©  283-7475 
BABSON  ENDS 

34  Vacant 

35  Trupiano  Gaspar  S  ®  283-6481 

36  ★  Sclafani  Gerald 

★  Powers  Mary 

Martin  Richd  A  281-0670 

Vacant 

Vacant 

37  Lyons  James  C  283-3310 
BLYNMAN  AV  BEGINS 

38  Tello  Lucy  Mrs  283-1192 

39  Lovasco  Paul  ®  283-1644 

42 *  *  Goodhue  Robin  Mrs 

★  Hardy  Richd 
Vacant 

43  White  Elmer  C  ®  283-6937 

44  Giovanni  Eug  F  ©  281-0047 

★  Giovanni  Thos  F 

45  Meadows  Walter  F  ©  283-8072 

46  Vacant 
HAMPDEN  ENDS 

54  Lucido  Domenic 
56  White  Herbert  C  ©  283-3584 
58  Haselgard  Carleton  283-6167 
58  Vfe  Haselgard  Wm 

Haselgard  Harold  L 
Haselgard  Eliot  R 
60  ★  Sapoto  Paul  ®  283-8534 
Sanfilippo  Frank  281-0649 
62  Randazza  Carlo  281-2070 
64  ★  Vitilla  Pasquale 


26 

GRANITE  ST  (ROCKPORT) 
FROM  END  OF  KING  TO 
GLOUCESTER  LINE 

ZIP  CODE  01966 

1  Ventimiglia  Phillip  A  546-3570 
Oulton  Nancy  Mrs  546-2247 

2  Lee  John  F  ®  546-3970 

3  Schwartz  Harriett  R  Mrs  © 

546-3813 

Sears  Margt  F  ®  546-6672 

4  Reed  Raymond  M  546-6689 

5  Silva  Brothers  florists  546-6526 

6  Somers  Wm  C  ©  546-2218 


THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


ONE  OF  GLOUCESTER  OLDEST  PUBLIC  SERVICES 


LiMsvilk,  $ta.,  6loactsttr,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  283-1078 
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GRANITE  ST  (R) — Contd 

7  Skudlark  Anne  A  Mrs 
7a  No  Return 

8  Vacant 

9  Chick  John  E  ®  546-3019 

10  No  Return 
Vacant 

SQUAM  RD  BEGINS 

11  Vacant 

Swan  Marshall  ©  546-3514 
Duncan  Marjorie  A  546-7166 

13  Orne  Homer  G  ®  546-6794 

14  Me  Grath  Frances  M  ® 

546-6926 

Vacant 

15  Vacant 
FOREST  ENDS 

18  Drohan  Philip  E  ®  546-2389 
Rear  So  ini  Geo  M  ®  546-6989 

19  Carlson  Charles  H  ®  546-2630 
Jennings  Ruth  G  Mrs  ® 

21  Business  &  Financial  Services 
546-7351 

*  Rasmussen  James  P  Jr  ® 
546-7394 

NORWOOD  CT  BEGINS 
23  Starrett  Loyd  M  ®  546-6201 
Bower  Andrew  T  546-6201 

25  Parsons  A  Story  Jr  ® 

546-6782 

26  Barton  Paul  S 

27  Jacobs  Wm  H  ®  546-2403 
Kowalyshyn  Steph  P  546-6498 

28  Bruno  Charles  F  Jr  © 

30  Beebe  Eleanor  W  546-6501 
Hooper  Susan  J 
Kaplan  Henry  sum  res 
34  Forsbergh  Peter  W  ®  546-2405 
38  Robinson  E  H  546-7359 
Legendsea  Gallery 

*  Hibbard  Winifred  Mrs  © 
546-2021 

40  Anderson  Paul  546-7030 

41  *  Robinson  Andrew  546-3820 

42  ★  Pope  Alex 
QUARRY  RD  BEGINS 

43  Carter  Damon  546-3820 

45  Daigneault  Eug  H  546-6054 
Vacant 

PIGEON  COVE  SECTION 
BEGINS 

46  Vacant 

ROWE  AV  BEGINS 

47  Upham  Donald 
Vacant 

49  Know  1  ton  Sidney  C  ® 


50  Dixon  Robt  L  546-3833 

51  ★  Brandford  Charles 
Vacant 

BEACH  ST  ENDS 

52  Caffrey  Geo  W  ®  546-3442 
54  Searson  Wm  E  Jr  ® 

56  *  Nelson  Charles 

58  Vacant 

59  Me  Nally  Paul  sum  res 
Summer  Rentals 

Sum  Res 

60  Chaet  Bernard  sum  res 

61  Sayre  Patricia  R  546-6463 

65  No  Return 

66  Bernard  R  Crane  Service 
Granite  Garage  Inc  546-3500 

68  No  Return 

71  Try  on  Warren  S  ®  546-2089 

74  Underwood  Geneva  J  Mrs  ® 

546-6014 

75  Bowman  Geo  L  546-6667 

*  Sampson  Richd  546-7027 

76  Blatchford  Eliz  R  ®  546-3837 

78  Baird  Dana  F  ®  546-2725 
PASTURE  RD  BEGINS 

79  *  Brady  Althea  E  Mrs  ® 

546-7127 

Rear  Goodmine  Nelson  sum  res  © 
WHARF  BEGINS 

80  Gar  lick  Wm  H  ©  546-6081 

81  Havran  Philip  S  ©  546-6111 
Goodman  Nelson  sum  res 

82  Riegel  Eliz  P  ©  546-6697 

83  Webster  Richd  C  sum  res 
Bianchini  Geo  D 

21 

84  Graves  Weston  O  ©  546-3316 
84a  Huestis  Ruth  T  Mrs 

85  Heslin  John  M  546-2980 

*  Carter  Marion  E  546-7201 

*  Yetto  Frank  546-3857 

86  Anderson  Mathilde  Mrs  © 

546-6980 

87  Vacant 

88  Sepich  Anthony  P  ©  546-2672 
90  Ward  Alice  A  ©  546-3182 

LANDMARK  LA  BEGINS 

92  Seppala  Albert  M  ©  546-2617 
t  Jacobs  Ruth  546-3877 

93  Vacant 

94  Wiberg  Bros  pntre 
Wiberg  Wm  E  ©  546-2388 

95  Arse  man  John  ©  546-3265 
95a  Klein  Shirley  E  ©  5466436 


CajjeAnnArea 
Chamber  of  Commerce 


UAiy  5T 


TELS.  283-1601  AND  283-1602 


fil  niJCFSTFR.  MASS.  01930 
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GRANITE  ST  (R>— Contd 
96  Yankee  Clipper  Inn  Guest  Hse 
546-3407 

100  Hoigerson  H  Chester  © 

546-2176 

Murphy  Phyllis  G  546-2429 

101  Taylor  Lucy  R  ©  546-2283 
Katz  Robt  546-3746 

★  Coen  Mary  R  546-6988 
101%  Arsenian  Josephine  A  Mrs 

®  546-6173 

102  Holm  Earl  S  546-2685 

103  Smith  Hugh  H  ©  5463667 
103%  Hardy  Roger  A  ®  546-3083 

104  *  Ellis  Robt  Y  ®  546-6774 

105  Cheshire  Cat  The  546-2700 
Williams  Roger 

i  O’Leary  Danl 
Rear  Cooper  Kenneth  J  ® 

546-7070 

106  Griewck  Larry 

107  t  Pump  Fredk  E  Jr  © 

546-6330 

★  Leblanc  Richd  546-6718 

108  Story  Paul  D 
Story  Carlton  L 

109  ★  Cowan  Alice  546-2792 
Wemyss  Gary  L  546-6551 

110  Mahoney  John  E  ©  546-3325 
Mahoney  Patrick 

111  Molina  Walter  L  sum  res 

112  Erickson  Emma  I  Mrs  ® 

546-2057 

113  Hendrickson  Henry  E  ® 

Shute  Robt  L  ® 

114  Kan  tala  Esther  L  Mrs  ® 

546-6825 

115  Dean  Wm  L  ®  546-2482 

116  Pierce  Virginia  E  ®  546-2513 

117  Cleaves  Charles  H  Agency 

The  real  est  546-6800 

118  Town  Fire  Dept  Eng  No  2 

546-6848 

Town  Fire  Dept  combination 
a  546-6848 

119  Persson  Karl  A  ®  546-2156 

120  *  Morgan  Wayne  H  Rev 

546-2525 

121  Norton  Martha  M  ®  546-6853 
Ebeling  Nancy  B  ® 

122  Bailey  Arline  S  Mrs  © 

5466892 

123  Quarterdeck  The  546-3407 

124  Swanson  Eliz  T  Mrs  © 

546-6023 

125  Corkery  Dennis  F 


126  Gilpatrick  Naomi  A  © 

546-7553 
STORY  ENDS 

127  Yankee  Clipper  Inn  hotel 

546-3407 

Wemyss  Fredk  S  ®  546-3407 

128  Story  Marjorie  M  Mrs  © 

546-6503 

129  Sibbields  Mary  ©  546-2475 

130  Wolfe  Helen  Mrs  ©  546-2676 

131  Smith  Geo  A 

132  Gott  Dorothy  E  ©  546-6570 
CURTIS  ST  BEGINS 

133  Wasdyke  Janet 

Rear  Story  Esther  H  546-6128 
Rear  Vacant 

Rear  Mallette  Harold  F  Jr  © 
5463928 

135  Paquette  Norman  C  5463668 

137  Lizotte  James  E  sum  res  © 

138  Story  Library  The  5463236 

139  Chadwick  Geo  R  ©  546-6887 

140  Richdale  Stores  546-7137 
Bomemann  Richard  © 

141  Symmes  Donald  P  ©  5466903 
143  Me  Gurrin  Thos  546-7506 
Rear  Vacant 

145  Silversmith’s  5463888 
Russel  James  ® 

146  Cape  Ann  Tool  Co  5463451 

147  ★  Persson  Danl 
151  Friedline  Jay 

153  Smith  N  Hale  artist  546-6043 
Vacant 

154  John’s  Market  Inc  5466588 
John’s  Hot  Top  Pizza  Inc 

restr  5466591 

155  Pigeon  Cove  Chapel 
CHAPEL  LANE  BEGINS 

Smith  Geo  W  ©  5463122 

156  Leonard  Edw  ©  546-2681 

157  Blake  Danl  M  ©  546-2271 
Mahoney  Richd  M  ® 

546-2271 

158  Currier  C  Dean  ©  046-2921 

159  Holm  Oscar  E  ©  546-7482 
Watters  Theo  C  546-2616 

160  Seacoast  Petroleum  fuel  oil 

546-2014 

161  *  Griffin  Madeline  E  © 

546-2531 

162  Blake  James  E  ©  546-2014 

163  Salo  Arth  N  5466564 
Day  Robt  W  546-2328 
Me  Cormack  Joseph  C  ® 

5466325 
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REALtOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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GRANITE  ST  (R) — Contd 
163a  Hirota  J  ©  546  6318 

165  Demeri  Domenic  F  ® 

546-7114 

166  Mansfield  Martha  M  Mrs  ® 

546-6656 

167  Kearsey  Dorothy  H  Mrs 

546-2952 

Savinen  Jorma  E  ©  545-6956 

168  Enos  Joseph  A  ®  546-2500 
167  U  S  P  O  (Pigeon  Cove  Br) 

546-2101 

Bsmt  Gray  Russell  546-3582 

170  Balzarini  Charles  546-2180 
170V2  Beal  Eldon  W  ®  546-2740 

Currier  Nancy  Mrs  546-3767 

171  Vacant 

172  Colonial  Apts  The 
Lydstone  John  E  546-6381 
Wilkins  Joseph  B  546-3135 
Johnson  Harry  R  546  6058 

173  Vacant 

EDGEMERE  RD  BEGINS 

174  Morrill  Leon  L  ®  546-3332 

176  Shepard  James  E  546-2926 
Rear  Anderson  Robt  J  546-6216 

177  Vacant 

178  Ahern  Charles  F  Jr  ® 

546-7044 

180  Pitts  John  A  ®  546-3965 
182  Pigeon  Cove  Apts  tourist 

i  Lovell  Richd  A  ®  546-7012 

★  Austin  Richd 

i  Plumber  Charles 

★  Simmerman  Peter 

★  Zeuledz  John 
Rear  Johnson  Arnold 

184  Edling  Jean  D  Mrs  ® 

546-3636 

Rear  Tripp  Joseph  H  summer  res 

185  Cape  Ann  Tool  Co  (Factory 

Bldg) 

186  Williams  Nadia  I  sum  res 
BREAKWATER  AV  BEGINS 

188  Summer  Res 

192  Parady  Charles  E  ®  546-6868 
194  Wilson  Irene  H  ©  546-2679 
196  Runsala  Theo  ©  546-2750 

198  *  White  Donald  E  546-3317 

199  Brancaleone  Peter  ©  546-7549 

200  Fisher  Bernard  B  ©  546-3644 

201  Gray  Russell  antiques 

546-3582 

202  Gray  Richd  N  ©  546-3517 

203  Pythian  Hall 


Hermion  Temple  No  9  (K  Of 

P) 

Ocean  View  Lodge  No  84  (K 

Of  P) 

205  New  Pigeon  Cove  Apts 

546-3509 

Ackerman  Philip  H  546-3509 

206  O’Connor  Wm  E  ©  546-2717 
CURTIS  ENDS 

207  ★  Borge  Mark  546-2978 

Mackey  John  ©  546-2366 

209  Perrault  Ruth  J  Mrs  © 

546-3896 

Tinker  Burton  L 

212  Mongan  Agnes  ©  546-2181 

213  Cleveland  Charles  H  546-3076 

Rear  Vacant 

215  Wheeler  Clifford  J  piano 

tuner  ©  546-2547 

216  Davis  Douglas  M  ©  546-3736 

217  O’Brien  Jeanne  M  546-7425 
PHILLIPS  AV  BEGINS 

218  Vacant 

220  Vacant 

WORCESTER  PL  BEGINS 

221  Buckley  Marguerite  C  Mrs  © 

546-2416 

223  Andrews  Anne  L  ©  546-6687 

Sampson  Lewis  H  546-6932 

224  ★  Chipman  Edw  Rev  © 

546-7189 

225  Anderson  Carl  F  ®  546-6843 

226  Pucci  Amelia  S  ©  546-6562 

227  New  Pigeon  Cove  Apts 

546-2998 
la  ★  Gobb  Eliz 
lb  ★  Curcuru  Sam 
lc  ★  Murray  K 
Id  Vacant 
2a  ★  Thirkell  J 
2b  Curran  Diane 
2c  Fitzpatrick  Julia 
2d  ★  Burns  Frank 
3a  Earle  Frank  Jr 
3b  *  Guarnera  David 
3c  Sinclair  Lee 
3d  ★  Prybot  Peter  546-7747 
4a  Johnson  Paul 
4b  ★  Grusmark  Robt 
4c  Vacant 
4d  Vacant 

230  Fellows  Harda  K  Mrs  © 

546-2654 

231  Reed  John  sum  res 

233a  Korpi  John  J  ®  546-3639 


ROSE’S  OIL  SERVICE  Inc,  & 
ROSE’S  TRANSPORTATION  Inc 

WHOLESALE  DISTRIBUTORS 


39$  Main  SI. 

Gloucester,  0IS3© 


283-3334 

283-333S 
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GRANITE  ST  (R)-~ Contd 

235  Anderson  Rudolph  E  ® 

546-2202 

HAVEN  AV  BEGINS 

236  ★  Dussard  Steve  546-7230 

237  Day  Robt  A  ®  546-2540 
237a  Black  Dorothy  M  Mrs  © 

546-3515 

239  Kielinen  John  N  ©  546-2639 
Rear  Bernard  Robt  A  ©  546-3012 
243  Waller  Marvin  artist  &  archt 
®  546-2096 
PHILIPS  AV  END 
247  Holier  Heinz  K  ©  546-6418 
253  Towle  R  Dana  ©  546-6986 
255  Balzarini  Amelia  Mrs  ® 
548-2819 

257  Hahn  Herbert  ©  546-3611 
257a  Keating  Faith  E  Mrs  © 
546-3601 

259  Matheson  Robt  W  546-2851 
261  Brown  Arth  W  Mrs  sum  res 
265  Humlm  Edwin  J  ©  546-2314 
269  Pollom  Pvlafalda  E  ©  546-2325 
271  Polloni  Domenico  ®  546-2712 
275  Summer  Res 
275a  Galano  Fina  sum  res 
277  Lown  Wilbour  C  ©  546-3823 
281  Landoni  Roberto  E  tourists  © 
546-2511 

281a  Dodge  Harry  D 

Rear  Taber  Gary  F  ®  546-3067 

283  M&ppelli  Josephine  Mrs  © 
546-3457 

GOTT  AV  BEGINS 

Halibut  Point  Reservation 
Park 

291  Old  Farm  Inn  tourists 
546-3237 

Balzarini  John  C  © 

293  ★  Balzarini  Wm  ©  546-7081 
295  Pugh  Evaline  H  Mrs  ® 
546-2760 

300  Roberts  James  A  sum  res  © 
546-3564 

FOLLY  COVE  BEGINS 
332  ★  Doherty  Robt  © 


6 

GRANT  C  M  MEMORIAL  CIR 
—FROM  JUNCTION 
WASHINGTON  AND 
YANKEE  DIVISION 
HIGHWAY 

ZIP  CODE  01930 


GRAPEVINE  RD  —FROM  34 
EASTERN  POINT  RD  TO 
ATLANTIC  RD 

ZIP  CODE  01930 
3  ★  Starr  Edmund  ©  281-1393 
3a  Bozarth  Ruth  283-1902 
5  Danna  Joseph  L  ©  281-0054 
10  Strong  Charles  F  whol  confr  © 
283-0123 
Rear  Vacant 

GILBERT  RD  BEGINS 

12  Bernstein  Melvin  I  ©  283-2460 

13  Weathervane  summer  tourist 

home 

OppenKnm  Bertram  © 

283-2437 

14  Barbour  Walworth  ®  281-1449 
GRaPE  VINE  ACRES  BEGINS 

15  Marguiies  Joseph  sen,  res  © 

283  1761 

16  Barbour  Ellen  H  ®  283  2838 

17  Collins  Herbert  F  ©  283-7174 
HILLSIDE  RD  BEGINS 

18  Vacant 

19  Armstrong  Clinton  C  283  1  T  4 
20b  Papows  Walter  A  carp  © 

283  9281 

23  Giacaione  Ja-'k  J  ©  283-2880 

21  O’Brien  Loren  A  ©  283-4879 

22  Scandalito  Giaccme  C  ® 

22b  Vacant 

24  South  worth  June  P  Mrs 

283-6759 

Crews  L  Denton  ®  283-2865 
24a  Madruga  Richd  W  ©  281-0105 
O’Donnell  Anne  R  © 

281-2762 

25  Lightizer  Wm  N  ©  283-2890 
GILBERT  RD  BEGINS 
OCEAN  VIEW  DR  BEGINS 

27  Ciaramitaro  Carlo  ©  283-6996 

28  Davis  Danl  K  Jr  ©  283-3216 

29  Mineo  Santo  ©  281-1258 

30  Tomer  Robt  H  281-1888 

32  Burnham  Thales  A  283-4905 

34  Burnham  Frank  L  ©  283-3645 

35  Lucas  James  N  ©  283-4010 

36  Nickitopolous  Aristedes  N  © 

283-0615 

38  Randazza  John  W  ©  283-1021 
42  Lloyd  James  L  ©  281-0046 
44  Pasquina  Edward  F  Jr  © 
283-6198 

BASS  ROCKS  HTS  BEGINS 


Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


Glass1 

tyCtRROK^ 

PURPOSE 


TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Glass  (Installed  Whilo-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST. — GLOUCESTER 
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23 

GRAVEL  PIT  RD  —FROM  OPP 
26  WITHAM  TO  HARDINGS 
GRAVEL  PIT 

ZIP  CODE  01930 


20 

GRAY  ST  (MAGNOLIA) 

FROM  MAGNOLIA  AV  TO 
OCEAN  AV 

ZIP  CODE  01930 


9 

GREAT  HILL  RD  (WEST 
GLOUCESTER)— FROM  41 
SUMNER  TO  DEAD  END 

ZIP  CODE  01930 

39  Conrad  Bessie  Mrs  ®  283-1330 
Cameron  Leroy  F  ®  283-5336 
Leaman  Danl  H  ®  283-1466 
Eason  Brian  ®  281-2133 


2 

GREEN  ST  —FROM  46 
PERKINS  LOOKOUT  HIT  T 

ZIP  CODE  01930 

2  Smith  Arth  F  ®  283-9098 

3  Flygare  Clinton  E  ®  283-5973 
7  No  Return 

LEDGEMONT  AV  ENDS 
11  Griffin  Burton  S  ®  283-4661 

13  Grace  J  Carlton  ®  283-3447 
Grace  Geo  C 

14  Sperry  John  W  ®  283-9483 

15  Ciolino  Salvatore  ®  283-2702 

16  Muise  Archie  J  Jr  ®  283-7881 

19  ★  Rose  David  A 

20  Mallete  Eliz  A  Mrs  ® 

283-0649 

21  ★  Nunes  Steph  A 

22  Consiglio  Philip  J  ®  283-6138 

23  Pothier  Mary  I  Mrs  ® 

283-1755 

25  Davis  Herbert  ®  283-1353 

26  Silva  Richd  S  ® 

27  Palazola  Sebastion  ®  283-1947 

28  Allen  George  283-2067 

29  Gallant  Richd  P  ® 

30  Stoddard  Dorothy  M  ® 

283-8348 

31  Silva  Ralph  G  ®  283-6547 

32  Jackson  Neil  E  ®  281-0139 


33  Vacant 

34  Smith  Wayne  M  ® 

35  Carter  Richd  N  ® 

38  Brown  Manuel  M  Jr  ® 
283-1391 

40  Smith  David  ®  283-2841 
42  Cluett  Hubert  Jr  281-1251 
Borge  Alvin  E  283-0129 


►  21 

GREEN  ST  (PIGEON  COVE) 
(ROCKPORT)-FROM  8 
BREAKWATER  AV  TO  5 
PHILLIPS  AV 

ZIP  CODE  01966 

1  Head  Lillian  M  Mrs  ®  546-6771 

2  Campbell  Robt  T  546-3735 

3  ★  Balzarini  Phillip  546-6574 

4  Sawyer  Edna  M  Mrs  ® 

546-2368 

5  Grover  Ronald  E  ®  546-6225 

6  Vacant 

7  Balestraci  Charles  N  ® 

546-2351 

8  Vacant 

10  Poole  Joseph  B  &  Son  elec 
contr  546-2072 
Poole  David  E  ®  546-2072 
12  Simpson  Barbara  M  Mrs  cabt 
mkr  ®  546-2590 
Lynn  Mary  D  546-2560 


18 

GROVE  ST  —FROM  184 
WASHINGTON  EASTERLY 
TO  B  &  M  RR 

ZIP  CODE  01930 
3  Vacant 

5  ★  Burns  Milton  283-0853 

6  Patten  Helena  Mrs  ®  283-1842 

8  Moore  Warren  E  ® 

9  Oak  Grove  Cemetery 

10  Cahoon  Thos  E  Jr  ®  283-7418 
14  Spaulding  June  ®  283-1387 

16  Du  Long  Norman  J  Jr  ® 
283-6860 

18  Silva  Robt  L  ®  283-0595 
22  Mitchell  Anna  L  Mrs  ® 

24  Emero  Walter  H  ®  283-2336 
26  Giamanco  Joseph  C  ® 

283-0327 

28  Frazier  Sada  R  Mrs  ® 

283-0350 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel— 283-3940 

18  Whittemore  St. _  Gloucester,  Mass.  01930 
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GROVE  ST— Contd 

28a  Pasquariello  Nicholas  ® 
283-0051 

30  Jean’s  Dog  Grooming  283-6707 
Savage  Harry  T  ®  283-6707 
MADISON  SQ  BEGINS 

32  ★  Massey  Wm 

Poulsen  Douglas  A  ®  283-2964 

33  Amero  John  E  ®  283-8362 

34  ★  Lane  Diane  Mrs  281-0716 

★  Souper  Gene  ®  283-7803 
COLONIAL  BEGINS 

40  Tarr  Wm  W  Jr  ® 

★  Giamanco  Pamela  E  Mrs 
281-2637 

44  Bouchie  Joseph  ®  281-0511 
46  Hamilton  Franklin  B  ® 
283-6850 

48  Hanrahan  Leo  C  ®  283-7846 
ACACIA  BEGINS 
52  ★  Spoon  James  R 
54  ★  Appeltoft  Susan  283-6122 
56  Aiello  Joseph  P  283-2046 
58  Dyett  Dorothy  Mrs  ®  283-0684 
MAPLEWOOD  AV 
INTERSECTS 

60  Smith  Joseph  W  ®  283-2478 

61  Matheson  Gas  Products  (Will- 

ross  Inc)  compressed  gases 
283-7700 

62  O’Leary  Bros  Paving  & 

Sewerage  Co  283-6871 

★  O’Leary  Charles 

64  Phillips  Ellen  J  Mrs  283-2544 
Dunn  Joseph  B  ©  283-7443 
66  ★  Hiltz  Gary 

Maddix  Dorothy  M  283-0570 
MYSTIC  AV  BEGINS 
68  Lawson  Peter  E  ®  283-8455 
72  Wile  James  A  283-1814 
72a  Wile  Hilda  P  Mrs  ®  283-8977 
74  Quince  John  S  ©  283-1190 
CARLISLE  BEGINS 
76  Mac  Donald  Jerome  283-3770 
Medico  Caroline  Mrs  ® 
HIGHLAND  RD  BEGINS 
80  Murmac  Manufacturing  Co  Inc 
bits  283-1360 
86  Nally  Oil  Co  stge 
92  Progressive  Oil  Co  Inc  fuel  oil 
283-2000 


9 

GULL  LA  —FROM  34  VALLEY 
RD  TO  A  DEAD  END 

ZIP  CODE  01930 
Summer  Res  (3  Hses) 


26 

HADDOW  RD  (ROCKPORT) 
FROM  21  SUMMIT  AV 

ZIP  CODE  01966 

1  Lane  Harriet  C  Mrs  ®  546-2682 

2  Hart  Chester  E  ®  546-3030 

3  Maier  Robt  L  ®  546-2587 

5  Gates  Eliz  A  ®  546-2497 

6  Farrell  Ann  J  ®  546-6764 

7  ★  Gallo  Angelo  ® 


27 

HALE  CT  (ROCKPORT) 

FROM  20  HALE 

ZIP  CODE  01966 


27 

HALE  ST  (ROCKPORT) 

FROM  CLEAVES  TO  60 
MAIN 

ZIP  CODE  01966 
4  Nelson  Herman  ®  546-2532 
6  Vacant 

8tJudson  Wm  I  546-3264 

9  ★  Russell  Peter  C  ®  546-7725 

10  ★  Puttee  Ann  E  546-3048 

11  Holberg  Ruth  L  Mrs  author  ® 

546-2380 

Rear  Summer  Res 
Summer  Res 

12  Ryan  Wm  N  ®  546-3648 

13  Campbell  Wm  R  Jr  ® 

Richards  Irene  L 

14b  Kenyon  Beatrice  E  546-6617 

14  Dorr  Martha  E  Mrs  546-6682 

15  Herlihy  David  H  546-6456 
Rear  Fears  Marion  K  Mrs  ® 

546-6662 
Rear  Vacant 

15a  Santos  Louis  F  546-3559 
15V2  Vacant 
15b  Vacant 

16  Kuehn  Polly  A  Mrs  546-2451 

17  Downs  Lee  D  Rev  546-2224 

18  Paradis  Gertrude  M  Mrs  ® 

546-2223 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  2S3-3046  -  546-3249 
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HALE  ST  (R) — Contd 

19  Lovoie  Charles  H  sum  res  ® 

20  6  San  Antonio  Ralph  C  ® 

546-2896 

HALE  CT  BEGINS 
24  Kosinski  David  ®  546-6915 


11 

HAMMOND  ST  —FROM  96  E 
MAIN  TO  25  HASKELL 

ZIP  CODE  01930 

3  Kesterson  Harold  E  ®  283-6584 

4  Coffin  Perley  A  ®  283-4746 

5  O’Hearn  Marjorie  S  Mrs  ® 

283-8505 

STANWOOD  TER  BEGINS 

7  Gillis  Robt  C  ®  283-1977 

8  Noble  Evelyn  Mrs  ®  283-1493 

9  ★  Fiener  James  E  Jr  ®  283-7190 

10  No  Return 

12  Chapman  Joel  283-6930 
Waterhouse  Geo  E  ®  283-1570 

13  Grimes  Geo  G  ®  283-5082 
Salah  John  J  real  est  283-6651 

15  Jones  Clarence  W  ®  283-1663 

16  No  Return 

t  Amero  Clara  M  Mrs  283-4634 

17  ★  Dymond  Geo  C  281-1781 

18  Smith  Edith  Mrs  ®  283-3144 

20  Josephson  Carl  H 

21  Canillas  Ralph  ®  283-8174 

22  ★  Canellas  Rudolph  Jr  ® 

281-2620 

23  Baker  Wm  ®  283-2282 

24  Bishop  Ernest  C  283-8147 
Bailey  Montgomery  283-3915 


17 

HAMPDEN  ST  —FROM  11 
HOVEY  TO  52  GRANITE 

ZIP  CODE  01930 

2  Lupo  Thos  Jr  ®  283-7455 

3  Pino  Richd  283-8558 
Pino  John  ®  283-2114 

6  6  Ciaramitaro  Paul  283-5688 
8  Ciaramitaro  Vito  S  ®  283-8390 

10  Langley  Everett  A  ®  283-2118 

11  Quinn  James  E  ®  283-7662 

12  Langley  Charles  E  ®  283-1888 
Frontiero  Bustiano  J  283-1429 

LLOYD  ENDS 

13  *  Arabian  Ronald  G  283-1852 
13a  6  Poole  Marjorie  L  281-1582 
13d  Linquata  Louis  F  ®  283-5714 


14  Testa verde  Anthony  ® 

283-2302 

15  Frontierro  Salvatore  ® 

283-6461 

16  Shannon  Geo  V  ®  281-2294 

17  Eklund  U  Walter  ®  283-3402 

18  Limone  Salvatore  J  ® 

283-4443 

19  Pallazola  Anthony  ®  283-6750 

20  ★  Ballarin  Thos  283-6448 

21  Scola  Sami  L  ®  283-2722 
GAFFNEY  BEGINS 

22  Ellis  Joseph  C  ®  283-5237 
24  Parisi  Sebastian  ®  283-4478 


3 

HANCOCK  ST  —FROM  73 
MIDDLE  TO  48  ROGERS 

ZIP  CODE  01930 

16 

18  Burns  Wm  E  furn  rms 

283-1816 

19  ★  Verge  Gilbert 

Valmi  Mary  R  283-3839 

20  Burns  Wm  E  barber 

28  Squire  Will’s  Pub  &  Board 
restr  283-6722 

Squire  Will’s  Pub  (wm  e  burns) 
281-2997 


4 

HARBOR  LOOP  —FROM  146 
DUNCAN  TO  BEYOND 
PEARCE 

ZIP  CODE  01930 
Sawyei’s  Lobster  Pool  283-0069 
U  S  C  G  Station 

1  Building  Center  Inc  Of 

Gloucester  The  283-3060 
Harbor  Loop  Gifts 

2  Gloucester  Paints  Inc  283-1416 
9  Gloucester  Marine  Railways 

Corp  283-2775 

Crawford  Marine  Electronics  Inc 
283-7200 

11  Dodd’s  Wharf 
11-13  Empire  Fish  Company  Inc 
283-0840 

15  Gloucester  Marine  Railways 
Corp  (Wharf) 

27  Western  Ocean  Resources 
29  Star  Fisheries  Inc  283-6387 


tyameA  G.  Greelu  funeral  Service,  ~3nc. 

Cf  rr  ^  .  r  • _ 1  O  O  A " 


"Quality  &  Service  Since  1884 " 

Tel.  283-0698 

212  Washington  St.  Gloucester .JSIassJOmO 
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HARBOR  LOOP — Contd 

30  Mahony  G  Everett  Inc  ins 
283-5131 

Davis  D  K  Realty  Inc  283-3369 
45  Vacant 
Rear  Vacant 


11 

harbor  rd  —from 

NAUTILUS  RD  TO 
ATLANTIC  RD 

ZIP  CODE  01930 

3  Amero  Bernard  M  @  283-2179 

4  Benham  Robt  C  artist  ® 

283-1034 

5  ★  Gardner  David  B  © 

6  Ellis  Charles  J  ®  283-2713 
8  Scenna  Wm  M  ®  283-1086 


11 

HARBOR  VIEW  CT  —FROM  3 
WALL 


5 

HAROLD  CT  —FROM  3 
HAROLD  AV 

ZIP  CODE  01930 

3  Cloutman  Donald  J 

★  Farazza  Carlo  L  ©  283-0002 

4  Gallant  M  Madeline  Mrs  ® 

283-1906 

5  Hill  Georgine  C 

6  *  Costa  Theo  ® 

7  Beauparlant  May 


22 

HARRADEN  AV 

(ROCKPORT)— FROM  102 
HIGHLAND  AV  TO  OCEAN 
AV 

ZIP  CODE  01966 
1  Jones  Russell  ®  546-6869 
★  Zak  Chester  546-6458 


ZIP  CODE  01930 

1  Ellard  John  P  ®  281-0103 

2  Brown  Ralph  C  Jr  ®  281-0581 
9  Me  Kenzie  Carl  A  ®  281-1527 


5 

HAROLD  AV  —FROM  101 
CENTENNIAL  AV  TO 
EXCHANGE 

ZIP  CODE  01930 

3  De  Coste  Leonard  J  ®  283-3398 

5  Johnson  Clarence  W  ®  283-3963 

6  Thibodeau  Rodrique  A  ® 

283-2745 

7  Cranston  Bernard  F  283-8783 
Walsh  Ernest 

8  Pallazola  Carlo  ©  283-7384 

9  Goulart  Linda  S 

10  Campbell  Estelle  Mrs  © 

283-8591 

11  Murray  Philip  P  ©  283-9599 

12  *  St  Pierre  Delia  G  Mrs  © 

283-8414 

13  Menicocci  Aladino  281-2603 

14  Viator  Eug  J  ©  283-4353 

15  Menicocci  Aladino  Jr  © 

283-6123 

18  Aptt  Kenneth  J  ©  283-5176 

19  Madsen  Helen  P  © 

20  Iovanne  Michl  J  281-1603 

21  Goodhue  Geo  A  ©  283-6418 


2  *  Callan  James 

3  George  Margt  E  Mrs  © 

546-2749 

POOL  PL  BEGINS 
7  *  Dubay  Michl  546-2618 

4  Thurston  Arth  N  546-2026 

5  Westman  Fredk  P  ©  546-7151 
Schaefer  H  Fredk  Jr  ® 

546-3002 


11 

HARRIETT  RD  —LEFT  FROM 
HIGH  POPPLES  RD 

ZIP  CODE  01930 

8  Novello  Salvatore  N  ©  283-7966 
31  Ernst  Henry  ©  283-7929 
FAIRMONT  RD  BEGINS 
4  ★  Flasher  Geo  ©  283-8948 
10  Ciaramitaro  Benjamin  L  © 
281-1113 

42*  Me  Cann  Francis  J  Jr  © 

39  Parsons  Kenneth  R  © 

283-7345 

18  Tarr  Millard  ©  281-1797 
*  Wilson  James  ©  283-8377 
29  Skroback  Andrew  E  sum  res 
283-0971 

13  Clancy  Nancy 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM  GEM  SOC 

•  Diamonds 

•  Watches 

•  Silverward 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 
_ 129  Prospect  St.f  Gloucester,  Mass.  01930 


78 


23 

HARRISON  AV  —FROM  64 
EASTERN  AV  TO  SADLER 

ZIP  CODE  01930 

2  Harting  Ruth  P  Mrs  ® 

283-7686 

3  Abbott  E  Raymond  real  estate 

®  283-0215 

4  Mellow  B  June  ®  283-2630 

6  ★  Ruggles  Benj  Jr  281-2641 

7  Currier  John  C  ®  283-4885 

9  Schaller  Phyllis  Mrs  283-0497 

10  Alves  Mary  M  Mrs 

11  Mac  Donald  Paul  E  ® 

283-7111 

ADAMS  PL  BEGINS 

12  Muniz  Andrew  P  ®  283-7510 

13  ★  Jackson  Wayne  283-4792 

14  Mac  Neil  Roderick  C  ® 

283-3616 

Rear  Fendle  Arth  H  ®  283-6796 

16  Spidell  Florence  V  Mrs  ® 

17  Sonia  John  R  ®  281-1127 

18  Ruggles  Benj  C  ®  283-7981 

20  Brown  Lawrence  K  ®  283-1854 

21  Cavanaugh  Wm  J  ®  283-5161 

22  Larsen  Albert  C 

23  Horton  Evelyn  A  Mrs  ® 

283-0077 

25  Gerrior  John  J  ®  281-0950 

26  Vidal  Francis  A  ®  283-4343 

27  Drohan  Russell  F  ®  281-1334 
Souza  Eva  M  Mrs  283-3252 

LENDALL  BEGINS 

28  Donnellon  James  M  © 

283-1159 

29  Markuson  Grace  M  Mrs  ® 

283-1409 

Brown  Ivan  281-2418 
29a  Vadala  John  J  ®  283-1978 

30  Powers  Helen  M  Mrs  ® 

283-0168 

32  Gerring  A  Clyne  ®  283-0100 

34  Harting  Evelyn  A  Mrs  ® 

283-5109 

35  Gonsalves  Joseph  F  ® 

283-5761 

36  Doucette  Geo  H  ®  283-7834 

37  Johnson  Albert  R  ®  283-0901 
Bedell  Edith  F  Mrs 

Spittle  Celia  I  Mrs  283-7777 

39  Goodwin  Mark  N 

40  Morrissey  Joseph  J  ®  283-0915 
43  Goodwin  Marilyn  H  Mrs  ® 

283-1176 


45  Borge  John  B  Jr  ®  283-1366 

46  ★  Pastagal  Andrew  ® 

★  Fitzgerald  James  283-1762 
Ferrant  Robt  E  283-7589 

47  Hubbard  Fredk  W  ®  283-5172 

48  Murphy  Walter  T  ®  283-8525 
50  Ferrant  Anthony  E  ®  283-7865 

52  Telephone  Answering  Service 

Of  Gloucester  283-5200 
Dutton  Geo  M  ®  283-0701 
Larsen  M  Agnes  Mrs 

53  Francis  Anthony  R  ®  283-1764 

54  Wilder  James  O  ®  281-2614 
56  Pino  Ralph  R  ®  283-5655 
58  Cronin  John  J  ®  283-1018 

Cronin  Gertrude  E  Mrs 
physiotherapist 
60  Beck  Alan  J  ®  283-3920 
62  Sinagra  Steph  L  ®  283-5028 
66  Capillo  Carmen  A  ®  283-3931 
68  Swift  Charles  H  Jr  ®  283-7747 

70  Vacant 

71  ★  Tucker  Burton  H  ®  283-5582 


11 

HARTZ  ST  —FROM  40  BASS 
AV  TO  71  EASTERN  AV 

ZIP  CODE  01930 
13  ★  Mondello  Gregory  C  ® 
233-5374 

15  Camille  Sylvia  Mrs  ®  281-0154 
17  ★  Welch  Amy  F  Mrs  ® 

283-3208 

19  ★  Dagley  Wm  ®  283-9271 
WISE  PL  BEGINS 
22  Ekborg  Carleton  P  Jr  ® 
281-0127 

24  Hesse  Herman  R  ®  283-2261 

25  Pooler  Howard  F  ®  283-3607 

26  Muniz  Harold  E  ®  283-3669 

27  Drohan  Paul  J  ®  283-1667 

28  Ryan  Sarah  Mrs  ®  283-2277 

29  Parks  Russell  W  ®  283-3930 
Rear  Davis  John  R  ®  283-5932 

30  Veator  Leonora  F  ®  283-8786 

31  ★  Ala  Steven  283-3739 

Rear  Nealey  Robt  C  ®  283-4781 
Rear  ★  Jensen  Wayne 

32  Feener  Dorothy  M  Mrs  ® 

283-1518 

33  ★  Lawrence  Sarah  E  283-1787 
Rear  Kangas  Arth  L  ®  283-1733 

34  Carrico  Arnold  P  acct  283-9162 
WILLIAMS  CT  ENDS 


GLOUCESTER  SUPPLY  COMPANY 

Tel*.  283-7800  —  283-7801 

4  Parker  Street _ _ Gloucester,  Mass.  01930 
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HARTZ  ST— Contd 

34%  Goyetche  Walter  L  ® 
283-2728 

35  Mallette  Ailien  M  Mrs  ® 

283-5963 

Rear  Burke  Cornelius  J  ® 

283-2324 

35a  Corkum  Gerald  J  ®  283-3857 

36  Hodgdon  Isabelle  O  ® 

283-2167 

37  Robinson  Hattie  L  Mrs  ® 

283-2625 

39  Paquette  Joseph  W  ®  283-2803 

★  Wilson  Robt 

41  ★  Fauazza  Benodetto  ® 

283-5891 

42  Blatchford  Geo  A  ®  283-4665 
TOLMAN  ENDS 

43  Martin  T  Howard  ®  283-3318 
45  Goulart  Jerome  G  ®  283-0254 

Goulart  Madeline  I  Mrs  ® 
281-0975 

47  Camille  Richd  J  Jr  ®  283-5677 
49  Camille  Mary  ®  283-1972 
Welch  Arth  J  283-9312 
51  ★  De  Coste  Peter  J  ®  283-1019 

★  Hautala  Helen  M  283-5930 


5 

HARVARD  ST  —FROM  92 
CENTENNIAL  AV  TO 
MORTON  PL 

ZIP  CODE  01930 

1  Vacant 
Vacant 

2  Quigley  Edna  E  ®  283-4670 

3  Frost  Geo  A  ®  283-3629 

4  Me  Donald  Viva  V  Mrs  ® 

283-1271 

5  Whynot  Phyllis  D  Mrs  ® 

283-2205 

6  Viator  Edw  J  ®  283-2125 

7  Me  Eachern  Robt  W  ® 

283-2459 

8  Sutera  Steph  A  ®  283-5213 

9  Lane  Gilbert  A  ®  283-6529 

10  Lampropoulos  Margarita  G  ® 

283-1473 

12  Silva  Evelyn  J  Mrs  283-1351 

13  O’Maley  James  T  ®  283-3128 

14  Costanzo  Salvatore  ©  283-9216 
NQto  Anthony 

Le  Grande  Fay 

15  Perry  Louis  P  ®  283-3954 

16  Burnham  Geo  R  ®  281-0209 


17  ★  Billante  Joseph  D  Jr  ® 

281-1677 

18  Stapleton  Ralph  L  ®  283-1096 

19  Fioravanti  Nancy  E  © 

283-4934 

20  Mac  Neil  Elliott  J  ®  283-1188 


6 

HARVEY  PL  —FROM  286 
WASHINGTON 

ZIP  CODE  01930 
2  Allen  Elmer  C  ®  283-9088 
4  Daniels  Norman  281-2428 
7  Troy  Roland  N  283-8158 
20  Cherry  Hill  Cemetery 


11 

HASKELL  CT  —FROM  27 
HASKELL 

ZIP  CODE  01930 

2  Enos  John  E  Jr  281-0235 

2a  Abrahamson  Rider  ®  283-8497 

3  Me  Kie  Ralph  O  ®  283-7425 

4  Abrahamson  Frank  L  ® 

283-5555 

5  ★  Ryan  Danl 

★  Bolio  Clifford 

Gilbert  Kenneth  J  ®  281-0573 

9  Thomas  Geoffery  E  283-7913 

10  Thomas  Francis  E  283-1502 

6  Thomas  Patricia  283-4493 


11 

HASKELL  ST  —FROM  62  E 
MAIN  TO  MT  PLEASANT 
AV  COR  MOORLAND  RD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
1  Vacant 

4  Carrigan  Everett  L  ®  283-1797 
3  Esty  Helen  M  Mrs  ®  283-0929 

5  Bonney  Weston  L  283-8017 
★  Kien  K  Peter 

6  Gonsalves  Richd  A  ®  283-7654 
8  Robinson  Gillian  G  Mrs  ® 

283-0098 

7  $  Jackson  Shirley  ®  283-6984 
HAMMOND  ENDS 

10  ★  Jarvis  Flora  ® 

Jarvis  Robt  F  283-1504 
BLAKE  CT  BEGINS 
TRAVERSE  BEGINS 
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HASKELL  ST — Contd 

14  Sharamitaro  Joseph  © 

283-6102 

13  Anstess  Herbert  A  ©  283-0993 
16  Souza  Marguerite  W  Mrs  © 
283-4935 

Thorngren  Agnes  Mrs 

15  Ryan  Robt  P  ©  283-2893 
HASKELL  CT  BEGINS 

18  Kinselia  Emma  M  Mrs  © 

283-0398 

20  Thibedeau  Elmer  B  ©  283-7585 

19  Gale  Barbara  E  Mrs  © 

283-6095 

22  *  Kyrouz  Wm  J  ©  283-2485 
33  Perry  Joseph  E  ©  283-6413 
ROCKY  PASTURE  RD  BEGINS 
24  Ryan  Peter  G  ©  283-7644 
35  Geller  Sally  G  Mrs  ©  283-0624 

26  Palazola  Michl  H  ©  283-4007 

28  Dailey  Michl  J  Jr  ©  283-1120 

27  Powell  Donald  J  ©  283-7233 
32  Attaya  Herbert  ©  283-4240 

Hill  Top  Manor  nursing  home 
283-1055 

29  Frithsen  John  C  ©  283-5017 
31  Me  Pherson  Mary  J  Mrs  © 

283-0483 

Hietala  Eric  A  283-0879 

35  Vacant 

39  Parent  Edw  D  sum  res 
41  Le  Master  Florence  A  Mrs  © 
283-0199 

36  Lasley  Helene  E  Mrs  © 

281-0568 

43  Rich  Wm  J  Jr  ®  283  0848 
BEACH  RD  BEGINS 

38  Digby  Edw  J  landscape  gdnr 
©  283-3488 

45  Johnson  Janice  M  ©  283-3467 
47  Larkin  Clinton  K  ©  283-4522 


21 

HAVEN  AV  (PIGEON  COVE) 
(ROCKPORT)-FROM  235 
GRANITE  TO  PHILLIPS  AV 

ZIP  CODE  01966 

1  Hietala  Aili  S  Mrs  ©  546-2644 
MT  LOCUST  AV  BEGINS 

2  Le  Gacy  Melvin  H  Jr  © 

546-3891 

4  King  Tirzah  S  ©  546-3156 
8  Manera  John  D  ©  546-6695 
10  Donovan  Danl  sum  res  ® 
OCEAN  AV  INTERSECTS 

12  Coen  Grace  M  Mrs  ©  546-2267 

13  Olson  Albert  546-3876 

14  CafFrey  Richd  D  ©  546-2290 
16  Wise  Geo  D  Jr  ©  546-3808 
18  Vincent  Kenneth  T  adv  © 

546-2781 

20  Keefe  Wm  M  546-7586 


23  Grover  Jeanne  F  Mrs  © 
546-6859 
32  Studio  G  art 

Goodhue  Doris  Mrs  ©  546-2829 
42  Scott  Paul  M  ©  546-3161 


9 

HAWKS  SECTION  (WEST 
GLOUCESTER)— -FROM 
SLEEPY  HOLLOW  RD 

ZIP  CODE  01930 


12 

HAWTHORNE  LA  —FROM  51 
EASTERN  POINT  RD  TO 
THE  WATER 

ZIP  CODE  01930 

2  Smith  Gregg  W  283-1615 
Kneeland  Ferman  283-7775 
Amero  Hilda  Mrs  283-9152 
Amero  Joan 

Fitzgerald  Muriel  E  283-7941 

3  Atwood  Gerard  W  ©  283-1825 

4  Smith  Arth  © 

4a  Jacobs  Doris  Mrs  283-6158 

5  Anchorage  Motor  Lodge  The 

guest  home  283-4788 
Filfalt  John  A  283-4788 

6  Mantia  Frank  ©  283-4788 

12  New  Hawthorne  Inn  283-6700 


25 

HAWTHORNE  RD  —FROM  9 
HIGHLAND  RD  TO  B&M  RU 

ZIP  CODE  01930 
1  Cognato  Domenic  283-8320 

3  De  Wolfe  Edw  A  ©  283-9373 

4  Falk  Ida  H  Mrs  ©  283-1807 
9  Marchant  Benj  283-7651 

Canillas  Manuel  F  ® 

13  Ekborg  Edw  F  ® 

14  Tanner  Steph  J  ©  283-5147 

15  Orlando  Anthony  P  © 

283-6460 

19  Parsons  James  W  ©  283-8046 
21  Lawson  Arth  E  ©  283-6776 
24  Lawson  Elsie  D  Mrs  ® 

283-8481 

BRADFORD  RD  BEGINS 


25 

HAYWARD  RD  —FROM  23 
RIVERSIDE  AV  TO  9 
GLOUCESTER  AV 

ZIP  CODE  01930 

1  Bentley  Eleanor  S  Mrs  © 

283-3585 

2  ★  Toppan  Wm  E  Jr  ©  283-7652 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson*  Inc-) 

2  Harbor  Loop*  Gloucester,  Moss.  01930  _ Tel.  283-1416 


HAYWARD  RD — Contd 

4  Ciaramitaro  James  P  © 
283-2691 


HEADLAND  AV 

(ROCKPORT)— FROM  6 
COVE  HILL  LA  TO 
ATLANTIC  AV 


22 


ZIP  CODE  01966 


22 

HEADLANDS  (ROCKPORT) 
SECTION  OF  BEACH  FRONT 
AT  END  OF  NORWOOD  AV 

ZIP  CODE  01966 


26 

HENDERSON  CT 

(ROCKPORT)— FROM  18 
RAILROAD  AV 

ZIP  CODE  01966 
3  Summer  Res 
5  Vacant 

7  Anderson  Helen  A  Mrs  546-2201 


23 

HERRICK  CT  —FROM  338 
MAIN  TO  21  FRIEND 

ZIP  CODE  01930 

5  Frazier  Geo 

★  Ross  Irene  Mrs  283-3913 

6  ★  Mattson  Barbara 

★  Gillis  Robt  283-7962 

9  Costa-Rita  Jacinto  283-2022 
Teixeira  Ronald  283-7397 
Cecilio  Custodio  C  ®  283-4633 


20 

HESPERUS  AV  —FROM  282 
WESTERN  AV  TO  SHORE 
RD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
7  Vacant 

65  Castle  Herman  A  ©  283-2232 
63  Santuccio  Frank  283-8710 
MUSSEL  POINT  RD  BEGINS 
67  Wolfe  Alf  T  ©  283-6646 
46  Purington  Ellison  S  ® 

283-2876 


89  Miller  Emery  L  ®  283-7104 

69  Norris  Geo  L  ®  283-4979 
CASTLE  HILL  RD  BEGINS 

73  Newton  Fredk  P  ®  283-5857 
66  Brown  Nancy  Mrs  ®  283-0045 

70  Brown  Fletcher  W  ®  283-9572 
91  Boucher  Jos  T  ® 

24  Herdman  Geo  R  ©  283-5438 
Benotti  Alfred  sum  res 
Werner  Edw  R  ®  525-3219 
102  Bell  Edwin  I  Jr  ®  525-3155 
95  Me  Carthy  Wm  A  ®  525-3287 

71  Randazza  John  C  283-6326 
101  ★  Page  Warren  W 

140  Fitzpatrick  John  M  ® 

525-3605 

80  Hammond  Museum  283-2080 

145  Boyington  James  M  ® 

525-3655 

86  Hawkes  William  S  ©  525-3445 

146  Secher  Arth 

OCEAN  HIGHLAND  BEGINS 
NORMAN  AV  ENDS 
153  Trupiano  Joseph  R  © 

Trupiano  Anthony  ©  525-3303 
132  La  Pointe  Richd  P  © 

525-3088 

134  Dodge  Wm  A  ©  525-3321 
136  Gordon  Bernard  M  © 

525-3437 

157  Karcher  Ralph  E  Jr  ® 
525-3201 

143  Benn  Thos  R  ®  525-3243 
161  Davis  Edw  V  ©  525-3379 

Peabody  Lester  C  ®  525-3244 
Clouston  Ross  N  ®  525-3736 
165  Ruggles  Aubrey  L  ®  525-3168 
Stambough  Edna  M  summer 
res  ©  525-3664 
144a  Mayo  James  P  Jr  © 

525-3003 

Houle  Joseph  R  526-7665 
Gilfillan  Edw  ©  525-3618 
163  Gardner  Wm  B  ®  525-3207 
169  Mendes  Mario  A  ©  525-3274 
167  Lewis  Parker  D  525-3259 
NEWTON  RD  BEGINS 
160  Reynolds  Mildred  Mrs  © 
525-3190 
Apartments 

1  Catalini  Basil  P  ®  525-3258 

2  Singer  David  525-3144 

3  Poole  Nancy  V  525-3210 

4  Vacant 

5  Phillips  Hazel  H  Mrs 

525-3325 
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HESPERUS  AV — Contd 

162  O’Neil  Gerald  A  ®  525-3234 
164  Kinghorn  William  A  Jr  ® 
525-3257 

168  Heanue  Joseph  M  ®  525-3589 

170  Latassa  John  J  ®  525-3622 

171  Maybury  Paul  J  525-3031 

179  Frontiero  Pasquale  F  283-0572 

180  ★  Rice  Marion 
173  Kafer  Lee  ® 

178  Beaulieu  Bruce  525-3074 

181  Rudolph  James  H  ®  525-3677 
HESPERUS  CIR  BEGINS 

183  Dreier  Robt  H  ®  525-3606 
Fraher  Vincent  ®  525-3401 
Carlson  Roy  E  H  525-3133 
189  Williams  Wentworth  Jr 
525-3680 

★  Poole  Dorothy  L 

★  Tomer  Diane  L 
212  Sabella  Joseph 

Estes  Marjorie  Mrs  ® 

525-3263 

186  Alderman  Leon  D  ®  525-3202 
188  Cremins  Danl  ® 

201  Gorin  Miriam  Mrs 

Evans  Elsie  Mrs  ®  525-3559 
188  Corish  Joseph  R  sum  res  ® 
Masforroll  Luis  Jr  ®  525-3186 
Neal  Thos  E  ®  525-3676 
194  Petronzio  Frank  P  ® 

525-3617 

196  Lynch  John  P  ®  525-3428 
204  Casa  Marina  Apartments  The 

1  Gleibus  Robt 

2  Berrigan  Leo  525-3662 

3  Maged  Albert  summer  res  ® 

525-3308 

4  Trask  Florence  C  real  est 

525-3026 

LEXINGTON  AV  INTERSECTS 
212  Cloutier  Josephine  ® 

★  Cressey  David  G 
239  Staples  Robt  525-3285 

Howard  Ronald  N  sum  res 
Flint  Timothy  sum  res 
150  ★  Banks  Franklin  ®  525-3841 
FULLER  INTERSECTS 


20 

HESPERUS  CIR  (MAGNOLIA) 
FROM  HESPERUS  AV 

ZIP  CODE  01930 
3  Duncan  Robt  J  525-3310 
Riedeman  William  L  525-3035 
5  Talbot  Paul  F  ® 

7  Keefe  Walter  S  ®  525-3118 

8  Parsons  Wm  H  ®  525-3197 

9  Ormes  Isabel  Mrs  525-3737 
1 1  ★  Joel  J  Montgomery  ® 

525-3196 

13  Downes  Edw  A  ®  525-3510 


15  Sherter  Carl  ®  525-3585 
10  Church  Of  Gift  Of  God  Inc 

16  Chartier  Carl  P  ®  525-3632 
OLD  SALEM  PATH  BEGINS 


7 

HICKORY  ST  (LANESVILLE) 
FROM  9  HIGH  EASTERLY 

ZIP  CODE  01930 
SAWYER  AV  BEGINS 

2  Moore  Anton  S  ®  281-0510 

3  Cain  Thos  Jr  ®  283-6006 

6  Cheves  Robt  W  ®  283-5441 

9  Lane  Rodney  H  ®  283-4032 

10  Riley  Robt  P  ®  283-0620 

11  ★Nason  Earle  S  III  281-0852 
14  Tehaglia  Marion  sum  res 

16  ★  Seppala  Gary  W  ®  283-4348 
Plum  Cove  Elementary  School 
281-0695 


7 

HIGH  ST  (LANESVILLE) 

FROM  1039  WASHINGTON 
TO  ROCKPORT  LINE 

ZIP  CODE  01930 
5  Sacred  Heart  R  C  Church 
Rectory  283-4457 
7  Sacred  Heart  Hall 

9  Chick  Prescott  E  ®  283-6476 
HICKORY  BEGINS 

10  ★  Tucker  Maynard  III  ® 

283-0133 

14  Ehler  James  J  ®  283-3798 
18  Nason  Earle  S  Jr  ®  283-3988 

20  Jedrey  Eliz  Mrs  ®  283-7326 
YOUNG  AV  ENDS 

21  Vacant 
HIGH  ST  PL 

23  Stuart  Wm  A  ®  283-9480 

25  Silva  Manuel  P  III  ®  283-1642 
DAY  AV  BEGINS 

26  Callen  Richd  W  ®  283-3279 

27  Clayton  Arth  E  ®  283-7232 

28  Martel  Sarah  T  Mrs  ® 

283-1098 

35  Chick  Frank  C  Jr  ®  281-1350 

36  Me  Pherson  Roger  D  ® 

283-2671 

TUCKER  BEGINS 

37  Riley  Wm  F  ®  283-2658 

39  Wonson  Peter  G  ®  281-1284 
42  Kane  Thos  E  ®  283-1596 
44  Morey  Geo  W  Jr  ®  283-8082 
50  Newman  Ronald  J  ®  281-0720 

54  Young  Eleanor  P  Mrs  ® 

283-6784 

55  Vacant 

56  Magnuson  Harry  A  ® 

283-8771 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whiltcmore  St.  TEL  283  1771  ®lou€etter’  Ma**‘ 01930 

83 


HIGH  ST— Contd 

60  Craaybeek  Bruce  K  ® 

283-3552 

61  Vacant 

62  ★  Robey  Andrew  Alex  III  © 
VULCAN  ENDS 

67  Sheppard  Russell  sum  res 
71  Ojantakanen  Helen  E  Mrs  ® 
283-9382 

73  Ryan  Francis  H  ®  283-1726 
75  ★  Ross  Lawrence  ® 

77  Frederick  Diana  Mrs  ® 
283-3777 

80  De  Courcey  Raymond  D  sum 

res 

81  Bianchini  Richd  C  ®  283-9587 
83  Bianchini  Charles  V  ® 

283-3831 

BARKER  AV  BEGINS 
92  Putaansuu  Marjorie  R  Mrs  ® 
283-8768 

Erkkila  Onni  R  ®  283-2717 
Salmi  Marjorie  Mrs  281-1579 
Hancock  Walker  K  sculptor  ® 
283-5024 

Worcester  Gurdon  S  283-2222 
Erkkila  Sulo  S  carp  ® 
283-3918 


27 

HIGH  ST  (ROCKPORT) 

FROM  MT  PLEASANT  SQ 
TO  118  MAIN 

ZIP  CODE  01966 
First  Baptist  Church 

I  Piper  Ralph  summer  res  ® 

546-2379 

3  Me  Gillian  Robt  E  546-2110 

5  King  Anthony  J  ©  546-6995 

6  Vacant 

7  Dinckel  Geo  W  Studio  & 

Gallery  artist  546-2471 
Dinckel  Geo  W 

8  Tumma  Margot  I  Mrs  ® 

546-3267 

Thompson  Claire  De  K  546-3057 
10  Habitat  Apartments  546-6877 

★  StafField  Muriel 

★  Me  Innis  Emma 

★  Galvin  Margt  T  Mrs  546-7838 
it  Gebhardt  Brian 

★  Mills  Marguerite 

★  Fisher  Robt 

II  Davis  A  Colbey  Jr  ®  546-6560 
12  Mohr  Max  C  546-7279 


14  ★  Borton  Cameron  R  Rev 

546-7383 

15  Tufts  Ellen  G  ®  546-6957 
Vacant 

Nelson  Jean  T  546-3586 
SCHOOL  INTERSECTS 

16  Manson  Richd  K  ®  546-6628 

17  Tuck  In  Lodge  tourists 

546-3211 

Tuck  Albert  E  Jr  ®  546-3211 

18  Devellian  Richd  D  ®  546-3373 
Vacant 

19  ★  Wetmore  Frank  V  546-3198 

21  ★  Salzman  Philip  L  ®  546-3830 

22  Dawson  Dorothy  I  ®  546-3693 

23  Rundgren  Mamie  P  Mrs  ® 

546-2480 

23a  Orr  Edmund  D  ®  546-6613 

24  ★  Broseman  Edgar  ® 

Rear  ★  Duff  Robt  F  546-6088 

26  Davis  Emma  R  Mrs  ® 

546-2130 

27  Me  Laughlin  Nancy 

27  Vi  ★  Glussner  Eleanor  V  Mrs 

546-3849 

28  Herlehy  Etta  Mrs 
BROADWAY  AV  BEGINS 

29  Cooper  Mary  E  Mrs  ® 

546-2695 

Custis  John  P  546-6470 

31  Low  Geo  B  ®  546-2660 

32  O’Brien  John  E  546-6253 

33  Wilton  Sara  L  Mrs  546-3287 

34  Mullen  Kathleen  Mrs  ® 

546-2858 

34a  ★  Smith  Kathleen 
34b  Summer  Res 
34c  ★  Hooper  Harold 

35  Robinson  Steph  F  ©  546-2554 

36  Paradis  Lea  B  Mrs  ®  546-2007 

37  Wick  Warner  summer  res 

37  Vi  Bouchie  Augustus  B  ® 
MARSHALL  LA  BEGINS 

38  Andrews  Charles  D  ®  546-6271 
Rear  Day  Carlton  M  ©  546-3518 
Rear  Courant  Benj 

39  Parker  Hjordis  H  Mrs  ® 
Summer  Res 

Bsmt  ★  Wheeler  Kate  Ann 
546-6265 

40  Wallace  Marjorie  P  Mrs  © 

546-3680 

Irby  Kath  546-2996 
PARKER  ENDS 

41  Thompson  Doris  R  Mrs  ® 

546-2349 


84 


HIGH  ST  (R) — Contd 
★  Heal  Debbie  546-6468 
Sachnoff  Michl  546-6776 
Hurley  John  546-6776 
MARSHALL  BEGINS 

42  ★  Prescott  Paul  ®  546-6727 

43  Wass  Preston  O  ©  546-6897 

45  Lucas  John  S  ©  546-2830 

46  Harris  L  Elsworth  546-6701 
Me  Master  Janetta  B  Mrs 

546-6015 

Snow  Lawrence  E  546-2052 

47  Gentile  James  F  ®  546-7014 
47a  Francis  Anna  B  Mrs  ® 

546-6727 

49  ★  Norris  Roger  C  546-3914 
HIGH  ST  CT  BEGINS 

50  Moran  Michelle  Mrs  546-3512 

51  Marr  Geo  P  546-6940 

52  Church  Walter  F  ®  546-2081 

53  Vacant 

54  ★  Muller  Karly  Jr  546-7523 

55  Quinn  Herbert  D  ®  546-2596 
Budrow  George  B 

56  ★  Otto  Emma  Mrs  ®  546-7077 

57  Littlefield  Stanley  E  Jr  carp  ® 

546-7417 

58  Watson  Peter  546-2080 

59  Mackey  Geo  M  Jr  carp 

546-3537 

60  King  Geo  E  546-7319 

61  Burbank  Alice  G  ®  546-6751 

62  Drohan  Donald  J  ®  546-2593 

63  Smith  Roland  J  546-3300 
Parsons  Wm  H 

64  O’Rourke  Thos  W  Jr  ® 

546-2457 

Rear  Silva  Leroy  C  Jr  ®  546-3651 

65  Edwards  Paul  N  ®  546-2962 

66  ★  Gray  Donald  G  ®  546-2557 

67  Francis  Charles  C  ®  546-3032 
67a  Vacant 

68  Burbank  Richd  S  ®  546-6378 

69  Marshall  Robt  F  ®  546-2362 

70  Anderson  Harry  H  ®  546-2703 

71  Johnson  Wm  E  ®  546-3482 
71a  Toomey  Louise  M  546-6931 

72  Gray  Stanley  L  ®  546-6106 
72a  Ganey  Ruth  M  Mrs  546-3723 

73  ★  Beauregard  Harry  A  ® 

546-6046 

73  Vz  Eaton  Roger  L  ®  546-2751 

74  Summer  Res 

75  Me  Glauflin  Richd  J  ® 

546-6175 

76  Scatterday  Russell  H  ® 

546-2347 

77  Johnson  Frank  W  ®  546-6982 
Rear  Howat  Wm  546-6305 

78  Karcher  Robt  E  ®  546-2689 

79  i  Mason  Donald  ® 

79a  Jones  Mildred  C  Mrs  artist 
546-6741 


79b  Silva  Leroy  C  Jr  ®  546-3556 

79  Main  John  E  Jr 
74  Main  Robt 

79Vfe  Jones  Charles  C  ®  546-3017 
79r  Gray  Kenneth  546-7104 

80  Anderson  Russell  C  ® 

546-3844 

81  Horton  Harold  A  ®  546-2387 
Rear  ★  Gardner  Charles  W  Jr  ® 

546-7717 

82  Frithsen  Eug  L  ®  546-3806 

83  ★  Taylor  Kenneth  J  546-6918 

★  Evangelista  Richd  C  546-7048 
Burgess  Lincoln  M  546-3897 
Danielson  Elsa  C  546-2979 

★  Vadala  Richd 

84  ★  Stevens  Wm  S  ®  546-3022 
86  Wagnis  Harriet  E  546-2923 
86a  West  Babe  546-3263 

88  Fairweather  Robt  M  ® 

546-2354 

90  Wicky  Bertha  Mrs  ®  546-6721 

91  Byrnes  Richd  P  ®  546-6856 
Knowles  Sheldon  O  Jr 

92  Rochow  Theo  G  ®  546-3190 
Rochow  Theo  F 


11 

HIGH  BUSH  RD  —FROM 
ATLANTIC  RD 

ZIP  CODE  01930 


11 

HIGH  POPPLES  RD  —FROM 
ATLANTIC  RD 

ZIP  CODE  01930 
Schleck  John  C  ®  281-0552 
Rose  Frank  P  III  ®  283-3238 
Foster  Arth  S  sum  res  283-8906 
EAGLE  RD  BEGINS 
★  Jedrey  Robt  L  ®  283-1386 
Watters  Bill  G  ®  281-0058 
62  Orlando  Benj 

65  ★  Watson  David  H  ®  281-2377 
HIGHLAND  LA  BEGINS 
LINKS  RD  BEGINS 


27 

HIGH  STREET  CT 
(ROCKPORT)— FROM  49 
HIGH 

ZIP  CODE  01966 

1  Pool  Donald  M  ®  546-6824 
la  Dahlgren  Henry  J  546-6443 

2  Sharpies  Dorothy  E  summer  res 

®  546-6556 

3  ★  Drury  Robt  F  ®  546-6349 

4  La  Vigueur  Bertha  ® 

Hammond  Grace  P 

4a  ★  Bates  Isabel  F  546-7380 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 

15  Broadway,  Rockport,  Mass.  01966  283-0210 
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Seacoast 


HIGH  STREET  CT  (R) — Contd 
5  Wasouke  Janet  K 

7  Parkhurst  C  M  Mrs  ©  546-6410 

8  Abell  Edw  J  ®  546-6184 


7 

HIGH  ST  PL  (LANESVILLE) 
FROM  21  HIGH  TO  A  DEAD 
END 

ZIP  CODE  01930 
3  Whaley  Dennis  ®  281-0666 
★  Shaw  Michl  ©  283-9158 


24 

HIGHLAND  AV 
(ANNISQUAM)— CROSSING 
ADAMS  AV 

ZIP  CODE  01930 
Mechem  John  S  sum  res 
823-3277 
Sum  Res 

Mechem  Robt  C  sum  res  © 
283-6851 

Mason  Walker  sum  res  281-0980 
5  Bowser  Robt  V  sum  res 
283-5313 

12  ★  Yander  Mark  John  283-1875 
Edgerton  Lorraine  Mrs  summer 
res  283-1333 

De  Blois  Steph  W  sum  res 
283-9542 


22 

HIGHLAND  AV  (ROCKPORT) 
FROM  38  ATLANTIC  AV  TO 
CALEB  RD 

ZIP  CODE  01966 
30  Rosenbloom  Leon  sum  res 
Story  Ann 

36  Pierce  Charles  W  ®  546-2433 
NORWOOD  AV  INTERSECTS 
56  Luce  Dorothy  S  Mrs  ® 

546-6080 

101  Hooker  John  H  ®  546-3528 
ALLEN  AV  BEGINS 

BURT  AV  ENDS 

102  Briggs  Helen  sum  res 
HARRADEN  AV  BEGINS 

104  Burbank  Charles  G  ® 

546-6540 

105  Vibert  Lawrence  D  ® 

★  Van  Blarcom  Ethel  M  Mrs 
546-2329 


109  Rood  Harold  ®  546-3809 


HIGHLAND  CT  —FROM  27 
HIGHLAND  TO  BEYOND 
PLUM 

ZIP  CODE  01930 
3  Vadala  Josephine  ® 

PLUM  ENDS 

7  Coon  Howard  A  ®  283-0832 
9  Parks  Russell  W  Jr  ®  283-6627 
11  Sanderson  Allan  B  283-8878 
Stickney  Richd  L  ®  283-8343 


HIGHLAND  LA  —FROM  HIGH 
POPPLES  RD  TO  A  DEAD 
END 

ZIP  CODE  01930 
Pimental  Manuel  J  Jr  © 


HIGHLAND  PL  —FROM  16 
HIGHLAND 

ZIP  CODE  01930 

5  Walen  Benjamin  ®  283-9284 

6  Kennedy  Leo  J  ©  283-5638 

8  Fleming  John  T  ®  283-5638 

9  Gomes  Frank  P  Jr  ®  283-5076 
Souza  Albert  283-4147 


HIGHLAND  RD  —FROM  78 
GROVE  TO  87  GLOUCESTER 
AV 

ZIP  CODE  01930 
HAWTHORNE  RD  BEGINS 


HIGHLAND  RD  (PIGEON 
COVE)— (ROCKPORT)-FROM 
52  STOCKHOLM  AV  TO  A 
DEAD  END 

ZIP  CODE  01966 
Theriault  J  Paul  ©  546-2234 
Stinson  John  E  ®  546-6192 


<D 
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1 

HIGHLAND  ST  —FROM  154 
EAST  MAIN  TO  83  MT 
PLEASANT  AV 

ZIP  CODE  01930 

1  *  Hinckley  Linda  L  Mrs  281-2120 

2  Village  Square  Luncheonette 
Ida’s  tailor  shop 

Rear  Marshall  Jacqueline  A  Mrs 
283-7534 

Reart  Cabral  Gary  R  283-1720 
Rear  Evans  Herbert 
4  Morris  Elliot  L  281-1341 
5 1  Me  Collum  Edw  E  ®  281-0402 

6  Taorimina  Joseph  ©  285-5653 

7  Kennedy  Thos  A  ®  283-0547 

8  Turner  Edw  L  ® 

9  Kennefick  Constance  M  ® 

283-5075 

lOt  Gibson  Eliz  A  Mrs  283-0407 
lit  Bennett  Robt  R  283-9436 

13  Shoares  Garrett  M  ®  283-0183 
Shoares  Fisheries  dlrs 

14  Dann  Priscilla  Mrs  283-4424 
t  Lynch  Jeffry 

Lowrie  Scott  R  ®  281-1656 

15  White  Russell  C  ®  283-8168 

16  Ambler  Margt  B  Mrs  ® 

283-1545 
Lasley  Harold  S 

17  Shoares  Peter  M  ®  283-3292 
HIGHLAND  PL  BEGINS 

18  Rudolph  Clarence  ®  281-0751 

19  Currier  Charles  H  ®  283-2676 

20  Beaudette  Omer  ®  283-0774 

23  Santapaola  Joseph  ®  283-0816 

24  Goodman  Irving  ©  283-9302 
DAVIS  ENDS 

25  Melanson  Richd  C  © 

26 1  Me  Colgan  Edw  ©  283-4765 
Toikka  John  H  283-6232 

27  Ellis  David  R  ©  281-1921 
HIGHLAND  CT  BEGINS 

28  Kyrouz  Geo  A  ©  283-6197 
30  t  Laurie  Gilbert  ©  283-7714 
37  t  Sibley  Charles  283-7653 


27 

HIGHLAND  ST  (ROCKPORT) 
FROM  24  CLEAVES  TO  80 

MAIN 

ZIP  CODE  01966 
2  Logan  Grace  Mrs  546-2575 
4  Matheson  Roderick  A  © 

546-6675 

6  Wile  James  E  ©  546-2134 

7  t  Darcy  Nina 

8  Contrino  Augustine  lobstermn 

©  546-2528 
Leger  Edith  Mrs 


10  Glenn  Roland  D  summer  res 
546-3175 

15  t  Anderson  Glenn  W  546-3275 
17  Vacant 


11 

HILLIER  ST  —FROM  21 
CALDER 

ZIP  CODE  01930 
5  Walen  James  M  281-0569 
7  Wonson  Myles  P  ©  283-2632 


7 

HILLSIDE  CT  —FROM  987 
WASHINGTON  BAY  VIEW 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
7  Johnson  Florence  283-6757 
Rear  Sum  Res 

9  Sum  Res 

10  Da  Cruz  Antonio  F  Jr  ® 

288-5676 

11  Morris  Martha  Mrs  © 

283-9140 

12  Low  Malcolm  E  ©  281-0013 
16 1  Low  Geo  ©  281-0013 

19  Silva  Carlton 


12 

HILLSIDE  RD  —FROM  GRAPE 
VINE  RD  TO  BEYOND 
LEDGE  RD 

ZIP  CODE  01930 
Sarofeen  Alfred  J  ©  283-6446 
4  Lattof  John  J  ©  283-6846 
10  Lewis  David  281-0693 
ORCHARD  RD  BEGINS 


21 

HILLSIDE  RD  (PIGEON 
COVE)— (ROC  KPORTfFROM 
4  STOCKHOLM  AV  TO 
TOWN  LINE 

ZIP  CODE  01966 
10  Frey  WTm  E  sum  res 
20  Korpi  Hilda  E  Mrs  ©  546-2280 
37  Kelton  Robt  V  sum  res  © 
546-3051 

39  Capen  Bernard  H  sum  res  ® 

41  Boudreau  Eug  E  sum  res  ® 


9 

HILLTOP  LA  (DAVIS 
SECTION)  (WEST 
GLOUCESTER)— FROM 
ELMO  LA  (WG) 

ZIP  CODE  01930 
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HILLTOP  LA— Contd 

3  Schofield  Raymond  L  sum  res 
®  283-7854 
Sum  Res 

Jeffery  Russell  L  sum  res 
283-7247 

6  Saunders  John  J  sum  res 


10 

HODGKINS  RD  (ROCKPORT) 
FROM  225  MAIN  TO  DEAD 
END 

ZIP  CODE  01966 
2  Doyle  Robt  W  ®  546-6196 
4  Lee  Billie  J  546-2748 


19 

HODGKINS  ST  —FROM  396 
WASHINGTON  TO  KIRK  RD 

ZIP  CODE  01930 
2  De  Coste  Charles  F  Jr  ® 
283-4831 

Brown  Annie  E  Mrs  283-2006 
6  Huntley  Darrell  ©  283-6328 
WESLEY  BEGINS 
10  Vacant 

12  Cecilio  Joseph  C  Jr  283-5066 
14  Hinderliter  James  F 
14a  Foley  Richd  281-0551 
16  Me  Callum  Wm  283-5506 
22  White  Lester  W  283-5896 

24  Hubbard  Richd  ®  283-5524 

25  Studley  Leroy  C  ®  283-0410 

26  Dench  Maurice  T  Jr  ® 

283-5548 

NALLY  AV  BEGINS 

27  Bennett  Victor  A  ®  281-2654 

28  Fleming  Edw  F  ®  283-4872 

29  Silva  Viola  M  Mrs  ®  2835880 

31  Harmon  Ronald  J  ®  283-5562 

32  O’Brien  Thos  R  ®  2834498 

QQ 

34  Drohan  Geo  E  ®  283-7004 
Aptt  Robt  E  ®  283-6965 

35  Vsc^nt 

36  Parsons  Helen  L  Mrs  283-0083 

38  Hemmer  Robt  P  ©  289-9006 

39  Virgilio  Guiseppe  ®  283-5477 

41  Del  Torchio  Russell  S  ® 

283-5831 

42  Cusick  Harry  J  ®  283-3440 
44  Keefe  John  D  @  283-6715 

HUDSON  RD  BEGINS 


10 

HODGKINS  ST  (ROCKPORT) 
FROM  213  MAIN  TO  A 
DEAD  END 

ZIP  CODE  01966 
10  Whittemore  Eva  Mrs  546-3964 


12  Erickson  Robt  T  ©  546-3459 

13  *  Tracy  Stanley  T  ©  546-7129 

14  *  Johnson  Hans  ®  546-3301 

15  *  Somers  Frank  D  546-3666 
15a  t  Parady  Fredk  J  546-3572 

16  Heim  Rose  546-3219 

17  *  Alves  Arth  P  Jr  546-2603 
Rear  *  Powers  Geo  H  ©  546-6339 

18  Condon  Blanche  ©  546-6282 

19  Lee  Evelyn  Mrs  546-7166 

20  *  Waddell  James  E  5462214 

♦  Downie  Warren  C  Jr  546-6623 
23  *  Davis  Wm  E  Jr  ©  546-6409 
23a  *  Peterson  Geo  N  546-6075 

25  Rielly  John  F  ©  5462794 
28  Vacant 

31  *  Haberland  Mark  546-6497 

♦  Williams  Woodbury  Jr  ® 
5467244 

♦  Aspesi  Charles  A  ©  5463397 
Foreman  Everett  W  © 

5463279 

Mackey  Walter  R  ©  546-6658 


26 

HOLBROOK  CT  (ROCKPORT) 
FROM  27  TO  31  KING 
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ZIP  CODE  01966 
1 1  Havens  Michl  K  5467130 


*  Steele  Judith 
la  *  Green  Aaron  © 

2  Nelson  Carl  F 
Nelson  John  A  © 

3  Hubbard  Jacqueline  W  Mrs  © 

5462478 

4  Nichols  Charles  5466736 

5  Funk  Annette  E  Mrs  © 

5466713 
Vacant 
5Vfe  Vacant 

6  Rix  Vernon  B  5467091 
Rogers  Edw  J 

8  Perry  Robt  L  ©  546-335  < 

8^  *  Malaquis  John  5467761 
10  Sherman  Robt  F  ®  5466  <  8  < 
12  Rapp  Robt  H  ©  o462 662 
KING  ST  CT  BEGINS 


1 

HOLLAND  SQ  —FROM  62  E 
MAIN 


ZIP  CODE  01930 


24 

HOLLY  ST  —FROM  553 
WASHINGTON  TO  41 
DENNISON 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
1  Willow  Rest  283-9698 
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■S 


27 

HOOPER  CT  (ROCKPORT) 
FROM  13  PARKER 

ZIP  CODE  01966 
1  Pollard  Donald  @  546-6309 

3  Gray  Myrtle  M  Mrs  ©  546-6584 

5  Bernier  Reginald  R  @  546-2331 

6  Doyle  Richd  H  546-6452 

8  Hutchins  Oscar  L  ©  546-2477 
10  Frithsen  Margt  S  Mrs  © 
546-2000 

12  White  Ralph  M  ©  546-6834 


HORTON  ST  —FROM:  66 
ROCKY  NECK  AV 

ZIP  CODE  01930 

I  Donnellan  Wm  A  ©  283-1792 
CLARENDON  ENDS 

9  Sum  Res 

10  Valpey  Dorothea  P  Mrs  © 

281-0794 

II  Burke  Gerturde  A  sura  res 
12  Heath  Warren  E  281-1969 

14  Morrison  Charles  E  © 

281-0864 

15  Vacant,  sum  res 

17  Mixer  Dorothy  L  Mrs  ® 
283-2507  / 

21  Handy  Clifford  W 
23  Murray  Donald  281-1597 
Tarr  &  Wonson  Ltd  (FCTY) 
paint  raffs  283-0035 


20 

HOUGH  AV  —FROM  80 

WESTERN  AV  AT  KENT 
CIRCLE 


HOLLY  ST— Contd 

★  Thompson  James  N 
Rear  ★  Karvellas  Eleanor  G 

283-8673 

3  Federal  Post  Office  Riverdale 

Branch  283-6222 

4  Packer  John  W  ©  283-5249 

5  *  Wilson  Edw  C  283-8508 

★  Shofner  Wm  283-0566 
7  National  Cleaning 

Morin  Ernest  283-6904 
9  ★  Bates  Ralph  E  ®  281-0256 

11  Munro  John  C  ©  283-3401 

12  Halloran  Paul  J  ®  283-6468 

13  Lo  Piccolo  Philip  ®  283-0462 

15  Brown  Forbes  A  ©  283-4679 
18  Kleindienst  Robt  Jr  © 

281-0685 

16  Puttonen  Betty  M  283-0718 

17  Brown  Jessie  C  Mrs  © 

283-6333 

26  Davis  Guy  B  ©  283-0781 
28  Parks  Josephine  G  Mrs  © 
283-0178 

25  Lane  Roswell  Jr  ®  283-2678 

26  Parks  Robt  C  ©  283-8877 

32  Erickson  Eino  E  ©  281-1159 
23  Aptt  Harry  W  Jr  ©  283-3033 

33  Doyle  Philip  L  @  283-0561 

36  Amero  Donald  ©  283-8548 
35  Josephson  Edw  E  ©  283-7715 

37  Me  Robb  Frank  II  ©  283-1841 
37  Vi  Morse  Richd  W  @  283-4706 
39  Budrow  Edw  P  ©  283-5703 

41  Stua^  Jay  W  ©  283-9025 

54  Poole  Albert  N  ©  283-1776 

74  Lindberg  Horace  281-2472 
88  Cutler  Horace  283-2886 

45  Cross  Clarence  E  ©  283-4866 
62  Tarantino  John  B  ®  283-3444 
47  ★  Conrad  Ralph  C  ©  281-2332 
49  Vacant 

49  V&  Barkhouse  Clifford  E  © 
283-5324 

51  Barkhouse  Norval  K  © 
283-9224 

55  Lannon  Edw  T  ©  283-7487 
57  Frontierro  Joseph  J  electn  ® 

283-8991 

77  Luongo  Ralph  ®  281-0361 
94  Carlson  Arth  sum  res  281-2319 
98  ★  Patfort  Marie  © 

75  Grace  Joseph  R  ©  283-6229 


8 

HOMAN’S  CT  —FROM  191 
ESSEX  AV 

ZIP  CODE  01930 
1  Saint  Peter  Dwinal  E  © 

283-8312 

3  Barratt  Allan  C  Jr  ©  283-8544 
5  Newman  Merrill  R  Jr  283-4139 


ZIP  CODE  01930 

Cupboard  Corp  refreshment  stand 
283-1610 
Stage  Fort  Park 


17 

HOVEY  ST  —FROM  54 

SUMMER  TO  CENTENNIAL 
AV 


ZIP  CODE  01930 
2  Jones  Kathleen  Mrs  © 

4  Cowan  Jack  ®  281-0171 
BABSON  BEGINS 

7  ★  Witham  Joseph  283-5757 

8  Vacant 

9  Aiello  Frank  J  ©  283-3826 
HAMPDEN  BEGINS 

10  Linquata  Leonard  ©  283-2394 
Sanfilippo  John  281-0650 

11  No  Return 

12  Keyser  Sami  J  ®  281-1682 
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19 

[OWARD  RB  —FROM  97 
WHEELER  TO  DEAD  END 

ZIP  CODE  01930 
Sutherland  Vincent  A  ® 
283-4102 

WILLIAMS  WAY  BEGINS 
Tarantino  Joseph  P  ©  283-4051 
Van  Voorhis  Stanley  N  ® 
281-2806 


4 

IOWE  ST  —FROM  339  MAIN 
TO  PEW’S  WHARF 

ZIP  CODE  01930 
Gorton’s  Seafood  Center 
Gorton’s  Of  Gloucester  plant 


19 

HUDSON  RD  —FROM  34 
HODGKINS  TO  A  DEAD 
END 

ZIP  CODE  01930 

3  Bagley  Paul  E  ®  281-1084 

4  Harrison  Kenneth  E  ©  283-1511 

5  ★  Anderson  Josephine  Mrs 

283-8324 

6  Shackelford  Robt  W  ®  283-6347 


1 

HUNT  ST  —FROM  HIGHLAND 
ST  WEST 

ZIP  CODE  01930 


24 

HUTCHINS  CT  —FROM  35 
REVERE 

ZIP  CODE  01930 
1 ★  Michelson  W  Jost  ®  283-5304 
5  Cooney  Tobias  Jr  @  283-2810 
10  Lindberg  Horace  E  ®  283-6268 
12  Hoare  James  ®  281-0453 
14  Shea  Eileen  A  ®  283-3093 
18  Chick  Lester  M  Jr  ®  281-0539 
37  Tufts  Donald  W  sum  res  © 
283-5304 


10 

IRVANA  RD  (LANDS  END) 
(ROCKPORT)-FROM  EDEN 
RD  TO  LUCIA  RD 

ZIP  CODE  01966 
Gallagher  Sara  Mrs  546-6482 
Hayes  Clifford  E  546-2910 
Safford  Kath  M  ©  546-3532 
Dorriens  Luciano  ©  546-3982 
Baker  Edgar  E  ©  546-2444 


Sum  Res 

1 

Paine  Roberta  summer  res  © 
546-6387 


2 

J  RUSSELL  MC  KEANY  SQ 
—CORNER  PROSPECT  AND 
TAYLOR 

ZIP  CODE  01930 


27 

JERDENS  LA  (ROCKPORT) 
FROM  OPPOSITE  29  SOUTH 
TO  SUMMER  STREET 
EXTENSION 

ZIP  CODE  01966 
Waddleton  Wm  J  ©  546-2066 
Johnson  Donald  M  ®  546-3323 
Peters  John  L  ®  546-2257 
Syckes  Wilton  H  ®  546-6323 
Sheldon  Mark  546-7037 
Horgan  Martin  J  ©  546-3401 

★  Leahy  Francis  ©  546-2705 
MARTHA’S  LA  BEGINS 

Middle  School  546-3163 
Rockport  Junior  &  Senior  High 
School  546-2114 

★  Peters  Edw  J  546-2893 

★  Tarr  Marjorie  A  Mrs  546-6916 

★  Strong  Henry  H  456-6324 


27 

JEWETT  ST  (ROCKPORT) 
FROM  24  MAIN  TO 
BROADWAY 

ZIP  CODE  01966 

1  Tupper  House  Apartments 
Hemenway  Russell  G  546-6240 

la  Pence  Anna  G  546-3793 

2  Hill  House  The  guests  546-2455 

★  Hull  Gordon  F  Jr  ©  546-6426 
2a  Carnegie  Library  546-6934 

Rockport  Public  Library 
Summer  Res 

2c  Hilliard  Frame  Shop  546-2655 
2d  Vacant 

3  Johnson  Frank  W  Insurance 

Agency  546-6982 

★  Toneatti  S  Michl  Jr  546-7495 
Johnson  Esther  E  Mrs  © 

546-6982 

4  ★  Pamp  Frederic  R  546-2865 
4d  ★  Burgtorf  John  A  546-2667 
Rear  Vacant 

5  Bruni  Francis  A  ©  546-6684 

6  Central  Garage  546-3477 
6a  Moore  Roy  E  Jr  546-3171 

Community  Parking  Area 
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7  3  Hendrickson  Ralph  E  © 


JOHN  COGGE^HALL  RD 
(LANESVILLE) — FROM  80 
LANGSFORD 

ZIP  CODE  01930 
Faulkner  Raymond  L  sum  res  ® 
Linder  Melvin  C  283-2308 
Kerr  Thos  sum  res  ©  283-7859 
Hung  Steph  sum  res  ®  283-6938 
Martin  John  J  ®  283-8984 
Me  Donald  Bruce  sum  res  ® 

Me  Donald  Edith  C  sum  res  ® 
Me  Gibbon  James  G  ®  283-5117 
Saville  Royal  ®  283-7261 
Shephard  Helen  Mrs  ®  283-8264 
Smith  Albert  C  ®  283-2529 


8 

JULIAN  RD  —FROM  97  ESSEX 
AV 

ZIP  CODE  01930 
4  Julian  Edw  J  ®  283-8988 
7  Vacant 


6 

JUNIPER  RD  —FROM  END 
OF  CORLISS  AV 

ZIP  CODE  01930 

1  Williams  Murray  L  ®  283-2582 

2  Welch  Geo  M  ®  283-7903 

3  Quinn  John  F  ®  283-0820 

4  Greeke  Dell  E  ®  283-1742 

5  Purdy  Lawrence  S  ©  283-1796 
APPLE  BEGINS 

6  Mansfield  Charles  E  ®  283-5872 
No  Return 

7  Schraffte  Geraldine  S  ® 

283-5889 

8  Ciarametaro  Salvatore  ® 

283-5027 

9  Sampson  Robt  L  ®  283-2528 

10  Falk  W  Leonard  ®  283-7822 

11  Silveira  Edmund  J  acct  ® 

283-1329 

13  Robinson  Clarence  R  ® 

14  Cividal  Bruno  E  ®  283-3479 
18  Adams  W  Raymond  ® 

283-0540 

Pappas  Leo  283-0540 
20  Corliss  Clifford  D  ®  283-6210 
26  Lannefeld  Theo  E  ®  283-7772 


8 

KENT  CIR  —FROM  31 

WESTERN  AV  TO  ESSEX  AV 

ZIP  CODE  01930 

1  Libro  Allan  F  ®  283-6026 

2  Libro  Richard  281-1486 


283-5668 

4  Pohas  Geo  J  ©  283-4784 

5  D’ Antonio  Jean  M  Mrs  ® 

283-6885 

6  Swanson  Marion  I  Mrs  ® 

283-2004 

Lacey  Judith  A  Mrs  283-6382 

7  Mackey  Emil  N  Jr  ©  281-2768 


9 

KENT  RD  (WEST 

GLOUCESTER)— FROM  349 
ESSEX  AV 

ZIP  CODE  0x930 
2  Me  Dougall  Don  R  ®  281-2121 
15  Firth  E  Annabelle  Mrs  © 
283-8868 

13  Burke  Richd  B  sum  res 

Spanninder  Paul  P  ©  283-1352 
17  Swekla  Alphonse  J  ©  283-2184 
Sisters  Of  Notre  Dame 
283-5499 

Kondelin  Clara  M  Mrs  © 
283-9584 


12 

KENWOOD  AV  —FROM  BEMO 
AV  TO  FARRINGTON  AV 

ZIP  CODE  01930 


26 

KETCHOPULOS  CIR 
(ROCKPORT)— FROM  4 
POOLE’S  LA 

ZIP  CODE  01966 

1  Millbrook  Park  Apartments 
1  ★  Hazen  Margt  H  546-3087 

3  ★  Saunders  Eleanor  546-7254 
5  ★  Abbott  L  P 

7  ★  De  Lacy  Owen  J  546-2417 

2  Apartments 

9a  Carlson  Annie  M  Mrs 
546-6435 

9b  Beeke  Olive  C  Mrs  546-6289 
9c  Bate  Virginia  Mrs  546-2906 
9d  Allen  Wm  C  546-6530 
9e  ★  Fields  Sarah  M  546-3075 
9f  Waddell  Edw  C 
9g  Johansson  Johannes  546-6298 
9h  Pierce  Florence  Mrs  546-3877 

3  Apartments 

Hat  Hidonen  Gertrude  E 
546-6937 

lib  ★  Parady  Sarah  Mrs  546-6069 
11c  ★  Landregren  Bernice 
546-7345 

lid  Parson  Gertrude  F  Mrs 
546-2470 
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KETCHOPULOS  CIR  (R) 

— Contd 

lie  Moritz  Christine  Mrs 
546-2086 

Ilf  Martin  Ellie  E  Mrs  546-2854 
llg  Mac  Lellan  Leona  F  Mrs 
546-2824 

llh  Whilton  A  Louise  Mrs 
546-3068 

4  Rockport  Housing  Authority 

546-3181 

5  Apartments 

12a  Higgins  Gladys  A  Mrs 
546-3363 

12b  Anderson  Beatrice  D 
546-6127 

12c  Swanson  Anna  P 
12d  Johnson  Sigrid  A  Mrs 
546-6650 

12e  Swinson  Hilma  Mrs  546-3628 
12f  Dewsnap  Lillian  Mrs 
546-3838 

12g  Balzarini  Emilio  546-3284 
12h  Stephenson  Nan  R  546-6076 

6  Apartments 

10a  Robertson  Eliz  Mrs  546-3905 
10b  Leman  Mabel  G  Mrs 
546-6663 

10c  Ranta  Alexandra  Mrs 
546-2094 

lOd  Brigants  Alvina  Mrs 
546-3384 

lOe  ★  Hill  Martha 
lOf  Brown  Paul  K  546-2920 
10g*  Jones  Jeanne  L  546-2918 
lOh  Foley  Cora  Mrs  546-3138 

7  Apartments 

2  Bergstrom  Esther  R  Mrs 
546-6327 

4  Leary  Ethel  M  Mrs  546-7051 
6  Jonnson  Harry  546-6058 
8  Lamb  Anne  H  546-6852 

14  Apartments 

1  Somers  Emily  G  Mrs  546-2665 

2  Sanderson  Barbara  W  Mrs 

546-2893 

3  ★  Reddy  Dorothy  M  Mrs 

546-6987 

4  Boston  Florence  546-3707 

5  Uusitalo  Lempi  L  546-6314 

6  Bruce  Helen  F  Mrs  546-2932 

7  Mekkelson  Olga  546-3681 

8  Brackett  Beatrice  Mrs 

546-2911 

15  Apartments 

A  Prindall  Mildred  Mrs 
546-2159 

B  Davis  Lucy  E  Mrs  546-6533 
C  Me  Gee  John  Mrs  546-7103 
D  Lovkvist  Ivar  546-2529 
E  Crowell  Percy  546-2922 
F  Elevitch  Evelyn  B  Mrs 
546-6466 


G  ★  Bernard  Louise  C  546-2443 
H  Anderson  Margt  546-3193 

16  Apartments 

A  Mattson  Elvira  Mrs  546-2121 
B  i  Fear  Harvey  546-2028 
C  Gibbs  John  546-3133 
D  ★  Boyant  Richd 
E  ★  Shaugnessy  Pearl  546-7223 
F  Fears  Martha  Mrs  546-2826 
G  Olson  Jennie  Mrs  546-2775 
H  Theriault  Julia  S  Mrs 
546-6709 

17  Apartments 

A  Anderson  Eliz  546-6720 
B  Floyd  Alice  Mrs  546-2508 
C  ★  Wickey  Bessie  546-3520 
D  Peters  Alice  546-3093 
E  i  Cudmore  Arth  H  546-7157 
F  ★  Grogan  Gertrude  Mrs 
546-2930 

G  Down  Nellie  M  Mrs  546-3523 
H  ★  Campbell  Mary 

18  Apartments 

A  Bray  E  Mary  546-3285 
B  ★  Haynes  Mary 
C  Dealtry  Florence  Mrs 
546-2818 

D  Anderson  John 
E  Knowlton  Mary  Mrs  546-3361 
F  Goulter  Jennie  Mrs  546-3140 
G  Me  Gady  Wilma  Mrs 
546-6338 

H  Francis  Almeda  P  546-2645 


20 

KETTLE  COVE  INDUSTRIAL 
PK  —OFF  WESTERN  AV 
BEFORE  MANCHESTER 
TOWN  LINE 

ZIP  CODE  01930 
Moldtool  Corp  525-3714 
Me  Carthy’s  Contracting  Co  Inc 
constn  525-3331 
Vacant 


7 

KILBY  ST  NORTH  —FROM  957 
WASHINGTON  TO  2 
COLBURN 

ZIP  CODE  01930 

5  Larson  Fredk  P  ©  283-4181 

6  Grillo  Charles  ©  283-1765 
WINDY  HILL  RD  BEGINS 

11  Korkatti  Nicholas  J  © 

283-4666 

12  Haselgard  Albert  Jr  ® 

283-4282 

13  Patten  Lydia  M  Mrs  © 

283-2475 

16  O’Gorman  James  F  © 

19  Silva  Florencio  A  ©  283-3819 
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N  KILBY  ST— Contd 

24  Jewell  Lucy  E  ©  283-3922 


24 

KILBY  ST  SOUTH  —FROM  893 
WASHINGTON  TO  5 
QUARRY 

ZIP  CODE  01930 
5  Knowlton  Geo  O  carp  ® 
283-5093 

5a  Wagner  James  N  ®  283-4826 
7  Charest  Donald  R  ®  283-2392 
7a  Balzarini  Gino  ®  283-5596 
9  ★  Muise  Patricia 

★  Carrancho  John  S  © 

11  Griffin  Wm  D  ®  283-9027 
13  Vicari  Victor  J  283-6607 
13%  Rocha  Angelina  J  Mrs  ® 
281-0359 

15  Gosbee  Gray  B  ®  283-1342 
17  Pistenma  A  Wm  ®  283-0979 
19  Tettoni  Joseph  J  ®  288-8979 
Rear  Venturini  Lena  A  ® 
283-1508 

21  Putonen  Impi  ®  283-7638 


26 

KING  ST  (ROCKPORT) 

FROM  18  BEACH  JUNCTION 
RAILROAD  AV  GRANITE 
AND  SUMMIT  AV 

ZIP  CODE  01966 

2  Peg  Leg  Inn  546-2352 

★  Welcome  Robt  H  ®  546-2352 

3  Peg  Leg  Inn 

4  Peg  Leg  Inn  (overflow) 

5  Roy  Lydia  K  Mrs  ®  546-3692 

6  Ramsden  Guest  House 
Smith  Donald  A 

★  Waggener  David  J  546-6395 
SMITH  BEGINS 

7  Bowman  Alma  J  Mrs  ® 

546-6938 

8  ★  Bierwith  Denise  546-7195 
10  Thompson  IngolfT  S  ® 

546-2710 
12  Vacant 
12b  ★  Zoller  David 
14  Larson  Helen  Mrs  546-3114 
Vacant 

Rear  Poole  Margt  546-3592 
Rear  Faulkner  Beulah  A  Mrs 
546-3627 

16  Murphy  Michl  J  ®  546-7358 
FOREST  BEGINS 
16%  Conrad  Eug  H  ®  546-2520 

18  No  Return 

19  Murphy  Herbert  A  archt  ® 

546-3244 

20  Rulli  Ross  S  546-3609 


Harris  Mason  D  sum  res  ® 

546-2526 

21  Stormont  Donald  R  546-2240 

22  Evans  John  Jr  ©  546-3366 

23  Rowe  Fred  546-2976 
Erickson  Guest  House  546-2357 
Erickson  Arth  R 

Rear  Barnard  Ralph  W 

24  Gustafson  Carl  ®  546-6019 
Me  Allister  Jeanne 

24%  Stewart  Wm  W  546-3747 

25  Milbrook  View  Guest  House  & 

Cottages  546-3148 
Anderson  Robt  G  ®  546-3148 
25a  Beless  H  Kendall 
25b  Summer  Res 

26  Linden  Tree  Guest  House 

rooms  546-2494 
Tysver  Kale  P  ®  546-2494 
HOLBROOK  CT  BEGINS 

29  Nichols  Edw  Jr  ®  546-3072 

30  Cole  E  James  Jr  546-7384 

31  Stanton  Ronald  A  ®  546-7258 
Vacant 

32  Logan  Carol 
HOLBROOK  CT  ENDS 

33  Dailey  Cath  E  Mrs  ®  546-2580 
Dailey  Mary  Mrs  ®  546-2580 

34  Smith  Lena  A  Mrs  546-2196 
Green  Ruth  M  Mrs  546-6777 

35  York  Theresa  L  ®  546-6805 

36  Frithsen  Marian  L  546-2046 
Blatchford  Florence  M  546-2013 

37  Rockport  National  Bank  (Br) 

546-7405 

38  York  Mary  H  Mrs  ®  546-6538 
Merrill  Virginia  V  546-2850 

40  Sandy  Bay  Historical  Society  & 
Museum  Inc 


9 

KING  PHILIP  RD  (WEST 
GLOUCESTER)— FROM  270 
ESSEX  AV 

ZIP  CODE  01930 
Bertagna  Speranza  Mrs  summer 
res  ®  283-2347 
Ray  Wm  L  summer  res  ® 

Reeves  Leona  E  summer  res  ® 
283-7995 


26 

KING  STREET  CT 

(ROCKPORT)— FROM  12 
HOLBROOK 

ZIP  CODE  01966 
1  Burr  Linda  F  ®  546-2179 

3  ★  Boudreau  Tim  ®  546-3146 
3a  ★  Nyland  Clarence  546-3347 

4  De  Groat  Ethyl  S  Mrs  ® 

546-2190 
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KING  STREET  CT  (R) — Contd 

6  ★  Anderson  Alice  ® 


19 

KINGS  RD  —FROM  10 
BERTONI  RD  TO  DEAD  END 

ZIP  CODE  01930 
4  Orlando  Joseph  C  ®  283-2092 


19 

KIRK  RD  —FROM  END 
HODGKINS  IN  A  SEMI¬ 
CIRCLE 

ZIP  CODE  01930 
3  Sousa  Edw  A  ®  283-6845 
6  Moody  Wra  H  Jr  ®  283-5652 

6  Ciolino  Salvatore  ®  283-6080 

7  Chaffee  Helena  C  Mrs  ® 

281-0432 

8  Burgess  Lincoln  M  ®  2833969 

9  Lovasco  Salvatore  P  ®  283-4510 

10  Tate  Gertrude  H  Mrs  ® 

2836433 


25 

KNOWLTON  SQ  —FROM  197 
WASHINGTON  TO  5 
MADISON  AV 

ZIP  CODE  01930 
3  *  Carr  Arth  E  281-2234 

6  Burbine  Bernard  P  ®  283-5738 

7  Kitchenmaster  Wm  C  ® 

281-0243 

8  Dennis  Oscar  ®  283-8907 

9  Johnson  Leslie  K  ®  283-5340 
No  Return 

Vacant 

10  Vacant 

Rear  *  Saunders  Wayne  S  283-6411 

11  Elliott  Ira  J  ®  283-8889 
11%  Prevost  Wesley  A  283-0991 

12  Favaloro  Vito  M  ®  281-1376 

13  Favazza  Peter  Jr  ®  281-0631 


1 

KNUTSON  SQ  —FROM  154  E 
MAIN 

ZIP  CODE  01930 


21 

LA  CROSSE  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
7  MT  LOCUST  AV  TO  18 
PHILLIPS  AV 

ZIP  CODE  01966 
1  Reed  Elsie  J  Mrs  ®  546-2188 
5  Stroman  Harley  E  sum  res 


12 

LAKE  AV  —FROM  EASTERN 
POINT  BLVD  E  TO 
EASTERN  POINT  BLVD 
WEST  SOUTH  TO  NILES 
POND 

ZIP  CODE  01930 
NILES  POND  RD  BEGINS 
PRENTISS  RD  BEGINS 
TORONTO  RD  ENDS 
Gonzaga  Retreat  House  283-0013 
Spencer  Kendall  H  ®  281-1395 


20 

LAKE  RD  (MAGNOLIA) 

FROM  NORMAN  AV  TO 
ENGLEWOOD  RD 

ZIP  CODE  01930 
12  Deering  Helen  M  Mrs  ® 
525-3195 

16  Cook  Loring  A  Jr  ®  525-3480 
3  Church  Lawrence  525-3087 
14  Basso  Louise  ®  525-3735 
22  Fox  Sally  K  Mrs  ®  525-3363 
Summer  Res 
9  Knutson  Milton  H  ® 

18  Benotti  John  525-3740 
Adams  Sandra  M 
Sheeran  John  W  Jr  ® 

525-3676 
2  Vacant 

26  Mesquita  Mary  A  525-3641 
Wathen  Margt  N  525-3641 
47  Del  Torchio  John  Jr  ® 

525-3604 


10 

LAMB  HTS  (ROCKPORT) 

FROM  158  MAIN  TO  DEAD 
END 

ZIP  CODE  01966 

1  Heath  L  Marion  Mrs  ® 

546-3418 

2  Willett  Robt  G  ®  546-2924 

3  Kramer  Elwood  L  ®  546-2546 

4  Thibeault  Eug  C  ®  5463319 

5  Crowell  Wm  S  ©  5462790 

6  Clements  Jack  H  ®  5463245 


21 

LANDMARK  LA  (PIGEON 
COVE)— (ROCKPORT)-FROM 
90  GRANITE 

ZIP  CODE  01966 
1  ★  Bross*Aug  F  ®  5467243 

3  Poole  Sally  sum  res  ® 

4  Day  W  m  G  ©  546-37 56 

6  Wiberg  Toiva  F  ®  5463058 

7  ★  Hemenway  John  ®  5466438 
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LANDMARK  LA  (R) — Contd 

8  Allport  Ada  Mrs  sum  res 

9  Bissell  Joyce  H  546-2853 

10  Boulter  Edw  A  ®  546-3009 
12  No  Return 

16  Summer  Res 

17  Morgan  Edwin  T  acct  © 

546-6646 

19  Bradley  Herbert  H  ®  546-2010 

20  Brownell  Abigail  F  ®  546-2285 

21  Summer  Res 

22  Cooley  John  L  ®  546-3562 
24  Knuttunen  David  O  ® 

546-2515 

26  Boulter  Edw  P  ®  546-3009 
CANDY  LA  BEGINS 
Wentworth  John  R  coml  artist 
®  546-6618 
DRUMLIN  RD  ENDS 
Farmer  Edw  B  sum  res 
Romaszko  Geo  A  546-7304 


24 

LANE  RD  (LANESVILLE) 

FROM  836  WASHINGTON  TO 
149  LEONARD  LANESVILLE 

ZIP  CODE  01930 

2  Case  Phyllis  E  Mrs  ®  283-0355 
Summer  Res 


7 

LANGSFORD  ST 
(LANESVILLE)— FROM  11 
ANDREWS  TO  1200 
WASHINGTON  FOLLY  COVE 

ZIP  CODE  01930 
2  Minasian  Peter  F 

4  Tarr  Eliz  G  Mrs  ®  283-4273 

5  Mac  Nair  Geo  W  ©  283-5996 

6  George  Alan  281-1876 

Kalina  E  Mariam  Mrs  283-4869 
6a  Anderson  Kenneth  R  ® 
283-6673 

7  Haines  Allan  D  283-8207 

8  Mylly  Weikko  A  ®  283-6897 

9  ★  Webster  Jonathon  P  283-2811 

10  Dunn  Harold  J  ®  283-8739 
10a  Hill  John  J  ®  281-0941 

11  No  Return 

12  Vacant 

13  Runsala  Hugo  I  ®  283-2435 

15  Grasso  Doris  E  artist  283-9389 
MUNSEY  LA  ENDS 

16  Brandt  Erich  Rev  ®  283-5841 

19  Barnett  Donald 
Mazzeo  Philip  J  281-2209 

20  Prouty  Richd  ®  281-2714 

21  Strople  Charles  H  283-3276 

23  Camille  Irving  A  283-3050 

24  Hayes  Wm  S  sum  res 

25  Crosby  Wm  D  ®  283-9316 


27  Morey  David  W  283-9585 

29  Johnson  Albert  E  ©  283-8898 
29a  Lopes  Real  Estate  283-7290 

Lopes  Edw  B  283-7290 

30  Greel  Everett  A  ®  283-2183 

31  Coull  Phillip  B  ®  283-6782 

32  Langsford  Street  Cemetery 
35  Mac  Donald  A  Clifton  ® 

283-3806 

37  Money  Mildred  W  ®  281-2176 

40  Vacant 

41  Vacant 

SHIP’S  BELL  RD  BEGINS 

42  Aspesi  Venance  ®  283-8541 
Weigand  Louis  E  ® 

43  Wood  Clarence  W  ®  281-1196 

44  Robinson  Wm  P  ®  283-5977 

45  Sullivan  Ruth  E  Mrs  ® 

283-8360 

46  ★  Grasso  Salvatore  ® 

47  ★  Martin  Wm  283-2761 

48  Dutton  Geo  M  Jr  ®  283-8749 
WISHART  RD  BEGINS 
NORSEMAN  AV  BEGINS 

50  Enos  James  ®  283-1774 

51  Niemi  Uno  A  ®  283-7877 

52  Young  Marion  Mrs  sum  res 

53  Greel  Richd  E  ®  283-9193 
BAYFIELD  RD  BEGINS 

54  Skillen  Elliot  G  ®  283-6160 

55  Maki  Vilho  ®  283-8985 

56  Hildonen  Raymond  H  ® 

283-2376 

57  Kramer  Steven  T  plmb 
NIKOLANE  WAY  BEGINS 

58  Silvonen  Walter  J  ®  283-7131 
VIKING  BEGINS 
BUTMAN  AV  ENDS 

61  ★  Murry  Julie 

62  Ranta’s  Market  283-2345 
Ranta  Edw  E  ® 

★  Natti  Carl 

★  Ranta  Steph  E 

63  Erickson  Edwin  R  ®  283-5323 

64  Erickson  Waino  W  ®  283-7230 
66  Leino  Alma  M  ©  283-8173 

66  Vfe  Olson  Waino 

65  Erkkila  John  W  ®  283-5981 
Rear  Sum  Res 

68  Sum  Res 
Rear  Sum  Res 

73  Storm  Vivian  Mrs  sum  res  © 

74  Earle  Richd  sum  res  © 

75  Wonson  C  Fletcher  ©  283-6825 

76  Rudd  Hilmi  M  Mrs  © 

281-1189 

77  Wonson’s  Greenhouse  Inc 

florist  283-6825 

78  Seppala  Uno  E  ®  283-3391 
*  JOHN  COGGESHALL  RD 

BEGINS 

83  Cardozo  Manuel  E  Jr  © 
283-5918 


95 


LANGSFORD  ST— Contd 

84  Mac  Donald  Edith  Mrs  sum 

res  ® 

85  Swan  Lloyd  M  283-4304 

86  Naismith  James  sum  res 
Schlagenhorf  Milton  Mrs  sum 

res 

Smith  Charles  W  281-1116 
88  Seaside  Cemetery 

90  Thomas  Charles  A  Jr  ® 

281-0926 

91  Wonson  Fredk  R  ®  283-7937 
103  Wickey’s  Esso  Station 

283-3340 

Wickey’s  Variety  Store 
283-3340 

Wickey  Walter  Jr  ®  283-3340 


19 

LARADY  RD  —FROM  SHORE 
HILL  ROAD 

ZIP  CODE  01930 
Eastman  Kenneth  W  283-6228 
1  Walsh  Mary  Mrs  summer  res 
283-8516 


9 

LA  ROSE  AV  (WEST 
GLOUCESTER)— FROM  MT 
ANN  RD  (PO  G) 

ZIP  CODE  01930 
5  La  Branch  Wm  W  ®  283-8236 
Rogers  Benj  T  ®  283-2182 
Nelson  Donald  R  ®  283-8946 
Joseph  Robt  F  ®  283-9379 

*  Jensen  Carl  M 

Robinson  James  L  ®  283-5095 
Oliver  James  P 
Mahan  Albert  ®  281-1778 
Haight  Richd  J  ®  283-9432 
Garron  Ronald  ®  283-6924 
Gibbs  John  J  ® 

★  Baptists  Richd  ® 


LAUREL  ST  (WEST 
GLOUCESTER)— FROM  314 
ESSEX  AV  TO  MAGNOLIA 
AV 

ZIP  CODE  01930 
5  Andersen  Wm  E  ®  283-8410 
8  Friend  Roscoe  H  ®  283-9298 
10  Herrick  Robt  E  ®  283-7097 
14  Costigan  Virginia  A  Mrs  ® 
283-0473 

16  Murray  Martin  J  ®  283-4584 
★  Murray  James  283-3942 
19  ★  Dunphy  Robt  T  ® 

24  Mullin  Geo  L  ®  283-2101 
27  Vacant  « 


28  Kimmence  Ronald  B  ® 
283-0461 

32  Martin  Andrew  R  281-2670 

33  Dukette  Emery  D  ®  283-2065 
42  Me  Kay  Geo  C  283-9329 


9 

LAWRENCE  CT  (WEST 
GLOUCESTER)— FROM  167 
CONCORD  ST  TO  DEAD 
END 

ZIP  CODE  01930 
5  Perry  Arth  R  ®  283-8295 
it  Harris  Sanford  281-1554 
Rear  White  Donald  sum  res  ® 
Rear  White  Edsel  sum  res  ® 

Keefe  Jay  283-6110 


9 

LAWRENCE  MOUNTAIN  RD 
(WEST  GLOUCESTER) 

FROM  476  ESSEX  AV 

ZIP  CODE  01930 
4  Marr  Peter  283-6920 
Taylor  Violet  Mrs 
Oakes  Robt  H  ®  283-0387 
Lakeman  Ross  F  ®  283-3522 
8  Mac  Kenzie  John  E  ®  283-7849 
Smith  Isabelle  G  Mrs  ® 
283-2563 

Lambert  Jaunita  Mrs  ® 

283-7412 

Me  Eachern  Lawrence  W 
283-1750 


LAWSON  H  WILE  SQ  —FROM 
CORNER  CENTENNIAL  AV 
AND  COMMONWEALTH  AV 
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ZIP  CODE  01930 


12 

LEDGE  LA  —FROM  12 
EASTERN  POINT  RD 

ZIP  CODE  01930 
7  Fish  Edw  A  ®  283-1555 
9  Sum  Res 

12  New  Peter  S  ®  281-1578 


12 

LEDGE  RD  —FROM  246  E 
MAIN  TO  GRAPE  VINE  RD 

ZIP  CODE  01930 
(NUMBERS  IRREGULAR) 

54  Murawski  Wm  283-8143 
7  Ralston  Ronald  C  ©  281-2677 
Gleason  Herbert 
Whilton  Bruce  A  ®  283-3605 


96 


LEDGE  RD — Contd 

Weissblum  Mary  M  Mrs  ® 
283-8316 

51  Amero  Eug  C  ®  283-4041 
Cohen  Geo  M  ®  283-5593 
10  Cudios  Emerson  J  ®  283-1396 
Geller  Myron  S  ®  283-2157 
Ryan  James  A  283-3707 
Dox  Joseph  W  ®  283-0516 
Grinnell  Dorothy  A  Mrs  ® 
283-0427 

Dorrie  Reza  M  281-0026 
Enos  Gerard  A  283-3771 


20 

LEDGE  HILL  PATH 
— RAVENSWOOD  PARK 

ZIP  CODE  01930 


2 

LEDGEMONT  AV  —FROM 
NEAR  END  OF  BECKFORD 
TO  OPPOSITE  7  GREEN 

ZIP  CODE  01930 
8  Thurston  Norman  H  ® 

283-1976 

12  Arvilla  Clifford  E  ®  283-2525 
14  Wood  Mary  A  Mrs  ®  283-3511 
MT  VERNON  INTERSECTS 

16  Silva  Bradford 

17  Gentile  Frank  P  ®  283-9440 

18  ★  Mac  Donald  Linda  S  Mrs 

19  Aiello  Salvatore  P  ®  283-7188 


3 

LEIGHTON  CT  —FROM  25 
ADDISON 

ZIP  CODE  01930 
4  Garrisi  Angeline  Mrs  283-5496 
Aiello  Sami  P  ®  283-7464 

6  Strople  Lucille  A  Mrs  ® 

283-6336 

7  Jones  Linnea  M  Mrs  ® 

281-0250 

8  ★  De  Caro  John 

★  Lane  Steven  M  ©  281-1356 


23 

LENDALL  ST  —FROM  27 
HARRISON  AV 

ZIP  CODE  01930 
1  Johnson  A  Raymond  ® 

4  Irving  Steph  T  ®  283-6789 

5  Saunders  Danl  D  Jr  ©  283-6118 
7  ★  White  Kenneth  C  283-6577 


24 

LEONARD  ST  (ANNISQUAM) 
FROM  CAMBRIDGE  AV  TO 
838  WASHINGTON 

ZIP  CODE  01930 
ANNISQUAM  POINT  BEGINS 
2  Rich  Charles  R  ®  283-6633 
4  Smith  Benj  A  III  283-5256 
6  Tremblay  Arth  N  ©  283-5657 
RIVER  RD  BEGINS 
10  Vacant 
Rear  Vacant 

14  Andrews  Richd  L  ®  283-9161 

16  Barrett  Philip  ©  281-1106 

17  Whitney  Mary  H  Mrs  ® 

283-4231 

18  Ruggles  Thos  M  sum  res 

283-7580 

Peter  J  Geo  sum  res  283-8954 
ARLINGTON  BEGINS 

20  Annisquam  Marine  &  Auto 

Shop  283-1533 

21  French  Hollis  II  sum  res 

283-2082 

22  Lane’s  Garage  283-3720 
Lane  R  F  Co  landscape  gdnrs 

283-3720 

22a  Mower  Mart  lawnmower  serv 
283-3720 

23  Budrow  Linda  Mrs  ®  283-8971 
Kirkman  John  281-0840 

24  Porter  Richd  L  ©  281-2210 
23  Sum  Res 

26  it  Sinagra  Carlo  J  ®  283-5113 
WALNUT  BEGINS 

27  Saunders  Henry  E 
UNION  CT  BEGINS 

28  Roewer  Edw  W  ®  283-4469 
31  Andrews  Earle  R  ®  283-0892 
Rear  Bentley  Geoffrey  K  283-8062 

34  Annisquam  Village  Realty 

283-5658 
ARBOR  ENDS 

35  Deering  Marjorie  L  Mrs  ® 

283-2908 

BRIDGEWATER  ENDS 

36  Annisquam  Exchange  art 

gallery 

38  Annisquam  Historical  Society 
Annisquam  Village  Hall 
Annisquam  Village  Hall 

Association 

Annisquam  Village  Hall 
Library 

39  Muzzey  Emilie  Mrs  283-2862 
ROGERS  LA  BEGINS  (A) 

44  Wilkins  Dorothy  R 

45  Stickney  Arth  ©  283-9424 

47  Pedersen  Lars  281-0700 

48  Lowe  John  L  sum  res  283-3671 

49  ★  Cunningham  John  D  III  ® 

50  Bott  David  R  ©  283-1853 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  01930  Tel.  283-1416 


LEONARD  ST— Contd 

51  Summer  Res 

52  Russell  Stanley  G  ®  283-3077 

53  Heberle  Charles  T  ®  283-4648 

54  Smith  Benj  A  II  ®  283-0965 

59  No  Return 

60  Stan  wood  Faith  ®  283-3178 

63  Sum  Res 

64  Gilfillan  Edw  283-2797 

67  Cunningham  John  D  Jr  ® 
283-4195 

69  Thayer  Gordon  B  sum  res 
283-3147 

71  Wellman  Harriet  V  ® 

283-7880 

CHESTER  SQ  BEGINS 
75  Haskell  Marguerite  D  ® 
283-7815 

CHESTER  SQ  ENDS 
77  Johnson  Joanne  J  sum  res 
283-3105 

81  i  Loring  Eleanor  Mrs 

83  Vacant 

84  ★  Sargent  Raymond  2  ® 

281-1722 

WALNUT  ENDS 

85  Pappas  Ruth  R  Mrs  ® 

283-3268 

96 *  *  Noble  Davis  281-2256 

97  ★  Harper  Jean 
NORWOOD  HEIGHTS  RD 
BEGINS 

99  Herrick  Geo  R  ®  283-9296 

101  Flanagan  Susanna  Mrs  ® 

283-1759 

102  Usher  Donald  K  285-1426 

103  Campbell  Barbara  J  Mrs  ® 

283-7535 

105  Me  Kenna  John  F  283-7306 
107  Mount  Adnah  Cemetery 
113  Landoni  Robt  A  ®  283-0357 
115  ★  Derhohannesian  Garabed 
283-4528 

117  Moores  Carl  J  ®  283-3830 
121  Laurence  Sarah  E  ® 

123  ★  Hilton  Stillman  P  ® 
281-0239 

127  Cavender  Ethel  Mrs  ® 

283-5758 

Goebel  Nancy  Mrs  283-7878 

128  ★  Germain  Rima  283-3695 

129  Winsor  David  N  Rev  ® 

283-2968 

«131  Jacklin  Harold  C  Jr  sum  res 
134  Tarr  Russell  S  ®  283-8578 
136  Ross  Winifred  E  281-1474 


138  i  Huston  James  ®  283-3765 
140  Whidden  Eleanor  ®  281-0915 
142  ★  Cavender  Robt  ®  283-1027 
146  Norton  Margt  ®  283-2587 
Goodwin  Jane  283-5004 
Rear  Norton  Dorothy  283-3297 
DENNIS  CT  BEGINS  (A) 

LANE  RD  ENDS  (A) 

150  Howard  Anna  T  Mrs  ® 
283-5021 

NASHUA  AV  BEGINS  (A) 

152  Hobbs  Rebekah  ®  283-3448 


5 

LESLIE  O  JOHNSON  RD 
—FROM  42  CENTENNIAL  AV 

ZIP  CODE  01930 
Gloucester  High  School  283-1530 
Gloucester  Vocational  Sch 
283-4401 
7  Vacant 

11  Favaloro  Serafino  ©  283-5538 
13  Bloch  Esther  Mrs  ®  283-2928 


7 

LEVERETT  LA 

(LANESVILLE)— FROM  30 
LEVERETT 

ZIP  CODE  01930 

3  A  Gurley  Peter  C  ®  281-2296 

4  Maki  Helvia  Mrs  ®  283-6483 
Maki  Jean  283-2586 

6  Hoague  Theo  283-2586 


7 

LEVERETT  ST  —FROM  1139 
WASHINGTON  TO 
ROCKPORT  LINE 

ZIP  CODE  01930 
7  Ahola  Sylvester  ® 

10  Manship  John  P  ®  283-1915 

24  Sum  Res 

26  Kleimola  Eino  E  ®  283-0749 
28  Johnson  Esther  M  Mrs  ® 
283-4271 

30  Maki  Anne  Mrs  283-4038 

★  Natti  Erik  283-5432 

LEVERETT  LA  BEGINS 

31  Conant  Frank  S  ®  283-7977 

32  Sum  Res 

33  Beaudain  David  J 

35  Russell  Louis  E  Jr  ®  283-2662 
37  Buckley  Barbara  sum  res 
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STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASIN6 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TEL. 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

1 6  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL.  546-7405 


LEVERETT  ST— Contd 

38  Bolles  Ira  A  ©  283-0952 

44  Peterson  Ludwig  ®  283-7497 
44a  ★  Peterson  Andrew 

45  Perry  Wilfred  F  ©  283-2352 


17 

LEWIS  CT  —FROM  OPPOSITE 
55  MANSFIELD  NEAR 
WESTERN  AV 

ZIP  CODE  01930 
2  Amero  Margt  Mrs  ©  283-2230 
4  Amero  Sanford  D  © 

6  Lane  Clarence  E  ©  283-3754 
8  Pimental  G  Jerome  ©  283-4573 


20 

LEXINGTON  AV 
(MAGNOLIA)— FROM 
NORMAN  AV  TO  SHORE  RD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

1  Magnolia  Library  Inc  525-3343 
Kettle  Cove  Pharmacy  525-3564 

2  Egyptian  Art  art  goods 
Rear  Graff  Joseph  525-3453 
Rear  Knowlton  W  Loren 

Maxwell  Derek 

★  Thibodeau  Charles  III 

★  Poole  Reggie  G  525-3147 

★  Ware  Dwight 

9  Smith  Peter  publ  525-3562 
9a  Mag  Casual  Shop  dresses 
525-3741 

14  First  National  Bank  Of  Ipswich 
(Br)  525-3533 

11  Magnolia  Bicycle  Shop  gifts 
525-3756 

4  Patio  Lounge  Bar  525-3451 

13  Dandy  Lion  gift  shop  525-3358 

14  Vacant 

15  Grapevine  The  newspaper 

525-3137 

17  Kairalla’s  Trousseau  Shop 
designing  525-3371 
6  U  S  Post  Office  Magnolia 
Station  525-3533 
Barbara’s  Of  Magnolia  beauty 
salon  525-3612 

19  Amero  Sally  C  Mrs  © 

525-3373 

20  Vacant 
22  Vacant 


24  Cape  Ann  Chemical  mtce 
supply  525-3501 
26  Kettle  Cove  525-3511 
30  Vacant 

32  Vacant 

33  Magnolia  Casuals 

35  Magnolia  Card  &  Gift  Shop 
525-3033 

38  Hesperus  Bottle  House 
525-3775 

42  Ocean  view  News  Agency 

525-3464 

FLUME  RD  INTERSECTS 
45  Ina’s  Specialty  Shop  Of 
Magnolia  women’s  & 
children’s  clo  525-3421 

43  Ina  Alf  © 

45  Vacant 

15  Jehovah’s  Witnesses  Kingdom 
Hall 

51  Lau  Gilbert  B  525-3327 
53  Petrasek  Andrew  J  525-3658 
55  ★  Stewart  Donald 
57  Sherman  Geo  W  525-3797 

59  Apartments 

1  Frye  Virginia  E  525-3326 
6  Brett  Charles  L  525-3001 
Holgerson  John  A  525-3058 
Salomon  Arlene  Mrs  525-3292 
★  Kelly  Cintra  Mrs  525-3096 

60  Vacant 

62  Peloquin  Marc  ®  525-3143 
65  Amalia  Karl  F  ©  525-3623 

69  Collinson  Stanley  E  III  © 

525-8388 

70  Keningmar  apts 
Apartments 

1  Nee  Sally 

2  Hyde  Rosamond  525-3228 

3  Procopio  Louis 

11  Cole  Bertram  525-3860 

12  Anderson  James  526-3765 

21  Michalski  John 

22  Wilkins  Steven 

23  ★  Laza  Denise 

31  Fulginitte  Rebecca 
30  West  Judith 

32  Davis  Kim 

33  Ragoti  Paul  525-3766 
72  ★  Requejo  Raoul  R 

HESPERUS  AV  INTERSECTS 

44  Harbour  House  Apartments 

1  Gray  Frances  W 

2  Pratt  David  525-3049 

3  Rutan  Randolph 
G4  Quimby  Bea 


3 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 


99 


JEXINGTON  AV — Contd 

5  Henderson  Lester  C  525-3078 

6  Fabian  Frank  525-3393 

1  Sullivan  Alice  C  Mrs  525-3514 

2  Goldman  Benj  525-3560 

3  Newman  Dorothy  325-3411 

4  Salomon  Alene  525-3418 

5  Peterson  Frances  M  Mrs 

6  Mac  Lean  John  D 

7  Gutch  John 

8  Sefton  Edw 

21  Torrence  Jane 

22  Marin  Jean  B 

23  Vacant 

24  Smith  Max  Mrs  525-3505 

25  Spahr  Eliz  M  Mrs  525-3463 

26  Sheeron  J  H 

27  ★  Farrender  Andrew 

28  Gould  Susan 

31  Vacant 

32  Harris  Ruth  C  Mrs  525-3608 

33  Bresnahan  Dorothy  525-3048 

34  Vacant 

35  Thomas  Geo  W  525-3253 

36  Vacant 

37  ★  Hotchkiss  Martha  Mrs 

525-3149 

38  Lo  Bello  Anthony  C  525-3406 

41  Tarr  Milton  L  525-3701 

42  Farrenden  Andrew  J 

43  Ouellette  Paul  525-3671 

44  Vacant 

45  Williams  Joseph  525-3797 

46  Anderson  Geo  525-3468 
>  47  Ogren  Ingrid  525-3583 

48  Conrad  Florence  D  Mrs 
525-3156 

1  Tedescho  Wm 

2  Vacant 

72  Gabriel  Apartments 

★  Gannett  Danl 

★  Isaacs  Richd 
CLIFF  RD  BEGINS 

79  O’Hara  James  W  ®  525-3227 
85  Horwitz  Joshua  @  525-3643 
89  ★  Tebo  James  525-3872 

Martell  Richd  L  ®  525-3007 
Vacant 

93  Hakim  Gabriel  ®  525-3665 


★  Purpura  Jack  281-1847 

6  Finazzo  Philip  ®  283-4997 
Doucette  Thos  L  Jr  281-2031 

7  Bancarotta  Pasquale  281-0012 
Ciaramitaro  Joseph  283  8258 
Orlando  Andrew  ©  283-8872 

8  Serio  Sebastiano  ©  283-2151 
10  Zerilli  Anthony  B  281-0063 

Zerilli  Leo  ®  283-2925 

12  Favaloro  Serafino  J  ® 

283-6586 

Favaloro  Gussie  Mrs  283-2797 
Orlando  John  W  283-2523 

13  Saunders  Herbert  E  ® 

283-0221 

14  Aiello  Anthony  P  ®  283-1590 
★  Mannino  Joseph 

15  Ciaramitaro  Joseph  ®  283-7374 

16  De  Wolfe  Josephine  A  Mrs  @ 

283-7478 

17  Strescino  Robt  C  ®  283-2644 

18  Mayo  Jeanne  F  Mrs  ® 

283-2396 

18  %  Sallah  Fredk  J  ®  283-5184 

19  Me  Eachern  Ann  E  ® 

283-3796 

20  Misuraca  Thos  Jr  ®  283-7681 
Pacheo  Frank  281-1883 

21  Ciaramitaro  Michl  ®  283-8495 
Bsmt  Jarvis  John  T  283-7922 

22  Demetri  Augustus  S  Jr 

283-752 6 
Albertson  Neil 

23  Ernest  Margurite  Mrs  283-5679 

24  Bouchie  Philip  L  ®  283-0708 

25  Snow  Curtis  L  283-5351 
Lovely  Edgar  C  283-0534 

27  No  Return 

Cranston  Barbara  A  Mrs 
283-2920 


24 

LIGHTHOUSE  RD 

(ANNISQUAM)— NORWOOD 
HEIGHTS  TO  WATERFRONT 

ZIP  CODE  01930 
Annisquam  Harbor  Light  Sta 
i  Deo  James  283-0573 


13 

LIBERTY  ST  —FROM  65 
PLEASANT  TO  14  ALLEN 

ZIP  CODE  01930 
4  Favazza  Jack  ®  283-6153 


LINCOLN  AV  —FROM  33 
BLYNMAN  AV  TO 
EMERSON  AV 

ZIP  CODE  01930 


5 
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PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  T el.  283-0884 

100 


LINCOLN  AV — Contd 
LINCOLN  PK  BEGINS 
5  Oakes  Eliz  Mrs  ®  281-0141 
9  Mullins  Esther  M 
11  Anderson  Frank  W  ©  283-4458 
13  Larkin  Edw  H  ©  283-9421 
15  Lumbruno  Geo  P  ©  283-4764 
LINCOLN  PK  ENDS 
17  Gentile  Rosario  J  ©  283-7352 
21  Strople  Ellen  R  Mrs  © 

283-0578 

23  Cottone  Salvatore  J  281-0943 
27  Murray  Thos  E  ©  283-7135 
★  Murray  Robt  P 
29  Viator  Ellen  M  Mrs  © 

283-2348 


5 

LINCOLN  PK  —FROM  2 
LINCOLN  AV  TO  20 
LINCOLN  AV 

ZIP  CODE  01930 

1  Jussila  Deborah  281-2773 

2  White  May 

3  ★  Fiers  Cath  283-9466 

4  Damon  Mabel  Mrs  283-6792 

5  Reynolds  Eleanor  M  283-7594 

6  Hunt  Vera 

7  Greel  Ethel  M  Mrs  283-8255 

8  Burton  Carol  Mrs  281-0363 

9  Anstess  Louise  Mrs  283-2559 

10  Barratt  Margt  Mrs  283-6853 

11  Olson  Melvin  283-6027 

12  Vacant 

13  Geyer  Eleanor  M  Mrs  283-4982 

14  Joyce  Susannah  Mrs  283-8265 

15  Thomas  Dorothy  E  283-3867 

16  Nelson  Helen  M  Mrs  283-1506 

17  Cluett  Hubert  283-6005 

18  Robinson  Edna  Mrs 

19  Harvey  Helen  M  283-1461 

20  Adams  Geo 

21  Kinghorn  Florence  Mrs 

283-1437 

22  Vacant 

23  ★  Moody  Laura  A  283-4720 

24  De  Coste  A  Laura  Mrs 

283-6285 

25  Conley  Estelle  M  Mrs  283-4800 

26  Easier  Marjorie  Mrs  281-0811 

27  Ellis  Rachel  H  Mrs  283-8667 

28  ★  Souza  Kath  O 

29  Webber  Margt  283-7334 

30  Oliver  Estelle  M  283-6767 
32  Burns  Cath  Mrs 


33  Burke  Mary  A 

34  Curtis  Ellen 

35  Frasso  Louise  E  283-3579 

36  Savage  Eliz  M  Mrs  283-8834 

37  Lewis  Mary  J  Mrs  281-1945 

38  Vacant 

39  Ginn  Gretchen  Mrs  281-1786 

40  ★Clifford  Nellie  283-4463 

41  ★  Me  Eachern  Elva  M  283-3573 

42  Borgeson  Blanche  F  283-5056 

43  Thibeault  Emma  283-6012 

44  Garron  Lillian  S  283-8693 

45  Brancalone  Mamie  283-3655 

46  Buckley  I  Laura  Mrs  283-2546 

47  Dorr  Harri  283-0036 

48  Cheek  Mildred  283-0669 

49  Young  Harold  P  283-7281 

50  Savioja  Olive  F  Mrs  283-6817 

51  Johnson  Alex  J 

52  Lovell  Ivy  R  283-5786 


9 

LINCOLN  ST  (WEST 

GLOUCESTER)— FROM  579 
ESSEX  AV  TO  WALKER 

ZIP  CODE  01930 
6  Serrano  Joseph  H  ©  281-0485 
8  Sponagle  Evelyn  E  Mrs  © 
283-8792 

11  Williams  Howard  V  © 

283-8108 

12  Wilkins  Dexter  H  ©  283-5938 
17  Hiawatha  Hotel  (massasoit 

spiritualist  camp) 

19  ★  Harvey  Clinton  F  lobster  trap 
mfr  283-3294 

28  Massasoit  Spiritualist  Camp 
283-3294 


20 

LINDEN  AV  (MAGNOLIA) 
FROM  41  NORMAN  AV  TO 
DEAD  END 

ZIP  CODE  01930 
Burke  P  Gregory  ©  525-3187 
Maranhas  David  P  525-3576 
Hays  Kenneth  ®  525-3126 
Harrington  Lee  ©  525-3296 
Carr  Lloyd  ©  525-3770 
Vacant 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6813 
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6 

LINDEN  RD  —FROM  36 
WHEELER  TO  A  DEAD  END 

ZIP  CODE  01930 

3  Sonia  Thos  J  ©  283-4392 

4  Saputo  Vincent  ®  281-0525 

5  Smith  Sandra  Mrs  ® 

7  Poole  A  Dewey  ®  283-6509 

8  Gove  John  W  Jr  ®  281-0853 

9  Davis  Kenneth  B  ®  283-4927 

10  Ciaramitaro  Vito  ®  283-5879 

11  Murphy  Carol  Mrs  ®  281-2237 

13  Curcuru  Philip  Jr  ®  283-1589 

14  Vacant 

15  ★  Place  Vernon  L  Jr  283-2955 

16  Calomo  Vito  J  ®  281-0758 

17  Dewolfe  Charles  A  ®  283-6842 

18  ★  Mitchell  Rita  Mrs  ® 

19  Belanger  Wm  G  Jr  ®  283-5306 

20  Sinagra  Rose  Mrs  ®  283-9260 

21  Brown  Seymour  P  ®  283-4896 

22  ★  Young  Edw  ®  283-5338 
24  Budrow  Wm  H  ®  283-9165 
26  Nichols  Geo  B  ®  283-5246 


11 

LINKS  RD  —FROM  HIGH 
POPPLES  RD 

ZIP  CODE  01930 
★  Emero  Geo  A  bldg  contr  ® 
283-0894 

Martin  Wm  F  ®  283-9150 
Bolten  John  ®  283-3888 
9  Harrison  David  E  ®  283-3707 


2 

LINNET  PL  —FROM  7 
SADLER 

ZIP  CODE  01930 

5  Perry  Mary  Mrs  283-3143 
Perry  Ernest  J  ®  283-8138 

6  Muise  Wm  E  ® 


21 

LINWOOD  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
70  PHILLIPS  AV  TO  HAVEN 
AV 

ZIP  CODE  01966 

1  ★  Meenan  Margt  546-6783 

2  Dole  Rosemary  C  Mrs  sum  res 

546-3126 


3  Vacant 

7  Willett  Fredk  W  ®  546-6012 

9  No  Return 

10  ★  Mac  Isacc  Alf  Jr  546-7398 


7 

LINWOOD  PL  (LANESVILLE) 
FROM  1001  WASHINGTON 

ZIP  CODE  01930 
4  Lake  John  M  ®  283-7961 
6  Faulk  Herman  A  Jr  ®  283-2005 
Faulk  Herman  A  ®  283-6944 
9  Summer  Res 
14  Dyer  Wm  W  ©  283-4018 
13  Roland  Charles  A  sum  res  ® 
283-5458 

19  Scalli  Frank  J  ®  283-3955 


17 

LLOYD  ST  —FROM  21 
CENTENNIAL  AV  TO 
HAMPDEN 

ZIP  CODE  01930 
3  Victorine  John  C  ®  283-9425 
Gallagher  Kathleen  H 
Hobbs  Jeff 

Rear  Rutchick  Jeffrey  W  283-6958 
Rear  Vacant 

5  Costa  Carleton  L  ®  283-3341 

9  Hagstrom  Helmi  S  Mrs  ® 

283-7828 

10  Vacant 


20 

LOBSTER  LA  (MAGNOLIA) 
FROM  SHORE  RD  TO  DEAD 
END 

ZIP  CODE  01930 
2  Davis  Harry  J  Mrs  sum  res  ® 
525-3034 
Sum  Res 


11 

LQMA  DR  —FROM  15 
MARINA  DR  TO  A  DEAD 
END 

ZIP  CODE  01930 

2  Tarr  Kenneth  F  © 

3  *  Paritore  Mario 

4  Tettoni  Eliz  M  Mrs  ®  283-4541 

6  Asaro  Peter  ®  283-8458 

7  Anderson  Edwin  J  ®  281-1641 
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THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


m+o  /fo/  /pm 


ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 


Lantsvillt,  Sta.,  Glouctstar,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  213-1076 
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LOMA  DR — Contd 

9  Foley  Janet  M  ®  283-9028 


11 

LONG  BEACH  ST  — END  OF 
THATCHER  RD 

ZIP  CODE  01930 
Summer  Resident 


10 

LONG  BEACH  ST 
(ROCKPORT)— OFF 
THATCHER  RD  BEYOND 
BRIER  NECK 

ZIP  CODE  01966 
Long  Beach  Gate  House  toll  gate 
Long  Beach  Improvement  Assn 
a  Vacant 

a-1  Sena  John  R  sum  res  ® 
546-3162 

b  Devine  James  A  sum  res 
546-6369 

b-1  Black  Alex  W  D  sum  res  ® 
546-2697 

c  Johnson  Marion  L  sum  res  ® 
d  Martin  John  K  sum  res 
Martin  Howard  B  sum  res 
Bray  Edwin  P  sum  res  546-7321 

2  Starck  Grace  N  Mrs  sum  res 

546-2564 

3  O’Hare  Loretta  V  sum  res 
Regan  Margt  M  sum  res 

4  Hartnett  James  V  sum  res 

546-3646 

5  Lynch  Alice  F  Mrs  sum  res 

6  Babigan  Edw  sum  res  546-6150 

7  Athanas  Salvatore  sum  res 

546-2757 

8  Me  Kinnon  Mary  E  sum  res 

546-6369 

9  Jellow  Eleanor  D  sum  res 

546-3625 

10  May  Walter  R  sum  res 

546-6293 

11  Spurr  Newton  Mrs  sum  res 

546-6674 

12  Benjamin  Frances  A  Mrs  sum 

res  546-3170 

13  Morso  Milo  H 

14a  Tully  Francis  J  sum  res 
546-2793 

14-b  Sena  John  R  sum  res 
546-3162 


14-c  Mac  Laughlin  Laurence  S 
sum  res 

14-d  Mitchell  Herbert  G  summ 
res  546-3803 

14-e  Cantrell  Cecil  W  Jr  sum  res 
546-7186 

14-f  Gray  F  Robt  sum  res 
546-6313 

15  Breslin  Arth  J  III  sum  res 

546-3298 

16  Schofield  Leo  A  sum  res 

546-7004 

17  Curley  John  D  sum  res 

546-3226 

18  Chicataubut  Inn  564-3342 

20  Me  Latchey  Allen  H  sum  res 

21  Duffy  Frank  H  sum  res 

546-6488 

22  Games  Harry  G  sum  res 

23  Love  John  F  sum  res  ® 

24  Dennison  Stanford  W  sum  res 

546-3678 

25  Kenney  Allan  F  sum  res 

546-6674 

26  Mullen  J  Chester  sum  res 

546-6581 

27  Steele  Carroll  K  sum  res 

546-3624 

29  O’Grady  John  W  sum  res 

546-3921 

30  Steele  J  Quinton  sum  res  ® 

31  Steele  John  Q 

32  Horne  Edwin  P  sum  res 

546-6579 

33  Havican  John  R  sum  res 

546-3630 

34  Lyons  Frances  sum  res 

35  May  Paul  D  sum  res  546-2251 

36  Kendrick  Joseph  sum  res 

546-3082 

37  Donahue  Barbara  Mrs  sum  res 

38  Butman  Paul  M  sum  res 

546-3125 

39  Butman  Douglas  E  sum  res 

546-3115 

40  Kelley  Le  Roy  sum  res 

546-7220 

41  Huston  Ralph  C  Mrs  sum  res 

42  Patten  Robt  A  sum  res 

546-3831 

43  Richard  Henry  J  sum  res 

546-3615 

45  Sullivan  Walter  T  sum  res 
546-6148 

47  Stavis  Betta  H  sum  res 
546-3649 


Cape  Ann  Area 

^  . . . iA  ■  ^  A  ■* 

Chamber  of  Commerce 


t30  MAIN  ST. 


TELS.  283-1601  AND  283-1602 


GLOUCESTER.  MASS.  01930 
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LONG  BEACH  ST  (R) — Contd 

48  Donohoe  Wm  F  sum  res 

546-3280 

49  ★  West  Albert  R  sum  res 

50  Stewart  Alf  D  sum  res 

546-3683 

51  Donohoe  Fred  sum  res 

52  Carlson  Peter  C  sum  res 

546-3606 

53  Cohen  Leon  S  sum  res 

546-6537 

54  Pratt  Chas  sum  res  546-6109 

55  Hochberger  Fred  sum  res 

546-3695 

56  Rockwood  Vernon  G  sum  res 

546-3858 

57  Seldon  Alvin  W  sum  res 

58  Vacant 

59  Johnson  Geo  W  Jr  sum  res 

60  Me  Carthy  Helen  sum  res  ® 

546-2841 

61  Westell  Wm  E  sum  res 

62  Dohanian  Hagop  M  sum  res 

546-3632 

63  Ratsey  Louis  A  sum  res 

546-3658 

(64  Merrill  Florence  B  Mrs  sum 
res  546-3604 

65  Kling  John  D  sum  res 
546-3208 

66  Cobb  Edwin  B  sum  res 
546-6559 

67  Tarr  Eliz  F  sum  res 
68  ★  Shaidon  M  Lois  Mrs  summer 
res 

69  Doig  Geo  sum  res 
70  Murray  David  B  sum  res 
70-a  Prescott  Barbara  S  sum  res 
546-2552 

70-b  Tedesco  Angelo  J  sum  res 
546-2125 

70-c  Me  Innis  John  A  sum  res 
546-6163 

70-d  Cutter  Laura  V  Mrs  sum 
res 

70-e  Thomas  Geo  W  sum  res 
546-7255 

73  Nelson  James  H  sum  res 
74  Downer  Cath  H  Mrs  sum  res 
546-6441 

75  Gnerre  James  sum  res 
546-3881 

76  Sheehan  Edmund  J  Jr  sum  res 
546-3118 

77  ★  Jackson  Aarne  sum  res 
78  Long  Michl  sum  res  546-3607 


Me  Cartny  Mary  sum  res 

79  Jellow  Eleanor  D  sum  res 

80  Martin  Edw  W  sum  res 

546-3687 

81  Marston  H  Bardwell  sum  res 

82  Riess  Edw  G  sum  res 

83  Simmons  Harriet  A  Mrs  sum 

res  546-3664 

85  Collins  Philip  R  sum  res 

283-3504 

86  Davis  Arnold  B  sum  res 

87  Pappas  Steph  J 

88  Benson  Edw  B  sum  res 

89  Fanjoy  Frank  Mrs  sum  res 

90  ★  Me  Carthy  Geo  R  sum  res 

91  Duffy  Frank  N  sum  res 

93  Thompson  Joseph  R  sum  res 

546-7217 

94  Manno  Louis  J  sum  res 

546-7295 

95  Lynch  Ernest  sum  res  546-2949 

96  Lynch  John  J  sum  res 

546-7566 

97  Karb  Gladys  D  sum  res 

99  Nettel  John  P  sum  res 

100  Sykes  Walter  L  sum  res 

546-2754 

101  Steel  John  Q  sum  res 

102  Thanos  Wm  J  sum  res 

546-7125 

103  Rice  Mary  E  sum  res 

546-6543 

104  Tibbetts  Harris  H  sum  res 

105  Bagley  Marie  C  sum  res 

546-3696 

106  Fox  Robert  sum  res 

107  Morrison  Wm  sum  res 

546-3378 

108  Carbone  Richd  P  sum  res 

109  Hardy  Bernard  J  sum  res 

546-6238 

110  Curran  John  R  sum  res 

111  Hannifan  Mary  E  sum  res 
Buckley  Audrey  Mrs  sum  res 

113  De  Tour  Francis  L  sum  res 

114  Manning  Alice  C  Mrs  sum  res 

115  Devir  Ralph  J  sum  res 

546-2006 

117  Sullivan  Richd  sum  res 

546-3697 

118  ★  La  Fond  Roger  D  546-3886 

119  Leland  David  P  sum  res 

546-3616 

Billings  Richd  sum  res 

120  Brenton  S  Bennett  Jr  sum  res 

546-7291 


a 

REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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LONG  BEACH  ST  (R) — Contd 

121  Camille  Richd  J  Jr  sum  res 

122  Clark  Wm  G  Jr  ®  546-3079 

123  Limone  Joseph  sum  res 

124  Jellow  Phillip  G  sum  res  ® 

546-7208 

125  Grammas  Arth  G  sum  res 

126  Hannifan  Fred  K  sum  res 
128  Me  Carthy  John  sum  res 
134  Talbot  Ward  sum  res 

137  Hammond  John  W  sum  res 

546-2915 

138  Scipoine  Alf  V  sum  res 

139  Me  Garry  Guy  A  sum  res 

546-7205 

145  Manno  Louis  J  sum  res 

146  Steele  Carroll  K  sum  res 

147  Vacant 

156  Hardy  Bernard  J  sum  res 

189  Brown  Carlton  K  sum  res 

190  Bolser  Madolyn  V  Mrs  spm 

res  546-2985 

191  Gattuso  Dominic  sum  res 

546-6159 

197  Galligan  John  F  sum  res 

546-7344 

198  Collins  Danl  sum  res  546-7354 

199  Pratt  Chester  R  sum  res 

546-3826 

200  Galvin  Margt  T  Mrs  sum  res 

201  Hartnett  Charles  F  sum  res 

546-3336 


LONG  BRANCH  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
END  OF  POINT  DE  CHENE 
AV  PIGEON  COVE  TO  VINE 
AV 

ZIP  CODE  01966 

I  Kaplan  Benj  sum  res  ® 

546-3188 

3  Gordon  Irwin  B  ®  546-3097 

II  Mosely  Howard  sum  res 
18  Lorish  Robt  E  summer  res 

546-6250 

Perry  Gerald  summer  res 
Sullivan  Max  W  sum  res  ® 
546-6510 


9 

LONGVIEW  RD  (WEST 
GLOUCESTER)— FROM 
BUNGALOW  RD 

ZIP  CODE  01930 
11  Bates  Wm  sum  res  283-0447 
Gleason  Mary  E  summer  res 
283-4462 

Gleason  Edw  F  Jr  sum  res 
283-3188 

Barss  Martin  A  summer  res 
283-7579 

Jones  Francis  A  sum  res 
Roopenian  Aram  sum  res 
283-1326 

Jones  Francis  A  sum  res 
283-5337 

3  O’Connell  Frances  J  sum  res 
283-3393 

LONGVIEW  TER  BEGINS 


9 

LONGVIEW  TER  (WEST 
GLOUCESTER)— FROM 
LONGVIEW  RD 

ZIP  CODE  01930 

2  Cugini  Lawrence  H  sum  res 

283-4794 

3  Shea  Brendon  sum  res  283-4159 
De  Long  Nancy  M  sum  res 

281-1869 

Cook  Wm  J  summer  res 
Murphy  Dennis  sum  res 


9 

LOOKOUT  RD  (WEST 
GLOUCESTER)— FROM 
STANWOOD  RD  TO 
FERNWOOD  HEIGHTS 

ZIP  CODE  01930 
Stanley  Ralph  ®  283-6059 
★  Bell  Robt  C  281-1563 
Mullen  Henry  F  ®  283-3183 


5 

LOOKOUT  ST  —FROM  31 
BEACON  TO  22  EXCHANGE 

ZIP  CODE  01930 

2  Favazza  Maria  Mrs  ®  283-1962 

4  Brancaleone  Gaetano  G  ® 

283-5243 

5  Bertolino  Badasa  W  ®  283-5721 


ROSE’S  OIL  SERVICE  Inc.  & 
ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS 


395  Main  SI. 

Gloucester,  Mass.  01930 


283-3334 

283-3335 
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LOOKOUT  ST— Contd 

6  Gale  Clifford  H  ®  283-0654 

8  Groppo  Matteo  283-8150 
Cusumano  Giovano  ®  283-1724 
★  Cusumano  Phillip 

9  Silva  Lillian  M  Mrs  ®  283-4588 
9V4  Souza  Alfred  283-1513 

10  Giacalone  Paolo  ® 

Giacalone  Nicholas  landscape 

gdnr  283-4089 

11  Rudolph  Archie  ®  283-6941 

12  Harris  Hart  ©  283-0592 

14  Hendy  Fredk  C  pntr  ® 

283-0053 

Bowman  Clara  M  .Mrs  283-4925 

15  Knowles  Sheldon  O  © 

283-1597 

16  Interrante  Gasper  Jr  ® 

283-8912 

Interrante  Sami  281-2539 
COMMONWEALTH  AV 
INTERSECTS 

21  Scalo  Raymond  J 

22  Darrah  Wm  E  ©  283-2786 

23  Tocco  Dominic  F  ®  283-9148 
Tocco  Vincent  J 

24  Marshall  James 

Pusateri  Salvatore  ©  283-9482 
Rear  ★  Pramos  Peter  N 

25  Cottone  Frank  © 

26  Markuson  Ethel  M  Mrs  ® 

283-0831 

27  Cecilio  Custodio  Jr  ®  283-7746 

28  Feener  Richd  H  ®  283-6762 

29  Phetteplace  Rosemarie  Mrs 

283-7393 

Piraino  Anthony  S  ©  283-6745 


11 

LORING’S  CT  —FROM  4 
CROSS 

ZIP  CODE  01930 
8  Burnham  Newell  L  283-1359 
10  Stoneham  James  C  © 

Doucette  Mildred  J  283-4230 


21 

LOS  ANGELES  AV  (PIGEON 

■  COVE) — (ROCKPORT)-FROM 

HAVEN  TO  PHILLIPS  AV 

ZIP  CODE  01966 


20 

LOWE  DR  (MAGNOLIA)— OFF 
ENGLEWOOD  RD  TO 
NORMAN  AV 

ZIP  CODE  01930 

1  Mineo  Michl  ©  525-3209 

3  Linquata  Michl  L  ®  525-3166 

5  Marcantonio  Laurence  G  ® 

525-3573 

2  Libby  Donald  525-3474 

6  Darby  Philip  525-3024 

4  Grammas  Peter  A  ®  525-3228 

9  Lazarus  Friedel  Mrs  ®  525-3685 
8  White  James 

10  Stathopoulos  Harry  A  © 

525-3668 

SACKVILLE  BEGINS 


13 

LOWE  SQ  —JUNCTION  OF 
SHEPHERD  AND  PLEASANT 

ZIP  CODE  01930 


10 

LOZANT  PL  (LANDS  END) 
(ROCKPORT)-FROM 
PENZANCE  RD  TO 
RUTHERN  WAY 

ZIP  CODE  01966 
Schwartz  Louis  A  546-3608 
Werman  Lester  sum  res  546-2704 
Werman  Martha  sum  res 


10 

LUCIA  RD  (LANDS  END) 
(ROCKPORT)-FROM 
IRVANA  RD  TO  A  DEAD 
END 

ZIP  CODE  01966 
Bowen  David  C  sum  res  © 
546-6973 

Buchanan  Leonard  sum  res 
Perry  R  Kenneth  sum  res 
546-2232 

23 

LUZITANA  AV  —FROM  75 
FRIEND 

ZIP  CODE  01930 

7  Silveria  Helia  C  Mrs 

8  Gonsalves  Joseph  © 


ISO 

co 


s> 


Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 

Leading 

Agency 

For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


CAPE  ANN 

Auto  Glass  (Installed  Whilo-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

TEL.  283-4732 _ 216  MAIN  ST.~ GLOUCESTER 
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LUZITANA  AV — Contd 

9  ★  Silva  Emerio  281-0586 

★  Ferreira  James  ® 

10  Alves  Lawrence 


8 

LYNNDALE  AV  (WEST 
GLOUCESTER)— FROM  215 
ESSEX  AV  TO  263  ESSEX  AV 

ZIP  CODE  01930 

3  ★  White  Carol  A 

4  Snow  Reginald  A  ®  283-6493 

5  Hunson  Donald  G  ®  283-6727 

6  Merchant  Joanne  Mrs  ® 

7  Favazza  Peter  P  ®  283-2196 

9  Morin  Theo  G  ®  283-5965 

10  Sinagra  Margt  E  Mrs  © 

283-6010 

12  De  Coste  C  Freeman  ® 

283-8720 

13  ★  Morin  Roland  ®  283-3428 

14  Sova  Bernard  A  283-6994 

15  ★  La  Donna  John  283-8708 

16  Vacant 

17  Silva  Mildred  B  Mrs  ® 

22  Gibbons  Robt  ®  283-4131 

24  Poirier  Louis  E  ®  283-5241 

25  Sova  Clayton  R  ®  283-4044 

26  Reed  Ruth  G  Mrs  ®  283-1239 

27  ★  Maxwell  Richd  J  ®  283-7990 

28  Perry  Barbara  V  Mrs  283-3871 

33  Mac  Arthur  Douglas  A  ® 

281-0249 

34  Viator  Joseph  ®  283-2050 
36  Vacant 

39  Vacant 


LYNWOOD  AV  (WEST 
GLOUCESTER)— FROM  278 
ESSEX  AV 

ZIP  CODE  01930 
1  ★  Duval  Edw  P  281-2716 

4  Cooley  Alvah  B  ®  283-9362 

5  Gibbs  C  Henry  ®  283-9083 
10  Parsons  Ralph  C  ®  283-8896 


19 

MACOMBER  RD  —FROM  6 
CHERRY  HILL  RD  TO  A 
DEAD  END 

ZIP  CODE  01930 
Gallagher  Alton  H  ®  283-3793 


Harris  Hugh  B  ®  283-7883 
Me  Carthy  John  F  ®  283-5360 
Genovese  Paul  R  ®  281-0055 
Marino  Anthony  J  ®  283-1693 
Gouzie  Wilfred  J  ®  283-7117 
Billante  Mary  L  ®  283-6508 
Saunders  Joseph  ® 

Clifford  Donald  H  ®  283-6738 
Wonson  Austin  B  ®  281-0351 
Bertolino  Jerome  ®  283-3893 
Newell  Jones  E  ®  283-5127 
Parisi  Nicholas  A  ®  281-0697 


MADISON  AV  —FROM  207 
WASHINGTON  TO  10 
ACACIA 

ZIP  CODE  01930 

3  Pallazola  Salvatore  283-7537 

4  Ryan  Robt  J  ®  283-9136 
BEAUPORT  AV  BEGINS 

5  Taylor  Edith  P  ®  283-3072 
KNOWLTON  SQ  ENDS 

7  Ellis  Fred  L  carp  ®  283-8102 

9  Porper  Wm  H  ®  281-0675 

10  Scola  Jerome  J  ®  283-5776 

12  Pallazola  Robt  J 

11  Fanning  Mary  K  ®  283-1929 

13  Parisi  John  B  ® 

MADISON  CT  BEGINS 

14  Alves  Nettie  Mrs  ®  283-5796 

15  Harmon  Gertrude  F  Mrs  ® 

283-0528 

Rear  ★  Gasdik  Margt  A 
MADISON  CT  EXTEN  BEGINS 

16  ★  Lehr  Harold  W  281-0205 

17  Black  Barbara  P  Mrs  ® 

283-1802 

MADISON  SQ  BEGINS 
SPRINGFIELD  ST  ENDS 
20  Hobbs  Richd  E  281-2391 
36  Madruga  Bros  bldrs  &  realty 
281-1010 

Madruga  John  P  ®  283-5247 
38  Mitchell  Edw  ®  283-1374 

40  Grace  Carleton  J  ®  283-6140 

41  Magnolia  Beauty  Salon 

283-4316 

Rose  Florence  L  Mrs  ® 


MADISON  CT  —FROM  13 
MADISON  AV 

ZIP  CODE  01930 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel— 2S3-3940 

1 8  Whittemore  St.  _ Gloucester,  Mass.  01930 
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MADISON  CT — Contd 

2  Flynn  Michl  F  ®  283-8916 

3  Sutera  Joseph  A  ®  283-5106 

4  Freeman  Jennie  L  Mrs  ® 

283-1658 

5  Roberts  Ronald  F  ®  283-1307 

6  Odum  Andrew  T 


25 

MADISON  CT  EXTN  —FROM 
14  MADISON  AV  TO  15 
ROCKLAND 

ZIP  CODE  01930 
3  Riley  Hannah  F  Mrs  ® 

283-6568 

5  Asaro  Rosario  ®  283-2851 

7  Parisi  Paul  S  ®  281-0713 

8  Geary  Gladys  E  Mrs  ® 

283-4789 

9  Town  Burr  L  281-2624 

11  Rogers  John  ®  283-2180 

12  Shaw  Betty  A  ®  283-3545 

13  Tocco  Anthony  ®  281-0456 

14  Murphy  Teresa  M  Mrs  ® 

283-4834 

15  Nicastro  Philip  ®  283-3272 
GLOUCESTER  AV 
INTERSECTS 


25 

MADISON  SQ  —FROM  21 
MADISON  AV  TO  30  GROVE 

ZIP  CODE  01930 
19  Cunningham  M  Clayton  music 
tchr  ®  283-1528 
22  Spinola  Thos  J  ® 

24  Nickerson  Eva  M  Mrs  ® 
283-1277 

26  Linehan  Gertrude  L  ® 

283-5805 

28  Favazza  Salvatore  J  ® 

283-4533 


20 

MAGNOLIA  AV  (MAGNOLIA) 
FROM  JUNCTION  SHORE 
RD  FULLER  AND 
NORMAND  AV  TO  300 
ESSEX  AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
COLE  SQUARE  BEGINS 
RAYMOND  BEGINS 


Indigo  Indian  Boutique  art 
gallery 

1  Rideout  Lee 

2  ★  Riley  Timothy  L 

3  ★  Cooper  Fred 

2  Archie’s  Restaurant 

Dort  Archibald  W  ®  525-3185 

3  Burke  Hugh  J  Jr  ®  525-3104 

8  Dort  Richd 

4  Magnolia  Service  Station 

525-3461 

6  Abdo  Robt  A  mason  contr  ® 

525-3119 

Greenquist  Roy  525-3703 
Gannett  Dennis  525-3541 
Fiers  Robt  525-3598 
Martin  Dennis  525-3528 
Robinson  Kenneth 
Amoroso  Patrick  525-3382 
★  Smith  Chester  525-3772 
6a  Gagnon  Robt  J  Jr  525-3700 
Rear  Piraino  Thos  525-3477 

7  ★  Piscitello  Mary 

9  Goodwin  Harold  M  525-3111 

11  Whynot  Joseph  R  ©  525-3206 

12  Hermann  Russell  525-3237 
ENGLEWOOD  RD  BEGINS 

14  Lycette  Charles  525-3476 
14r  Wood  Gertrude 

Rear  Wood  Dorothy  A 

15  Duclos  Kath  W  ®  525-3439 
17  Ciaramitaro  Sami  J  ® 

525-3129 

16  Apartments 

1  ★  Forse  Emil  H  525-3438 

2  ★  Schuman  Mary  J  Mrs 

3  Smith  Paul  525-3248 

4  Nelson  Vera  525-3081 

5  Moore  Bertha  Mrs  525-3440 

6  Enos  Albert  Jr  525-3757 

7  Sawler  Ola  525-3171 

8  Mondello  Carole  A  525-3014 

9  ★  Greeke  Lola  R 

10  Vaiarella  Joseph  525-3719 

11  ★  Koenig  Arth 

15  Cardos  Alice  L  Mrs  525-3422 

16  Gills  Judy  525-3070 

17  Raymond  Mark  525-3839 
BUTLER  AV  BEGINS 

19  Hoyt  Dana  ®  525-3889 

21  Lane  Oliver  J  ®  525-3246 
22a  Sturtevant  Roger  525-3071 
22r  Gale  Lynne  525-3514 
23  Taylor  Phillip  F  ®  525-3375 

20  Rose  Everett  ®  525-3696 
29  Piscitello  Vito  ®  525-3415 


GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.,  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 
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MAGNOLIA  AV — Contd 
17  Ciaramitaro  Linda  R 

29  Michael  Geo  F  525-3075 
Paul  Carl  A  ®  525-3481 

22  Whiting  Clayton  E  photog  ® 
525-3572 

Esson  James  E  ®  525-3484 

30  De  Vere  Elmer  C  ®  525-3174 
32  Conlon  Dennis  J  ®  525-3692 
34  Moore  John  525-3440 

Mac  Rae  Joyce  Mrs  525-3610 
40  Hines  Geo  A 

49  ★  Fialho  Paul  ®  525-3690 

51  Burbridge  Walter  Jr  ® 

525-3158 
42  Vacant 

44  Blynman  School  525-3241 

50  ★  Baughn  Peter  G  ®  525-3068 
54  Brown  Joan  L  ®  525-3294 
60  ★  Eady  Dennis  ®  525-3571 

52  Welt  Donald  G  ®  525-3329 
63  Kallas  Zafiro  C  Mrs  ® 

525-3242 

Rear  Cook  Peter  E  bldg  contr  ® 
525-3123 


Rear  No  Return 

113  Harris  Thos  J  Jr  ®  525-3170 
Newman  Wm  E  ®  525-3370 

114  Davis  Clarence  O  bldg  contr 

®  525-3345 

115  Zager  Philip  J  ®  525-3369 

116  Favalora  James  A  ® 

117  Heisey  Paul  B  ®  525-3356 

119  Camelia  Ruth  M  Mrs 

525-3594 

Rear  Mac  Rae  Robt  ®  525-3867 

120  Cobleigh  Frank  W  ®  525-3307 

121  Ross  Joseph  J  ®  525-3100 

122  Nickerson  Frank  Jr  525-3558 

123  Carter  Michl  525-3539 

126  6  Carter  Randell  C  525-3239 

127  Me  Gann  Joan 
Boudreau  Arth  R  525-3733 
Mitchell  Alan 

128  Mac  Feeley  James  H  ® 

525-3657 

Hart  Wm  L  ®  525-3628 
130  Me  Laughlin  Richd  ® 

525-3251 


•3  £  *  * 
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Rear  Hyde  Geo  S  coml  artist 
525-3457 
77  Vacant 

Rear  Hunt  Edw  E  summer  res 
Rear  Kennedy  Kenson  ®  525-3448 
Magnolia  Point  Cemetery 
66  French  Albert  S  Jr  ®  525-3674 
68  Vacant 
Vacant 

Hamilton  Maude  Mrs  525-3410 
Rear  Vacant 

75  Parsons  Jeffrey  N  ®  525-3634 

8 

WESTERN  AV  INTERSECTS 
101  Davis  Neil  E  525-3769 

104  Brown  Edna  S  Mrs  ® 

525-3686 

105  Rattray  Janet  L  Mrs  ® 

525-3687 

106  Geraghty  Richd  B  ®  525-3159 

108  Costa  Evelyn  Mrs  ® 

109  Webster  Thompson  ® 

525-3777 

Blake  Joan  M  Mrs 

110  Stone  Chester  S  Jr  ® 

525-3672 

111  Valaskatgis  Nicholas  ® 

525-3278 

112  Chapman  Ronald  C  ® 

525-3710 


Morgan  Edith  M  Mrs 
525-3188 

130r  ★  Morgan  Fredk  525-3867 
132  Tognazzi  Albert  N  Jr  ® 
525-3675 

134  Edmonds  John  F  ®  525-3330 

135  Lowe  Edwin  E  ®  525-3607 

137  Edmonds  Wm  E  ®  525-3614 
Bennett  Victor  A  525-3322 

138  Chabot  Edgar  Y  525-3654 
141  Bradford  Peter  525-3697 
Rear  Markham  Donald  T  525-3564 
144  Kimmence  Geo  H  ®  525-3108 
146  Sawyer  A  Franklin  ® 

525-3624 
Borgstrom  Wm 

148  Norris  Lucy  E  Mrs  masseur 
®  525-3346 

153  Fiers  Alice  D  Mrs  ®  525-3157 

154  Hoysradt  Violet  P  Mrs  ® 

525-3372 

155  Sawyer  Frank  Co  carp-bldr 

525-3624 

156  Rich  Loring  E  ®  525-3192 
158  Cape  Ann  Industrial  Park 

Hiltz  Robt  C  Inc  movers  loc 
&  long  distance  283-2520 
Mass  Coastal  Seafoods  Inc 
283-3221 

Thermet  Inc  porous  bronze 
filters  &  parts  281-1000 


MAGNOLIA  AV — Contd 

Rule  Industries  Inc  marine 
instruments  281-0440 
Services  International  Inc 
281-1163 

Westlund  Industries  Inc 
163  Plunkett  Linda  J  525-3744 
166  Carpenter  James  ®  283-6892 
179  Vacant 

9 

200  ★  Thompson  Wm  R  281-2644 

201  Vacant 

202  Muise  Mark  E  ®  283-5681 
204  Anderson  Clara  M  Mrs  ® 

283-8703 

204 Vfe  Almeida  Anthony  A 
281-0887 

362  Hutchings  Willis  O  ® 

283-8527 

368  Haight  Lawrence  J  ® 
281-1075 

WALLACE  CT  BEGINS 
370  Lane  Russell  A  ®  283-6719 
377  Gibbs  Beatrice  W  Mrs  ® 
283-5451 

381  Gray  Richd  W  ®  281-0230 
383  Walkama  Edw  ®  283-9089 
385  Munroe  Dorothy  E  ® 
283-3190 


16 

MAIN  ST  —FROM  JUNCTION 
WASHINGTON 
COMMERCIAL  AND  ANGLE 
TO  JUNCTION  DUNCAN 

ZIP  CODE  01930 
2  acant 

4  Captain  Bill  restr  283-9863 
7  Ryan  Service  Center  281-2026 
9  Saint  Peters  Club 

MANSFIELD  WAY  BEGINS 
26  Cape  Ann  Modernizing  Corp 
281-1114 

★  Clifford  Jean  E  Mrs 
CHISHOLM  CT  BEGINS 
29  Virgilio’s  Italian  Grocery  & 
Bakery  283-5295 
San  Filippo  Maria  Mrs 
283-7484 

San  Fillipo  Calogero 
31  Jimmie’s  Barber  Shop  283-1455 
33  Gloucester  Shoe  Repairing 
35  Aiello  Salvatore  283-5712 
Pascucci  Antonio 


36  Italian  Villa  Inc  restr  283-6186 

37  Mike’s  Pastry  &  Coffee  Shop 

283-5333 

40  West  End  Grocery  283-6186 
SHORT  BEGINS 
West  End  Grocery 

42  Freddy’s  Barber  Shop 

43  Coffee  And  Company 

44  Vi  Ball  Dorothy  Mrs  283-6597 

45  West  End  Furniture  Exchange 

Inc  used  furn  283-6091 
Chatwood  Walter  A 

46  Gloucester  West  End  Taxi 

Service  Inc  283-3200 

47  West  End  Furniture  Exchange 

Inc  (storage) 

48  Whitmarsh  Store  The 

locksmith  283-0047 

49  West  End  Furniture  (storage) 

53  Gloucester  Used  Furniture  & 

Antiques  283-8721 
★  Garret  Don 
55  Vacant 

63  Vacant 

64  Greel  E  A  Inc  clns  283-2272 

65  White  Rainbow  Inc  281-0017 
67  Vacant 

69  Babson  Memorial  Library 

283-5624 

70  Sargent-Murray-Gilman 

Hough  House  historical  house 

71  Vacant 

76  Self-Service  Shoe  Outlet 
283-1024 

79  Sears  Roebuck  &  Co  (Parking 

Lot) 

80  Winter  David  J  283-8227 

82  Public  Finance  Co  (Br) 

283-8300 

83  Sears  Roebuck  &  Co  283-1300 

84  Busy  Bee  Inc  restr  283-9537 
86  Busy  Bee  Block 

88  Vacant 

90  Beef  &  Bun  283-5662 
Av  ★  Tupman  Suzan 

92  Pope  Jonathon  ® 

93  Henry  The  Hatter  men’s 

furnishings  283-4450 
PORTER  BEGINS 

94  Senior  Home  Care  Service 

96  North  Shore  Gas  Co  283-1250 

97  Wander  Inn  Shop  283-0331 

98  Massachusetts  Electric  Co 

283-7110 

99  Tobacco  Shop 

100  Armstrong  Building 


WILLIAM 

E. 


JEWELER 


REG  JEWELER 
AM  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware' 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GtOUCESTER 
MASS. 
01930 
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DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 


110 


MAIN  ST— Contd 

Miceli  Frances  A  dentist 
283-6252 
101  Vacant 
CENTER  BEGINS 
103  Wine  Philip  Shoes  Inc 
283-4343 

★  Sutherland  Roy 

★  Manning  Warren 

105  Winters  Kenneth  283-2804 

107  Dewing  Travel  Service 

283-8310 

108  Proctors  Building 

Wright  M  B  Stationery  Store 
283-1100 

108  Vfe  Schred  B  Fabric  Store 

283-0760 

109  Cape  Ann  Savings  Bank 

283-0246 

110  Mawhinney  Harry  F  jwlr 

283-0330 

111  Cape  Ann  Savings  Bank 

Building 

Rooms 

2  Harrison  David  E  lwyr 
283-7432 

2  Babson  David  E  lwyr 

283-7432 

3  Cunningham  &  Kerr  ins 

283-3280 

3  Bagshaw  James  H  lwyr 
283-5759 

Independent  Order  Of  Odd 
Fellows  283-0446 
Savings  Bank  Hall 
Ocean  Lodge  91  (IOOF) 

112  Aune’s  Yarn  Shop  283-4848 

114  Harrison’s  Housewares 

115  Ben’s  Wallpaper  &  Paint  Co 

283-6541 

117  Art  Jewelry  Co  Inc  283-0092 

118  Luigi’s  Restaurant  restr 

283-9761 

119  Andrews  Building 
Favazza  Salvatore  J  ins 

283-3950 
★  Curley  Thos  J 
Noyes  Kirk 

120  Building  Entrance 
Rooms 

1  American  Instrument 

Exchange  Inc  lab  research 

2  Atlantic  Fisherman’s  Union 

283-1167 

3  Merchant  Earle  T  lwyr 

283-1370 


4  North  Shore  Credit  Bureau 

Inc  283-0889 
Ayers  Carroll  E  lwyr 

5  Vacant 

6  Kaplan  David  B  lwyr 

281-0605 

9  Gloucester  Fisherman’s  Fund 
283-2645 

121  National  Butchers  Inc  gro 

283-2852 

122  Radio  Shack  283-3040 

123  Vacant 

Fischer  Max  C  lwyr  283-5361 
Stathopoulos  Harry  A 
Insurance  Agency  283-5000 
Marion’s  Beauty  Shop 
283-4350 

124  Nick’s  Pool  Parlor  283-9856 

125  Blanchard  William  E  Jeweler 

283-1185 

126  Gay  Margt  L  Mrs 
Martin  Harry  J  283-6291 

128  Bergengren  Building 
Rooms 

1  Fisherman’s  Institute 

2  Fisherman’s  Institute 

3  Vacant 
I  4  Vacant 

5  Wonson  Carroll  W  dentist 

283-4503 

6  Ross  Donald  J  lwyr  283-4344 

6  Ross  Realty 

7  Vacant 

8  Vacant 

9  Suzanne’s  Studio  283-8940 

129  Benjamin’s  283-0048 
HANCOCK  INTERSECTS 

130  Cape  Ann  Area  Chamber  Of 

Commerce  283-1601 

131  Larsen’s  Shoe  Store  283-2462 

132  B  &  B  Reading  Center 

281-2053 

133  J  K  Systems  283-0089 

134  Bob’s  Haberdashery  283-0452 

136  Curtain  Shop  The  283-0555 

137  Carroll  Cut  Rate  Perfumer 

138  Canteen  Discount  health  & 

beauty  aids 

139  Brigham’s  ice  cream-candies 

281-2914 

140  Coakley  Building 
Rooms 

1  Largos  Geo 

3  Visnick  Howard  L  lwyr 

283-1368 

4  Vacant 


GLOUCESTER  SUPPLY  COMPANY 

Tcls.  283-7800  — -  283-7801 

4  Parker  Street  Gloucester,  Mass.  01930 

in 


MAIN  ST— Contd 

Voutiritsa  Sophie  Mrs  ® 
283-1835 

141  Mac  Dowell’s  Stationery  Inc 

283-7604 

142  Mister  Charles  Hair  Stylist 

281-2982 

144  Ayers  Charles  L  lwyr 
283-4100 

Hull  Richd  L  lwyr  283-4440 
144%  Gloucester  Sea  Food  Wkrs 
Union  Dist  Loc  15 
283-4100 

146  Mac  Lean  John  D  barber 

283-9693 

Tartas  Philip  lwyr  283-3850 

147  Gloucester  National  Bank  Of 

Gloucester  283-0610 
151  Gloucester  Delicatessen 
283-4500 

153  Butcher  Shop  The  283-9672 

154  Cape  Ann  Bank  &  Trust  Co 

283-3131 
159  Vacant 

Sherwin-Williams  Co  The 
(Br)  283-5191 
PARSONS  BEGINS 
161  North  Shore  Furniture  Co 
283-0094 

168  Sittos  Discount  281-2988 
171  Empire  Clothing  Co  283-3212 
178  Sterling  Drug  Store  Of 
Gloucester  Inc  283-0230 
PLEASANT  BEGINS 

180  Vacant 

181  Grant  W  T  Co  dept  store 

283-3980 

185  Douglas  &  Jordan  Office  Bldg 
Cape  Ann  Security  Agency 

283-0228 

Lambros  International  seafood 
broker  281-0040 
Boston  Mutual  Life  Insurance 
CO(BR)  283-4370 
Overall  Economic 
Development  Committee  Of 
Cape  Ann  non  porfit  orgn 
281-1744 

W  V  C  A  radio  studio 
283-3700 

186  Pressroom  The  281-1270 
Coastal  Tire  &  Appliance  Inc 

281-0200 

- 

DUNCAN  ST  BEGINS 


191  Natl  Marine  Fisheries  div 
environmental  assessment 
193  Police  Court  Building 
City  Police  Dept 
District  Court  Of  Eastern 
Essex 

Probation  Ofc 
City  Harbor  Master 

195  Hub  Building 
Vacant 

196  Gloucester  Credit  Union 

283-7590 

Karem’s  Army-Navy  Store 
283-6180 
ELM  BEGINS 

199  Goldman’s  Inc  store  283-1331 
201  Great  Atlantic  &  Pacific  Tea 
Co  283-9747 

203  Rich  C  H  Liquors  283-0073 

205  Clicky’s  Men’s  Shop  283-1654 

206  Cameron’s  Restaurant 

281-1331 

207  Dick’s  Shoe  Store  283-3598 

209  Douglass  Pharmacy  283-3330 

210  Chris  Lee  Dar  Rand  283-2126 

211  Juniors  Inc  281-2909 
Dunkin  Donuts  (Juniors  Inc) 

216  Cape  Ann  Glass  dealer 
283-4732 

CHESTNUT  BEGINS 
216%  Ernies  Cape  Ann  Diner  Inc 
restr  283-6594 
218  Ciulla’s  Barber  Shop 
220  Cape  Ann  Shop  The  card  & 
gift  shop  283-2572 
222  Block  H  &  R  Co 
MANUEL  F  LEWIS  RD 
BEGINS 

226  Gloucester  Discount  Sales 
Curds  &  Whey 

232  Giles  Of  Gloucester  accessories 
283-3603 

234  ★  White  J  Andrew 
Vacant 

Anderson  Linda 
236  Vacant 

238  Parkhurst  Television  & 

Appliance  Co  Inc  283-0034 
Rear  Vacant 
Rear  Vacant 
Rear  Vacant 
242  Vacant 

244  Oyster  Shell  Inc  The  used  clo 
281-0654 

246  Nelson’s  (Stge) 

246 %  Vacant 
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MAIN  ST— Contd 

Dober  Beatrice  Mrs 
248  Nelson’s  fishermn’s  sup 
283-5675 

248%  Johnson  Nina  S 

Roberts  Helen  F  283-2031 

259  Shopping  Center  Parking 

Area 

260  Doucette  Edw  S  locksmith 

283-4539 

261  Laventis  Geo  P  lwyr  283-3835 

263  Liquor  Locker  The  283-0630 
Gloucester  Central  Package 

Store  Inc  liquor  283-0630 
Knitwear  Gloucester 

Manufacturing  Co 
Inc  283-4145 

264  Green  Tavern  Inc 
264%  Vacant 

265  Vacant 

266  Vacant 
266%  Vacant 

267  Color  &  Pattern  Inc  paint  & 

wallpaper  283-4020 

268  Vacant 

269  Page  Peggy  Beauty  Salon 

283-1605 

271  Vacant 

U  S  Navy  Recruiter  Station 
trans 

272  Vacant 

273  Vacant 

274  Gloucester  Dispatch  Inc 
274%  Vacant 

275  C  &  A  House  Of  Pizza 

276  Gloucester  Dispatch  Inc  (Rear 

Door) 

281  North  Shore  Theatre  283-1936 
SPRING  BEGINS 
284  Schultz  Transit  281-2141 
Gleason  Refrig  Serv  Inc 
281-1684 

288  Automotive  Distributors  Inc 

(Br)  283-7730 

289  Vacant 

291  Vacant 

292  Vacant 
Vacant 

294  Whynott  Charles  A  ® 

283-4677 

Hale  Rose  F  Mrs  283-4303 

295  Vacant 

296  Arabian  James  F  283-2770 

297  Morris  Barber  Shop 

298  No  Return 

★  Malenski  John 

300  Lovasco  Sebastian  J  © 

283-2333 

301  Lil  Earl’s  restr 

302  Catulo  Joseph  S  283-5261 
304  Vacant 

308  Mac  Lean  Archie  A  © 

Snyder  James  N  ©  283-6037 


311%  Simon’s  Sport  Center 
283-0186 

312  Bradley  Hilda  V  Mrs  283-2806 
Young  A  Maude  Mrs  © 

PROSPECT  ENDS 

313  Hydaway 
Fran’s  Lunch  Inc 

VINCENT  BEGINS 
320  Sea  Cold  Service  Inc  trucking 
283-5546 

320%  Rockport  Dye  House 
283-0064 

324  Lovasco  Luncheonette  &  Subs 
281-1528 

Rimini  Jay  Paintings 

326  ★  Rowl  Leo 

326%  Maggies  Antiques 

327  Gorton  Corp  The  Inc  whol 

fish  &  coldstorage  283-3000 
PEW  LA  BEGINS 

328  Gaechter  Raymond  R  283-8100 
Bari  Frank 

Almeida  Helen  V 

Pratt  Helen  M  Mrs  283-6693 

Carl’s  Antiques 

330  Vacant 

Amero  Kath  Mrs  283-2072 

331  Pew’s  Wharf  fish 

332  Lopes  Isabel  C  Mrs  © 

283-3503 

Vacant 

Vagos  Marcalo  S  283-6986 

333  Gorton’s  Parking  Lot 

334  Crow’s  Nest  food  &  lodging 

283-0300 

335  Union  Hill  Laundry  283-4346 
★  Baker  Delores 
Darlington  Laura  E  Mrs 

283-2175 

336  Moore  Leonard  F 
Flasher  Nathan 

HERRICK  CT  BEGINS 

337  Vacant 

338  Rossi  Margt  Mrs  ©  283-4408 
Gloucester  Schoaner  Co 

antiques  &  used  furniture 

339  Dunn  Ruth  A  Mrs  © 

283-8704 
HOWE  BEGINS 

342  Schooner  Race  The  281-2344 
ALPER  RD  BEGINS 
352  Jim’s  Pet  Shop  pet  supplies 
283-9172 
Berry  Eliz  Mrs 
ROWE  SQ  BEGINS 
354  Used  Furniture  Center 
283-9172 

358  Union  Cold  Storage 
SCOTT  BEGINS 

365  Rose’s  Atlantic  Station 

283-3335 

366  ★  Martin  Arth  281-0621 
Mitchell  Joseph  Jr 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Moss.  01930_ Tel.  283-141 
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Mitchell  Joseph  ®  281-0872 
370  Vacant 

373  Cape  Ann  Electric  Co  motor 

repr  283-5600 

374  Vacant 

375  Cape  Ann  Animal  Aid 

Associated  Inc  humane 
shelter  283-6055 

376  Vacant 

377  Jordan’s  Wharf 
Rear  Gorton  Corp  fish 

384  Vacant 

385  Cape  Ann  Automotive 

Supplies  Inc  283-6533 

386  Etc  antiques  283-1495 
386a  Art’s  Barber  Shop 

388  Ciolino’s  Pharmacy  283-1010 

391  Vacant 

392  Vacant 

EASTERN  AV  BEGINS 
395  Rose’s  Oil  Service  Inc  & 

Transportation  Inc  283-3334 
397  Vacant 
401  Vacant 
405  Vacant 
Rear  Vacant 
417  Vacant 
Rear  Imperial  Wharf 
Rear  A  D  E  Food  Co  shrimp 
processing  283-5104 
445  Vacant 
447  Vacant 


27 

MAIN  ST  (ROCKPORT) 

FROM  DOCK  SQUARE  TO 
GLOUCESTER 

ZIP  CODE  01966 

1  Douglas  Fredk  T  546-2720 

★  Pettibone  John  W  546-2901 
la  Perry  Mary  E  Mrs  ®  546-2720 
PIER  AV  BEGINS 

2  Marr  Alex  K  shoe  repr 

Rear  Poole  Ruth  C  Mrs  546-3593 

4  Christian  Science  Reading  Room 

library  546-2392 

5  Vacant 
Framery  The 

Paradise  Aquarium  546-7816 
Chandlery  The  546-7266 
Bowman  Gallery 
Bsmt  Peacock  Nest  The 

6  Robinson  Harold  546-6167 
Rear  Pitman  Helen  S  546-2852 


7  First  Church  Of  Christ  Scientist 

8  Roberts  Ralph  E  546-6612 
Rear  Packard  Marion  Mrs 

546-3541 

8a  Tarr  &  Marr  real  est  546-6831 
8b  Nicholas  Art  Gallery 
8c  ★  Downs  Julia  546-7559 

10  Strisik  Paul  Gallery  art 
Strisik  Paul  ®  546-2871 

11  Horizon  Gallery  546-3070 
Williams  Beatrice  L  ® 

546-3233 

Crouch  Frank  546-7240 
Holcomb  H  Laurence  546-3328 
11a  Callahan  Jack  Gallery 
546-3096 

Colburn  I  Marie  summer  res 
Wendell  Geo  R  summer  res 

12  Rockport  Art  Association 

546-6604 

13  Vacant 

15  Tuck’s  Pharmacy  Inc  546-6352 
Valente  Anna  summer  res 

16  Rockport  National  Bank 

546-3411 

17  Tuck  Geo  L  ®  546-2485 
Rear  Peterson  Marie  E  546-3474 

18  The  Utmost  art  gallery 

546-6227 

20  Crouch  Susan 

(Andover)  Topelo  Gallery 
546-2004 
Magic  Carpet 
Grass  Roots  546-2931 
Klodnicki  Gallery  546-7092 
Burton’s  Silver  Shop  jewelry 
546-3290 

SCHOOL  BEGINS 
First  Congregational  Church 

23  Steele  Carroll  K  Insurance 

Agency  Inc  546-2186 
Pitts  Mary  J  546-3989 
Baker  J  Wain  dentist  546-3020 
Rear  Corliss  Christopher  546-6702 

24  Brundage  W  Russell  ® 

546-3465 

JEWETT  BEGINS 
CLEAVES  BEGINS 
EDWARD  R  EVERETT  SQ 
INTERSECTS 

27  Oleana  By  The  Sea  546-9447 

28  Cooney’s  Barber  Shop 

29  ★  Maki  John  546-7264 

30  Margaret’s  Beauty  Shop 

546-2588 

Grimes  Elliot  W  ®  546-2430 
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31  Vacant 

32  Vacant 

33  ★  Cool  ter  Deborah  A  546-2778 
35  E  S  P  Gifts  546-6100 

37  Haskins  Block 

Rockport  General  Store  Inc 
546-6626 
37a  Vacant 

37  Kristina’s  Klip  Corner 
40  Price  Phyllis  Mrs  546-3885 
Hurd  Betty  G  Mrs  546-6068 

42  Clark  Paul  M 

43  Grade’s  Beauty  Lounge 

546-6211 

Rear  Taylor  Gordon  E  ®  546-2572 

44  ★  Pete  Ethel  546-6720 

★  Munro  Arth 

★  Ring  Millard  E  546-2621 

46  £  Lake  Darlene  546-2719 
Rockport  Cheese  Shop 

★  Parenteau  Elsa  M  Mrs 
546-3815 

★  Costa  Christian 

★  Smith  Allan 

47  Richdale  Dairy  Store  546-9402 
Thompson  Marion  546-3619 

Rear  Robertson  Geo 
47a  Churchill  Isabel  A  Mrs 
546-2585 

48  ★  Beloff  Anna  S  Mrs 
Burnham  Gertrude  546-3810 

★  Provty  Bertha  L  Mrs  546-2518 

★  Stuart  Peter 

Brooks  Marguerite  S  Mrs 
546-6961 

Blackington  Marion  P  546-6412 

★  Langshaw  Walter  © 

No  Return 

★  Thoms  John 

★  Wonson  Guy 

★  Christy  John 

49  Sandy  Bay  Shoppe  546-9422 
Dairy  Dip 

Aspesi  Hugo  546-7458 
Me  Whirter  Margt 

50  ★  Stewart  Wm 

★  Mosher  Claire  K  546-2607 
Wiberg  Christopher  R  546-3184 

51  Toad  Hall  Bookstore  546-7323 

53  Tarr’s  John  Store  genl  mdse 

546-6524 

54  Austin  Eliz  K  Mrs  ®  546-3335 
Sum  Res 

54a  Sum  Res 

55  Vacant 

★  De  Boer  Alida  Mrs  546-7479 
55a  Goodwin  Mary  546-3598 

56  Ring  Millard  E  ®  546-6586 

57  Flynn  Art  Gallery 

58  Cleaves  E  Eames  ®  546-2449 

59  ★Me  Lay  Paul  546-7787 
Rear  ★  Kirkley  Frances  546-7320 


Rear  ★  Mac  Dougall  Sarah 
546-6411 

Rear  Tinkman  Fannie 

60  Vacant 
HALE  ENDS 

61  Fence  Post  Gallery 
Rear  Agar  Les 

63  Rockport  Barber  Shop 
Rear  Kritcher  Larry  sum  res 

64  New  England  Tel  &  Tel  Co 

dial  ofc 

65  Rockport  Casuals  womens  clo 

546-7121 

66  Bloombergh  John  H  phys  ® 

546-6746 

67  Grimes  Elliot  W  real  est  ins  & 

notary  pub  546-6734 
Molloy  Paul  F  546-6561 
67a  Brown  Edith  M  546-2975 
67  rear  Donnelly  Alice  sum  res 
68a  La  Godmos  Theodore  546-2065 

69  Barker  R  M  &  Co  stock 

brokers  546-3492 

70  Griffin  Helen  C  Mrs  546-2919 

71  Curtis  News  news  dir  546-2216 
71a  Clarke  Vera  E  546-7039 

71b  Kinghorn  Robert  C  546-6348 

72  Upham  Arline  F 
Coleman  Shop  546-3196 
Coleman  Wess  A  ®  546-3196 

72a  Nelson  John  546-3700 
72b  Evans  Robt  T  ®  546-2343 

73  Bob’s  Beauty  Shop  546-9436 
Rear  Perry  Apartments  summer 

rentals 

Rear  Summer  Res  (5  Apts) 

74  ★  Gibney  Richd  M  ©  546-3867 

75  Orlando  Robt  J  546-7491 
Rear  Waterfront  Apartments 
Rear  ★  Webb  Le  Roy  L 
Rear  Muniz  Geo  R 

76  ★  Clark  Christopher  ®  546-2075 

77  Maytag  Coinomatic  laundry 

78  Remick  Albert  R  546-2600 

79  Poole’s  Drug  Store  546-6569 
No  Return 

Poole  Sidney  L  Jr  ®  546-6670 
BEACH  BEGINS 

80  ★  Schwartz  Marc  S  ®  546-6407 
80a  Wilson  Jean  M  Mrs  © 

546-6218 

HIGHLAND  ENDS 

81  Corner  House  The  546-7785 
Holm  Tora  ®  546-6084 
Anderson  Florence  O  546-6428 

82  Morgan  John  W  546-3470 
Rear  Purcell  Danl  A  546-3247 

83  ★  Miller  Flora  M  © 

84  Edgren  J  Urban  Mrs  © 

546-2847 

85  Tompkins  Gladys  B  Mrs  © 

546-2777 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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86  Rowell  Marie  L  Mrs  ® 

546-6780 
Sum  Res 

87  ★  Abbott  Jean  S  546-2128 
Phillips  Lura  H  Mrs  ® 

546-3008 

88  Goods  peed  Francis  E  ® 

546-6712 

91  ★  Dunham  Gregory  ®  546-7112 
91a  Paula’s  Jag  Lyn  Designs 

546-7112 

Rear  ★  Lusche  Jill  546-7161 
90  Clapp  Ronald  B  optom  ® 
546-6315 

BROADWAY  ENDS 
PARKER  ENDS 
DWIGHT  P  DUTTON  SQ 
INTERSECTS 

92  Brown  C  Bruce  phys  ® 

546-2795 

93  Seller  Arth  N  ®  546-3951 

94  Aho  Eric  ®  546-6857 

95  Kinslow  Marcia  Mrs  ® 

546-2504 

96  Sargent  Paul  F  546-6972 

97  Knowlton  Eliz  B  Mrs  ® 

546-2484 

99  ★  Meadows  Esther  M  Mrs 

546-7596 

Robertson  Lucille  W  Mrs 
546-6258 

MILL  LANE  BEGINS 

100  Taylor  Donald  J  ®  546-2885 

101  Larampee  Robt  P  lwyr 
Beaton  Real  Estate  546-6474 
Beaton  Harold  F  546-6474 

102  Hale  Myra  E  Mrs  ®  546-6898 

103  ★  Caufield  James  546-7173 

104  Lopez  Mari  Mrs  ®  546-3893 
UNION  LA  BEGINS 

106  Worden  Howard  B  ® 

546-2530 

106a  Rice  Mildred  W  546-2667 

107  No  Return 
Christopher  Charles  W  ® 

108  Bradley  Marjorie  T  Mrs 

546-2107 

Rear  Hale  Virginia  M  Mrs 
546-3382 

109  Me  Grath  Mildred  L  546-2959 
★  Shepherd  Eliz  D  546-6328 
Cook  Ramona  Graham 

Rear  Gamage  Sydney  S  plmb  ® 
546-2337 

Rear  ★  Mac  Neil  Mary  546-7457 


110  Quinn  David  K  546-3939 

111  Coe  Lloyd  R  ®  546-2638 

112  Niemi  W  John  ®  546-3010 
Rear  Vacant 

114  Toneatti  Raymond  J  ® 
546-2345 

116  Bollendonk  Gallery  art 

546-6083 

Bollendonk  Walter  W 
546-6083 

10 

HIGH  ENDS 

117  No  Return 

118  Buckley  Thos  J  ®  546-2039 
SPRINGFIELD  CT  BEGINS 

119  Salazar  Phelippe  A  546-7097 

121  Gabin  Gallery 

Gabin  Geo  J  ®  546-6246 
Rear  h  Napolitano  Joseph  546-6757 

122  ★  Mitchell  Gertrude  E  546-2407 
Crowell  Ethel  D  Mrs  ® 

546-2656 

123  Vacant 

★  Taylor  Helen  S  546-3729 
Harris  James  546-6723 

★  Zalaski  Felicia  R 
Day  Mary  V  546-6132 

CHESTNUT  DR  BEGINS 
AGAWAN  LA  BEGINS 

124  Brewer  Bernard  ^  ®  546-6809 
124 -a  Brewer  Wm  M  ®  546-3212 

125  Vacant 

126  Silva  Everett  C  ®  546-2567 
Rear  Parisi  Philip  L  546-2219 

127  Hayes  Julitta  M 
Montgomery  Wm  J  ® 

546-3204 

129  Hutchins  Harvey  L  ® 

546-6704 

130  Silva  James  B  Jr  ®  546-6801 

131  Hoyt  Wm  D  ®  546-6668 
RAILROAD  AV  BEGINS 

132  Tarr  Maria  F 

133  ★  Hayes  James  M  ®  546-2774 

135  Greenwood  Jane  B  Mrs  @ 

546-6090 

Vacant 

135V2  No  Return 

136  Bennett  Welding  Co 
Bennett  John  E  ®  546-2849 

Rear  Bennett  Hazel  E  Mrs 
546-6823 

137  ★  Digiovanni  Laura  546-7878 
137a  ★  De  Cruz  Peter  J  546-7577 

138  Johnson  Marion  Mrs  546-6724 
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139  Hooper  Susie  A  Mrs  ® 

546-2045 

140  ★  Miller  Timothy  F 
Rowe  Robt  J  ®  546-6640 

140a  Ellis  Wendy  A  546-6872 

141  Grayce  Margt  A  Mrs  ® 

546-6919 
Fox  Pamela 
POOLE’S  LA  BEGINS 

142  Francis  Evelyn  T  Mrs  © 

546-6666 

143  ★  Goerschner  Ted  L  546-7876 

144  Saint  Pierre  Joseph  A  ® 

145  ★Johnson  Louise  Mrs  546-7828 
Rear  Weiler  Geo  H 

146  Graham  Robt  M  Jr  ® 

546-2553 

147  Blanchet  Roland  C  ® 

546-6627 

148  Jenks  Eliz  B  Mrs  ®  546-3392 

149  Stevens  Garage  546-6660 

150  Wonson  Robt  K  ®  546-6959 

151  Stevens  Linda  ®  546-6365 

153  Morrell  Wayne  Gallery 
Morrell  Wayne  B  ®  546-2957 

153a  Vacant 

154  ★  Zeeman  Philip 

Rear  ★  Tuck  Robt  M  ®  546-3346 

155  Smith  Loma  A  Mrs  ® 

546-2776 

156  Anderton  Sherman  R  Jr  ® 

546-6469 

Rear  Rowe  Donald  G  ®  546-6563 

157  Gerrard  Everett  A  ® 

546-3824 

LAMB  HTS  BEGINS 

158  Lamb  John  L  ®  546-2767 
TARR’S  LA  BEGINS 

159  Stevens  Marion  Y 
Stevens  Edith  S  546-2386 

★  Stevens  Pauline  L  546-3022 
160 ★O’Brien  Anne  Mrs  546-7701 
161  Woods  Raymond  L  546-7489 
161b  ★  Johannsen  John  546-7134 

161  Jewell  Anne  E  546-6463 
Armstrong  Harriet  E 

Rear  Landergren  Stanley  E  carp 
®  546-2658 

162  Jones  Leslie  ®  546-2878 
162%  No  Return 

163  Vacant 

163a  Rankin  Mary  I  sum  res  ® 
546-6433 

163b  Gall  Eva  P  Mrs  ®  546-3995 
163c  Hunt  Beatrice  L  sum  res  ® 
546-2578 
163d  Vacant 

163e  Witham  Leslie  Mrs  546-3986 

164  Quinn  Anna  R  Mrs  ® 

546-2312 

165  Oakes  Helen  H  Mrs  ® 

546-6740 


166  Reilly  James  R  ®  546-2642 

167  Witham  Geo  B  carp  ® 

546-6647 

Rear  ★  Padre  John  B  Jr  ® 
546-3859 

1G9  Walima  Wm  W  ®  546-2788 

170  Elso  Mary  H  Mrs  ®  546-2956 

171  Under  Constn 
173  Under  Constn 

175  Vacant 
Rear  Vacant 

176  Vacant 

177  Burgess  &  Mackey  Inc  funeral 

dirs  546-6773 
Daulton  Dennis  J  ® 

178  Under  Constn 
Rockport  Water  Works 

Pumping  Sta  546-6992 

180  Bayliss  Doris  546-7140 

181  Fitzgerald  Joseph  A  546-2942 

182  No  Return 

183  Lattof  Albert  F  ®  546-6631 
Rear  ★Wonson  Wm  H  546-7309 

184  Powers  Christine  M  Mrs  ® 

546-3240 

184a  Young  Jessie  W  Mrs  ® 
546-6545 

186  Olson  Richd  A  ®  546-6924 

187  Sweet  Ralph  G  Jr  546-6397 

188  Tarvis  Joseph  R  ®  546-2742 

189  ★  Ryan  Kenneth  P  ®  546-7768 
191  Fisher  Geo  D  ®  546-7813 

Thibodeaux  Marie 

195  Balzarini  Robt  A  ®  546-3272 
Rear  Balzarini  Attilio  M  bldg 

contr  ®  546-3302 

196  Hiscock  Roland  V  546-3303 

197  Hull  Benj  F  Jr  ©  546-3091 
199  Hull  Myra  F  Mrs  ®  546-2002 
201  Yorra  Henry  ®  546-2687 

207  Mills  J  Harry  ®  546-2210 
209  Haskell  Francis  E  ®  546-2779 
211  Currier  Amaryllis  A  Mrs  ® 
546-6895 
213  Vacant 

213a  Silva  Ralph  F  546-6403 
213b  Silva  John  F  ®  546-2321 
Rear  Nelson  Ernest  G  ® 

Rockport  Town  Garage 
546-2205 

215  Moore  Pauline  J  ® 

Rear  Spina  Doria  J  Mrs  546-3274 
217  Thomson  Bessie  M  Mrs  ® 
546-3210 

217a  ★Smith  Fredk  C  546-6739 
Rear  Parady  Roger  J  ®  546-2198 
Rear  ★Frost  Sandra  A  546-6739 
219  Jewell  Albert  J  ®  546-3134 
221  Johnson  Wm  H  ®  546-2555 
225  Vacant 

Dixon  Wm  B  &  Son  Service 
Station  546-9409 
HODGKINS  RD  BEGINS 


PETROLEUM,  INC. 


iE  AC  OAST 


Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


1 5  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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227  Anker  Inn  546-7315 
WILDON  HTS  BEGINS 
231  Fears  Margt  C  Mrs  ® 
546-2565 

233  Mickelson  Barbara  M  Mrs  ® 
546-6024 

SHEHAN  TER  BEGINS 
POOLE  BEGINS 
237  Call  Wm  R  ®  546-6651 
239  Amero  Ralph  H  ©  546-2155 
245  Vacant 

247  ★  Laste  Earle  R  plmb  ® 
546-2100 

249  Selig  Freeman  J  ®  546-2136 
Babson  Museum  historical 
Rockport  Board  Of  Trade 


11 

MAIN  ST  EAST  —FROM 
JUNCTION  MAIN  AND 
EASTERN  AV  TO  EASTERN 
POINT  RD 

ZIP  CODE  01930 
2  Coastline  Realty  281-2020 
6  Hardy  Edw  A  283-4858 
8  Sonia  Paul  A  281-2152 
Richardson  Laura  S  Mrs  ® 

10  Sullivan  Patricia  Mrs 
Sheehan  Robt  W  283-6453 
12  Rogers  Mary  Mrs  ®  283-2420 
14  Hudder  John  J  Jr  ®  283-5699 
CROSS  ENDS 

16  La  Fond  Wm  R  ®  283-9085 
PARKER  BEGINS 
23  Mooter’s  Package  Store  Inc 
liquors  283-0941 
BASS  AV  BEGINS 

27  Monroe  Wayne  P  283-7361 
Barrett  Dorothy  G  Mrs 

283-4421 

28  Monroe  Donald  C  283-1369 

29  Munroe  James  P  283-9252 

30  Pacco  Salvatore  ®  283-2767 

31  ★  Le  Gallo  John  281-1485 
PARKER  CT  BEGINS 

I  33  Mack  Arth  F  ®  283-2108 

34  ★  Calnan  Mary  E  ®  283-4996 

35  ★  Reardon  Ronald  283-3480 

★  Cusick  Patk. 

STANLEY  CT  BEGINS 

36  Vacant 

AMERO  CT  BEGINS 

37  ★  De  Coste  John  S 

1  ★  Militello  Anthony  283-4709 


40  De  Grasse  Harry  C  ® 

Brown  Kath  T  Mrs  283-4257 

41  Maciel  Geo  ®  283-2698 

42  Roland  Joseph  Jr  ®  283-3933 

44  ★  Me  Carthy  Kevin 

Souza  Mary  B  Mrs  ®  283-7693 

45  Smith  Charlotte  C  Mrs 

283-1677 

Maciel  Josephine  Mrs  ® 
283-2473 

★  Calder  Clyde 
49  ★  Parco  Leonard 

Matheson  Ellsworth  F  283-1997 

52  Rioux  Gerard  X  ®  283-3290 

53  Ferris  Richd  A  ®  283-7936 
Lahti  Rudolph  J  283-4844 

54  Ward  Ethel  Mrs  283-5098 
Ferris  John  E  ®  283-1464 

WALL  BEGINS 
56  O’Donnell  Maurice  H  ® 

283-5683 

56 Vi  Menken  Herbert  W  283-2962 
60  Kanyan  Tamara  Mrs  ® 

283-0696 

62  ★  Richan  Bertha  O  Mrs  ® 
281-0277 

★  Garron  Everett 

64  Bull  Finch  House 
SAYWARD  BEGINS 
HOLLAND  SQ  BEGINS 
HASKELL  BEGINS 

65  Vacant 
PARKER  ENDS 

66  Harbor  Coffee  Hsop  281-2981 

67  Boley’s  Of  Gloucester  Inc  auto 

dealers  283-9200 

68  Smith  Richd  C  ®  283-5832 
70  Vacant 

74  ★White  James  R  ®  283-2119 
Apartments 

1  ★  Hewitt  Linda 
3  White  James  R  Jr 

75  Smith  Benjamin  A  Playground 
78  Sholds  Guy  E  283-0695 

Vickery  Mary  E  Mrs  283-7218 
Grey  Victoria 
86  Fletcher  Edw 
Vacant 

90  Thompson  Eunice  Mrs  ® 
283-3170 

York  Alfred  281-0646 

1 

HAMMOND  BEGINS 
95  Bob’s  Clam  Shack  restr 
283-7424 


* 


i 
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93  Kearsey  Robt  E  283-2583 
95  Vacant 

Captain  Joe  &  Sons  Inc  whol 
fish  283-1454 

Gloucester  Lobster  Co  whol 
283-4206 

Rear  Rocky  Neck  Sports  Fishing 
Dock  Trust  283-0313 

97  Tarbox  Fred  S  ®  283-7628 

98  Naves  Virginia  G  Real  Estate 

283-3823 

100  Boucher  Marion  H  Mrs  ® 

283-0949 

101  Me  Donald  Alex  J  ® 

283-2379 

Moore  Albert  H  Jr  283-0603 

102  Kearsey  John  J  ®  283-3256 

103  ★  Linquata  Louis  A  283-2393 

104  Olson  Mildred  L  Mrs  ® 
CLAY  COVE  INTERSECTS 

106  Burnham  Jennie  M  Mrs  ® 
283-3227 

108  Three  Lanterns  gift  shop 

281-0957 

★  Davis  Robt  C  283-1980 

★  Ekborg  Dennis  P  283-1029 

109  Hawks  Allen  281-1260 

110  Vacant 

Lewis  Carl  D  ® 

114  ★  Oliver  Barbara 
Cahill  Dorothy  M 

★  Lind  Helen  Anne  283-8677 
Re  Martin 

Cabral  Geo 

118  Party  Boat  Lounge  restr 
283-9833 

120  East  Gloucester  Service 
Station  283-9881 
Rear  Vacant 

CALEDONIA  PL  BEGINS 
CLAY  CT  BEGINS 
123  ★  Whynot  David 

★  Groves  Charles 
Waterfront  Gifts  &  Arts 

Rear  ★  Armstrong  David 

125  Hinckley  Charles  D  © 

283-7461 

126  Ferrini  Vincent  picture  frame 

mkr  283-5640 

128  Ercolani  Grace  M  Mrs  © 

283-4198 

129  Stickney  Mary  M  Mrs 

283-2857 

130  Johnson  Ellsworth  T  ® 
Johnson  Louis  E  ®  283-4292 

★  Trefry  Geo  L 

131  Naves  Veronica  J  Mrs 

283-4106 

132  ★  Dulong  Norman  J  III  ® 

283-6812 

134  Macdonald  Herbert  M 
283-8847 


★  Bradford  Doris  E  Mrs 
283-5325 

CHAPEL  BEGINS 
MONTGOMERY  PL  BEGINS 

135  ★  Pistenmad  Kathleen  Mrs 

136  Parsons  Wm  S  ®  283-3619 

139  Trefry  Keith  W  ®  283-5515 

140  ★  Mondello  Eug  Jr  ®  281-2695 

141  Rideout  Annie  R  Mrs  ® 

283-5937 

NORWOOD  CT  BEGINS 

142  East  Gloucester  Rest  Home 

283-1355 

Costa  Louise  Mrs 
145  ★  Cote  Grace  283-4048 
AVON  CT  BEGINS 

147  Woodcraft  283-2355 
Apartments 

1  ★  Wiktorski  Diane 

2  ★  Ginda  R  N 

3  ★  V rachos  Chris 

4  Vacant 

148  Vacant 
Custa  Howard 

149  Selig  Ralph  L  ®  283-5800 

★  Fortunato  Virginia 

150  Allen-Navco  Realty 
130 ★Beaver  Patk  283-7526 

150  ★  Lovasco  Michl 

Rear  Goodwin  Laura  E  Mrs  ® 
283-7869 

151  Vacant 

152  Dave’s  Gift  Shop  281-0544 

★  Irwin  Jean 

153  Church  The  281-2022 

154  Chowder  House  The 

155  Powers  Walter  J  Jr 
Barrett  Lillian 

★  Ragusa  Wm 
Kwceichizkie  Diane 

★  Sargent  Thos 
Waugh  Michl 

156  Silva  May  A  Mrs  283-1267 

158  Oliver’s  Market  283-0712 
HIGHLAND  BEGINS 
KNUTSON  SQ  INTERSECTS 

159  Quincy  Mkt  Cold  Stge  & 

Whse  (E  Gloucester  Pint) 
283-9690 

Seafood  Kitchens  Inc  fish 
processing  283-5563 
Rear  Caribou  Fisheries  Ltd 
283-5300 

160  ★  Normand  Robt  W  281-1249 

161  O’Hanley  Michl 

164  ★  Hyotte  Kevin  281-2855 
Clark  M  Agnes  Mrs  ® 

283-0982 
PLUM  BEGINS 

166  O’Brien  James  L  Jr  ® 

283-5234 

167  Barrett  Celeste  A  Mrs 
Lane  Ann  Mrs 
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E  MAIN  ST— Contd 

168  Adams  David  ®  283-6269 

169  Arnold’s  Wharf 

Arnold  &  Daughters  Florist 
283-1864 

169Vfe  Earthworm  The 

170  Lowe  Russell  ®  283-9551 

★  Amaral  Richd  281-1041 

172  Grossi  Nicholas  S  ® 

173  Cape  Ann  Apothecary 

283-0058 

174  Morash  Harriet  Mrs  283-5516 
Leveille  Noel  O  ®  283-4120 

176  Vacant 

Flaherty  Harold  F  283-2670 
178  Sacred  Cod  The  gifts  283-6675 

182  Simmons  Harriett  A  Mrs 

283-1540 
Fiers  Carl 

183  Parsons  Janet  ®  283-3723 

★  Payne  R  Stanley  283-8546 

186  Gore  Kenneth  L  art  gallery 

®  283-4438 

187  ★  Cavanaugh  Irma 

189  Williams  Alvin  P  Jr  ® 
283-6928 

Watson  Clara  Mrs 
Rear  Randazza  Albert  ®  283-4186 
193  Lee-Arns  Laundromat 
283-9725 

Rear  Clampett  Ralph 

195  Deep  Sea  Fish  Mkt  283-1544 

★  Santapaola  Joseph  283-7953 
197  ★  Cole  Foster  283-7132 

★  Fernald  Albert 

★  Connor  Gail  283-8865 

★  Symonds  David 

★  Armstrong  Mary 
Rear  North  Shore  Arts  Assn 

283-1857 

Rear  North  Shore  Arts  Assn 
Wharf 

Rear  Ask  Mister  Chick  Real 
Estate  283-1180 
Rear  Complete  Mistress  The 
Rear  Bowlen  J  Studio 
Rear  Reed’s  Wharf  Inc 

Pirate’s  Lane  Marine 
Winds  Of  Change 
199  ★Pettit  Martin  T  ®  283-8981 
199  Vi  Pertzoff  Allan 
201  Freebody  Gary  R 

210  Clark  Francis  A  ®  283-0353 

211  Ship’s  Store  The 
Beacon  Marine  Basin  Inc 

marine  eng  repairs  283-2380 

★  Oliver  Ralph 

★  Roes  Donald  281-2692 

★  Schlect  Sarah 

★  Smith  Vernell 
Rear  Alexander  John  C  ® 

283-2995 

Rear  ★  Sampson  Donald  283-5997 


Rear  Lufkin  Andrew  Jr 

Rear  Hahn  Andrew  M  281-1231 

Rear  ★  Hennessey  David  283-8431 

226  Yost  Stanley  F  ®  283-2174 

227  Leavitt  E  A  sum  res 
Rear  Story’s  Wharf 

228  No  Return 

229  Morse  &  Sibley  whol  fish  dlrs 
229a  Vacant 

230  Vacant 

GERRING  RD  BEGINS 

233  Vacant 

Re^r  Shoares  Garrett  Wharf 

234  Jensen  Jenny  ®  283-1881 

235  Robbins  Reproductions 
Carroll  Gallery 
Something  Else  Antiques 
Frame  Shop  546-6036 

236  Francis  Albert 

237  The  Poppi  Bu  Gifts  & 

Antiques 

238  The  Poppi  Bu  (storage) 

Tobey  Robt  D  ®  283-4055 

239  Barker  John  H  ®  283-0668 

240  Parsons  Richd  G  ®  283-1763 

241  Swinson  Everett  O  ® 

283-2522 

Swinson  Marjorie  E  Mrs 
artist 

242  Bell  John  P  ®  283-1107 
MT  PLEASANT  AV  ENDS 

245  Wentzell  John  J 
Skwark  Peter 
Gronin  John 
LEDGE  RD  BEGINS 

247  ★  Shore  Brian  283-2371 

248  ★  Churchill  Arth  F  283-2339 

249  ★Malloy  Thos  ®  283-3843 

250  Sullivan  John  J  ®  283-3576 

251  Stockbridge  Agnes  B  Mrs  ® 

283-4327 

252  Smith  Virginia  H  Mrs  ® 

283-1624 

253  Bartlett  Juliet  M  summer  res 

®  283-8706 
257  Vacant 

259  ★  Foster  Penelope 

Rear  Foster  Clinton  C  283-3957 

260  Xavier  Harold  ®  281-0462 

261  Hiltz  Robt  C  Jr  ®  283-6367 

262  Golden  Gull  Art  &  Crafts  The 

281-1903 

EASTERN  POINT  RD  BEGINS 
265  Gorton’s  Storage  No  3 

Sampson  Cecilia  E  Mrs  @ 
283-3846 

267  Brown’s  Yacht  Yard  (Show 
Room) 

269  Smith  Gardner  H  ®  283-7676 
271  Hall  Freeman  L  283-0559 
273  Railroad  Avenue  Market 
meats  &  gro  283-9724 
Murphy  Thos  J  283-0451 
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E  MAIN  ST— Contd 
Morton  Arnold 
★  Sandler  Neal 

Rear  ★  Robinson  Heidi  283-9533 
Rear  Vacant 
Rear  ★  Kulz  Sharon 
275  ★  Uhlendorf  Peter  ®  281-2526 
279  Yankee  General  Store 
281-2526 

281  ★  Huke  Eliz  T 
283  Me  Phee  Violet  E  Mrs  ® 
283-0450 

Me  Phee  Doris  E  ins 
285  ★  Caufield  Gerald  E  real  est  & 
ins  283-5939 

Me  Leod  Martha  C  Mrs  ® 
283-0252 


MALCOLM  RD  (WEST 
GLOUCESTER)— FROM  144 
ESSEX  AV 

ZIP  CODE  01930 
2  Hinckley  Edw  P  ®  283-2543 
4  Favazza  Sami  J  ®  283-6514 
6  Loiacano  Dominic  ®  281-0268 
8  Dench  Richd  G  ®  283-2860 


MANSFIELD  CT  —FROM  36A 
MANSFIELD 

ZIP  CODE  01930 
2  Sinagra  James  V  ®  283-4713 
4  Mac  Donald  Beatrice  Mrs  ® 
283-2950 


MANSFIELD  ST  —FROM  20 
WASHINGTON  TO  45 
WESTERN  AV 

ZIP  CODE  01930 
1  Vacant 

3  Palazola  Anthony  ®  283-0564 
Piraino  Bartholemew  J  283-6780 
Giovanni  Kath  P  Mrs  283-9320 

6  Burns  Marie  M  Mrs  ®  283-2889 

7  Hawes  Edw  V  283-1931 
Vacant 

8  Marr  Philip  G  ®  283-2891 
Marr  James  W 

Vacant 
10  Vacant 

12  Murphy  Louise  B  © 

14  Laiachino  Joseph  J  ®  283-5108 
14%  Parisi  Antonino  283-8233 

15  Speedway  Welding  281-0039 

16  Sully’s  Auto  Body  283-3829 

17  Auto  Truck  Service  283-0070 
19  Orlando  Alerio  F  281-0323 

Goldthwaite  Carlton  E  281-0667 


Vacant 

21  Peres  Virginia  G  Mrs  281-0584 
Carter  Wilbur  G  283-3014 

22  Spinola  Michl  ®  281-0743 

23  Vacant 
King  Steph  V 

23%  ★  Carpenter  Terry  L  281-2279 

★  Laine  Marion  C  Mrs 
283-5053 

★  Chambers  Peggy  D  283-4766 

24  Stephenson  Cora  L  Mrs  ® 

283-4726 

25  ★  Milne  Sandra  Mrs 

★  Putanseu  Peter 

26  Vacant 
Vacant 

RIGGS  INTERSECTS 
29  Testa verde  Salvatore  Jr  ® 

31  Scola  Matthew  P  ®  283-1069 
36  Ellis  Fredk  W 

★  Sousa  Susan  Mrs 
Havener  Stanley  L  281-0167 

36a  Ciluffo  Eug  ®  281-1227 
MANSFELD  CT  BEGINS 
36b  Curcuru  Sami  N  Jr  ® 

283-8511 

36%  Suranno  Leonardo  J 

38  Testaverde  Rosario  ®  283-4962 
No  Return 

39  Carlson  Anna  V  Mrs  ® 

283-0403 

40  Hubbard  Geo  E  ®  283-9270 

41  Puma  Joseph  A  ®  283-3897 
Burnhan  Joseph 

LEWIS  CT  BEGINS 
45  Bammarito  Harry  P  ® 

283-2159 

49  Scola  Thomas  ®  283-8752 
GILBERT  CT  BEGINS 
WESTERN  AV  INTERSECTS 

52  Vacant 

53  Feriante  Vito  ®  283-4031 
53%  Vacant 

55  ★  Rowley  James  281-2765 

Testaverde  Peter  J  ®  283-2866 


16 

MANSFIELD  WY  —FROM  23 
MAIN  TO  ROGERS 

ZIP  CODE  01930 


4 

MANUEL  F  LEWIS  RD 
—FROM  222  MAIN  ST  TO 
ROGERS  ST 

ZIP  CODE  01930 


20 

MAPLE  RD  (MAGNOLIA) 

FROM  OCEAN  AV  TO  LAKE 
RD 

ZIP  CODE  01930 
4  Johnson  Wilbur  S  ®  525-3352 


MAPLE  ST  —FROM  13 
WARNER  TO  8  MT  VERNON 

ZIP  CODE  01930 

I  Raymond  Mary  C  Mrs  ® 

283-2138 

Moore  John  281-2129 
Sherman  Charles  283-8863 

3  ★  Sullivan  Francis  Jr  ®  281-1909 

★  Williams  Victor  ®  283-6073 

4  Pallazola  Gaspar  283-4142 
Le  Vie  Annie  E  Mrs  ® 

283-2013 

5  De  Wolfe  Dominic  J  ® 

5%  Nocton  Madeline  J  Mrs  ® 
281-0369 
Salles  Ronald 

6  Lee  Roger  G  ®  283-0685 

7  Bennett  Winifred  ® 

8  Mondello  Peter  281-0939 
Giacalone  Claudia  Mrs 

9  Me  Grath  Grace  E  Mrs  ® 

283-4116 

10  Rodgers  Mollie  ®  283-7566 

II  Hendrickson  John  D  ® 

★  Bassi  Joseph 


13 

MAPLEWOOD  AV  —FROM  46 
PROSPECT  TO  69  POPLAR 

ZIP  CODE  01930 
RAILROAD  AV  BEGINS 
1  Peterson  Lawrence  N  Inc  plmg 
&  htg  contr  283-0560 
3  Polizzia  John  ®  283-3691 
Rudolph  Blanche  B  Mrs 
283-8156 

★  Favazza  Gaye  M 
7  Kyrouz  James  J  ®  283-2335 
SMITH  ST  BEGINS 
13  Whitten  Danl  J  ®  283-7047 
Rear  Vacant 
17  Vacant 

19  Turner  Ruth  J  Mrs 

★  Me  Leod  Grace  Mrs 

20  Bickford  E  H  Inc  whol  fruit  & 

produce  283-0416 
23  Rubin’s  Grocery  283-3745 
SHEPHERD  ENDS 
27  Hodge’s  Battery  Station 
283-9846 

18 


B  &  M  RR  INTERSECTS 
33  O’Donnell-Usen  (Storage) 
Gloucester  Eng  (Whse) 

36  Mally’s  Lounge  &  Carousel  Rm 
283-9754  % 

MAPLEWOOD  PK  BEGINS 
50  Works  Chevrolet-Olds  Inc  auto 
dlrs  283-4600 
57  Vacant 
Vacant 

59  Driscoll  Alice 

★  Main  Marie  Mrs 
Chidiac  Joseph  283-9581 

61  Joseph’s  Market  gro  &  meat 
283-0898 

65  Joseph’s  Coffee  Shop  283-9733 
CLEVELAND  ENDS 

69  Uncle  Moe’s  Inc  283-9730 

70  Lou’s  Auto  Body  283-4904 

71  Riordan  Jerome  281-1296 
MYRTLE  SQ  ENDS 
DERBY  CT  ENDS 

72  Vacant 
DERBY  ST  ENDS 

77  Vacant 

78  Dahlmer  John  W  283-7012 
Nasser  Fredk  C  ®  283-8319 

79  Jacobs  Danl  L  ®  283-3779 
Macauley  Sarah  S  Mrs 

283-1270 

80  Sutherland  Mildred  A  Mrs  ® 

283-7062 

Sutherland  Thos  A  carp 

81  Tarr  Wm  W  ®  283-5484 

82  Doucette  John  B  Jr  ® 

283-9422 

83  Maplewood  Sweet  Shop  bakers 

281-1444 

84  Mac  Gillivray  Wm  A  ® 

283-0469 

85  Laicone  Jerome  A  Jr  ® 

283-6023 

86  Barry  John  W  283-4776 

★  Smyth  Steven 

87  Curcuru  Salvatore  ®  283-0128 

88  Lane  James  O  Jr  283-1730 
Mattson  Dorothy  C  283-3223 

89  Prompt  T  V  Service  283-3321 

90  No  Return 

★  Reboca  John  283-1637 

91  ★  Crowley  John 
Vacant 

92  Carter  Herbert  P  ®  281-0370 

93  Winchester  Richd  R  281-1619 
Fairweather  Russell  J  283-4987 

Rear  Luster  Elliot  J  ®  283-0622 

94  Leavitt  John  K  281-0367 
Flaherty  James  M  283-8488 

95  Hurst  Irene  Mrs  283-9553 
Lopes  Joseph  P  281-0496 

96  Lewis  Francis  G  ®  283-6714 
Forrest  Alf 

97  ★  Sawler  Barbara  Mrs  283-3837 


122 


MAPLEWOOD  AV — Contd 

98  Billante  Lorenzo  P  ®  283-5068 
De  Franco  Matilda  Mrs 

283-5125 

99  Smith  Allyn  F  Jr  ®  281-1915 
Pedroni  Margery  W  Mrs 

281-1791 

100  Doucette  Fredk  H  ®  281-0748 

101  Mac  Innis  Geo  A  ®  283-2537 
101a  Vacant 

102  Vacant 

105  Maplewood  Realty  Corporation 

Of  Gloucester  281-0783 
Harris  D  F  &  Sons  Inc  sails 
awnings  283-0190 
Strong  R  A  Leather  Co 
281-2562 

Rear  Fisk  C  B  Inc  organ  mfrs 
283-1909 

Rear  S  &  S  Box  Co  box  mfr 
283-0004 

106  Lockwood  Franklin  W 

283-6485 

Joseph  Geo  S  ®  283-2967 
108  ★  Souza  Manuel  281-0005 
110  Kaleel  Mousa  283-0229 
112  Gillis  Jennie  J  Mrs  ® 

283-5052 
Chabot  James  B 

25 

GROVE  CROSSES 
114  Goulart  Erban  J  ®  283-2465 
Major  Selina  J  Mrs  283-6425 

116  Lukegord  John  A  ® 

Wood  Arth  M 

117  Vacant 

Francis  Hazel  E  Mrs  ® 
283-1813 

118  Boudreau  Mary  G  Mrs  ® 

283-8825 

119  Carroll  John  P  ®  283-0928 

120  Maplewood  School  281-2870 

121  Smith  Harry  N  ®  283-1383 

122  Christopher  John  J  ® 

283-8779 

123  Nicastro  John  B  283-6969 

124  Nunes  H  Augustus  Jr  ® 

283-6009 

Blatchford  Clarence  E 
281-0509 

125  Albertson  Alberta  O  Mrs 

283-7564 

Dawson  Fredk  283-9468 
Muniz  Steph  D  283-7112 

126  Pierce  Geo  A  Jr  ©  283-5148 
128  Langley  Josephine  Mrs  ® 

283-3956 

Wilson  Donald  H 
130  Campbell  Lloyd  ®  283-3557 
132  Karanko  Kusti  N  ® 

Main  Jesse  M  Jr 


133  Raizin  Frances  Mrs  ® 

283-4891 

Cloutman  Josephine  G  Mrs 
283-7381 

134  Amaral  Leonard  R  283-3849 
Whynott  Ernest  ®  283-8290 

135  ★  Duwart  John  D 
135V2  ★  Linquata  Leo  J 

136  ★  Johnson  John  ® 

137  Lemos  Mary  M  Mrs  ® 

283-2444 

YANKEE  DIVISION  HWY 
INTERSECTS 


GLOUCESTER  AV 
INTERSECTS 

148  Rhodes  Fredk  C  ®  281-0780 
MAPLEWOOD  CT  BEGINS 

150  Graham  Andrew  F  283-9058 
Belanger  Wm  G  ®  283-3235 

151  Allen  Thos  N  ®  283-3110 

152  ★  La  Flam  Edw  S  ®  283-5139 

154  Wonson  Russell  ®  283-8498 

155  Moody  Kathleen  E  Mrs 
159  Park’s  Service  Station  Inc 

283-5120 

163  Linsky  David  283-2229 


19 

MAPLEWOOD  CT  —FROM  148 
MAPLEWOOD  AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

3  Linsky  Beatrice  283-3107 

4  Me  Shara  Eliz  A  283-8004 

5  Tarr  Richd  L  ®  283-9384 

6  Maliski  Adam  F  ®  283-9016 

7  Vale  Richd  D  ®  283-7836 


18 

MAPLEWOOD  PK 
(GLOUCESTER  HOUSING 
AUTHORITY)— FROM  39-51 
MAPLEWOOD  AV  TO  14-28 
WILLOW 

ZIP  CODE  01930 

1  ★  Flannagan  Sandra 

2  Brown  Helvi  Mrs  283-4611 

3  Klyce  Gloria  J  Mrs 

4  Lundy  Ruth  F  Mrs  283-5371 

5  Brien  Olive  K  Mrs  283-0671 

6  Perry  James 

7  Genest  Thos  R  Jr  283-7586 

8  Clayton  Howard  E 

9  Sonia  Diane 

10  i  Carpenter  Nancy 

11  Beauparlant  Theo  W 

12  Brown  H  Douglas 

13  Carlson  Patricia  Mrs  283-4690 

14  ★  Francis  Manuel 


LAPLEWOOD  PK — Contd 

5  Soper  Barbara  J  Mrs  283-5055 

6  Kincade  Mary  E  Mrs  283-5520 

7  Mdise  Lucielle  Mrs  281-0788 

8  k  Morin  Corrinne  M  Mrs 

9  Beauparlant  Barbara 
0  ★  Brackett  Avis 

1  ★  Rowe  Diane 

2  ★  Eastman  Deborah  Mrs 

3  Stillman  Sylvia  Mrs 

4  ★  Stone  Marion 

5  Alexander  Mary  L  Mrs 

283-6327 

6  Blair  Marion  S  Mrs  283-5713 

7  k  Balestraci  Judy 

8  Williams  Flora  E  Mrs 

9  Clancy  Joan  Mrs  283-0944 

0  Carter  Frances  F  Mrs  283-2188 

1  Leavitt  Josephine  Mrs  283-8250 

2  ★  Paradis  Susan 

3  ★  Hartwell  Paula 

4  Gross  Jennifer  D  Mrs  283-3608 

5  Blair  Ellen  J  283-3312 

6  Havener  John  P  283-4426 

7  Randazza  Joseph  283-0756 

8  k  Barry  Myrtle 

9  ★  Mello  Annie  Mrs  281-1925 
0  Spanks  Marge  Mrs  283-4813 

1  Frontiero  Anthony  P  283-9350 

2  ★  Brien  Olive 

3  Ciluffo  Anthony  283-2936 

4  Cavanaugh  Sadie  Mrs  283-8114 
•5  Veno  Bertha  Mrs 

6  Maxwell  Nora  Mrs  283-6760 

7  Beauparlant  James  M 

8  k  Lopes  Simone 

.9  Patrican  Gladys  E  Mrs 
»0  ★  Hinchey  Mildred 
>1  ★  Mateus  Laura 
>2  Hinchey  Michl 
»3  ★  Me  Laughlin  Barbara 
14  Veator  Eliz  Mrs  283-6574 
>5  Gloucester  Housing  Authority 
283-4435 

>6  ★  Jackman  Barbara 
»7  ★  Ernest  Marjorie 

18  Mercurio  Jacquelyn  Mrs 

281-1389 

19  Jerome  John 

>0  Camille  Timothy 

>1  Lattof  Helen  M  Mrs 

>2  k  Meuse  Henry 

>3  Kilman  Blanche  Mrs  283-5394 

>4  Conley  Florence  Mrs  283-8252 

>5  k  Malloy  Francis 

»6  Fay  Cath  Mrs  283-1164 

>7  Behsman  Tessa  Mrs  281-0118 

>8  ★  Oliver  Diane 

>9  Cluney  Nellie  Mrs  283-5717 

10  Bowman  Vivian  Mrs  281-1782 

fl  ★  Moore  June  283-6658 

72  Chiancola  Judith  Mrs 

73  Eastman  Anna  L 
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74  Hill  Augusta  H  Mrs 

75  Catalini  Robt  281-0639 

76  Jensen  Audrey  Mrs 

77  Mac  Kinzie  Mary  E  Mrs 

78  *  Skinner  Geo  L  281-0224 

79  Hardy  Robert  R  283-7257 

80  k  Longo  Sara 

81  Skinner  John  F  283-5558 

82  Silva  Marion  L  Mrs  283-9014 

83  Cavanaugh  James  281-1928 

84  Wagner  Geraldine  Mrs 

283-3578 

85  Dimaria  Michl  283-2656 

86  k  Markuson  Augusta 

87  Lake  Donald  H  281-0733 

88  Barnes  Louise  H  Mrs  283-3936 

89  Frost  Charlotte  Mrs  283-1891 

90  ★  Ryan  Alf 

91  Stuart  Cath  D  Mrs  283-0109 

92  Digou  Barbara  H  Mrs 

93  Clark  Michl  F  283-0725 

94  Campbell  Carolyn  Mrs  283-5379 

95  ★  Bradstreet  Francis  X  281-0224 

96  Fulford  Thelma  A  Mrs 

281-0914 

97  Irvin  Evelyn  G  Mrs 

98  Babine  Donald  E 

99  k  Parisi  Joseph 

100  Clancy  Donna  Mrs 


1 

MARBLE  RD  —FROM 
OPPOSITE  89  MT 
PLEASANT  AV  TO 
ATLANTIC  RD 

ZIP  CODE  01930 
3  Rhodes  Edo  W  ®  281-1916 
5  Mannenen  Virginia  Mrs  © 
281-2069 

8  Marston  Peter  G  ©  283-7851 

9  Patash  Neal  Z 

10  Aldrich  Margt  M  Mrs  ® 

283-1191 

11  Cronin  Farrell  281-0909 

12  Wonson  Mildred  Mrs  ® 

283-3175 

13  Vacant 

14  Justice  Richd  E  ®  283-5625 

15  Morris  Henry  H  ®  283-2385 
23  Mello  Joseph  C  ®  283-6916 

HARRIET  RD  BEGINS 


1 

MARBLE  ST  —FROM  144 
MOUNT  PLEASANT  AV 

ZIP  CODE  01930 

5  Vacant 

6  Rich  Wm  ©  283-1967 

7  Hobbs  Ralph  G  Jr  ®  283-9273 

8  I.jdge  Howard  J  Jr  ©  283-8251 
Rear  Jaeger  Igor  ®  281-0077 
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MARBLE  ST — Contd 
Rear  Patten  Hollis  H  283-8439 

9  Morse  Thos  C  283-0869 

10  Arnold  E  Agnes  Mrs  ® 

283-4693 

Rear  Tysver  Lauren  E  ©  283-7545 
12  Carey  Walter  T  Jr  ©  283-5651 
Rear  Tysver  Oscar  O 
14  Nugent  Mary  J  Mrs  © 

283-2009 

14  Va.  Me  Carthy  Marie  E  Mrs  ® 

281-0070 

15  Goodwin  Harold  281-1956 

16  Pope  Clifton  T  ®  283-9431 
Rear  Jaeger  Waldemar  J  ® 

283-2818 

Rear  Byard  Geo  O  ©  283-8741 
18  Castle  Loring  L  Jr  283-3654 
20  Arnold  Richd  E  ®  281-0240 
30  Davis  Gerald  E  Builder 
283-0239 

Davis  Gerald  E  ®  283-0239 


2 

MARCHANT  ST  —FROM  4 
SPRING  TO  117  PROSPECT 

ZIP  CODE  01930 

5  Anderson  Harry  ®  283-7439 

*  Cogan  Alice 

6  Oliver  Gilbert  R  ®  283-6767 

★  Burnham  Robt  283-8384 

7  Tracy  John  J  physiotherapist 

283-3185 

Armstrong  Harold  L  283-1548 

8  Hatcher  Robt  A  Jr  ®  283-7258 

9  Gas  par  Pearl  D  Mrs  ®  283-0833 

10  Mackey  Sylvia  Mrs  ®  283-9433 
Sanford  Elliot  ®  281-1655 

12  Sheaves  James  A  ®  283-8454 

13  Parsons  Theo  A  ®  283-5672 
13a  t  Schmorrow  Michl 

14  Doucette  Wm  G  283-0541 
Favazza  Jean  Mrs  © 

No  Return 
16  Carl  Gerald 
Grover  Andrew 
★  Dare  Forrest  E 


21 

MARCHANT  ST  (PIGEON 
COVE)— (ROCKPORT)- FROM 
GRANITE  ST  AT 
GLOUCESTER  CITY  LINE 

ZIP  CODE  01966 


•  11 
MARINA  DR  —FROM 
THATCHER  RD  NEAR  BASS 
ROCKS  AV  TO  DEAD  END 

ZIP  CODE  01930 


I  4  Nelson  Morris  E  ©  283-6022 
3  Sullivan  Wm  E  ©  283-6183 

PUERTO  DR  ENDS 

5  Silveira  Eug  J  ©  283-6002 

6  Cutler  Anita  L  Mrs  ©  283-6828 

7  Nadeau  Joseph  A  Jr  © 

283-6414 

8  Me  Carthy  Jeremiah  F  © 

283-9481 

9  ★  Harty  Rosalie  F  ©  283-8785 

10  Frontiero  James  J  ®  283-6967 
CABO  DR  BEGINS 

II  Donavan  James  H  ®  283-2415 
LOMA  DR  BEGINS 

14  Pizzimenti  Vincent  P  © 

283-8731 

15  Munroe  Norman  A  ©  283-6151 

16  Lovasco  Gerolomo  ©  283-3151 

17  Almeida  Manuel  M  283-6655 

18  Comeau  Alf  J  ©  283-8823 

19  Lowe  Harold  W  © 

20  ★  Pratl  Robt  J  ©  283-4746 

21  Saunders  Edgar  A  real  est 

broker  ®  283-3822 

22  Me  Eachern  Donald  F  © 

283-9536 

23  Whitehead  Warren  R  © 

281-0062 

24  Parsons  Russell  E  ©  283-4197 

25  Murphy  Cecil  E  ®  283-8587 

26  Kopanon  A  Michl  ®  283-6107 

27  Laine  Rudolph  P  ®  283-0456 

28  Rogers  Leonard  A  ©  283-0041 
30  Silva  Milton  S  ©  283-6117 


11 

MARION  WY  —FROM  15 
WILLIAMS  CT 

ZIP  CODE  01930 

3  Carter  Geo  R  ®  283-3742 

4  Craaybeek  Lawrence  E  ® 

283-3347 

Rose  Albert  L  283-2217 
9  O’Hanley  Harold  J  ®  283-7324 


22 

MARMION  WY  (ROCKPORT) 
FROM  41  SOUTH  ST  TO 
THE  BEACH 

ZIP  CODE  01966 
1  Lydon  Mary  M  sum  res  © 
546-2707 

la  Stone  Donald  W 

3  Quinn  James  T  ©  546-2030 

4  Swanson  Norman  T  ®  546-2047 

5  Green  Robt  M  ®  546-2944 
WALLACE  RD  ENDS 

8  Baesler  Carl  H  ©  546-6461 
10  Ponlon  Rae  Emerson  546-3560 
15  Edwards  Wm  J  sum  res 
546-6827 
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MARMION  WY  (R>— Contd 

17  Lucas  Ralph  G  ® 

18  Brooks  Richd  L  ®  546-6550 

19  Seavey  Malcolm  ®  546-2791 

20  O’Donnell  Thos  F  ®  546-6061 

22  Taylor  John  A  ®  546-3719 

23  Smith  Kathleen  summer  res 
Smith  Mary  summer  res 

24  Hale  Irene  E  ®  546-6508 

25  Read  Esther  H  ®  546-6981 

27  Vaughan  Cath  M  Mrs  ® 

546-2255 

28  Walker  Herbert  B  ®  546-2310 

29  Wheeler  David  L  real  est 

546-2895 

30  Cheney  Sami  H  ®  546-7115 
RICHARD  AV  BEGINS 

31  Stone  Jane  T  Mrs  ®  546-2060 
31a  Vacant 

OLD  GARDEN  RD  BEGINS 

32  Hintlian  Margt  T  Mrs  ® 

546-2324 

Rear  Allen  James  S  546-6620 

33  Phillips  Ernest  A  Jr  sum  res 

®  546-3173 

33-a  Archibald  Ralph  S  sum  res 

34  Gardner  C  Warren  ®  546-6116 
Rear  Dwyer  Wm  J  546-3904 

35  Julian  Walter  E  ®  546-2668 

36  Schlosser  Edith  Mrs  summer 

res  ©  546-3242 

38  Can  an  Sales  Co  patent 

medicines  546-3501 
Godfrey  Ellen  S  Mrs  ® 

546-6731 

39  Culver  Robt  D  ®  546-3610 

40  Smith  Alice  P  Mrs  ©  546-6983 

42  Carmen  Jacob  summer  res 

546-2406 

43  Rockport  Hammock  546-6827 
Dow  Paul  C  ®  546-6827 

44  Albrecht  Geo  T  ©  546-7221 
Rear  ★  Staydudwhar  Josephine 

546-7343 

45  Vane  Cocke  The  dresses  & 

gifts  546-3400 
Williamson  Cora  C  Mrs  ® 

46  Vacant 

47  Pearson  Marguerite  S  artist  © 

546-2286 

48  Pierce  Cath  W  ®  546-2846 
PIONEER  CIR  BEGINS 

49  Kechichian  Papken  ®  546-2729 

50  Harrigan  Earle  F  546-2928 

51  Leahy  Charlotte  Mrs  © 

546-6571 

53  ★  Taminiau  Theo  © 

54  Ouellette  Gerald  A  summer  res 
54a  Ouellette  Don 

55  David  Lloyd  G  phys  © 

546-3670 

57  Wheeler  Mildred  B  Mrs  © 
546-6944 


★  Cameron  Myrtle  L 
59  Eddie  Charles  E  ©  546-7094 
62  Seaward  Inn  hotel  546-6792 
Cameron  Roger  T  ®  546-6792 
GAPHEAD  DR  BEGINS 
75  Seaward  Inn  Guest  House 
546-6792 

84  Hefte  Eric  graphic  arts 
specialist 

86  Sea  Meadows  guests  546-624 8 
Mahoney  John  W 
88  Wilkinson  Irene  O  Mrs  © 
546-6922 

88a  Siegmund  Robt 

88b  Kimball  Garcia  Mrs  ® 

546-2459 

STRAITSMOUTH  WAY  ENDS 
100  Cardella  Joseph  ®  546-2967 
100a  *  Palmer  Robt  546-2029 
102  A’Hearn  Martin  R  © 

546-2648 

104  Perkio  Jacob  H  ®  546-3462 

105  Baker  J  Wain  ®  546-2275 

106  Newman  Thos  Rev  546-7302 

107  Vacant 

108  Vacant  sum  res 

109  Captains  House  Lodging 

546-3825 

Dangerfield  Geo  B  ® 

546-3825 

110  Huckins  Albert  K  ®  546-2834 

111  Briggs  W  Earl  Mrs  © 

Briggs  Charles  E 

112  Sprague  Fredena  M  Mrs  © 

546-3187 

113  Lorimer  Monroe  J  ®  546-6113 

114  Timmerman  Gladys  R  © 

546-2027 

115  Dearborn  Ernest  L  546-7144 
117  Perkins  Ralph  S  ®  546-6686 

119  Sawyer  Donald  F  ®  546-2393 

120  Colley  Frances  T  Mrs  © 

546-3351 

121  Lovell  Mary  W  Mrs  © 

546-2381 

122  *  Kechichian  Papken  © 

546-2729 

123  Riley  Florence  A  Mrs  © 

546-3480 

124  ★  Smith  Robt  M  ©  546-2839 

125  Harman  J  Boyce  ©  546-2731 
127  Harlow  Robt  M  sum  res  © 

546-2881 

130  *  Hatch  Marion  D  Mrs  © 

546-7253 

131  Seacrest  Manor  hotel  546-2211 
★  Saville  Laughton  © 

132  Hubbard  M  F  546-7098 
SHETLAND  RD  ENDS 

133  Tarr  Fredk  H  ®  546-2226 

134  Nastasi  Reno  ®  546-2425 
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6 

MARSH  ST  —FROM  272 
WASHINGTON  TO  WOLF 
HILL 

ZIP  CODE  01930 
3  Garter  Gladys  M  Mrs  ® 

283-4985 

5  Ring  Richd  H  ©  283-0122 
7  Lane  Ingeborg  Mrs  ©  283-3944 
9  Doucette  Sylvia  L  Mrs  © 
283-2405 

11  Viator  Hilda  M  Mrs  ® 

16  Day  Helen  E  Mrs  ©  283-4409 

17  Cherry  Hill  Cemetery 

18  Eli  is  Anthony  J  ©  283-3649 
21  Moore  Eleanor  B  Mrs  281-0860 

*  Stephen  Maurice  R  Jr 
25  George  Dan!  H  ©  283-9314 
27  Wonson  Russel!  R  © 
GLENMERE  AV  BEGINS 


27 

MARSHALL  LA  < ROCKPORT 
FROM  37  HIGH 

ZIP  CODE  01966 
Parillo  Barbara  S  Mrs  © 

5463385 


27 

HAILS  HALL  ST  ROCKPORT 
FROM  41  HIGH  TO  22 
PLEASANT 

ZIP  CODE  01966 

5  Chane  James  T  ©  5463207 

6  W  ooaward  James  M  summer  res 

5463368 

7  Kendal  Lydia  M  Mrs  © 

5463088 

Rear  Smith  Ralph  M  ©  546-6536 
9  Tyko  Peter  546-7159 

13  Goodwin  Carl  D  Jr  ®  5463866 

14  Andersen  Geo  G  546-2855 

15  Farrenkopf  Francis  J  Jr  © 

5463936 


8 

MARSHFIELD  ST  —FROM  7 
BOND  TO  21  BOND 

ZIP  CODE  01930 
2  Tarr  Homer  B  ©  283-1456 
5  Capiiio  Nathaniel  ©  283-1081 
7  Geary  Carleton  T  ©  283-5602 

9  Me  Kay  Priscilla  E  ©  283-0066 

10  Herd  man  Margt  E  Mrs  © 

2832679 

Spinney  David  B  281-1401 

11  Asaro  Dani  S  @  2832633 

12  Goodnow  Margt  E  Mrs  ® 

281-0969 


14  Vacant 

17  Anderson  Edw  E  ©  283-5365 
19  Horgan  Martin  J  Jr  © 
283-6150 


27 

MARTHA'S  LA  (ROCKPORT) 
FROM  JERDEN*S  LA  TO 
DEAD  END 

ZIP  CODE  01966 

1  Whitaker  Harold  K  5463909 

2  Grimes  John  H  ©  546-6589 

3  Dorman  Dorothy  Mrs  © 

5463306 

4  Perkins  Winifred  Mrs  © 

546-2743 

6  Cooper  Jean  M  Mrs  ©  546-6030 

8  Clinton  Robt  ©  546-6151 

9  t  Woodbury  L  C  © 

10  Aspesi  James  P  ©  546-2496 

11  Stopie  Emery  R  ©  546-6449 


9 

MARTIN  LA  (WEST 
GLOUCESTER  i — FROM  36 
ATLANTIC 

ZIP  CODE  01930 
Matz  Robt  © 


3 

MASON  CT  —FROM  18 
MASON 

ZIP  CODE  01930 

1  Lin  qua  to  Cath  Mrs  ©  283-0484 

2  Silver  Peter  283-4242 

3  Sawyer  Austin  D  ©  2831956 

4  Meuse  Clifford  F  2836927 

*  Barrett  Annie  M  Mrs  283-6496 
No  Return 

5  *  Gregg  Miriam 

Rear  *  Delaney  Marjorie  Mrs 


7 

MASON  SQ  —FROM  1235 
WASHINGTON 

ZIP  CODE  01930 
1  Kroll  Genevieve  Mrs  ® 

2834252 

3  *  Wars haii  Steph  2836855 

5  Dunlap  Sarah  2836855 

6  Vacant 


3 

MASON  ST  —FROM  7 
SCHOOL  TO  57  PROSPECT 

ZIP  CODE  01930 
2  *  Hubbard  Phyllis  Mrs 
Conrad  Randall  H  2833289 
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MASON  ST — Contd 

3  Giammanco  Rosario  A  ® 

283-6610 

4  No  Return 

6  Me  Lellan  Raymond  283-2555 
8  Vacant 

12  Gagliano  Nicholas  J  283-3612 
14  f  Fauazza  Ben 

16  Demetri  Augustus  S  ® 

283-8346 

Whynot  Dorothy  Mrs  283-1715 

17  Mahoney  Atwood  &  Goldings 

(Side  Ent) 

18  Anderson  Carol  281-1834 
Parisi  Jack  A  ©  283-1494 

MASON  CT  BEGINS 

19  Randazza  Salvatore  ©  283-7918 
Randazza  Salvatore  Jr  283-5946 

20  Scola  Joseph  J  ©  283-3889 
Quince  Vitina  281-0153 
Leao  Jemes 

21  Ruth  Lillian  R  Mrs  283-8765 
21%  Maguire  Nancy  Mrs 

*  Hammons  Violet  Mrs 

22  Favaloro  Serafino  J  ® 

283-4618 

Kulju  Donald  283-9467 

23  Harris  Hortense  L  2832455 
25  Milone  Rosario  ©  283-0405 


13  Stephanio  Edw  J  ®  283-9286 


10 

MEADOW  RD  (LANDS  END) 
(ROCKPORThFROM  SOUTH 
TO  DEAD  END 

ZIP  CODE  01966 
1  Littlefield  Real  Estate  546-2161 
Littlefield  Stanley  E  ®  546-2161 
Colburn  Mary  L  546-6208 

3  Dunlap  Joseph  P  ©  546-3665 

4  Chandelle  Helen  Mrs  sum  res 

5  Hunter  Russell  N  ®  546-3594 

6  Walden  Horace  N  ©  546-6110 

8  Clayton  Virginia  L  Mrs  © 

546-2256 

9  Austin  Frank  C  ©  546-6493 

10  Mills  Wm  P  ©  546-6673 


24 

MECHANIC  PL  —FROM  922 
WASHINGTON  BAY  'HEW 

ZIP  CODE  01930 

6  Summer  Res 
Rear  Sum  Res 

7  Sargent  Mary  ®  281-0762 

9  Norris  Mary'  E  Mrs  ®  2837971 


9 

MASSASOIT  RD  (WEST 
GLOUCESTER)— FROM 
WINNIAHDIN  AV 

ZIP  CODE  01930 
Connors  John  sum  res  ® 

2839268 


11 

MATTOS  SQ  — JUNCTION  OF 
BASS  AV  SAYWARD  AND 
BRIGHTSIDE  AV 

ZIP  CODE  01930 


26 

MC  KAY  DR  (ROCKPORT) 
FROM  3  SQUAM  RD  TO 
DEAD  END 

ZIP  CODE  01966 

8  ★  Coty  Henry  ©  546-6172 

9  ★  Tucker  Kenneth  ©  546-7032 

10  *  Weller  Wm  ©  546-6372 


7 

MC  LELLAN  ST  —FROM  1130 
WASHINGTON 

ZIP  CODE  01930 
7  Sanders  Joseph  R  ®  281-0/85 
10  *  Brown  Richd  K  lwyr 


22 

MIDDLE  RD  (BEAR  SKIN 
NECK)— (ROC  KPORT)- 
FROM  22  BREAKWATER  TO 
DOYLE  COVE  RD 

ZIP  CODE  01966 
4  Vacant 

Driver  Geo  D  546-283o 
Hebert  Wilfred  sum  res 
Becker  Abr  sum  res 
8  Arment  Helen  G  ©  546-6861 
10  Auger  Harold  M  ©  546-2301 
12  Hall  Ann  S  Mrs  ©  546-3/97 
14  Summer  Res 

Walcott  Frank  A 
20  WTilley  Herbert  A  ©  546-3180 
Vacant 

Bratesman  Ethel  R  Mrs 
546-2149 

Harrington  Helen  sum  res 
Desmond  Danl  ©  546-3  <  86 
Hayes  Louise  sum  res 


17 

MIDDLE  ST  —FROM  33 
WESTERN  AV  TO  14 
PLEASANT 

ZIP  CODE  01930 

1  Cook  David  E  283-o556 

2  Apostolopoulos  Kath  Mrs 

283-3459 


128 


MIDDLE  ST— Contd 

Flagg  Nina  Mrs  283-6389 
Deering  Mollie  283-1799 
O’Neil  M  Madeline  283-8968 
Wadsworth  Eleanor 
DEXTER  PL  BEGINS 
6  Perkins  Edith  S  Mrs  ® 

283-3046 

8  Perkins  Apartments 
Curley  Wm  E 
Clark  Dorothy 
Oldman  Ruth  Mrs  283-1469 
Francis  Alice  Mrs  283-2935 
Me  Phee  Laura  B  Mrs  283-1725 
Andrews  Florence  M  283-1354 
Moore  Lillian 
Ebbs  Helen  F  281-0527 
Rogers  Dorothy  G  283-1354 
10  Palazzola  Joseph  ©  283-2977 

12  Meadows  Laurie  283-6778 

★  Senos  Annabelle 
Hale  Eleanor 
Beard  Ella 

★  Fowler  Wilma 
Parsons  Gladys 

RIGGS  BEGINS 

13  Spinola  Dominick  ®  283-1391 
Del  Torchio  Robt  283-2996 

15  Margiotta  Accursio  ®  283-7512 

16  Cuddyer  Robt 

Mitchell  Cath  Mrs  ®  281-1510 

17  Loiacano  Fileppa  Mrs  283-1263 
Palazola  Joseph  F  ®  283-6488 

ANGLE  ENDS 

3 

WASHINGTON  ST 
INTERSECTS 

20  Webber  Wm  S  Jr  ®  283-4050 

21  ★  Albano  Savatore  281-1319 

22  Webber  John  S  283-2363 

26  Palazola  Gasper  J  ®  283-7635 
Parisi  Anthony  J  283-9023 
Brooks  Richd  O  283-2901 

27  King  Patricia 
Snider  Neil 

28  Frontiero  Jerome  T  ® 

283-0171 

Orlando  Dominico  281-0193 
31  Pallazola  Jerome  J  283-5530 

33  Doyle  Geo  M  phys  ®  283-0373 

34  Parisi  Grace  Mrs  283-0504 

35  Cohen  David  J  phys  283-1839 
Sauer  David  W  opthalmologist 

281-0600 

Davis  Opticians  Inc  283-4675 
SHORT  ST  ENDS 
38  Novello  Joseph  B  ®  283-4536 
40  Baptiste  Mary  281-1118 

42  Russo  Salvatore  281-0156 

43  i  Silva  Charlotte  283-1856 

44  Aiello  Lillian  Mrs  ®  283-1907 
Di  Liberti  Michl  A  283-4889 


Favazza  Joseph  J  281-1907 

45  Edgerton  Wm  C  podiatrist 

281-2550 

★  Pett  Arley  L  283-2612 

46  ★  Turner  Wm  Rev  283-0661 

48  Saint  John’s  Episcopal  Church 

283-1708 

49  Sargent-Murray  Gilman- 

Hough  House  museum 
283-4505 

50  Independent  Christian 

Universalist  Church  283-3410 
CHURCH  BEGINS 

51  Schultz  Steph  H  ®  283-4555 

52  Giambanco  Vi  Enzo  ® 

283-6235 

57  Smith  Bob  Travel  Agency 

283-3305 

Hendrickson  Tolvo 
Vargas  Manuel  283-0976 

58  Gravity  Research  Foundation 

283-4543 

Open-Church  Foundation 
283-4543 

★  Snowdon  Joe 

61  Pike  Funeral  Service  283-0884 
Pike  Harold  N  ® 

63  Hallett  Ronald  P  phys 

283-0165 

Vacant 

Harvy  Charlotte  Mrs 
Tuomivirta  Cheryl  Mrs 
283-4119 
CENTER  ENDS 

64  Arnold  Wm  J  Rev  283-4445 

65  Red  Men’s  Building 

Utica  Council  Daughters  Of 
Pocahontas 

Wingaersheek  Tribe  No  12  (I  O 
R  M) 

65a  Tassinari  Francis  L  optom 
283-2235 

Beauty  Nook  283-1376 
67  Tompkins  C  F  Co  retail  furn 
283-0880 

70  Cape  Ann  Thrift  And  Gift 

Shop  283-1442 

71  Cape  Ann  Young  Men’s 

Christian  Assn  283-0470 
HANCOCK  BEGINS 

75  Cape  Ann  Bank  &  Trust  Co 

(Br)  283-3131 

76  Trinity  Congregational  Church 

283-1442 

SCHOOL  BEGINS 

79  Cape  Ann  Bank  &  Trust  Co 

Parking  Lot 

80  Hiland  Edw  F  281-0150 
Lorraine  The  apts  281-0260 

80a  Apartments 

2  Murphy  Wm 

3  Howard  Russell  T 

4  ★  Topkins  John  A  283-9367 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  loop,  Gloucester,  Mass.  01930_ Tel.  213-1416 
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MIDDLE  ST— Contd 

5  Harding  Clara  283-3878 

6  Shepard  Charlotte  L  Mrs 

283-2143 

7  Ireland  Alice  Mrs 

8  ★  Dagle  Harry  E  283-1748 

9  ★  Lesveut  Margt  281-0824 

10  ★  Stewart  Alf  D  283-8425 

11  Shea  Wm  281-2723 

12  Thomas  Geo  E  283-1535 
12a  Nelson  Cecile  V  Mrs 

283-1363 

14  Hildonen  Louise  H  281-0878 

15  Jacobson  H  Madeline 

283-6959 

16  Allen  Wm  T  283-3472 

17  Morton  Arth  C  Jr  283-8116 

18  Nally  Robt  W  281-0441 

19  Reynolds  Ella  P  Mrs 

20  O’Connell  Harry  W 

283-1959 

21  ★  Howard  Mabel  E  Mrs 

283-3948 

D  White  Danl  A  281-1351 
83  Cape  Ann  Bank  &  Trust 
personal  trust  offices 

85  Gloucester  Co-Operative  Bank 

283-8200 

86  Jewish  Community  Center 
Temple  Ahavath  Achim 

283-9720 

88  Sawyer  Free  Library  283-0376 
Gloucester  Lyceum  And 
Sawyer  Free  Library  283-0376 
DALE  AV  BEGINS 
90  Campbell  Anne  E  Mrs 
283-7182 

Robinson  Helen  D  283-0335 

★  Decovich  Mildred 
90b  Israelite  Katie  G  Mrs 

283-0253 

94  Babson-Elwell  &  Davis  Inc  ins 
283-1561 

96  Parker  Sydney  S  phys  283-0796 
Taylor  Geo  H  dentist  283-0438 
Preston  Robt  C  dentist 
Mac  Leod  Cath  J  Mrs  283-0642 
Me  Ginley  Grace  E  283-2571 

★  Du  Pois  Danl  283-0980 

★  Fracesco  Everett 


26 

MILL  LA  (ROCKPORT) 

FROM  99  MAIN 

ZIP  CODE  01966 


1  No  Return 
3  ★  Wind  Elaine 

Wares  Gordon  W  sum  res 
546-7247 

5  Vacant 

6  Scharaffi  Fredk  D  Jr  ® 

546-3730 

★  Wood  Susan  546-2737 

7  Swanson  Fredk  O  Jr  ® 

546-6402 

8  Summer  Res 

10  ★  Costello  Timothy  546-6964 
12  *  Sullivan  Fred  ®  546-6308 
14  Jones  Prescott  M  ®  546-2666 
16  Summer  Res 


13 

MILLETT  ST  —FROM  7% 
SARGENT  TO  BEYOND 
ESSEX 

ZIP  CODE  01930 

3  Gray  Geo  F  ®  281-0113 

4  Slaney  Annie  M  Mrs  283-1026 

5  Kresekie  Frank  E  ®  283-3424 

6  Pierce  Ada  F  Mrs  283-5183 

10  De  Caro  Philomena  283-0307 
Burke  James  283-1885 

11  Orlando  Bessie  K  Mrs  ® 

283-4820 

WARNER  ENDS 

12  Lourenco  Jose 

13  Vacant 

Amaral  Mary  Mrs  283-9012 

15  ★  Marnoto  Armando  ®  281-0613 

16  Me  Kinlay  Sarah 
Knowlton  Everett  E  283-4238 

17  Gray  Russell  D  283-8109 
Mitchell  D  Albert  Jr  281-0536 

★  Landry  Janice  M  283-6682 

18  Brazier  James  M  ©  283-2281 
20  Cabral  Albert  J  281-0951 

Knowles  Evelyn  M  Mrs  ® 
283-7313 

22  Gillie  Arth  C  Jr  ®  283-4245 
Gillie  Fred 

24  Pettipas  Wm  J  ®  283-4771 
FOREST  BEGINS 

25  Goulart  Jose  ®  283-8561 

★  Silva  Edw 

26  ★  Cameron  Peter  S 

★  Jones  Marjorie  L 

★  Leisener  Terri  L 

28  Jaksland  Karl  N  Jr  283-6730 
Vacant 

30  Stewart  Aubrey  C  ®  283-1070 


STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TIL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

1 6  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 

BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966  _ TEL  546-7405 
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MILLETT  ST— Contd 

32  Chamberlain  Basil  F  281-1993 
32%  ★  Spoon  James  R  Jr 
★  Allen  Michl 
Vacant 

34  De  Caro  Joseph  A  ®  283-5743 
Cabral  Lucy  Mrs  283-0172 
SUMMIT  BEGINS 
36  Lima  Jose  D  ®  283-3199 
Morash  John 

38  Meuse  Henry  283-1377 
38%  ★  Mundy  Donna  Jean 

Thomas  Victor  H  283-0467 
40  Gayton  Albert  A  Jr  ® 
283-4285 

Kincade  Agnes  A  Mrs  ® 
283-2552 

42  Enos  Steven  281-1182 
Muniz  Donald  F  283-2085 
Pata  Antonio  ®  283-9065 


11 

MONDELLO  CT  —FROM  6 
HARMONY  SQ 

ZIP  CODE  01930 
8  Ilges  Charles  C  ® 


11 

MONDELLO  SQ  —FROM  25 
BASS  AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

I  Lyons  Earl  S  283-0437 

3  Hannon  Wesley  ®  283-0636 

5  Howard  Dennis  A  283-3344 

6  Wayworth  Walter  G  ®  281-1911 
Bartel  A  Mrs  ®  281-1911 
MONDELLO  CT  BEGINS 

7  Mondello  Anthony  F  ® 

283-4907 

8  No  Return 

9  Mondello  Marjorie  E  Mrs  ® 

283-5736 

10  Mondello  Frank  P  ®  283-3502 

II  Murray  Helen  Mrs  281-0352 
Newton  Robert  V  283-8553 

12  Doucette  Carlton  T  283-6003 

15  Mondello  Joseph  Jr  281-0211 

16  Mondello  Frank  ®  283-6373 

18  Mondello’s  Garage  auto  repr 

283-2579 

George’s  Auto  Body  Shop 

19  Mondello  Joseph  J  ®  283-8480 


1 

MONTGOMERY  PL  —FROM 
135  EAST  MAIN 

ZIP  CODE  01930 
6  Gloucester  Yacht  Yards  Inc 
283-3701 
9  Vacant 


19 

MONTV  ALE  AV  —FROM  15 
SEEALL  TO  30  ECHO  AV 

ZIP  CODE  01930 
2  Reardon  Nancy 
4  Dagley  Geo  A  ®  283-9114 

8  Lane  Leslie  W  ®  283-3427 

9  Hunt  Charles  F  ®  283-9210 

10  Filfolt  Carl  S 

11  Mahaney  Thelma  sum  res 

12  Knowlton  Roscoe  C  ®  283-8684 

14  Me  Lean  Alf  D  ®  283-7515 

15  ★  Seeley  Martin  ®  283-1327 
17  ★  Sinclair  Robt 


11 

MOORLAND  RD  —FROM 
HASKELL  COR  MT 
PLEASANT  AV  TO 
ATLANTIC  RD 

ZIP  CODE  01930 
SOUTHER  RD  ENDS 
4  Moorland  Motor  Inn 

7  Apartments 

24  No  Return 

25  Vacant 

26  Alves  Diane  C  281-2532 

27  Crowell  Carol  J  Mrs  283-6011 

10  Moorland  Motor  Inn  motel 
4  Mingace  Francis 

7 

MORGAN  AV  —FROM  1117 
WASHINGTON  TO  15 
VULCAN 

ZIP  CODE  01930 

8  it  Garlick  Wm  J  281-2117 

9  Natti  Elsie  H  Mrs  ®  283-1859 

11  Sum  Res 

13  Young  Ralph  D  283-2900 
16  Vacant 

22  Tibbetts  Peter  S  ®  281-0681 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

35  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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5 

MORTON  PL  — FROM  END  OF 
HARVARD  TO  DEAD  END 

ZIP  CODE  01930 

1  Casey  Peter 

2  Trupiano  Anthony  281-1105 
Mitchell  John  283-5928 
HARVARD  ENDS 

4  Kitchenmaster  Barbara  Z 
283-8723 

6  Harmon  Leo  W  Jr  ®  283-0640 

7  A  mem  Francis  E  ©  283-4417 

8  Vizena  Joseph  V  Jr  ©  281-0715 

9  Ciolino  Antonio  ©  283-6806 

10  Silveira  Gerald  ®  283-5288 

11  Cusick  Richd  Jr  ®  283-090/ 

12  Carpenter  Gerald  F  ® 

283-2565 

14  Conrads  Robt  C  ©  281-2896 


21 

MT  LOCUST  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
5  HAVEN  AV  TO  18 
PHILLIPS  AV 

ZIP  CODE  01966 
2  No  Return 

4  Mac  Gray  Janet  M  546-2995 
8  Garlick  Helen  Mrs  ©  546-3268 
10  Hogan  Betty  E  Mrs  © 

546-2838 

14  Harmaala  Doris  E  Mrs  ® 

546-3222 

15  ★  Preston  Robt  C  ®  546-7154 

16  Martin  Roger  H  Jr  ©  546-3339 


7 

MT  LOCUST  PL  —FROM  996 
WASHINGTON  BAY  VIEW 

ZIP  CODE  01930 

1  Francis  Norman  W 
Phinney  Anne  T 

2  Roberts  Marjorie  sum  res  © 

3  Ellison  Margt  sum  res  © 

4  Young  Margt  sum  res  © 

15  Loomis  Richd  S  ©  281-2579 
98  Vacant 


11 

MT  PLEASANT  AV  —FROM  63 
HASKELL  TO  242  E  MAIN 

ZIP  CODE  01930 


5  Vacant 

14  ★  Conlin  David  281-0355 
18  Greely  Gerald  D  ®  283-5684 
PAGE  BEGINS 
25  Mount  Pleasant  Cemetery 

34  Hunt  John  H  &  Son  Inc  bldg 

contr  283-5444 
SUNRISE  CT  BEGINS 

35  Bailey  Edw  A  ©  283-7215 
35a  Favaloro  Salvatore  J  ® 

283-4667 

35b  Garron  Chester  E  ©  283-4704 

36  Johnson  Gertrude  E  © 

283-4737 

38  Dawson  James  E  ©  283-6687 
CALDER  BEGINS 

39  Herrick  Robt  L  ©  283-4334 

41  Kenealy  Edw  summer  res  © 

42  Abbott  Eleanor  E  Mrs  © 

283-7958 

44  Meyerowitz  Wm  sum  res 
283-4299 

46  Coffin  Dorothy  Mrs  ©  283-4557 

50  Swinson  David  H  ©  283-4861 

51  Whippen  Willard  H  © 

283-0290 

53  Cahill  John  R  Jr  ©  283-0924 

54  Knickle  Edward  L  ©  283-1567 

57  Cahoon  Gloria  D  Mrs  piano 

tchr  283-6130 

59  Cahoon  Ray  H  ©  283-8776 

58  Vacant 

60  Vacant 

62  ★  Perry  Robt  S  281-1193 

64  Livingston  Edw  C  ®  283-6221 
Rear  Vacant 

65  Pomeroy  John  S  Jr  © 

283-5511 

66  Vacant 

1 

CHAPEL  ST  ENDS 
68  Benson  Frank  S  ©  283-9265 
72  Walen  Margt  R  ©  283-7629 

74  Turner  J  Raymond  ©  283-4212 
Douglass  Lucy  Mrs  283-1017 

75  Engine  No  3  283-2424 

76  Vacant 

Douglass  John  C  ©  283-6899 
NAUTICAL  HEIGHTS  BEGINS 

77  Radoslovich  Wm  V  ©  283-2796 

79  ★  Kimball  Scott  D  283-8262 

★  Santos  Anthony  J  283-3861 

★  Lamontagne  Philip 

80  Pratt  D  Bernard  ©  283-2735 

81  Bradley  Walter  F  ©  283-1709 


KEEP 

FIT 

AT 

THE 


YMCA 


71 

Middle 

Street 

TEL. 

283-0470 


PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 
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MT  PLEASANT  AV— Contd 

82  Wonson  John  R  283-4011 
Rear  Oliver  Robt  J  ®  283-6543 
Rear  Wright  Edw  T  ®  283-7457 

HIGHLAND  ENDS 

83  Kennefick  Russell  T  ® 

283-6369 

84  Morrissey  Clayton  ®  283-0537 
Rear  Joseph  John  J  ®  283-8403 

85  No  Return 
MARBLE  RD  BEGINS 

87  Callahan  Thos  D  ®  283-9166 
★  Vannah  Esther  M  Mrs 

89  Zager  Robt  H  ®  283-6025 

90  ★  Flannagan  John  ® 

92  ★  Hall  Ralph  B  ® 

93  Morris  Clayton  W  landscape 

gdnr  ®  283-6552 

94  Tolman  Lester  F  ®  283-9066 
Burnham  Ellen  W  Mrs 

283-8581 

97  Brayman  E  Elliott  283-6690 
Rear  Pierce  Barbara  M  Mrs  ® 

283-9529 

98  Underwood  Edw  Mrs  II  ® 

283-7130 

99  Ward  Megan  Mrs 

100  Jeffery  Mildred  A  Mrs  ® 

283-5489 

101  ★  Nubel  Walter 

102  Littlefield  Frank  F  ® 

283-8555 

104  Littlefield  Phyllis  E  Mrs 

florist 

105  Vacant 

107  Powers  James  A  ®  283-3462 
Rear  Stevens  Virginia  ®  283-0061 

108  Boudreau  Donald  ®  283-9388 

110  Ryan  Leland  G  ®  283-1574 

111  Richard  Linda 
Keesler  Ted  283-3665 

★  Schroeder  Jeveni 

112  Mac  Farland  Norman  M  ® 

283-5054 

El  well  El  wood  W  283-5921 

113  Hawes  Robt  A  283-2065 

★  Noble  Richd  J  283-2781 
113a  Kesterson  Chalres  L  ® 

283-0974 

Tobin  Marie  H  Mrs  283-5375 
115  Saunders  Everett  S  ® 

283-6887 

Kidder  Kate  Mrs  283-1601 
Cabral  Edna  Mrs  281-0459 
Rear  Custis  Eleanor  P  ®  283-1581 
115c  Oakley  Paul  M  283-0522 


118  Puglisi  Joseph  G  ®  283-9374 
Rear  Porter  Laura  Mrs  283-5278 
Rear  Abbott  David 

120  Tobin  Nicholas  O  ®  283-8402 

121  ★  Fiero  Douglas  C  ®  283-1521 

122  Curcuru  C  Robt  ®  283-1863 

123  Chisholm  Alf  J  ®  283-3167 
MT  PLEASANT  CT  BEGINS 

125  Tracy  John  J  ®  283-3586 
GERRING  RD  ENDS 
130  Courant  John  A  ®  283-5732 

134  Francis  Ronald  L  ®  283-6876 

135  Mountain  Gerald  F  283-5416 

138  King  Alf  G  Jr  ®  283-5255 

139  Vacant 

140  Muniz  Robt  L  ®  283-7163 

141  Olsen  John  G  Jr  ®  283-2048 
BARBERRY  LA  BEGINS 

143  Olson  Romaine  283-3415 

144  Tysver  Oliver  ®  283-7447 
MARBLE  BEGINS 

145  Lowrie  Charles  W  ®  283-1903 
EAST  MAIN  INTERSECTS 

150  Barusso  Steph  L  ®  283-9511 
152  Jones  Henry  A  ®  283-6429 
154  Vacant 

158  Hamor  John  C  Jr  ©  283-5488 
160  Chaisson  Roland  P  ® 

283-7845 

164  Four  Seasons  Beauty  Salon 
283-1998 

Collarosso  Anthony  ® 

283-1998 


1 

MT  PLEASANT  CT  —FROM 
123  MT  PLEASANT  AV 

ZIP  CODE  01930 


22 

MT  PLEASANT  PL 
(ROCKPORT)— FROM  49  MT 
PLEASANT  TO  DEAD  END 

ZIP  CODE  01966 

1  ★  Burns  Thos  546-6261 

2  Vacant 

3  Marston  Howard  E  ®  5462265 
Jelmberg  Fred  D 

4  Ball  Frank  T  ®  5462376 

5  Elwell  Henry  E  ®  5462189 
7  ★  Phelon  Arth  N  ®  5466025 
9  ★  Lynch  Timothy  M  5462780 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-6113 
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22 

MT  PLEASANT  ST 
(ROCKPORT)— FROM  DOCK 
SQ  TO  JUNCTION  OF 
SOUTH  AND  PROSPECT  STS 

ZIP  CODE  01966 

1  First  Baptist  Church  546-6121 
HIGH  BEGINS 

2  Rice  Madeline  W  ©  546-6737 
★  Woodbury  Benton  546-2054 

3  Goods  peed’s  Leather 
Sooren’s  gifts  546-2338 

4  ★  Lopes  Margt  A  546-3298 
Costa  Mary  A  Mrs  546-3349 

5  Menzoian  Edw 

6  Vacant 

Rear  Peterson  Alf  L 

8  Fryklund  Margt 
Vacant 

Walker  Louise  Mrs  546-6290 
GOTT  ENDS 

9  Motif  Dress  Shop  The  546-7000 
Rotenberg  Judi  ®  546-7000 

T  WHARF  BEGINS 

10  Waring  Philip  ®  546-7021 
La  Petite  Ecole  Sch 

11  Candle  Shop 

11a  Hodgkins  Ellis  546-6252 

13  ★  Cantwell  Ramona  546-3152 
13a  Rowell  Edna  A 

14  Sea  Gull  House  The  apt 

546-3661 

Hagenes  Magnus  ®  546-3661 
Cooke  Margt  A  546-2287 
★  Weingarden  Stella 
Vacant 

15  Ellen’s  Coffee  Shop  Inc 
17  ★  Brock  Harry  A  546-3629 

Brock  House 
PLEASANT  BEGINS 

19  Card  Parlor  The 
Winninger  Graphics 

20  Gifford  Harry  M  ®  546-6067 

21  Hibel  Edna  Gallery  art 
Davis  Muriel  L  546-7386 

22  Spencer  Shirley  summer  res 

546-2168 

23  Blacksmith  Shop  The 

restaurant  546-6301 

24  Me  Gilvray  Marion  Mrs  ® 

546-3956 

26  Shurtleff  Dorothy  H  ® 

546-2857 

27  Vacant 

28  Herig  Robt 


Dill  Warren  M  ®  546-6445 

★  Houlihan  Mary  L  Mrs 
29a  Dilworth  Ann  E 

29b  Gillespie  Marilyn  E  546-7554 

30  Vacant 

PLEASANT  RD  BEGINS 

31  Vacant 

Prouty  Bertha  L  Mrs  546-2510 

32  Trafton  Willard  C  546-2507 

★  Short  Clyde  B  ©  546-7008 
32a  ★  Brown  Alice 

Vacant 

34  Waddell  Clarence  E  ® 

546-2453 

35  Hudson  Jacqueline  546-6505 
ATLANTIC  AV  BEGINS  (R) 

36  Bond  Orlo  W  546-2124 

37  Tresnon  House  The  tourists 

546-2701 

NORWOOD  AV  BEGINS  (R) 

38  ★  Van  Meter  David  ®  546-6029 

39  Fairbanks  Cora  E  546-6577 
Bruce  Marion  546-2023 

★  Rutledge  Julia  546-6969 

41  Charbury  House  The  furn  rms 

546-2017 

Cooney  Robt  H  ®  546-2017 

42  Carlson  Bennett  ®  546-6404 

43  Sweeley  Alice  C  Mrs  ® 

546-6255 

COVE  HILL  LA  BEGINS 

44  Peckham  Cynthia  A  ® 

546-6821 

45  Hague  J  Bradford  ®  546-2277 
47  Boy  Scouts  Of  America  Troop 

20 

MT  PLEASANT  PL  BEGINS 
49  Orr  Charles  H  ®  546-3314 
51  Dana  Julia  S  D  Mrs  ® 

546-3120 

53  Mac  Kay  Francis  J  @  546-2809 
Sandy  Bay  Services  clerical  wk 
546-2809 

Rear  Mount  Pleasant  Riding 
School  546-2261 
55  Smith  Leland  P  © 

57  Mount  Pleasant  House  Apts 

★  Oberlander  Wm  546-7472 
Garlick  Lester  J  Jr  546-6358 

★  Hilliard  Anthony 

★  Rush  James 

60  Vacant 

61  ★  Cochrane  Cary  546-3842 
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THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


M1>  /90s 


ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

Lantsvillo,  Sta.,  Gloucastar,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  283-1076 
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2 

MT  VERNON  ST  —FROM  126 
PROSPECT  TO  SADLER 
JUNCTION  EL  WELL 

ZIP  CODE  01930 

2  Bettencourt  Irene  M  Mrs  © 

283-3450 

3  De  Abreu  Manuel  ®  283-3636 

4  Nickerson  Helen  Mrs 
Peterson  Leif  283-7132 

5  Reynolds  Fredk  C  283-6124 
Goulart  Gerald 

Flygare  Kenneth 

6  Mitchell  Robt  S  283-7082 
White  Donald  F  ®  283-0899 

7  Walton  Kathleen  M  Mrs  ® 

8  Marino  Luciano  F  ®  283-5558 
MAPLE  ENDS 

10  i  Santuccio  Josephine  M 
283-8999 

Nunes  Shiela  M  Mrs  283-2643 

12  Vacant 
OAK  ENDS 

13  Our  Lady’s  Kindergarten 

283-0126 

14  Vacant 

Major  Victor  283-8897 
O’Hara  Blance  M 

15  Cunningham  John  W  ® 

283-7856 

17  Bouchie  Charles  A  Jr  ® 
283-3685 

De  Coste  Madeline  F  Mrs 
283-0117 

19  Avila  Joseph  S  ®  281-1723 
Doucette  Robt 

21  ★  Bagaco  Manuel 

Soares  Manuel  M  ®  281-1267 

22  Souza  Rosemand  Mrs  ® 

283-2029 

23  Vacant 

Hinshey  Sharon  Mrs 
★  Reed  Charles 
Salles  Danl 
Vacant 

25  i  Wonson  Theresa  O  Mrs 

283-7544 

26  Riley  Mary  E  Mrs  ® 

27  Goodick  Edw  A  ®  283-0943 

28  Daley  Carmen  Mrs  ®  283-9099 

29  Orlando  Vincent  283-6141 
31  Ryan  Judith  281-0179 

Ryan  Richd  J  ®  283-2340 
Loiacano  Philip  J  283-2036 
Medeiros  Jacqeline  283-1643 


32  Elwell  John  B  283-8819 
Baker  Wm  W  ®  283-8819 

LEDGEMONT  AV  INTERSECTS 

33  Stone  Kathleen  M 

★  Oliver  Ralph  C  Jr  © 

★  Joyce  Peter 

34  Campbell  Douglas  C  © 

283-1434 

35  Nicastro  Jeremiah  P  ® 

283-2673 

36  Movalli  Mary  Jane  Mrs  ® 

283-6472 

37  Marino  Jospeh  S  ®  283-2035 

38  Palazola  Anthony  ®  283-1670 

39  Foote  John  A  283-2757 
Mitchell  Carrie  M  Mrs  ® 

283-2757 

Mitchell  Francis  R  283-4804 
Vacant 

40  Our  Lady  Of  Good  Voyage 

Convent  283-6298 

41  Carlz  Charles  J  ©  283-8559 
Vagos  Frank  S  283-7928 

43  ★  Souza  Mary 
PERKINS  INTERSECTS 

44  ★  Williams  Wayne  281-0891 
Vacant 

46  Amero  Russell  J  ©  283-5426 

★  Borge  Alvin  Jr  283-9024 

47  Sears  Amelia  F  Mrs  © 

283-6870 

49  Sponagle  Robt  M  ©  283-0989 
Sponagle  Robt  M  Jr 

50  Vieira  Hortense  P  ©  281-1375 
PERKINS  ST  INTERSECTS 

56  ★  Osterlund  John  J  ©  283-9548 
Araujo  Emil  E 

58  Alves  Ethel  R  Mrs  ©  283-2251 

60  Cloutman  Robt  K  ©  283-7440 

61  Munroe  Geo  A  ©  283-8070 
60  ★  Hale  Virginia 


7 

MUNSEY  ST  (LANESVILLE) 
FROM  1104  WASHINGTON 
TO  17  LANGFORD 

ZIP  CODE  01930 
6  Kaihlanen  Lauri  J  ©  283-0656 
8  Rowe  Lillian  H  Mrs 


20 

MUSSEL  POINT  RD  —FROM 
HESPERUS  AV 

ZIP  CODE  01930 


CapeAnnArea 
Chamber  of  Commerce 

,30  MAIN  «T.TELS-  283  1601  ANVo8u£tT* * * * * 6 7 * 9E°B2MASS.  0,03. 


135 


MUSSEL  POINT  RD — Contd 
Vacant 

Griggs  Edith  G  Mrs  ®  283-4218 
Gamradt  John  W  283-6400 
Rice  Helen  G  Mrs  ®  283-6058 
Ellis  Wm  V  ®  283-4821 
Hertig  Arth  T  ®  283-8270 
Me  Carthy  James  E  281-2726 
Vacant 

Parker  W  James  sum  res  ® 
283-8388 

Me  Cann  Mildred  Mrs  sum  res 
283-5392 

Craig  Helen  Mrs  sum  res  ® 
283-1074 

Raymond  Eleanor  sum  res 
283-7151 


18 

MYRTLE  SQ  —FROM  11 
DERBY  TO  64  MAPLEWOOD 
AV 

ZIP  CODE  01930 

1  Martin  Charles  E  283-6231 
Pratt  Michl  H  283-6371 

2  Goyetche  Mary  A  Mrs  ® 

283-1478 

Goyetche  Flora  M  Mrs  283-2929 

4  Cusumano  Dominic 
Aylward  Margt  Mrs  283-1078 

5  Me  Henry  M  Cath  283-5094 
Michel  Philip  J  ®  283-7486 

6  Parsons  Martha  D  Mrs  ® 

283-0361 

7  Saulnier  Joseph  A  ®  283-7825 

8  Souza  Norman  M  ®  283-0316 
8%  Pascucci  Sami  ®  283-5518 

9  O’Neil  Robt  ®  283-5708 

10  Cognato  Charles  283-5551 

11  Tucker  Wm  C  283-1987 
Rear  Vacant 

12  Holmes  A  Ardelle  283-5824 
Dodge  Arth  L  ®  283-2668 

13  Powers  Cath  283-1634 
Rich  Alf  F  283-4143 

14  Nichols  Walter  W  ®  283-1051 

15  Rich  Frank  L  ® 

16  Curley  Charles  A  ®  283-4574 
16a  Orlando  Joseph  A  283-4115 
18  Rich  Albert  283-8068 

Mac  Eachern  John  D  ® 
283-4326 

20  Davis  George  ®  283-3231 
22  Davis  Dorothy  Mrs  283-4566 
24  Moody  Philip  ® 


24%  Schmorrow  Bertha  ® 
283-6086 

29  Sallah  Rose  Mrs  283-2976 
31  Garron  Grace  Mrs  281-0795 
Doyle  Sue  Ann  Mrs 
33  Hurst  Mary  E  Mrs  ®  283-4893 
Johnson  Dwight  W  283-4893 


25 

MYSTIC  AV  —FROM  66 
GROVE  TO  79  GLOUCESTER 
AV 

ZIP  CODE  01930 

5  Nickerson  Florence  M  Mrs  ® 

283-8746 

6  Favazza  Salvatore  C  ©  283-7736 
Tarantino  Laurine  M  Mrs 

281-1673 

7  Moceri  Peter  ®  283-9453 

8  Erwin  Gail  Mrs  281-2349 

9  Gentile  Antonio  J  ®  283-8798 

10  Raizin  Sami  ®  283-1236 

11  Wile  Everett  E  ®  283-8294 

12  Miller  Joseph  S  ® 

12a  Sidlowski  Louis  G  ®  283-6175 

13  Marchant  Gardner  H  ® 

283-1126 

14  Wright  Danl  W  ®  283-7022 

15  Me  Carthy  John  J  ®  283-8672 

16  Anderson  John  F  ®  283-4379 

17  Maddix  James  ©  283-1613 

18  Ingersoll  Charles  C  ®  281-1470 

19  Morton  Horace  D  ®  283-2643 

20  Manninen  David  A  ® 

Goodick  Douglas  E  281-2581 


19 

NALLY  AV  —FROM  26 
HODGKINS  TO  69  WHEELER 

ZIP  CODE  01930 

3a  Lane  Leland  S  ®  283-7945 

3b  Favazza  Carlo  L  283-0002 

6  Officer  James  P  ® 

7  O’Donnell  Gladys  Mrs  ® 

283-8761 

9  Burroughs  Robt  H  ®  283-3642 

11  Koller  Robt  P  283-9157 

12  Powers  Cath  G  Mrs  ® 

283-7669 

14  Whitten  James  M  ®  283-6348 

16  Saulnier  Russell  A  ®  281-0625 

17  Burnham  Donald  A  ® 

283-0780 
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DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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NALLY  AV — -Contd 

19  Noseworthy  Natalie  M  Mrs  © 

281-0705 

20  Parsons  Russell  E  Jr  © 

283-8888 

21  Milne  Forrest  W  ©  283-3979 


24 

NASHUA  AV  (ANNISQUAM) 
FROM  152  LEONARD 

ZIP  CODE  01930 

4  Hughes  John  S  283-2677 

5  Reyes  Raymond 

6  Kenyon  Paul  B  ®  283-3266 
Newcomb  Henry  sum  res 

283-7863 

Gustin  Otto  T  sum  res 
'  Mechem  Richd  W  sum  res 
283-8075 

Mahn  Burlen  sum  res  283-1969 
Petterson  Ethel  F  Mrs  sum  res 
Church  Robt  sum  res  283-7609 
Raymond  Loring  H  Jr  sum  res 
®  283-9037 

Jaquith  Lester  sum  res 
Cox  Robt  K  sum  res  283-2476 
★  Halle tt  John  A  sum  res 
24  Cook  Roger  E  283-6450 

★  Mechem  R  T  sum  res 

★  Mechem  Awn  Norton  sum  res 
Truax  Florence  Mrs  sum  res 
Bateman  Leroy  sum  res 

283-4342 

Barrett  Robt  E  Jr  sum  res 
283-9177 

Barrett  Frank  W  sum  res 
283-7970 

Bloombeigh  John  H  sum  res 
Dykeman  Myrtle  Mrs  ® 
283-8078 

Brigham  Fredk  H  sum  res 
283-7329 

Brigham  Christine  summer  res 
Brigham  Robt  summer  res 
Duncan  Ordway  sum  res 
283-4081 

Duncan  Carol  sum  res 
Duncan  Clark  sum  res 
Duncan  David  sum  res 
Deshler  Charles  F  sum  res 
283-4609 

Sargent  Oliver  M  sum  res 
283-7108 

Sargent  Gertrude  Mrs  ® 
283-2729 


Jaquith  Wilbur  M  sum  res 
283-4570 


1 

NAUTICAL  HTS  —FROM  76 
MT  PLEASANT  AV  TO  A 
DEAD  END 

ZIP  CODE  01930 
4  Frontiero  Salvatore  J  ® 

283-7298 

6  Thompson  James  F  ®  283-8375 


11 

NAUTILUS  RD  —FROM  135 
BASS  AV  TO  FOOT  OF 
ATLANTIC  RD 

ZIP  CODE  01930 
1  Blue  Shutters  guests  283-6389 
Earl  Paul  M  283-8304 
21  Rogers  Guest  House  The 
tourists  283-0500 
★  Rogers  Lawrence  W  Jr  © 
283-0500 

Deveau  Ernest  P  guest  house 
283-3757 

Kineen  John  B  Rev  sum  res  © 
283-4244 

Bass  Rocks  Beach  Club 
Meyers  Robt  D  ®  281-2655 
Cunningham  Frances  Mrs  sum 
res  283-0297 
39  No  Return 


11 

NEPTUNE  PL  —FROM  51 
EASTERN  AV 

ZIP  CODE  01930 
1  Cain  Mary  Mrs  ®  281-2292 

6  Dellorusso  Joseph  ®  283-7779 

7  Peterson  Rebecca  Mrs  ® 

283-7821 

10  Vidal  Joseph  O  ®  281-1511 
Muise  Robt  L  281-0895 
12  Cristo  Lucille  ®  283-3087 
★  Ross  Leonard  283-0152 
14  Quirk  Gordon  A 


9 

NEW  WAY  LA  (WEST 
GLOUCESTER)— FROM  378 
ESSEX  AV 

ZIP  CODE  01930 


ROSE’S  OIL  SERVICE  Inc. 

& 

ROSE’S  TRANSPORTATION 

Inc. 

WHOLESALE  DISTRIBUTORS 

283-3334 

395  Main  St. 

283-3335 

137 

NEW  WAY  LA — Contd  Me  Niff  John  D  genl  contr  ® 

Perry  Joseph  ®  283-2584  283-6303 


Shafer  Ruth  E  Mrs  summer  res 
® 

Asaro  Vincent  ®  283-3142 
Blatchford  Gilman  S  ®  283-3681 
Fisher  Geo  E  ®  283-0420 
Me  Dermott  Wm  P  ©  283-3094 


20 

NORMAN  AV  (MAGNOLIA) 
FROM  MAGNOLIA  AV 
JUNCTION  OF  FULLER  TO 
HESPERUS  AV 


Fortado  Walter  C  ©  283-6053 
★  Dombrowski  Rita  ®  283-7657 
Amato  Frank  summer  res 
Me  Donald  Patk  J  sum  res  ® 
Joseph  Ellen  Mrs  ®  283-3027 
Culbert  Robt  F  ® 

Parsons  Myron  R  ®  283-8112 
La  Claire  Edw  J  283-3895 
O’Connor  David  M  ®  283-8867 
Worthley  Stanley  W  @  283-2274 


NEW  WHARF  ST  (BEAR  SKIN 
NECK)  (ROCKPORT)— FROM 
SOUTH  RD 


ZIP  CODE  01930 
NUMBERS  IRREGULAR 
COLE  SQ  INTERSECTS 

3  ★  Bareford  David  K  525-3616 

4  Hussey  Earle  U  Jr  ©  525-3255 

5  Steele  Wm  L  ©  525-3556 

6  Sullivan  Glenna  Mrs  © 

525-3336 
Rood  Herbert 

7  Genawese  Charles  525-3117 
10  ★  Schmidt  Richd  W 

Nolan  Thos  Jr  525-3267 

8  Toye  Charles  A  ®  525-3497 

9  Griffin  Wm  525-3204 
Gillespie  Dorothy  Mrs 


ZIP  CODE  01966 


20 

NEWTON  RD  (MAGNOLIA) 
FROM  HESPERUS  AV  (M) 

TO  A  DEAD  END 

ZIP  CODE  01930 

2  Spoon  Doreen  C  ©  525-3442 

3  Evans  Laura  S  Mrs  © 

4  Canillas  John  Jr  ©  281-1800 
6  Mahoney  Henry  J  ®  525-3224 


7 

NIKOLANE  WY 

(LANESVILLE)— FROM  56 
LANGSFORD 

ZIP  CODE  01930 

1  Blanding  Marie  Mrs  ®  283-5633 

3  Lima  Edw  J  ®  283-4697 

4  Me  Kay  Robt  G  ©  283-2683 
6  Ryan  Robt  P  ®  283-9267 

10  Coolidge  Alden  K  ©  281-0318 

12 

NILES  POND  RD  —FROM 
LAKE  AV 

BZIP  CODE  01930 

Crocker  Allen  C  ®  281-1413 


Vacant 

Hanson  Yvonne 

10  Parkman  Chiropractic  525-3021 
No  Return 

12  De  Coste  Warren  A  © 

525-3009 

De  Coste  Mary  J  real  estate 
Rear  Vacant 

13  i  Lejwoda  Christine  A  525-3646 
15  Peterson  Sheldon  525-3546 

★  Peterson  Lawrence  525-3545 

17  Latassa  Joseph  J  ©  525-3640 

18  White  House  The  guests 

525-3642 

Steele  Charles  A  ©  525-3642 

19  Norelga  Leandio  C  ©  525-3162 

21  Williamson  J  Michl  525-3554 

22  Goodwin  John  T  Jr  © 

525-3238 

1  Berry  Ethan  A  525-3467 

2  Duffy  Shirley  C  525-3128 
24  Cornier  Arth  F  organist 

525-3105 

Ceurvels  A  Russell  © 

OCEAN  AV  INTERSECTS 
LAKE  RD  BEGINS 

27  Perry  Desmond  J  ®  525-3417 
27-a  ★  Perry  John  525-3417 

28  Cavanaugh  Wm  J  Jr  © 

29  Masforroll  Luis  525-3512 
31  Oceanside  Real  Estate 


Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


f$iRROK&> 

PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Gloss  (Installed  Whilo-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

_ _ 216  MAIN  ST.— GLOUCESTER 
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NORMAN  AV — Contd 
Del  Torchio  C  Robt  © 

525-3447 

LINDEN  AV  BEGINS 
32  Nolan  Gladys  R  Mrs  ® 
525-3102 

LEXINGTON  AV  INTERSECTS 
25  Wayne  Hugh  S  ®  525-3633 
34  Pearson  Bangt  R  ®  525-3450 


10 

NORMAN  STONE  DR  (LANDS 
END)— (ROCKPORT)-FROM 
SOUTH  TO  A  DEAD  END 

ZIP  CODE  01966 

1  Me  Kay  Edwin  J  Jr  ®  546-3674 

2  ★  Ryd  Eric  ®  546-3973 

3  Robinson  Jane  L  Mrs  ® 

546-2816 

4  Ayers  Charles  L  ®  546-3201 

5  Jenko  A  Collins  ®  546-3507 

6  Mantzouranis  Mary  K 


7 

NORSEMAN  AV 
(LANESVILLE)— FROM  48 
LANGFORD 

ZIP  CODE  01930 

3  Pajari  Jennie 

la  Oliver  Franklin  W  283-2084 
2  ★  Silva  Warren 

4  Foote  Frank  J  ®  283-0819 

5  ★  Molloy  James  D 

7  Francis  Arth  J  Jr  ® 

8  Banks  Carl  sum  res 

10  Remington  Christopher 

11  Elwell  Russell  283-6182 

★  Higgins  Mary  J 

13  ★  Me  Gowan  Bradford 

★  Rawlings  Thos  281-1782 
Vacant 

12  Rexford  Maitlon 
16  Vacant  sum  res 

31  Stewart  Robt  N  ®  281-0910 
35  Johnson  Walter  R  ®  283-5123 


22 

NORTH  RD  (BEAR  SKIN 
NECK)— <ROCKPORT)- 
FROM  BREAKWATER  TO 
DOYLE  COVE  RD 

ZIP  CODE  01966 
Stockly  Louise  T  Mrs  ® 


Sum  Res 
Sum  Res 

Fusco  Pascal  A  sum  res 
Burkhard  Stanley  ®  546-2801 
Brown  Evelyn 
Nolton  Steph  sum  res 


22 

NORWOOD  AV  (ROCKPORT) 
FROM  37  MT  PLEASANT  TO 
OCEAN  AV  HEAD  LANDS 

ZIP  CODE  01966 

1  Ryan  Charles  T  ®  546-6004 

2  Littlefield  Ruth  H  Mrs  ® 

546-2009 

3  Smith  Melissa  C  Mrs  ® 

546-3895 

4  Wheeler  Roy  R  Plumbing  & 

Heating 

Wheeler  Roy  R  Jr  ®  546-6447 

5  Bourguignon  Mary  546-2856 
Mason  John  K  ®  546-2562 

6  Vacant 

7  Greene  Wm  H  ®  546-2768 

8  Vacant 

9  Martin  Llewellyn  C  ®  546-2344 

10  Poole  Ernest  R  546-3531 

11  Mulholland  Madith  E  Mrs  ® 

546-2646 
13  Vacant 

13a  Damon  Steph  R  546-3522 
15  Strong  G  Kendrick  real  est  © 
546-2141 

15a  Smith  Ernest  G  546-6691 

17  Francis  Franklin  S  ®  546-2209 
O’Neill  Ethel  H  Mrs 

18  Chadbourne  Florence  Mrs  ® 

546-2972 

19  Ives  Fredk  M  III  ®  546-2092 
Rear  ★  Tucker  Alice  546-6304 

CLARK  AV  INTERSECTS 
25  Kieran  John  F  writer  ® 
HIGHLAND  AV  INTERSECTS 
31  Cromwell  Margot  ®  546-2787 

33  Mills  Jeannette  F  Mrs  ® 

546-6929 

34  Cottle  Lucie  Mrs  ®  546-3924 

35  Woodard  John  N  ®  546-6073 
37  Spiegel  John  P  Dr  ©  546-3511 


1 

NORWOOD  CT  —FROM  141  E 
MAIN  TO  THE  WATER 

ZIP  CODE  01930 


Glover's  Floor  Coverings,  Inc 


LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel— 283-3940 


18  Whittemore  St. 


Gloucester,  Mass.  01930 
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NORWOOD  CT — Contd 

2  Quinn  Joseph  A  ®  283-2055 
5  Jensen  Robt  ®  283-5461 
Elwell  Dora  M  Mrs  283-5483 
Burnham  &  Thomas  boat 
repairs  283-0679 

Burnham  &  Thomas  Yacht  Yard 
283-0679 


26 


NORWOOD  CT  (ROCKPORT) 
FROM  21  GRANITE 


ZIP  CODE  01966 

2  Donovan  Robt  E  ©  546-6062 

3  ★Woods  Susan  ® 

★  Vasilicoupolis  Gina 

★  Embrey  Wendy 

4  Apartments 

1  ★  Le  Boeut  L 
2 ★Reache  Gerville 

3  ★  Adamian  Richd 

4  ★  Hanson  Michl 

5  ★  Elso  Robt  546-2897 

7  Kimball  Philip  W  ®  546-2730 
9  Tupper  David  W  ®  546-3278 
11  Elso  Albinus  ®  546-3117 
13  Mattson  Anna  E  Mrs  ® 
546-6832 

Mattson  Ado  M  Jr  546-6138 
15  Morello  Spartaco  V  sum  res 


24 


NORWOOD  HTS 

(ANNISQUAM)— FROM  106 
LEONARD 


® 


ZIP  CODE  01930 

★  Willimann  Werner  S 
283-3307 

Winne  Albert  sum  res  ® 

283-0859 

Rolando  Charles  ®  283-6329 

★  Gardner  Dorothy  A  Mrs 
283-6501 

Wiggin  Morrill  sum  res  283-1309 
Worcester  John  D  ®  283-3058 
Worcester  Henry  E  sum  res 
281-0093 

Roos  Signe  283-4264 
Roes  Norman  C  ®  283-7721 
Me  Gee  Wm  R  sum  res  ® 
283-9371 

Von  Rosen vinge  Mary  W  sum  res 
Lake  Spencer  G  sum  res 
283-0371 


Kittredge  Joseph  B  sum  res  ® 
283-4394 

★  Csongor  Desider  283-2026 
Wilkins  Herbert  sum  res 

283-5350 

★  Grover  Gloria  J 

Foster  F  Leon  sum  res  283-2172 
Hedblom  Juliana  S  Mrs  ® 
283-4798 

Lyman  Harrison  F  Jr  sum  res 
283-3744 

Moore  Charles  L  sum  res 
283-3744 

Littlefield  Joseph  sum  res 
Coughlin  Charles  A  ©  283-2120 
Giuliano  Charles  E  sum  res 
283-3662 

Allen  Charles  C  sum  res 
Bishop  John  H  sum  res  283-6672 
Forsyth  Harry  283-2661 
Davis  Mary  B  Mrs  sum  res  ® 
Walsh  Nora 

★  Sauer  Peter 

O’Grady  John  W  Jr  ©  283-6286 
Giuliano  Charles  E  sum  res 
283-3612 

Suggs  Robt  G  sum  res 
Ritchie  David  A  ®  283-2189 
Hedham  Benj  S 
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27 


OAK  CIR  (ROCKPORT) 
FROM  40  SOUTH 


ZIP  CODE  01966 
lb  Kershaw  John  R  546-7400 
la  Purmort  Marian  N  546-7589 
2  Wilkie  Kenneth  J  Jr  ® 

546-3640 

2a  Erickson  Geo  H  546-3381 
3a  Johnson  Bruce  F  546-3676 
3b  Herrick  Danl  C  ®  546-6849 
4a  Bertolino  Angelo  J  ®  546-6008 
Vacant 

5  Carlson  G  Herbert  546-7261 
5a  ★  Burbank  Alice  Mrs 
6 ★Pino  Anthony 
6a  Johnson  Dorothy  I  Mrs  ® 
546-3034 


13 


OAK  ST  —FROM  19  WARNER 
TO  12  MT  VERNON 


ZIP  CODE  01930 
2  Hayes  Charles  F  283-8675 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.f  Rockport  Telephone:  546-6652 

NIGHTS:  546-2009  -  283-3046  -  546-3249 
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OAK  ST — Contd 

4  Blake  Susan  T  Mrs  283-7411 
Noseworthy  Robt  ®  283-5686 
Powers  Harry  D  283-4999 
Flaherty  Wm  281-1173 

5  Machado  Victor 

Mathias  Joseph  ®  283-2626 
Pinho  Humperto  F 

6  Brennan  Henry  L  ®  283-2105 

7  Langley  James  A  ®  283-3226 
Langley  Brian  R  281-0721 

8  Adams  Charles  S  ®  283-0888 

9  Kendall  Anna  E  Mrs  ® 

283-4615 

10  Figurido  John  R  Jr  ® 

283-9160 

Burns  James  T  Jr  283-5470 
Silveria  Georgina  Mrs  283-8838 

11  Hunter  Donald  F  ®  283-5390 
Nixon  Wm  A  Jr  283-5097 

16  Pata  Domingos  F  283-3886 
Pata  John  J 

20  Clayton  James  E  ®  283-8467 


20 

OAKES  AV  (MAGNOLIA) 

FROM  HESPERUS  AV  TO 
FULLER 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

3  Vacant 

Garrity  Wm  L  ®  525-3626 

13  Lavoie  Kenneth  L 

4  Lautzenhiser  Argyle  G  ® 

525-3425 

5  Vacant 

6  Doe  Wallace  E  ®  525-3332 
11  Dutrow  Richd  E  ®  525-3729 
15  Gray  Claude  Jr  ®  525-3008 

14  Dewing  Margt  I  Mrs  ® 

525-3635 

10  Shore  Drive  Manor  apts 
Hurley  Joseph 
Grammas  Geo  525-3175 
Gillis  Steven 

Rand  Norman  W  Jr  525-3720 
Herzelle  Vernon  L  525-3429 
Zimmerman  Jeanne  M  Mrs 
525-3226 

Fenn  Thoams  L  III  525-3064 
Oliver  James  A 
Grotto  Kenneth  M 

★  Morse  Kathleen  525-3807 

★  Strescino  Beverly  A 

★  Wilkie  Lewis  J 


★  Ring  Michl  M 

★  Mac  Millan  Hugh  G  525-3798 
17  ★  Calson  Wm  sum  res 


21 

OAKLAND  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
STOCKHOLM  TO  14  PIGEON 
HILL  ST 

ZIP  CODE  01966 

1  Smith  Lilly  A  Mrs  ®  546-6010 

2  Vacant 

5  Mangarpan  Joseph  L  Jr  ® 

546-6765 

6  Peterson  Carl  A  ®  546-2560 

7  ★  Foss  Peter  ®  546-7364 

9  ★  Young  Bruce 

10  Kleimola  Fredk  W  ®  546-2869 

11  Parsons  Wm  H  Jr  ®  546-3868 
12 ★Rowell  Bruce  T  ®  546-6770 
14  Forsberg  Olga  S  Mrs  ® 

546-2378 

Shaughnessy  Pearl  M  Mrs 
546-7223 


10 

OAKS  LA  (LANDS  END) 
(ROCKPORT)-FROM  SOUTH 
TO  EDEN  AV 

ZIP  CODE  01966 
10  Allyn  Wm  B  summer  res 
Summer  Res 

Jameson  John  T  summer  res 

® 


20 

OCEAN  AV  (MAGNOLIA) 

FROM  FLUME  RD  TO 
ENGLEWOOD  RD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

1  Marcantonio  Joseph  L  ® 

525-3567 

2  Ocean  Terrace  Apts 

la  Jenkins  Thos  W  525-3248 
lb  ★  Losh  John  F  525-3408 
lc  Winnihuff  Mary  525-3161 
★  Dietz  James  N  525-3223 
le  ★  Guest  Emmett  525-3944 
If  Skeflington  Nancy 
H  Lane  Dana  C  525-3357 
I  Lyons  Murilla  M  525-3340 
J  Renales  Donald  525-3409 


tyames  C.  Qreely  funeral  Service,  3nc. 

^  "Quality  &  Service  Since  1884" 

Tel.  283-0698 

212  Waehington  St.  Gloucester,  Mass.  01930 
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OCEAN  AV — Contd 

lm  A  Begg  Carol  S  525-3871 
lw  Fuller  Kenneth 
2a  Farrington  Esther  Mrs 
525-3097 

D  Hudson  Patty  525-3025 
2g  ★  Gerring  Jacquelyn  Mrs 
525-3390 

2h  ★  Brenner  Rhoda  E 
3a  Cunningham  Betsy  525-3304 
3b  *  Crofts  Lawrence  525-3698 
3c  Me  Greery  Terri  L  525-3866 
3d  *  Merritt  Joyce  E  Mrs 
3g  Hudson  Gary  525-3025 
3h  Smith  Francis  S  Jr  525-3093 
3i  *  Me  Connell  Mildred  A 
3d*  Me  Kay  Barry  S  525-3760 
3m  Wisa  Robt  R  525-3161 
3  Rodgers  Caroline  Mrs  © 

525-3466 

5  Munroe  Ralph  S  ®  525-3368 
7  Sutherland  Eug  H  ®  525-3773 

9  VftC&nt 

NORMAN  AV  INTERSECTS 
Lane  O  J  Associates  525-3711 

10  Kettle  Cove  Apts 
Schenk  Ronald  I 
Campbell  Rita 

Adams  Lillian  Mrs  525-3519 
12  Vacant 

20  Hagen  Edith  L  Mrs  ® 

525-3577 

Fall  Alice  F  525-3577 
Saint  Joseph’s  Roman  Catholic 
Church 

19  Joslin  Charles  R  ®  525-3726 
Joslin  Elizabeth 

22  Rose  William  M  ®  525-3000 
29  Codinha  Joseph  E  Jr  ® 

525-3235 

24  Miller  Robt  L  ®  525-3427 
26  Shallow  Harold  D  ®  525-3112 

23  Thomas  John  R  525-3290 

35  Goggin  W  Benson  ©  525-3240 

31  Hull  Harding  E  Jr  ®  525-3433 

36  Veator  Dennis  ®  525-3054 
43  Dunbar  Geraldine  Mrs  ® 

525-3620 

32  Mondello  James  P  ®  525-3568 

33  Arth  A  ®  525-3216 
43  Dunbar  Sally  M 

45  Crowningshield  Nancy  C 
38  Latassa  Frank  525-3587 
77  Crowningshield  John  W  ® 
525-3146 
40  Vacant 


21 

OCEAN  AV  (PIGEON  COVE) 
(ROCKPORT)-FROM  20 
PHILLIPS  AV  TO  206 
PHILLIPS  AV 

ZIP  CODE  01966 

2  Caftrey  Dorothy  guest  house  ® 

546-6601 

3  Back  Yard  Gallery  art  gallery 

546-6705 

Butler  Frances  S  Mrs  ® 

546-6705 

Veator  John  W  ®  546-7013 
O’Connell  Francis  A  ©  546-3505 
6  *  Keene  Gladys  Mrs  546-2583 
HAVEN  AV  INTERSECTS 

9  Lee  A  Ren  ®  546-3913 

10  Martin  Lawrence  ® 

11  Hill  Edw  W  ®  546-6344 

12  Gaw  Ella  E  546-6361 

14  Meddaugh  David  H  sum  res 

546-6208 

15  Williams  Woodbury  ®  546-3376 

16  Hegarty  Nora  Mrs  ®  546-3801 
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OCEAN  AV  (ROCKPORT) 
FROM  HIGHLAND  AV  TO 
OLD  GARDEN  RD 

ZIP  CODE  01966 
ALLEN  AV  ENDS 


OCEAN  HIGHLANDS 
HESPERUS  AV 


20 

-FROM 


r~o 

0 

co 

•< 

ro 


co 

o 

o> 

0 

o 

r» 

CO 

c/> 

S’ 


co 


ZIP  CODE  01930 
NUMBERS  IRREGULAR 
6  Mason  Philip  W  ®  525-3404 
3  Rathsen  Warren  F  525-3689 
2  Curhan  Edw  C  ®  525-3580 
8  Blatchford  Robt  E  ®  525-3067 
10  Vacant 

16  Kopelman  Bernard  ®  525-3498 

12  Weiner  Gordon  M  ®  525-3103 

13  Sum  Res 

14  Hays  Warren  M  ®  525-3405 

15  Vacant  Sum  Res 

18  Wynne  John  M  ®  525-3779 
20  Tiernan  Charles  M  525-3586 
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WILLIAM 

E. 


JEWELER 

REG  JEWELER 
AM  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware' 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 

01930 


DESTINO’S 


Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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12 

OCEAN  VIEW  DR  —FROM  26 
GRAPEVINE  RD  TO  DEAD 
END 

ZIP  CODE  01930 
Kendall  Charles  E  ®  281-2345 
★  Cluett  John  H  ®  283-6589 
2  Foote  Earl  J  ®  283-8016 


20 

OLD  COACH  RD 
(MAGNOLIA)— FROM 
HESPERUS  AV  TO  A  DEAD 
END 

ZIP  CODE  01930 
Carlson  Roy  E  H  Co  organ  mtce 


19 

OLD  FORD  RD  —FROM  291 
WASHINGTON  EASTERLY 

ZIP  CODE  01930 

5  Bowen  Alf  M  plmb  contr  ® 

283-1551 

6  Feener  Forrest  H  ®  283-2093 

8  Joseph  Albert  G  Jr  ®  283-3879 

9  Johnson  Victoria  Mrs  ® 

283-3818 

10  Silva  Alma  E  Mrs  ®  283-2343 

13  Silva  Richd  R  ®  283-4958 

14  ★  Nicastro  Salvatore  A  ® 

283-3337 

16  Lannon  Edw  T  Jr  ®  283-0227 

17  ★  De  Caro  Leo  ®  283-3494 

18  Barner  J  Robt  ®  283-5197 
21  Bernstein  Sydney  E  ® 

283-4610 


22 

OLD  GARDEN  RD 
(ROCKPORT)— FROM  THE 
HEADLANDS  TO  MARION 
WAY 


5  Morrill  John  A  sum  res  ® 
546-2291 

DEAN  RD  ENDS 
7  Trayes  Cora  M  Mrs  ®  546-2397 
SMITH  RD  ENDS 

10  Rowell  Parker  C  ®  546-2582 

11  Summer  Res 

12  Hayes  Clement  F  546-6247 

13  Woodbury  Hester  A  Mrs  ® 

546-6784 

14  Bergeron  Arth  E  ®  546-7023 

15  ★  Harris  Robt  J  ® 

SANDABA  AV  BEGINS 

Summer  Res 

16  Vacant 

18  Nelson  Ralph  C  ®  546-2375 

19  Oritz  Cesar  summer  res 

546-6997 

Tee  Ellie  sum  res  546-3045 

20  Wilson  Josie  sum  res  546-2154 

21  Summer  Res 

22  Service  Kenneth  F  ®  546-3044 
24  Summer  Res 


20 

OLD  HOUSE  COVE  —OFF 
HESPERUS  AV 

ZIP  CODE  01930 


26 

OLD  QUARRY  RD 
(ROCKPORT)— FROM  85 
GRANITE  TO  DEAD  END 

ZIP  CODE  01966 
Boulder  Top  Cottages  tourist 
home  546-6829 
Kielinen  Rachel  M  Mrs  ® 
546-6829 
Vacant 


20 

OLD  SALEM  PATH 
(MAGNOLIA)— OFF 
HESPERUS  AV 


ZIP  CODE  01966 
k  Lockett  Joseph  F  sum  res  ® 
546-2489 

2  ★  Johnson  H  G 

3  Coonley  John  C  ®  546-6958 
3a  Cherry  H  Eliz  546-7407 

3  Spier  Robt  D  546-7407 

4  Sharraf  Ernest  sum  res 

546-2483 


ZIP  CODE  01930 
Waldron  Philip  ®  525-3181 
Stedfort  Albert  M  525-3667 


20 

OLD  SALEM  RD  —FROM  197 
WESTERN  AV 

ZIP  CODE  01930 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street  Gloucester,  Mass.  01930 
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OLD  SALEM  RD — Contd 
1  Braver  Alan  ©  281-1412 
10  ★  Levenson  Lewis  M  283-0945 
★  Nameche  Beverly  G  © 
281-1618 

Anderson  Lloyd  B  ®  283-8595 
Smith  Ralph  W  ©  525-3795 


22 

OLD  STRAITSMOUTH  LA 
(ROCKPORT)— FROM 
SOUTH 

ZIP  CODE  01966 
Bigelow  Robt  M  ®  546-6567 


12 

ORCHARD  RD  —FROM 
HILLSIDE  RD  TO  LEDGE 
RD 

ZIP  CODE  01930 
Smith  Reginald  H  Jr  sum  res 
283-9408 

Rodolosi  Laurent  A  ©  283-0380 
Brody  Richd  S  ©  281-1322 
Testa verde  John  S  ®  283-5495 
Jorgenson  Clarence  A  © 

281-0216 

Joseph  Herbert  J  Jr  ©  283-9124 
★  Winninghoff  John  D  281-0263 


5 

ORCHARD  ST  —FROM  62 
WASHINGTON  TO  GRANITE 
CT 

ZIP  CODE  01930 

4  ★  Muniz  Mary  G  ©  283-8517 

5  Militello  Santo  ©  283-2252 
6*Lo  Grasso  Francisco  283-6274 

•k  Parady  Roger  J  Jr  281-1177 

7  Terranova  Vincent  ®  283-6895 
Brancaleone  Thos 
Terranova  Jospehine 

8  Saba  to  Leo  J  ©  283-5692 
t  Saba  to  Frank  S 

9  Ciaramitaro  Charles  C  © 

283-6279 

10  Scuderi  Lena  Mrs  ©  283-4839 
Bertolino  Antonio  283-6499 
Montagnino  Joseph 

12  Ventimiglia  Antonette  Mrs  ® 
283-3454 

14  Piraino  Rosario  A  ©  283-6636 

15  Rankin  Donald  S 


16  Lo  Grasso  Joseph  283-2867 

★  Talluto  Mario  V  281-5020 
SUMMER  INTERSECTS 

20  Perrin  Randolph  C  Jr  283-5346 
Perrin  Randolph  C  ®  283-1225 

21  Morris  Thos  W  283-8571 

21  Ms  Belcher  Linda  Mrs 

22  Parisi  Wm  S  ©  283-1784 

★  Barratt  Susan  281-2554 

24  Gallo  Anthony  S  ©  283-4565 
26  Gallo  Anna  G  283-1549 

28  Gillie  Margt  E  Mrs  © 

283-3356 

29  Pereen  John  ®  283-4795 

30  Brackett  Mark  H  ®  283-0913 
32  Warner  Edna  B  Mrs  ® 

283-7546 

34  Hanson  Ethel  L  Mrs  © 
283-2943 

36  Robertson  Donald  L  © 
281-0623 


19 

ORCHARD  WY  —FROM  127 
WHEELER 

ZIP  CODE  01930 
3  Tyne  Everett  E  Jr  ®  283-6084 
De  Gagne  Phillip  G  ©  281-1826 
Tolman  W  Frank  © 


9 

OVERLOOK  AV  (WEST 

GLOUCESTER)— FROM  551 
ESSEX  AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

1  Taylor  Florence  E  Mrs  © 

283-2398 

2  Gabry  Beatrice  V  Mrs  © 

6  Osmond  Phillip  J  ®  283-9029 
14  Muniz  James  G  283-0763 
11  Roberts  Weymouth  A  © 
283-3646 

Searcy  Wm  T  283-6522 
9  Alexander  Ivan  ®  283-6847 
5  Nutton  Andrew  H  ©  283-5780 
19  Garcia  Manuel  I  281-2678 
13  Kienia  Phyllis  Mrs  283-5670 

16  Gabry  Horace  E  ©  283-3500 

17  Gabry  Joan  A  Mrs  ©  283-3263 
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11 

PAGE  ST  — FROM  2  MT 
PLEASANT  AV  TO 
ATLANTIC  RD 

ZIP  CODE  01930 
1  Barron  Alice  Mrs  ®  283-4253 
3  Bolonsky  Leonard  ®  283-4769 
5  Hill  Rowland  E  ®  283-3452 
Rear  Martin  Joseph  P  283-8071 
13  Goiran  Roger  ®  281-1317 
Goiran  Anne 

Hogan  Patrick  J  ®  283-9047 
Cushing  Dean  C  ®  283-3041 
Schott  Charles  M  Jr  ® 

Winslow  Eleanor  C  Mrs  sum 
res  283-2784 
Condit  Louise  sum  res 
WAY  RD  BEGINS 
Parsons  Richd  L  283-9541 
Kline  Irving  I  ®  283-4444 
13  Vacant 

Taylor  Norman  G  283-2535 


11 

PALFREY  RD  (BRIER  NECK) 
FROM  ISLAND  RD  TO 
LONG  BEACH 

ZIP  CODE  01930 
44  Summer  Res 

Hill  Lenna  J  sum  res  ® 
283-9051 

Niles  Ann  Mrs  sum  res 
Tracey  Richd  D  sum  res  ® 
281-2312 

Welch  Harold  N  Mrs  sum  res 
®  283-7552 

Wilbur  R  Wesley  sum  res 


26 

PARADIS  CIR  (ROCKPORT) 
FROM  TARR’S  LA 

ZIP  CODE  01966 

1  Paradis  J  Alf  Jr  ®  546-3221 

★  Paradis  Jay  546-7079 

2  Story  Carlton  L  Jr  546-3726 

3  Vacant 

4  ★  Davis  Frank  ®  546-7203 
6  ★  Stetson  Donald  546-7533 

★  Hewart  Roy 


11 

PARKER  CT  —FROM  31  EAST 
MAIN 

ZIP  CODE  01930 
4  Moore  Danl 

Moore  Robt  E  ®  283-7850 
Marshall  Arth  L  283-8154 
★  Smith  Lyle  J 


6  Garvey  Frances  M  Mrs  ® 
283-0517 


PARKER  ST  —FROM  19  E 
MAIN  BY  SHUTE  AND 
MERCHANT’S  WHARF  TO  65 
E  MAIN 

ZIP  CODE  01930 

4  Gloucester  Supply  Co  hdw  ret 

283-7800 

5  Vacant 

U  S  Dept  Commerce  283-6554 
Rose  Clarence  junk  dir  283-4646 
10  Sherm’s  Cape  Ann  Vets  Inc 
liquors  283-9700 
14  American  Glass  Co  283-6662 
16  Gloucester  Transportation  Co 
Inc 

23  New  England  Coast  Seafood 
whol 

Gloucester  Yankee  Marine 
Service  Inc  boat  yard 
283-0079 

26  Gloucester  Fish  Pier 
74  Atlantic  Diving  Co  283-9500 
76  Vacant 

Pier  7  Bay  Trading  Co 
283-2200 


27 

PARKER  ST  (ROCKPORT) 
FROM  40  HIGH  TO  71 
BROADWAY 

ZIP  CODE  01966 

3  Jelmberg  William  L  ®  546-2163 

4  Livingston  John  A  546-3796 

5  Fritz  Mary  M  Mrs  ®  546-6649 
5Vfe  Vacant 

6  ★  Graham  John  N  ®  546-7519 
Rear  Rich  Walter  G  546-2363 

6  l/n  Keating  Virginia  M  Mrs 

546-2744 

7  l/t  Feldman  Construction  Co  Inc 

Feldman  Michl  L  ®  546-3771 

8  Vacant 

8%  Todd  Geo  H  ®  546-2239 

9  Harris  Grace  E  Mrs  nursing 

home  ©  546-6906 

10  Gray  Margt  M  Mrs  ® 

546-6920 

11  Garland  Fredk  W  ®  546-2003 
11a  Vacant 

12  Quinn  Desmond  H  ®  546-6595 

13  Brown  Myron  W  546-2641 
HOOPER  PL  BEGINS 

15  Waddell  David  M  ®  546-2814 

16  Guarino  Vincent  ® 

17  ★  Mueller  Joseph  J  546-7451 
17a  Vacant 

WARREN  CT  BEGINS 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderoon  &  Johnson,  Inc.) 

2  Harbor  loop,  Gloucester,  Mass.  01930  2834416 
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PARKER  ST  (R) — Contd 
18  Allen  Arth  ®  546-2298 
20  Hull  Gordon  F  Jr  summer  res 
546-3394 

22  Me  Donough  Joseph  G 

546-6209 

23  Quinn  Margt  T  Mrs  ® 

546-6597 

CLEMENT  ST  BEGINS 
Rear  Cooney  Margt  Mrs  546-3326 

24  Kelley  Joseph  T  546-2123 
CHARTE  CT  ENDS 

25  ★  Wengenroth  Stow  ®  546-6294 
25a  Summer  Res 

26  Murdock  Laurette  P  Mrs  retd 

®  546-7549 

28  ★  Demarco  A  John  ®  546-6001 

29  ★  Beach  Mary  B  546-6140 


16 


16 


PARSONS  ST  —FROM  159 
MAIN  TO  OPPOSITE  89 
ROGERS 

ZIP  CODE  01930 
6  Vacant 


PASCUCCI  CT  —FROM  29A 
COMMERCIAL 

ZIP  CODE  01930 
1  Palazzola  Vito  283-6634 
★  Kirton  John 
Lovasco  Salvatore  283-7465 
Aiello  John  ®  283-8568 

21 

PASTURE  RD  (PIGEON 

COVE)— (ROCKPORT)-FROM 
ROWE  AV  TO  78  GRANITE 

ZIP  CODE  01966 
6  Fritz  Hazel  T  Mrs  sum  res  ® 
546-2624 

8  Fisk  Charles  B  ®  546-2789 
Fisk  Ann  L  Mrs  artist 
Fisk  Amelia  W  Mrs  ®  546-2034 
Vacant 
Vacant 

10  Wheat  Thos  G  sum  res  ® 
Nelson  Charles  H  ®  546-2786 
★  Lewis  Jerry  W  546-6178 
Cranston  Robt  W  @  546-2019 
16  Summer  Res 


Haley  Warren  sum  res 
546-3145 

Perkins  Ruth  E  sum  res  ® 
546-6037 


PEARL  ST  —FROM  109 
WASHINGTON  TO  48 
SCHOOL 

ZIP  CODE  01930 
5  Beuzit  Geraldine  P  Mrs  ® 
283-9249 

7  ★  Brancaleone  Allerio  ® 

281-0694 

8  Sloan  Percilla  Mrs  ® 

Sloan  Florence  C  283-0167 

9  Michels  Wm  J 
Vacant 

10  Harhay  Sadie 

Sousa  Amelia  J  Mrs  283-1398 

11  Mitchell  Lewis 

13  ★  Clarimitaro  Joseph  283-6355 

i  Kalinos  Peter  283-5914 

14  Spencer  Motor  Supplies 

283-6420 

15  Andy’s  (Storage) 

16  Parisi  Paul  F  ©  283-3478 

18  Niemi  Lillian  Mrs 
Manninen  Robt  C  ®  281-0151 

19  Storage  283-3601 

Cape  Ann  Fire  Appliance  And 
Recharging  Service  fire 
extinguishers  283-3601 

20  ★  Scola  Joseph  P  ®  281-1924 
25  Searcy  Helen  A  Mrs  ® 

283-7276 

27  Pete’s  Auto  Repair  283-6649 
35  Maria’s  Pizza  Inc  restr 
283-7373 

37  Ralph’s  Auto  Repair  283-6143 
39  Silveira  Manuel 

★  Webber  Agnes  M  Mrs 
283-2017 

10 

PENRYN  LA  (ROCKPORT) 
FROM  PENZANCE  RD  WEST 
TO  RUTHERN  RD 

ZIP  CODE  01966 
Cooper  Henry  E  II  sum  res 
546-3390 

Cooper  Henry  E  sum  res 
Cooper  Theo  sum  res 
Tutein  E  Arth  ©  546-2359 
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PENRYN  LA  (R) — Contd 
O’Grady  Gerald  B  Rev  sum  res 
Wail  R  Michl  546-6078 
Seager  W  Ewart  sum  res 
Thompson  Walcott  B  ®  546-6873 
★  Frost  Marion  Mrs  ®  546-3460 
Porter  Barbara  Mrs  ©  546-6657 
Wright 


10 

PENRYN  WY  (LANDS  END) 
(ROCKPORT)-FROM 
PENZANCE  RD  WEST  TO 
RUTHERN  RD  (FOR 
RESIDENTS  SEE 
PENRYNLANE) 

ZIP  CODE  01966 


10 

PENZANCE  RD  (LANDS 
END)— (ROCKPORT)-FROM 
SOUTH  TO  EDEN  RD 

ZIP  CODE  01966 

★  Wheeler  Janine  M  ®  546-2108 
LOZART  PL  BEGINS 

Piper  Muriel  C  Mrs 
Oxton  A  Theo  sum  res  ® 
546-6217 

Allen  Donald  K  ®  546-3039 
PENRYN  LA  BEGINS 
Farnham  Albert  N  sum  res  ® 
546-3312 

Baron  Robt  B  sum  res  ® 

546-6400 

Rossman  Edwin  M  sum  res 
546-6300 

Dulman  Alvin  sum  res  546-6200 
Alper  Thelma  G  Mrs  summer  res 
®  546-2812 

Gorfinkle  Abr  sum  res  ® 

Helman  Bernard  sum  res  ® 
546-6071 

LOZANT  PL  BEGINS 
Weisbuck  Manuel  sum  res  ® 
546-2426 

Seegal  Sami  M  sum  res  ® 
546-3007 

Roberts  Frank  B  sum  res 
546-3847 

Smith  Duane  B  546-3365 
Wyman  Donald  sum  res  546-3341 
New  Peter  K  546-7005 
Gurry  James  sum  res 
Kirkwood  Wm  ®  546-6842 
Dunton  Lewis  W  Jr  ®  546-6585 
Linsky  Benj  ®  546-2177 

★  Gove  Herbert  L  ®  546-6033 
Oxton  Nellie  C  ®  546-6698 

★  Cummings  Melbourne  W  ® 
546-6144 

★  Gove  Peter  S  ®  546-7454 


★  Friedman  Morton  H  sum  res  ® 
546-7177 

★  Patey  Stanley  G  ®  546-3369 

★  Robertson  Noel  S  ®  546-6546 

★  Gardner  Frank  C  ®  546-2637 


PERKINS  RD  —FROM  101 
WESTERN  AV  TO  18 
CENTENNIAL  AV 

ZIP  CODE  01930 
3  Hamor  John  C  283-0697 
Morris  Irving  L  283-1461 

5  Geer  Stephn  L  283-6886 

6  Pacheco  Julia  Mrs  283-4952 

7  Edwards  Roger  C  283-9129 

8  Evans  Eliz  D  Mrs  283-1732 
Vacant 

9  Nelson  Bruce 

Macauley  J  Carlton  281-1221 

10  Cunha  Earl  283-4919 

11  Surrette  Albert  H 

12  Polisson  Harriette  283-5803 
14  Finch  Christopher 

Me  Leod  Michl  M  283-8183 


PERKINS  ST  —FROM  15 
STATEN  OVER  LOOKOUT 
HILL 

ZIP  CODE  01930 
2  Parsons  Harold  W 
O’Hanley  Richd  D  ®  283-7522 
Silva  Elva  M  Mrs  283-4890 

4  ★  Fay  Edw 

★  Lycett  Arline  Mrs  283-2674 
Milne  Robt  D 

4lA  ★  Record  Mary 

Francis  Lewis  J  283-4941 
4a  Silveira  Joseph  F  ®  283-1850 

5  Benson  Wm  A  ®  283-4708 
Me  Nulty  Charles  J  283-4708 

6  Frost  Arth  R 

Frost  Arth  W  Jr  ©  283-5368 

8  ★  Gutierrez  Louis 
Vacant 

9  Matos  Julio  ®  283-1940 
Young  Paul  W  281-0723 

★  Goulart  Dionisio  281-1733 

10  ★  Greeke  Timothy  L 

★  Mac  Kenzie  Paula  281-2724 

11  ★  Thomas  John  C 
Vacant 

12  ★  Me  Farland  Cath  L  Mrs 
Campbell  Irene  Mrs 
Wilkins  Mary  L  Mrs 
Bernard  Cynthia  A  Mrs 

14  Shields  Russell  A  ®  283-4754 
Vacant 

Martin  Dorothy  M  Mrs 
281-0585 


FAULK  BROS.,  Inc. 


35  Whittemore  St. 


MASON  CONTRACTORS 

Gloucester,  Mass.  0193© 


TEL.  283-1771 
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PERKINS  ST— Contd 

15  Brown  Eva  Mrs  ®  283-1283 
Edmonds  Annie  Mrs  283-4921 

16  %  Perry  Eug  J  283-5603 

18  Johnson  Jean  P 

Mello  Albert  C  ©  283-8011 
Vasques  Maria  C 
18%  Spanks  Robt  W  ®  283-3309 

19  Anderson  Oland  C  ®  281-1872 

20  Bulduc  Raymond  J  ®  283-5605 
22  %  Mac  Donald  Edward  281-0353 

22  Freitas  Belmira  Mrs  ® 

283-4491 

23  Mitchell  Melvin  A  ®  283-8892 
Lacerda  Don  A  283-3465 

25  Perry  Eug  S  ®  283-2263 
Vacant 

27  Perry  Eug  S  gro 

Kitchenmaster  Josephine 
27%  Borge  John  F  ®  283-2835 
Mitchell  Manuel  M  283-5307 
Roderick  Evelyn  D  283-8728 

29  Sutherland  Donald  ©  283-6504 

30  Vacant 

Almeida  Joseph  283-7441 

31  Bolcome  Robt  E  ®  283-4037 

32  Sears  Margt  G  Mrs  ® 

283-9299 

Silveira  Annie  F  Mrs  283-9299 

33  Apartments 

1  Figurido  Richd  M  ®  283-6592 

2  Figurido  Bruce  E 

3  Malaguias  Louis 

4  ★  Lacerda  Sylvia  Mrs  283-8562 

34  Mitchell  Anthony  283-6365 

Me  Donald  Mary  Mrs  283-1582 
Sinagra  Joseph  ® 

MT  VERNON  INTERSECTS 
37  Stewart  Kenneth  F  283-3089 
Hill  John  M  ®  283-2052 
39  Riley  Herbert  P 

42  Gadbois  Donald  F  ®  283-1541 

43  Howard  Donald  F  ®  281-0345 

44  Fialho  Richd  F  281-1437 
Johnson  J  Marie  Mrs  ® 

283-6083 

Chase  Robt  283-2821 
Vacant 

45  Watson  Frank  E  Jr  ® 

283-4589 

46  Griffin  Roy  W  ®  283-0826 
GREEN  BEGINS 

47  Aitken  Robt  S  ©  283-0802 

48  Spinney  Ernest  C  283-0217 
Mitchell  Adeline  F  Mrs  © 

283-7740 


49  Burnham  Richd  281-2547 

★  Wilson  Gerard  C  281-2163 

50  Spanks  Donald  R  ®  281-0199 

51  Wilson  Lillian  G  Mrs  281-0955 

★  Shamberger  Norma  J  Mrs 
281-2095 

52  Parisi  Nicholas  ®  283-4578 
Scola  Anthony  T  283-7252 

53  Miller  Joseph  S  © 

54  Cluett  Ronald  D  ©  283-5716 

55  Alves  Mary  M  Mrs  ®  283-6612 
Alves  Robt  C  ® 

57  Ribeiro  Leopold  S  Jr  © 

283-8563 

Curcuru  Ronald  J  281-1666 

58  Frances  Anna  S  Mrs  © 

283-0637 

★  D’Amico  Anthony  J  283-4245 
59a  Silveira  John  J  Jr  © 

283-0883 

59  Tarr  Francis  E  Jr  ©  283-3875 

60  Tarr  Francis  E  © 

Tarr  Geo  E  283-4149 

62  Spinney  Charlotte  M  Mrs 

283-5114 

Domingos  Anthony  J  ® 
283-5777 

63  Vidal  Hamathy  J  ©  283-2341 

64  Vacant 

Amaral  Leonard  F  ®  283-2714 
Bouchie  Ronald  H  283-8941 

65  Rose  John  M  ©  283-9189 

66  Verga  Anthony  J  ®  283-2675 

67  Dorey  Benj  C  ®  283-6976 

68  Call  Mary  L  Mrs  ®  283-9499 

69  Perry  Geo  R  © 

71  Smith  Robt  A  ®  283-4332 
72 ★Theriault  Richard  D  © 
283-3273 

73  Borge  Norman  J  ®  283-4046 

75  Re  Mary  D  Mrs  ®  283-8098 
Curcuru  James  B  283-1205 

76  Pucci  Angelo  ©  283-5233 

77  ★  Barkhouse  Norral  © 

78  Russell  Louis  E  ©  283-2319 

79  Noble  Gerald  ©  281-0540 

80  Oakes  Richd  A  ©  283-5476 
82  White  Fredk  H  ©  283-7221 
84  Ciaramitaro  Joseph  J  © 

283-8363 
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6 

PERRYWINKLE  LA  —FROM 
SUNSET  HILL  RD  TO  A 
DEAD  END 

ZIP  CODE  01930 
Carlson  Eold  W  summer  res  ® 
283-4814 

Cunio  Joseph  B  summer  res  ® 
283-0960 

Ciaramitaro  Jerome  A  ® 

283-9486 

8  Kerr  Sandra  S  Mrs  ®  281-0095 
SQUAM  LA  BEGINS 
Kealey  Wm  summer  res 
Niemi  Paul  D  ®  281-2272 
13  Me  Kenna  John  F  Jr  283-6963 


9 

PEW  AV  (WEST 
GLOUCESTER)— FROM 
STANWOOD  AV  TO  BEYOND 
PINE  RD 

ZIP  CODE  01930 
Horne  Richd  E  281-0657 
Stanton  Ralph  summer  res 
Borge  John 


21 

PHILLIPS  AV  (PIGEON 
COVE)— <ROCKPORT)-FROM 
217  GRANITE  TO  243 
GRANITE 

ZIP  CODE  01966 

1  Me  Donald  Eliz  B  ®  546-2913 

2  Baker  Harold  N  ®  546-2063 

3  Ahlin  Hazel  N  Mrs  ®  546-3587 
CATHEDRAL  AV  BEGINS 
GREEN  ENDS 

4  Fitzpatrick  Jeremiah  L  ® 

546-2204 

5  Lawn  Victor  H  ®  546-3538 
★  Marse  John 

7  Rees  Helen  ®  546-3320 
9  Eben’s  Oil  Service  oil  546-6867 
Moulton  Esther  A  Mrs  ® 
546-6867 

11  Little  Maynard  V  ®  546-6930 
Such  Ronald  W  546-2533 

12  Dow  C  Warren  ®  546-6270 

15  Grant  May  M  Mrs  ®  546-6953 
REED’S  LA  BEGINS 

16  Johnson  A  Dorothy  ®  546-6653 
MT  LOCUST  AV  ENDS 

20  Nelson  Robt  A  ®  546-2903 
OCEAN  AV  BEGINS 
22  Balch  Wm  E  ®  546-6790 
27  Dean  Edith  J  Mrs  ®  546-6514 
31  Denghausen  Franz  H  sculptor 
546-6680 

31a  Me  Lellan  Freeman 


37  Curtis  James  W  Jr  ®  546-3108 
39  Ingle  Julia  P  sum  res  546-6607 
44  Summer  Res 

49  Bryce  Kath  A  Mrs  ®  546-2157 

51  Summer  Res 

52  Hale  W  Munroe  ®  546-3388 

53  Perry  Wm  B  ®  546-6098 

54  Worthington  Alvin  F  sum  res 

® 

56  ★  Tuller  Kenneth  M  ®  546-7450 

57  Yentsch  Charles  S  ®  546-7148 

58  Carlz  Lydia  M  ®  546-2303 
60  Tompkins  Edna  H  ® 

63  Lucas  Amy  R  Mrs  ®  546-2115 
POINT  DE  CHENE  AV 
BEGINS 

70  Platt  David  R  ®  546-6031 
LINWOOD  AV  BEGINS 
HAVEN  AV  ENDS 

71  Norwood  Carleton  E  ® 

546-2817 

73  Mordecai  Danl  artist  ® 

546-2758 

75  Hanson  Mary  S  Mrs  ® 

546-3230 

76  Satterlee  Katharine  W  sum  res 

®  546-2874 

78  Me  Kearney  Mary  Mrs  sum 
res  ®  546-6925 

77  Clark  Minnette  B  Mrs  ® 

546-3123 

83  Crawford  Wm  J  ®  546-6460 
83a  Taylor  C  Fayette  sum  res 
546-6454 

85  Masters  Maurie  sum  res  ® 
546-3301 

88  Johnson  Walter  E  ®  546-2538 
90  ★  Van  Stigt  Wm  N  546-6901 
95  Vincent  Kenneth  T  Jr  ® 
546-3643 

99  Under  Constn 

102  Hoy  Dwight  L  ®  546-6896 

103  Vacant 

107  Egan  Paul  E  ®  546-3605 

109  Palmers  David  W  ®  546-6236 

110  O’Maley  Roger  L  ®  546-6608 

111  Nickerson  Kenneth  R  ® 

546-7273 
113  Vacant 
117  Paget  Ann 

119  Heath  Clark  W  ®  546-3679 
121  Hawkesworth  Norman  O  ® 


27 

PIER  AV  (ROCKPORT) 

FROM  1  MAIN 

ZIP  CODE  01966 

1  Summer  Res 

2  Krais  Emily  Mrs  summer  res  ® 

546-6165 

4  Eldridge  Svea  Mrs  ®  546-6998 

5  Kilburn  Grace  546-3229 


EACOAST 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 


15  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 
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21 

PIGEON  HILL  (PIGEON  COVE) 
(ROCKPORT)— FROM  TO 
CURTIS  TO  JOHNSON’S 
QUARRY 

ZIP  CODE  01966 

2  Kluge  Paul  F  546-3856 

3  Lilja  John  S  carp  ®  546-6826 
Hill  Joanne  T  artist  546-6319 

5  Smith  Anna  E  Mrs  ®  546-6528 
7  Bartlett  Eliz  C  Mrs  ®  546-6728 
11  Jaeckel  Marie  E  artist  ® 
546-2955 
STORY  BEGINS 


14  Backstrom  S  Allan  ®  546-3050 
OAKLAND  AV  ENDS 

15  Brown  Andrew  S  ©  546-6802 


17  Borgstrom  John  H  ® 


18  Fisher  Eleanor  A  Mrs 


® 


546-3016 

19  Littlefield  Robt  H  ®  546-3249 
23a  Johnson  Carl  O  ®  546-2253 
25  D’Entremont  Reginald  J  ® 
546-6042 

25a  Roller  Arth  T  ®  546-6820 
25b  Fahlen  Lars  A  ®  546-2686 

28  El  well  Charles  O  ®  546-3275 

29  Moore  Phyllis  E  Mrs  ® 

546-3869 

29atHyry  Ralph  A  Jr  ® 
546-6665 


30  Vacant 

31  Johnson  Rachael  A  ®  546-6703 
PIGEON  HILL  CT  BEGINS 

32  Bannon  Kenneth  E  ®  546-2981 

33  Adams  Harold  W  ®  546-3484 
STOCKHOLM  AV  BEINGS 

35  Goss  A  Irene  ®  546-2160 

36  Fritz  James  R  ®  546-2640 
36a  Carlson  John  S  546-2102 

37  Martin  Arvo  E  ®  546-2466 
37a  Lopez  Alban  V  ®  546-3871 

38  Jelmberg  Fredk  546-3932 

39  Day  John  R  ®  546-6625 

40  Lahtinen  Lempi  K  Mrs  ® 
546-2408 

41  ★  Parker  Norman  W  546-2821 

42  Taylor  Karen  S  Mrs  ® 
546-3654 

43  Fields  Chas  L  546-6059 

44  Johnson  Hulda  E  Mrs  sum  res 

®  546-2277 

45  Geyer  James  R  546-2491 
47  Sweet  Ralph  G  ®  546-2983 
49  Jylkka  Edwin  J  ®  546-6714 


50  Carlson  A  Richd  ®  546-2018 
50a  Curtis  Selma  M  sum  res 
Paper  House  The  museum 
56  Olson  Richd  C  ®  546-2005 
60  ★  Murphy  John  546-6341 

65  Selig  Wm  G  546-2716 
Rear  Selig  Robt  E  ®  546-6760 

66  ★  Wilke  Louis 

67  Dagle  Kenneth  R  ®  546-6021 
70  Gray  Phillip  L  ®  546-6336 

72  Fredriksen  Hilda  E  Mrs  ® 

546-2591 

73  Scribner  Leslie  M  ®  546-6119 

74  Delakas  Danl  L  546-7497 

75  Matheson  Geo  546-2071 

76  Wallace  Beatrice  H  Mrs  ® 

546-2174 

77  Balzarini  Louis  ®  546-6947 

78  Vacant 

80  Johnson  Greta  546-6576 
82  Johnson  Gunnar  A  ®  546-3379 
84  De  Gagne  Joseph  A  ® 

546-2142 

Johnson’s  Quarry 
Rockport  Quarries  Co  Inc 
546-2764 


21 

PIGEON  HILL  CT  (PIGEON 
COVE)  (ROCKPORT)— FROM 
31  PIGEON  HILL  TO  DEAD 
END 

ZIP  CODE  01966 

1  Me  Lellan  Howard  G  ® 

546-2994 

la  ★  Merrick  Beverly  Mrs  546-7732 
lb  Huger  Floyd  546-7043 

2  Mountain  Lester  F  Jr  ® 

546-2079 

Mountain  Lester  F  546-2714 

4  Fears  Paul  J  ®  546-3546 

5  Mattson  Robt  A  ®  546-3890 
5a  Vacant 

6  Vanderpool  Van  Buren  J  L  ® 

546-3916 


21 

PIGEON  HILL  WHARF 
(PIGEON  COVE) 
(ROCKPORT)-FROM  109 
GRANITE 

ZIP  CODE  01966 
Fitts  Kathryn  Mrs  ®  546-2518 
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21 

PINE  AV  (PIGEON  COVE) 
(ROCKPORT)-FROM 
PHILLIPS  AV  TO  POINT  DE 
CHENE  AV 

ZIP  CODE  01966 


9 

PINE  RD  (WEST 
GLOUCESTER)— FROM  PEW 
AV 

ZIP  CODE  01930 
Johnson  Alan  F  sum  res 
283-5544 

Murphy  Paul  J  sum  res  283-7101 
★  Burnham  Russell  ® 


3 

PINE  ST  —FROM  79 
WASHINGTON  TO  14 
CHURCH 

ZIP  CODE  01930 

7  Straccia  Frank  P  ®  283-9062 

8  Copeland  Fred 
Pusatiri  James 

9  Nielson  Everett  O  ®  283-1610 

10  Brackett  Charles  H  ®  283-1345 

11  Calomo  Joseph  ®  283-2337 

14  Gronblad  Albert  A  Inc  sand  & 

gravel  283-4241 

15  Ferranta  Peter  ®  283-3150 

16  ★  Aliberte  Frances 

17  Verga  Salvatore  ®  283-7402 

★  Martin  Helen  Mrs 
Deveau  John  283-0978 

18  Jackson  Ivy  B  283-6710 
Parsons  Dorothy  M  Mrs 

283-5835 

20  Dexter  Bessie  D  Mrs 
Goodwin  Mary  V  Mrs  283-0124 

★  Choiniere  Virginia  M  283-8712 

★  Steinart  Clara 

21  Piscitello  Rosalie  Mrs  281-0564 

★  Bruni  Geraldine  Mrs 

23  Linquata  Michl  ®  283-1901 
Thompson  Geraldine  Mrs 

283-3847 

★  Nicastro  Jerome 

24  Scola  Salvatore  C  ®  283-3505 
Frontiero  Cath  Mrs  283-9540 

25  Nicastro  Jeremiah  T  283-0777 

26  ★  Barton  Chris  281-0491 
28  ★  Hills  Wendy 

30  Giacalone  John  283-7325 
Juden  Danl  281-2737 
32  Vacant 

34  Ingersoll  Helen  Mrs  281-0158 
Brooks  Francis  Mrs  283-0895 
Chase  Marion  L  Mrs  283-5619 
Hill  Aili  283-9476 


8 

PINECREST  AV  (MAGNOLIA) 
FROM  135  MAGNOLIA  AV 
(PO  G) 

ZIP  CODE  01930 
3  Swanson  Geo  W  ®  525-3631 
8  Hyde  Geo  S  525-3047 
★  Taylor  Edw  525-3704 


22 

PIONEER  CIR  (ROCKPORT) 
FROM  48  MARMION  WAY 

ZIP  CODE  01966 
Cameron  Cottages  guests 
546-6890 
Vacant 


27 

PLEASANT  RD  (ROCKPORT) 
FROM  30  MT  PLEASANT  TO 
DEAD  END 

ZIP  CODE  01966 

3  Vacant 

4  Rowe  Warren  E  ®  546-3250 

8  Kucharski  Francis  J  ®  546-2382 


14 

PLEASANT  ST  —FROM  178 
MAIN  TO  BEYOND  CEDAR 

ZIP  CODE  01930 

7  Brown’s  Shoe  Dept  281-1636 

8  Sterling  Drug  Store  (Stge) 

10  Cape  Ann  Color  Lab  283-4411 
Gloucester  Camera  &  Photo 

283-5959 

11  Brown’s  Shoe  Dept  (Side  Door) 
Brown  Building 

ROOMS 

7  Modern  Dental  Laboratory 

283-3364 

8  Monell  Donald  F  archt 

283-1484 

10  Clark  C  Richd  lwyr  283-1314 
10  Clark  Wm  G  Jr  lwyr 
283-1314 

10  Pettit  Martin  T  lwyr 
283-1314 
15  Vacant 

18  Kline  &  Gardner  lwyrs 
283-3840 

12  Mass  Pub  Welfare  (Social 

Servs)  281-1133 
14  Schlichte  Miles  J  lwyr 
283-1413 

Walcott  H  Sage  atty  283-2096 
Gloucester  Industrial 
Development  Comn 
Coffee  Galley  281-1590 


PLEASANT  ST — Contd 

16  Christian  Science  Reading 
Room  283-1865 
Vacant 

18  Vacant 
18a  Vacant 

19  Captains  House  The  ofc  bldg 
Vacant 

Alliance  Corp  consultants 
281-1399 

Hunneman  &  Co  Inc  real 
estate  283-4671 

Mann  Marilyn  F  Mrs  hearing 
aids  283-6622 

Mann  Ralph  M  optom  283-0650 
Cunningham  &  Wilson 
281-0006 

20  Apartments 

1  No  Return 

2  ★  La  Fernier  Edmond  283-3515 

3  ★  Hart  Richd  H 

4  Perry  Pauline  M 

5  Enos  Stacy  J 

6  Tarr  Esther  E  Mrs  283-4606 
20a  Sea-Port  T  V  281-2347 

MIDDLE  ENDS 
WARREN  ENDS 

26  Cape  Ann  Chapter  No  896 

(Women  Of  The  Moose) 

Cape  Ann  Lodge  No  1471 
(LOOM)  283-0105 

27  Cape  Ann  Historical  Assn 

283-0455 

Davis  Elias  Capt  House  & 
Museum 

FEDERAL  BEGINS 
29  Carr  Mary  283-1045 

31  Lodge  Gertrude  Mrs  ® 

283-1995 

Me  Cue  Kath  S  Mrs  283-1045 

32  Steele  Carroll  K  Ins  Agency 

Inc  283-5100 

33  Mercurio  John  P  dentist 

283-7760 

Bernstein  Cahill  &  Cahill  law 
ofc  283-0890 

37  Costigan  Francis  J  283-1606 

38  Spinney  Funeral  Home  Inc 

273-7788 

Spinney  Wilson  ®  283-2576 

39  Mac  Lean  Danl  283-4993 

41  Pohas  Geo  J  phys  283-0391 
Vacant 

42  Elks  Home  283-1092 
Gloucester  Lodge  No  892 

(BPOE)  283-1092 

43  Freedburg  Alan  P  phys 

283-2988 

Burrell  Eleanor  M  283-0270 
43  Vi  Sawyer  David  283-7584 
46  Council  No  215  (K  Of  C) 
281-1492 
Vacant 


47  Poland  Warren  M  phys  ® 

283-0824 

48  Andrews  Earle  R  dentist 

283-1884 

Hooper  N  Abbott  dentist 
283-1884 

Blatchford  Robt  E  dentist 
283-1884 

Hammond  Kath  283-6444 
FRANKLIN  SQ  BEGINS 
50  ★  Meuse  Linda  M 

★  Frontiero  Joseph  D 

★  Saputo  Anthony  281-0072 

★  Wolfe  Judith  R  Mrs  283-1557 
Vacant 

52  Ciaramitaro  Leo  V  ®  283-6372 

★  Mondello  Anthony  283-2825 
PROSPECT  INTERSECTS 

13 

LIBERTY  BEGINS 
63  Avila  Coffee  Shop  283-9257 
65  Harry’s  Barber  Shop 
67  Mondello  Shoe  Service 

69  Nicastro  John  M  ®  283-2163 
Williams  Michl  A 

70  Saint  Ann’s  Convent  283-0137 

71  Pallazola  Grace  R  Mrs  ® 

283-2532 

73  Yellow  Submarine  Shop 
281-2217 

76  Saint  Ann’s  Roman  Catholic 

Church  283-0054 

77  Burnham  Playground 
SMITH  ENDS 

80  Vacant 

82  Bell  Esther  H  Mrs  ®  283-3288 

89  Carollo  Grace  Mrs  ®  281-0417 
Galati  Rocco  283-8038 
Carollo  John  J 

90  Babson  School 

91  Carr  J  Russell  ®  283-2991 
LOWE  SQUARE 

95  Pallazola  Sami  J  ® 

97  Parnell  Edw  J  283-7847 

98  Fisher  Raymond 
Doyle  Jack 

101  Tina’s  Studio  Of  Dance 

283-8758 
Gilliss  Sean  A 
SHEPHERD  INTERSECTS 

102  Vacant 

104  Jones  Lucille 

Genest  Raymond  T 
Todd  Edw  A 
106  ★  Noto  Joseph 

108  Noyes  The  Mover  283-7711 
106  Ferrara  Antonino  283-5881 

Sclafani  Joseph  281-2823 

109  Vi  Francis  Mildred  E  Mrs  ® 

281-1063 

Leavitt  Geo  H  283-9531 


152 


PLEASANT  ST — Contd 

112  Powers  Sylvester  E  © 

283-2498 

113  Noble  Richd  ®  281-2781 
Gonsalves  Richd  A  283-0013 
Rowe  James  M  281-0295 

114  Silva  Ida  M  Mrs  ®  283-9533 

115  ★  Espada  Antonio  ®  281-2585 

116  Johnson  John  E  © 

117  ★Wilson  Marvin  B  283-3525 
119  Me  Williams  Juanita 

Allen  Alf  L  ®  283-9330 
Powers  Adelaide  M  Mrs 
283-6647 

B&M  RR  INTERSECTS 


27 

PLEASANT  ST  (ROCKPORT) 
FROM  18  MT  PLEASANT  TO 
BEECH  GROVE  CEMETERY 

ZIP  CODE  01966 

1  Smith  H  Robt  Rev  ®  546-3686 

2  Goodard  John  M  546-2490 

★  Griffin  Robt  E  546-2316 

4a  Wonson  Harry  C  III  546-2183 
4b  Gerety  Agnes  M  Mrs  546-6347 
4c  Graham  Grace  F  Mrs  546-6087 
4d  ★  Peters  Robt 
4e  ★  Davis  John  K 
4f  Stone  Geo  W 

4  Breault  Dexter  E 

5  Spellman  Peter  B  546-3835 

6  ★  Andrus  Vera  546-6102 
Hurd  Pearl  S  Mrs  546-7213 

★  Riggs  James  M  546-3368 
Me  Intire  Marion 

Sharp  James  M  546-3142 
Rear  Neblett  Sarah  E  sum  res  ® 
546-6317 

7  Lauterstein  Lincoln  546-2577 

8  Hershey  Sami  F  ®  546-3103 
8a  Hedlund  Marie  C  546-6279 

9  Kempton  Mary  T  Mrs  ® 

546-2671 

★  Kempton  Grace  L  546-7280 

10  Norton  Janet  S  Mrs  ® 

546-3396 

12  Prentiss  Adela  M  Mrs  ® 

546-3698 

13  ★Ball  Mary  K  546-3503 

★  Reed  Priscilla  W  546-6303 
Cabana  Wm 

Rear  Krenn  Anita  M  546-6694 
SCHOOL  ST  ENDS 

14  ★Brooks  Wm  H  ®  546-3580 

15  ★  Kolterjahn  Paul  H  ® 

546-6112 

16  Woodworth  Cheryl  Mrs 

546-6985 

17  Wheeler  Helen  H  Mrs  ® 

546-2152 

18  ★  Davis  Geo  E  546-7444 


19  Vacant 

20  Smith  Orren  F  ®  546-6534 
20a  Cox  Alice  G  ®  546-3052 

21  Murphy  Jeremiah  V  ® 

546-6101 

22  James  Lois  C  Mrs  ©  546-6291 
MARSHALL  ENDS 

23  Hooper  N  Abbott  ®  546-2127 
SUMMER  BEGINS 

24  Dalton  Francis  R  ®  546-6156 

25  James  Loretta  E  ® 

26  Kinghorn  Peter  D  ®  546-3344 

27  Burbank  Donald  S  ®  546-3271 
SPRING  LA  BEGINS 

32  Lane  Stuart  G  ®  546-3225 
34  Mac  Isaac  Alf  M  ®  546-2424 
Mac  Isaac  Alf  M  Jr 
36  Hodgkins  Charles  A  landscape 
gdnr  ©  546-3318 
SPRING  CT  BEGINS 
Beech  Grove  Cemetery 


24 

PLEASURE  PT 
(ANNISQUAM)— FROM  1 
LEONARD  (FOR 
OCCUPANTS  SEE 
ANNISQUAM  POINT) 

ZIP  CODE  01930 


PLUM  CT  —FROM  978 
WASHINGTON  BAY  VIEW 

ZIP  CODE  01930 
3  Dodge  Richd  sum  res  © 

5  Heywood  Francis  C  ©  283-6311 

6  Dodge  Carl  A  mech  ©  283-3510 
Arthur  Bradford  H  ©  283-3510 


PLUM  ST  —FROM  164  EAST 
MAIN  TO  HIGHLAND  CT 

ZIP  CODE  01930 

6  Cafasso  O  Vincent  ©  283-0388 

7  Kennedy  Brien  B  ®  283-1268 

9  Merchant  Katheryn  M  Mrs  © 

283-0108 

10  Levin  Philip  D 

11  ★  Lane  Harry  ® 

★  Muise  Birgitte 

12  Boston  &  Gloucester  Express 

Inc  283-6391 

Kippen  Arth  M  Jr  ©  283-5760 

13  Doucette  Roger  ® 

Rear  Fishman  Arth  D  ®  283-2075 
15  Merchant  Russell  C  © 

283-8176 

15a  Visnick  Sami  ©  283-3483 
19  Vacant 

21  Arnold  Alvin  G  ©  283-0604 


153 


PLUM  ST— Contd 

22  Parisi  Kath  Mrs  ©  283-4284 
Oliver  M  Evelyn  283-3336 
25  Kennedy  Francis  G  ®  283-9030 


9 

POINT  RD  (WATERMAN 
SECTION)  (WEST 
GLOUCESTER)—  FROM 
BUNGALOW  RD 

ZIP  CODE  01930 
(NUMBERS  IRREGULAR) 
Pellegrino  Joseph  P  sum  res 
283-1460 

1  Bachelder  Robt  E  sum  res 

283-4812 

18  Hamilton  Milton  R  sum  res 

283-5837 

23  Blatchford  Beatrice  L  Mrs  sum 
res  283-1381 

17  Me  Carthy  Hugh  F  summer 
res  283-1238 

2  Goyette  Charles  H  sum  res 

283-6810 

19  Lamphier  James  sum  res 

283-8364 

20  Leaf  Alex  sum  res  281-0011 

21  Luongo  Ann  M  Mrs  sum  res 

283-6338 

23  Dyer  Jean  Mrs  sum  res 
Rear  O’Neil  Barbara  E  sum  res 
25  Williams  Donald  R  sum  res 
281-1744 

22  Cross  Stanley  D  sum  res 

283-4291 


21 

POINT  DE  CHENE  AV 
(PIGEON  COVE) 
(ROCKPORT)-FROM  57 
PHILLIPS  AV  TO  LONG 
BRANCH  AV 

ZIP  CODE  01966 

1  Moginot  Aleme  Mrs  ®  546-2634 
Moginot  Paul  J  546-2250 
3  Enright  Frances  ®  546-2688 
5  Frost  Marie  E  Mrs  sum  res  ® 
546-2221 
7  Vacant 
9  Summer  Res 
15  Me  Kay  Richd  sum  res  ® 
GALE  AV  BEGINS 


22 

POOL  PL  (ROCKPORT) 

FROM  HARRADEN  AV  TO 
DEAD  END 

ZIP  CODE  01966 
1  Francis  Wm  W  ®  546-7025 


26 

POOLE’S  LA  (ROCKPORT) 
FROM  141  MAIN 

ZIP  CODE  01966 

1  Dickey  Laura  H  ®  546-2495 
Norton  Eileen  A 

Vacant 

2  Wonson  John  F  ©  546-6026 

3  Ketchopulos  John  J  ®  546-6558 

4  Anderson  Ralph  W  Jr  ® 

546-6921 

KETCHOPULOS  CIR  BEGINS 

5  Ketchopulos  James  J  ® 

546-3197 

Rear  Ketchopulos  John  A  ® 
546-2206 

7  Brosnan  John  D  ®  546-6204 
Tadco  Mfg  Inc  silk  screen 
printing  546-7525 


POOLE’S  TER  (ROCKPORT) 
FROM  END  OF  RIDGEWOOD 
RD  TO  A  DEAD  END 

ZIP  CDODE  01966 
Kellerman  Siegfried  sum  res  ® 
546-3841 
13  No  Return 

Moore  Charles  N  Jr  546-720/ 

★  Pino  Weldon  D  546-2178 
Shaw  June  Mrs  ®  546-6754 
Widmeier  Wm 

★  Elliott  Stuart  546-2598 


POPLAR  CT  —FROM  65 
POPLAR 

ZIP  CODE  01930 

3  Munroe  Thelma  S  Mrs  ® 

283-8113 

4  Carnevale  Alf  J  ®  283-0644 
6  Scala  Mary 

Tares  Susan  M 
Troy  Donna  E 


POPLAR  PK  —FROM  68 
POPLAR  TO  BABSON 
RESERVOIR 

ZIP  CODE  01930 

1  Smith  Madeline  Mrs  283-4429 

2  ★Fisher  Gladys  Mrs  283-6893 

3  Worden  Jennie  Mrs  283-2823 

4  Oliver  Matilda  Mrs  283-4415 

5  Morris  Antone  283-9388 

6  ★Wile  Mary  Mrs  283-2941 

7  Marshall  Angie  Mrs  283-3825 

8  Gerniglaro  Emanuel  S  283-1397 

9  Holmberg  Mary  Mrs  283-6368 
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POPLAR  PK— Contd 

10  Sturtevant  Lee  Mrs  283-7841 

11  Baker  Rose  Mrs  281-1195 

12  Vacant 

13  Doucette  Kath  Mrs  283-6206 

14  Bernard  Alf  E  283-5505 

15  Grigg  Roland  283-8161 

16  Johnson  Karl  E  283-5041 

17  ★  Me  Cormack  Annie  M 

283-5393 

18  Bachmann  Emil  283-6551 

19  Buldue  Jos  283-1874 

20  Aptt  Louise  Mrs  283-8349 

21  ★  Tarr  Doris  P  Mrs  283-4974 

22  Hanson  Margt  M  Mrs  281-1736 

23  Taylor  Eliz  Mrs  283-1937 

24  Knowles  Thos  283-8882 

25  Parker  Douglas  283-7295 

26  Viator  Eva  Mrs  283-8582 

27  Eberts  Irene  P  Mrs  283-0491 

28  Roberts  Margt  Mrs  283-1719 

29  Amero  Anna  Mrs  283-0298 

30  Deering  Gardner  T  281-2187 

31  Whynott  S  Rita  Mrs  281-2750 

32  Joyce  Alvin  T 

33  Knowlton  Albion  B  283-2639 

34  Hull  Marion  L  281-1087 

35  Colby  Alice  C  283-3092 

36  Garrett  Jane  A  281-1182 

37  Martin  Charlotte  Mrs  283-8212 

38  ★  Merwin  Evelyn  Mrs  283-9497 

39  Waggett  Ethel  F  Mrs  283-6569 

40  Nelson  Abbie  Mrs  283-6977 

41  Howlett  Emma  Mrs  281-1057 

42  Silva  Phyllis  A  Mrs  283-9077 

43  Viator  Adeline  B  281-0997 

44  ★  Cannon  Martha  Mrs  283-2196 

45  Greely  John  B  283-0904 

46  Sylvia  Harriet  Mrs  281-1349 

47  Warner  Olive  G  Mrs  283-9351 

48  Redding  Mary  Mrs  283-5287 

49  South  Marie  L  Mrs  283-9147 

50  Warren  Helen  A  Mrs  283-9535 

51  Tocco  Josephine  R  Mrs 

283-5378 

52  Saunders  Julia  M  Mrs 

281-0166 

53  Carr  Martha  I  Mrs  283-4535 

54  Me  Gillivary  Helen  Mrs 

283-7562 

55  Burke  Wm  R  283-6431 

56  Durell  Alice  Mrs  283-8851 

57  Collum  Walter  S  281-2281 

58  Perry  Evelyn  M  Mrs  283-3651 

59  Veator  Flora  Mrs  281-0598 

60  Dion  Gertrude  M  Mrs  283-4298 

61  Curran  Walter  M  283-7911 

62  Thurston  Doris  L  Mrs  283-2548 

63  Jacobs  Mabel  W  Mrs  283-3714 

64  Mac  Farland  Charles  M 

281-1347 

65  Marchant  Percy  A  283-5674 

66  Davis  Edw  V  283-3228 


67  i  Rossow  Leora  Mrs  281-2348 

68  Sheehan  Minnie  Mrs  283-9111 

69  Brennan  Rose  Mrs  283-1243 

70  Whall  Alice  F  283-3652 

71  Purdy  Carrie  Mrs  283-1284 

72  Guild  Isable  G  Mrs  283-9550 

73  Malaquais  Margt  C  Mrs 

283-8539 

74  Jenkins  John  283-8247 

75  Carroll  Ellen  M  283-5992 

76  Cardani  Rose  C  Mrs  281-1918 


19 

POPLAR  ST  —FROM  249 
WASHINGTON  TO  24 
RUSSELL  AV 

ZIP  CODE  01930 
4  O’Keefe  Edna  M  ®  283-7875 
6  Porper  Leonora  A  Mrs  ® 
283-4057 
★  Scola  Paul  F 
8  Marshall  Lillian  Mrs  ® 

283-2195 

10  Veara  John  A  ®  283-2331 

11  Anderson  Milton  R  ®  283-2816 

14  Cusick  Richd  ®  283-5669 

15  Quigley  Edw  ®  283-5728 

16  t  Parisi  Joseph  P  ®  283-8688 

18  Grant  Allen  F  Jr  ®  283-2858 

19  Frost  Albert  T  ®  283-7808 
BERTONI  RD  BEGINS 

25  Procter  Ethel  A  ®  281-0238 

26  City  Civil  Defense  283-0340 
City  Public  Works  Dept 

283-5940 

City  Highway  Div 
City  Parks  Playgrounds  &  Pub 
Bldgs  Div 
City  Sewer  Div 
City  Water  Div 

27  ★  Whynot  Robt  D  ®  283-8230 
29  Milone  Vincenzo  ®  283-6680 
33  Parisi  Anthony  J  ® 

FOLEY  RD  BEGINS 
36  Tognazzi  Mary  E  Mrs  ® 
283-5523 

Tognazzi  John  E  ®  283-1661 
40  Tognazzi  Bros  Inc  monument 
dlrs  283-1661 
CHERRY  BEGINS 

45  Saint  Ann’s  Cemetery 

46  Cohen  Dorothea  ®  283-3381 
54  Arsenault  Danl  E  ®  283-2362 
58  Carignan  Robt  A  ®  283-8926 
60  Wile  Leslie  L  ®  283-8338 
60a  Jensen  Alf  P  ©  283-3162 

62  Burke  Ralph  G  ®  281-1605 

64  Silva  Augustus  J  ®  283-2640 

65  Tucker  F  Maynard  Jr  283-5665 

66  Miller  Thos  A  ®  283-6553 
POPLAR  CT  BEGINS 

67  Linsky  Theo  ®  283-3456 


POPLAR  ST— Contd 

68  Sears  Maryann  283-5448 
Silva  Frances  N  ®  283-8249 

POPLAR  PK  BEGINS 

69  Vacant 
Hart  Ella 

MAPLEWOOD  AV  ENDS 
100  Babson  Reservoir 


16 

PORTER  ST  —FROM  93  MAIN 
TO  28  ROGERS 

ZIP  CODE  01930 
Sears  Roebuck  &  Co  Service 
Station  283-1300 
2  Joe’s  Dugout  283-9876 
6  Kelleher’s  Inc  283-9751 


12 

PRENTISS  RD  —FROM  LAKE 
AV 

ZIP  CODE  01930 
Casey  Patk  J  ®  283-1975 
Hart  Peter  M  sum  res  ® 

281-0679 

Hart  Martha  summer  res 
Jencks  Francis  summer  res 
283-7053 


9 

PRESSON  POINT  RD  (WEST 
GLOUCESTER)— FROM  21 
CONCORD 

ZIP  CODE  01930 
Bloch  Wm  A  sum  res  ® 

283-2086 

Davis  Richd  W  ®  283-4709 
Gravalese  Edw  M  ®  283-3470 
Greenleaf  Edward  L  sum  res 


PRESSON’S  PT  (WEST 
GLOUCESTER)— END 
PRESSON  POINT  RD 

ZIP  CODE  01930 


3 

PROCTOR  ST  —FROM  13 
CHURCH  TO  10  SCHOOL 

ZIP  CODE  01930 

3  Fisher  James  R  283-1325 
Misuraca  Thos  283-7498 
Randazza  Sophie 

4  Saunders  Ruth  E  ®  283-1993 

5  D’Amico  Joseph  283-5859 
Scola  Ida  Mrs  ® 

6  Mineo  Julia  Mrs  ®  283-3548 
★  Goolart  Joseph  H  283-8428 


8  Kinghorn  Gordon  S  III  ® 
283-8468 
Lakso  Robt 

10  Serio  Pasquale  283-3809 
Lovasco  Ambrose  P 

11  Wall  Wm  D  283-9063 
Aiello  Eug  ©  283-1669 
Gayton  Foster  E  283-5968 

IIV2  Ferrante  Joseph  © 

12  Militello  Antoinette  Mrs  © 

283-5916 

★  Pallazola  Thos  P  283-1228 

13  Giacalone  Joseph  ®  283-2805 
Williamson  Dorothy  M  Mrs 

281-0768 

Vacant 

14  Chambers  Wm  281-1342 
Andrade  Alvin  283-2699 

15  Connelly  Irene 

Muise  Blanche  V  Mrs  ® 
283-1328 

17  Muise  Peter  M  281-0173 

18  ★  Horne  David  A 
20  Vacant 

Comeau  Edw  R  281-1417 


14 

PROSPECT  CT  —FROM  102 
PROSPECT 


o 


ZIP  CODE  01930 
6  Havener  John  P  Jr  283-6702 
8  Comeau  Edw  C  @  283-5697 
10  Dahlmer  Cath  M  Mrs  ® 
283-7284 


14 

PROSPECT  SQ  —FROM  101  TO 
105  PROSPECT 

ZIP  CODE  01930 

4  Moore  Joseph  C  281-1107 
White  Robt  H  ®  283-6171 

5  Buotte  Gerald  J  283-9020 

6  Kincade  Wm  K  283-2461 
Low  Martha  F  ©  283-7717 

7  Grover  Robt  W  Jr  ©  281-0124 
Parsons  Harold  W  Jr  283-8575 

9  Corrao  Geo  J  ®  283-8852 

10  ★  Chamberlain  Edw  281-0590 

★  Stone  Ronald 

11  Veator  Kath  Mrs  283-4745 

★  Grimes  Georgina  Mrs 
15  Hynes  Grace  L 

15a *  *  Littlefield  Marie  R  Mrs 

20  ★  Milne  Ronald 

Mitchell  Marjorie  F  Mrs  © 
283-0363 
Olson  Eliz 

21  Luce  Charles  W  Jr  ©  283-2039 
Vacant 

★  Me  Kay  John  H  283-2511 
23  ★  Rowley  Dorothy  Mrs 


156 


PROSPECT  SQ— Contd 

BertoLmo  Carolynne  L  Mrs  © 
283-3377 

Bertolino  Angelo  F  281-2359 

24  Curley  Steph  J  ©  283-5990 

25  Ingersoll  Sumner  S  283-8306 
Eaton  Howard  R  Jr 
i>rgeron  Evelyn  283-8042 

29  Cecil  10  Cecilio  J  ©  2831994 
Orlando  Joseph  R  281-1819 


3 

PROSPECT  ST  —FROM  87 
WASHINGTON  TO  312  MAIN 

ZIP  CODE  01930 

3  Curley  John  J  2836935 
3 Hi  Burnham  Allan  S 

4  Frontiero  Salvatore  P 
Frontiero  Anna  Mrs  ©  283-4859 

5  Larson  Madeline  Mrs  2831847 

6  t  Ah  earn  W  m 

Moore  Frances  283-0393 

*  Herman  Ethel  U  Mrs  2832939 
Anderton  Wm  W  2833565 

7  Ingersoll  Lawrence 

Ingersoll  Howard  L  ®  2831049 
Benson  Helen 

8  Johnson  T.illinan  E  Mrs 

283-0787 

*  Crum  pecker  Keri  Mrs 

*  Me  Killop  Dennis 
Goodhugh  Geo 

*  Francisco  Lee  283-8095 
Silva  Sherry 

9  Ciaramitaro  Frances  Mrs 

283-3023 

*  Place  Mary  Mrs 

*  Parsons  Bud 

t  Clifford  Jean  Mrs  © 

Vacant 

10  Seavey  Anne  281-2325 
Silva  Edna  M  2837186 

12  Galante  Paul  J  2831642 
Galante  Jenny  283-5274 
Ciolino  Antoinette  M  Mrs  © 
283-3882 

14  Gloucester  Post  No  32  (Amvetsi 

283-9738 

15  Rubino  Antonina  Mrs  ® 

283-4550 

16  High  Street  Cemetery- 

17  Rubino  Philip  J  2834803 

19  Frontiero  Salvatore  ©  283-8433 

23  Carr  James  W  Jr  ©  2832316 

24  Noto  Salvatore  ©  281-2102 

25  t  Orlando  Carlo  ©  2834650 
CHURCH  ENDS 

26  Asaro  Sami  ®  281-0726 

27  Guarrasi  Vincent  ©  283-8179 
Bertolino  Joseph  283-3482 

28  Lupo  Thoa  ©  2837299 
Pohtano  John  A  283-4929 


29  Favazia  Benj  ©  2834758 
Carl  Robt  R  2832185 

30  Schenk  Arth  283-0575 
Randazza  John  M  283-6353 
Barry  Michl  G  2839488 

32  Rallo  Joseph  ® 

Linquata  Salvatore  2834830 

34  Scola  Vito  S  ©  2834898 
Hilton  Laura  B  Mrs  283-0619 

35  Palazzolo  Pasquale  ®  283-5818 
Ciaramitaro  Vincent  281-1343 

SCHOOL  INTERSECTS 

36 *  *  Villi um  Roberto 

39  t  Ferrante  Michl  ©  283-6981 
41  Rowley  Charles 
43  Thurston  Ada  B  Mrs  281-0692 
Ferrant  Dora 
Lopes  Louse 
t  Ferrant  Michael 

46  Vacant 
Vacant 

47  Pool  Rosemond  Mrs  ® 

47^2  Meuse  Edw  2833572 

Vacant 

Vacant 

49  Devere  Mary  E  Mrs  283-0544 
White  Dennis 

50  Vacant 

RAILROAD  AV  BEGINS 
MAPLEWOOD  AV  BEGINS 
WASS  SQUARE 

53  Pallazola  Anthony  P  © 

2834307 

54  Strescino  Enrico  ©  283-4659 
Loiacano  Sami  J  ® 

55  Vacant 
Vacant 

57  Curcuru  Phyllis  Mrs  ® 

2835417 

Curcuru  Philip  N  283-0994 
MASON  ENDS 

58  Saint  Ann’s  Parish  Center 

2832802 

59  t  Young  Robt  J  Jr 
Lennox  James  L  2834734 
O’Neil  Kath  2832397 

60  Saint  Ann’s  Rectory  283-0054 
DALE  AV  ENDS 
FRANKLIN  SQ 

61  Mac  Innis  Antiques  2831042 
64  Saint  Ann’s  Parochial  School 

2833455 

67  Hilton  Henry  A  Jr  283-5822 
Hilton  Henry-  A  ©  2831496 

14 

PLEASANT  INTERSECTS 
76  Connors  Pharmacy  Inc 
2832765 

79  Powers  Arline  M  Mrs  2831141 
Cuddyer  Donald  F  2837677 
Sylvester  Arnold  B  2835557 
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PROSPECT  ST— Contd 

80  Wesley  United  Methodist 

Church 

Van  Orden-Kellogg  Donald  F 
Rev  283-1775 

81  Wonson  Carlton  W  lwyr  ® 

283-0521 

ELM  ENDS 

83  ★  Amero  John  S 
Markham  Eleanor  Mrs 
Vacant 

★  Parady  Steph 

★  Noseworthy  Robt  Jr 
Manning  Warren  L  281-0992 

★  Barnett  John  D 

84  Chermesino  Salvatore  F  ® 

283-6398 

85  Kennedy  Cath  W 

★  Silva  Florence  J  283-1219 
85%  ★  Keefe  Evelyn  H  Mrs 

283-8986 

Desmond  Frances  Mrs 
283-6437 

86  Connors  Ellen  M  Mrs  © 

283-6214 

87  Pierce  Ada  V  Mrs  283-6466 
Hines  Margt  F  Mrs  283-9430 

88  ★  Loomis  David  B  Rev  283-5855 

89  Robinson  June  Mrs 
Pereen  Buddy 
Parisi  Joseph  P 

90  Enslow  Mildred  Mrs  ® 

283-0508 

acant 

91  ★  Martin  Elinor  C  281-2580 
Ryan  Mary  Mrs  281-0809 
Foley  John  J 

★  Me  Cormack  Lucille  M 
James  Harriet  E  Mrs 
Enes  Mary  A  Mrs  283-3712 

92  Russell  Mary  E  Mrs  283-8285 
Eustis  Harry  T  283-6465 

Rear  Cappello  Anthony  J  © 
283-2443 

93  ★  Delaney  Cath  A 

★  Merchant  James  A 

★  Roberts  Randy  283-367 4 

★  Santana  Nancy  J 
CHESTNUT  ENDS 

94  Brown  Richd  E  dentist 

283-1692 

Hickey  John  dentist  283-1692 

95  Apartments 

Hall  Grace  M  283-8184 

★  Veator  Aria  S  283-1371 
Dennis  Mildred  Mrs  283-5998 
Milne  Winifred  R  Mrs  283-5618 
Purcell  Lucy  A  281-1822 
Jeffery  Dora  281-1388 

Prince  Mabel  G  Mrs  283-3426 
Coleman  Matilda  281-0401 

96  Domingos  Mary  B  Mrs  © 

283-8691 


Goulart  Leonard  D  283-6180 
Glenn  Thos  J  283-7897 
Squillace  Dorothy  P  Mrs 
281-0149 

98  Orlando  Joseph  283-6447 
Rear  Leavitt  Bruce 

99  State  Armory  283-0140 
State  National  Guard-Battery 

A  283-4414 

100  Williams  Bruce 
Shatford  Robt  283-0887 
Jedrey  John  283-1872 
Geer  Charles  A 
Hobbs  Fred 

★  Bean  Eileen  281-2460 
Sheehan  Paul 

101  Wigginton  Joy  283-1822 
Poirier  Marie  Mrs  283-3353 

PROSPECT  SQ  BEGINS 

102  ★  Scola  Paul  283-0719 
Scola  Frances  P  Mrs 

PROSPECT  CT  BEGINS 

103  Palazzola  Gasper  A  ® 

283-1832 

105  ★Doucette  Carlton 
PROSPECT  SQ  ENDS 
107  Comeau  Augusta  M  Mrs 
283-9119 

Morais  Herberto  S  ® 
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283-4780 

109  Hendrickson  John  ®  283-1193 
Hunt  Carroll  G  281-0122 

WINCHESTER  CT  BEGINS 

110  ★  Lopes  Robt  J 

Munroe  Reginald  R  283-7248 

No  Return 
Gay  Charles  J 
Vacant 

Grant  Geo  R  281-1651 
ALLEN  BEGINS 

112  Hinckley  Angus  C  ®  283-4705 

113  Silva  Mary  J  Mrs  ®  283-2731 
★  Dorman  Aurora  283-7473 

114  Jones  Norma  Mrs 

115  Smith  Stanley  F 

118  Williams  Lucibelle  Mrs  ® 
283-2972 


2 

WARNER  BEGINS 
WINCHESTER  CT  ENDS 
120  Vacant 

Baldassano  Calogera  Mrs  ® 
283-8774 

122  Bambace  Frank  J  ® 

123  Vacant 

124  San  Fillipo  Accursio  ® 

283-7193 

125  Dahlmer  Mary  M  Mrs  ® 
Doucette  Frances  P  Mrs  © 

283-1499 

125%  Mesquita  Joseph  P  ® 
283-5245 
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PROSPECT  ST— Contd 
126  ★  Clark  Marion  E  283-1320 
Call  Carrie  E  Mrs 
Nelson  Ruth  N  283-5057 
Denot  Josephine  Mrs 
Coughlin  Jeannette  Mrs  ® 
283-3300 
Dort  Charles 
Warren  Frank  283-9102 
Langley  Edith  Mrs 
Carlson  Julia 

Fullerton  Rita  M  281-0126 
Vacant 

Taylor  Gretchen  E  281-0424 
Wallace  Chester  E  283-4562 
129  Destino’s  Submarine 
Sandwiches  283-3100 
Stack  Dorothy  M  Mrs 
283-3311 

Destino  Margt  Mrs  283-3324 
TAYLOR  STREET  BEGINS 

131  Barry  James  E  ®  283-4295 

132  Thomas  Louis  A  283-8775 

133  Portugese  American  Club 

283-9737 

134  Aptt  Dana  W  ®  283-8790 

135  Golden  Age  Club 
137  Saunders  Frank  A  ® 

283-6259 

137a  La  Petite  Poodle  Parlour 
283-4961 

139  White  Star  Fish  Market 
283-2883 

Rear  Our  Lady’s  Youth  Center 
283-9828 

141  Leo’s  Pizza  283-5659 
141a  No  Return 

142  Our  Lady  Of  Good  Voyage 

Rectory  283-1490 
Oliverra  Vito 

143  O’Neil  Kathryn  Mrs  283-8215 
★  Riley  John  ®  281-2301 

144  Our  Lady  Of  Good  Voyage 

Church  283-1490 

145  ★  Riberio  Anthony  281-0582 
Foley  Geraldine  M 
Batista  Carlos  L  283-5159 
Fialho  Frank  L  283-7784 

SPRING  ENDS 

147  Vacant 

148  Barghorn  Reinhold  G  ® 

283-4537 

150  Sprazzulla  Dominic 

Oliver  Evelyn  ®  283-2883 
Martell  Evelyn  M  Mrs 
Malvesti  Richd  283-0773 
154  Gallagher  Richd  J  ®  283-2669 
Creaser  Clarence  H  283-1751 
FRIEND  BEGINS 
156  Nickas  Market  gro  283-3165 
FEARS  CT  BEGINS 
160  Vacant 
Vacant 


164  Sharac  Steven  A  ®  283-6428 
Muniz  Melvin  P  283-5934 


27 

PROSPECT  ST  (ROCKPORT) 
FROM  JUNCTION  MT 
PLEASANT  AND  SOUTH  ST 
TO  SUMMER 

ZIP  CODE  01966 
2  *  Faruch  J  B  546-7734 

4  Goldberg  Louis  ®  546-6044 

5  Fankbonner  Doris  K  ®  546-3506 
bVz  ★  Dronne  Geo  ®  546-6131 

6  Me  Naughton  Robt  D  546-7059 
Nelson  Otto  J  ®  546-6752 

7  Marston  Olive  P  Mrs  ® 

546-2631 

8  Beardsley  Cath  ®  546-7357 

10  Burns  Robt  546-3883 

11  Amaral  Steven  W 
Rapp  Wm  R  @  546-6661 

12  Brown  Robt  F  Jr  546-2583 
12a  Erickson  Janice  Mrs  546-3635 
Rear  ★  Lynch  Timothy 

13  O’Reilly  Charles  A  ®  546-6854 

14  Johnston  Danl  V  ®  546-6294 

15  Burgoyne  J  Albert  546-7322 

16  Butman  Emma  W  Mrs  ® 

546-2474 

16a  Sherburne  Kathryn  T  Mrs  ® 
546-2727 

17  Ambrose  James  W  ®  546-3573 

18  Grade  Edw  A  ®  546-2472 

19  ★  Zunz  Gail  ®  546-6966 

21  Rapp  John  R  Jr  ®  546-2724 


27 

PROSPECT  ST  EXTN 
(ROCKPORT)— FROM  19 
PROSPECT  TO  DEAD  END 

ZIP  CODE  01966 

2  ★  Powell  CE®  546-7318 

3  ★  Brewer  Irene  Mrs  546-2095 
Hobbs  Florence  G  ®  546-2070 

4  Dixon  Wm  B  ®  546-3256 

9  Budrow  Ralph  J  ®  546-3046 
11  Thibeault  Guy  A  ®  546-6509 
13  Grigg  Robt  E  ®  546-6633 


11 

PROSPECT  TER  (BRIER 
NECK)— FROM  SALT 
ISLAND  RD  (PO  G) 

ZIP  CODE  01930 
Gullifer  W  Harry  ®  283-3852 
White  Bertrand  R  sum  res 
283-4468 
Summer  Res 

Hohwieler  Richd  C  summer  res 

Summer  Res 


159 


11 

PUERTO  DR  —FROM  4  RIO 
DR  TO  4  MARINA  DR 

ZIP  CODE  01930 

2  Sutherland  Raymond  J  ® 

283-7159 

3  Evans  Richd  H  ©  283-7751 

4  Vacant 

5  Treworgy  Angie  M  ®  283-4366 

6  Wonson  Russell  S  ® 

3 

PURITAN  CT  —FROM  5 
WASHINGTON 

ZIP  CODE  01930 
1  Vacant 
5  Vacant 
Vacant 

7  Orlando  Antonette  Mrs  283-5370 
Favazza  Carlo  283-3666 


20 

QUARRY  RD  —FROM  349 
WESTERN  AV 

ZIP  CODE  01930 
★  Saul  Richd  S  281-0198 


7 

QUARRY  ST  —FROM  921 
WASHINGTON  RAY  VIEW 

ZIP  CODE  01930 
S  KILBY  ENDS 
10  ★  Barner  Joan 
16  Pretzler  Adolph  II  283-8432 
18  Manzo  Vincent  283-8373 
20  Berg  Geo  A  ®  283-8096 

22  Pedrotti  Pricilla  M  Mrs  ® 

283-2917 

23  Viator  Richd  E  ®  283-5869 

24  ★  Catto  Adam  B  ©  283-6824 

25  Metcalf  James  ®  283-5271 

28  Shannon  Bernard  F  locksmith 
30  Marchant  John  S  ®  283-8811 
34  Keating  David  283-1332 
38  Vacant 

40  Mac  Isaac  Harold 
51  Shawno  Wm  H  auto  salvage  ® 
283-6157 

Natti  Robt  H  ®  283-5860 


25 

QUARRY  ST  —FROM  21 
MADISON  AV  TO  ACACIA 

ZIP  CODE  01930 


12 

RACKLIFFE  ST  —FROM  8 
WONSON  CROSSING  AT  8 
FREMONT 

ZIP  CODE  01930 

I  De  Coste  Dorothy  M  Mrs 

283-0751 

3  Stickney  Kenneth  E  ®  283-3296 

4  ★  Mortin  Jean  Mrs  283-37 10 

5  Perry  Manuel  R  ®  283-2203 

5  Vfc  Salony  Patk  J  283-4644 

6  Bradshaw  Robt  sum  res  ® 

7  Rockaway  Hotel  Corp  283-2592 
Scarpa  Louis 

FREMONT  INTERSECTS 

II  Me  Curdy  Kenneth  N  ® 

283-0219 

13  Me  Phail  Allan  281-0393 
13Vfe  Damon  Lucretia  283-3475 
15  ★  Parsons  Evelyn  E  Mrs 
281-0933 

17  Mehlman  Artemisia  ® 

283-1682 

18  O’Connor  Wm  F  ®  281-1981 

19  Sears  Sarah  J  Mrs  283-9225 


3 

RAILROAD  AV  —FROM  50 
PROSPECT  TO  121 
WASHINGTON 

ZIP  CODE  01930 
MAPLEWOOD  AV  BEGINS 
1  Budrow  Brothers  gas  sta 
283-0740 

5  Imperial  Cleaners  (Br)  283-9755 

6  Nick’s  Arco  Service  283-9793 

7  Cape  Ann  Market  283-2601 
IVz  A  N  Liquor  Store  Inc 

283-2601 

10  Tony’s  Fruitland  281-1411 
SCHOOL  ENDS 
PEARL  ENDS 

18  Polisson  Citgo  gas  sta  283-9818 
George’s  Car  Wash 
22  Cooney  T  &  Sons  Inc  elec 
contrs  283-2850 
24  Ray  Beef  Co  whol  meats 
283-8900 
28  Vacant 

Larocca  Accursio  283-9123 
30  Cape  Ann  Package  Store  Inc 
283-0265 

33  Sutherland’s  Exxon  (ESSO) 

Serv  283-7272 

34  Chubby’s  Auto  Service  Inc  repr 

283-2300 

34  V2  Keating  Susan  J  Mrs  ® 
283-2753 
33  Vscflnt 

Audrey’s  Flower  Shop  283-2171 


160 


RAILROAD  AV — Contd 

40  Harbor  Cafe  Inc  The  liquors 
283-9732 

The  Binnacle  Restr 
46  ★  Akerley  Fred  R 


26 

RAILROAD  AV  (ROCKPORT) 
FROM  131  MAIN  TO 
JUNCTION  SUMMIT  AV 
GRANITE  AND  KING  STS 

ZIP  CODE  01966 

1  Doyle  John  E  ®  546-2103 
la  Rowbaud  Genevieve  W 
lb  Vacant 

2  Roland’s  For  Flowers  546-3101 

3  Dewey  Elliot  A  ®  546-3817 

4  Kohli  Lemley  J  ®  546-7063 

5  Tarr  Ralph  R  546-2106 

★  Russo  Susan  546-6885 

6  Five  Corners  Antiques  546-7063 

7  Eaton  Wm  A  546-6636 

★  Hall  Everett  546-7766 

8  Barletta  Henry  ®  546-3089 

12  Scatterday  David  R  ®  546-3004 

13  Rockport  Twine  &  Rope 

546-2808 

14  ★  Bealoff  Robt  ®  546-7442 

16  ★  Linn  Wm  P  546-6187 
16%  ★  Norton  Deborah 

17  Smith  J  Raymond  Inc  lumber 

546-2229 

Todd  George  H  Corp  546-6652 
Rear  Whistle  Stop  Mall 
Rear  Highlander  Center 

Laundromat  546-9468 
Rear  Smith  L  E  Inc  hdw  546-6518 
Rear  Elaine  Miss  Hair  Stylist 
546-6991 

Rear  Puff  &  Stuff 
Rear  Granny’s  Betty 
Rear  The  Kids  Joy  Candy  Shoppe 
Rear  White  Gull  The 
Rear  Grok  Shop  The  546-2008 
Rear  Tree  House  Gift  Shop 
Rear  Wicker  Shop  The 
Rear  Kim’s  Import  Trade  Store 
Rear  Sarah  Elizabeth  Shop 
546-6541 

Rear  Pat’s  Gold  &  Silver  Shop 
Rear  Touch  Of  Earth 
17a  Bruce’s  Arco  Service  546-9463 
17b  Sandy  Bay  Apothecary 
546-7521 

Depot  Coffee  Shop 
Book  Barn 

I  G  A  Store  546-2844 

18  Building  Center  Inc  Of 

Rockport  The  546-3060 

19  Paradis  Frank  T  ®  546-2887 

20  Dory  Mate  Coffee  Shop 

546-9413 


Vegliana  Frank 

21  ★  Ryan  Linda  ®  546-6205 
Rear  Williams  &  Co  machinists 

546-6840 

Rear  Rockport  Dental  Lab 
546-2692 

22  Shields  M  J 

23  Sullivan  Paul  H  ®  546-3398 
SUMMIT  AV  BEGINS 

26  Thomas  Maude  L  ®  546-2055 
28  Anderson  Alice 
30  Vacant 

32  Mantyla  Emil  ®  546-7216 


16 

RAILWAY  AV  —FROM  129 
DUNCAN 

ZIP  CODE  01930 
4  Urban  Renewal  Garage 


12 

RAMPARTS  THE  —OFF  FORT 
HILL  AV  EASTERN  POINT 

ZIP  CODE  01930 
Baird  Jonathan  R  281-0624 


20 

RAVENSWOOD  PK  —FROM 
OPPOSITE  394  WESTERN  AV 

ZIP  CODE  01930 


20 

RAYMOND  ST  (MAGNOLIA) 
FROM  MAGNOLIA  AV  TO 
TOWN  LINE 

ZIP  CODE  01930 
2  Cumberland  Farms  Food  Stores 
525-8392 
Apartments 

1  Vacant 

2  Johnson  Francis 

3  Wendling  Frank  L  525-3151 

4  Cirella  Lawrence 

5  Lazisky  Joseph  A  525-3837 

6  Linquata  Eliz 

7  Rossi  Levardi  M 

8  Crowley  C 


21 

REED’S  LA  (PIGEON  COVE) 
(ROCKPORT)— FROM  17 
PHILLIPS  AV  TO  A  DEAD 
END 

ZIP  CODE  01966 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Hendereon  &  Johnson,  Inc.) 

2  Harbor  Loop,  Gloucester,  Moss.  01930_ Tel.  283-1416 


24 

REVERE  ST  —FROM  849 
WASHINGTON 

ZIP  CODE  01930 
5  Herrick  Augustine  R  ® 

283-7123 

Mac  Donnell  Nora  283-4996 
9  ★  Laine  Wm  R  ©  281-1517 

14  Dennison  David  ®  283-8379 

15  *  Pallazola  Julie  ® 

16  Winchester  Nancy  Mrs  ® 

17  Thibodeau  Robt  L  ®  283-7768 

18  Samson  Harold  H  pntr  © 

283-2115 

22  Cameron  Ronald  D  ® 

23  Bicknell  EfTie  J  Mrs  ® 

283-3313 

25  Coad  Herbert  P  ®  283-5687 

26  Knowlton  James  B  artist  © 

283-8700 

27  Cooper  Joseph  R  ®  283-6791 
33  Martin  Frank  W  ®  283-7243 
35  ★  Teiveira  Eug  B  sum  res 

283-2715 

HUTCHINS  CT  BEGINS 

39  French  Gerald  N  ®  283-6491 

40  French  Gerald  N  Jr  ® 

283-4770 

39  Estabrooks  Maureen 
42  Perry  Marion  G  ®  283-1208 
Perry  Russell  E  ®  283-1572 
48  Martin  Arth  A  ® 

53  Martin  Reino  J  silver  smith  ® 
283-2997 

59  Martin  Helene  ®  283-9498 

60  Paschal  J  Howard 

63  Tompkins  Alma  F  ®  283-6949 
67  Chick  Lester  ®  283-5702 
71  Sova  Gerald  281-1135 
75  Jeswald  Joseph  P  ®  283-5060 
77  Sum  Res 

90  Norton  Fredk  H  ®  283-3053 


19 

REYNARD  ST  —FROM  425 
WASHINGTON  TO  64 
CHERRY 

ZIP  CODE  01930 
2  Vacant 

6  Allen  Lyman  F  ®  283-4359 
8  Kirton  Lawrence  W  Jr  ® 
283-8307 

12  Trumbull  Carl  E  ©  283-1509 
16  Bagley  Roland  M  ®  283-8943 


Rear  Silveira  Russell  J  ® 

283-1710 

18  Manzo  Anthony  P  ®  283-5166 

20  Hill  Adrian  ©  283-6795 

21  Corliss  Brothers  Inc 

nurserymen  283-0512 

22  Sidlowski  James  E  ®  283-1564 
Rear  Francis  Frances  A  Mrs  ® 
Rear  Vacant 

26  Harvey  Oscar  C  Jr  ©  283-3824 

27  Deacon  Archibald  K  ® 

283-8759 

28  Schwartz  Lloyd  W  283-5693 

29  Riggs  Florence  C  Mrs  ® 

283-1492 

30  Dawe  H  Melvin  ®  283-4190 

31  Mad  ruga  Richd  H  ®  283-5522 

32  Perry  Wm  R  ©  283-5722 

33  Allen  Warren  W  ®  283-1474 

34  La  be  11  Lawrence  L  ®  283-7665 

35  Foster  Robt  G  ®  283-1834 

37  Patil  Michl  S  window  cln  © 

283-9461 

38  Sawyer  H  Philip  ©  283-2447 

39  No  Return 

41  Patil  Barbara  J  Mrs  © 

283-2577 

41a  *  Symonds  Raymond 

42  Sawyer  Wm  F  ®  283-5528 

44  Lasley  Barry  D  © 

45  Roberts  Kenneth  A  ©  283-8354 

48  Padre  Alcides  O  ®  283-1939 

49  Herrman  Joan  B  ®  281-0117 

50  O’Hanley  Alex  R  ©  283-5999 


22 

RICHARDS  AV  (ROCKPORT) 
FROM  MARMION  WAY 

ZIP  CODE  01966 
Vacant 

Dietz  Ernest  F  sum  res  © 
546-6065 

Chaffee  James  E  sum  res 
546-6954 

Hintlian  Mary  F  Mrs  sum  res 
Preytis  Robt  J  © 

10 

RIDGEWOOD  RD 

(ROCKPORT)— FROM 
THATCHER  RD  TO  POOLE’S 
TER 

ZIP  CODE  01966 
1  ★  Clay  Fredk  546-6094 
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CO 

STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

LEASING 

• 

DAILY  RENTALS 
43 

Gloucester 

Aua 

(01930) 

TEL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

16  MAIN  STREET  ROCKPORT,  MASS.  01966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL  546-7405 
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12  Randazza  Salvatore  P  ® 

14  Onorio  Gaetano  ®  283-8881 
MANSFIELD  INTERSECTS 


RIDGEWOOD  RD  (R) — Contd 
Hopkins  Paul  ®  546-3313 
Leavitt  Walter  G  sum  res 
546-6182 

Norwood  Andrew  J  ® 

Murphy  Chester  T  ®  546-2684 
5  Baron  Rosemary  Mrs  546-6715 
Shinnick  Eleanor  W  Mrs  ® 
546-3276 

RIDGEWOOD  TER  BEGINS 
POOLE’S  TER  BEGINS 
★  Williamson  Ralph  G  ® 
546-3705 
Sum  Res 

Napolitano  Joseph  M  546-3768 


10 

RIDGEWOOD  TER 
(ROCKPORT)— FROM 
RIDGEWOOD  RD  TO  A 
DEAD  END 

ZIP  CODE  01966 
Hennessy  Thos  ®  546-6375 
Girouard  Camille  ®  546-2274 
Perkins  Vernon  H  ®  54-6079 
Poole  Stanley  ®  546-6472 
Lande  Steph  D 
69  ★  Donaldson  James  B  ® 

546-7572 


17 

RIGGS  ST  —FROM  12  MIDDLE 
TO  35  SUMMER 

ZIP  CODE  01930 
2  Vacant 

2Vz  Reed  Esther  V  Mrs  283-5815 
Baptiste  Antoinette  Mrs 
281-0308 

4  Cote  Margt  A  Mrs  283-7321 

5  Favazza  James  R  283-8167 
Parisi  Salvatore  ®  283-5560 

6  Cooney  Harold  C 
Nelson  Mary  J  Mrs 

7  Frontiero  A1 

7%  Karcher  Charlotte  Mrs 
283-6813 

Sheehan  Thos  283-1503 
Rear  ★  Ellison  Bertha  Mrs 

8  Scola  Peter  ®  283-3032 
Pascucci  Alice  Mrs  283-1760 

9  ★  Sarofeen  Anthony  283-7372 

10  ★  Testaverde  Salvatore  A  ® 

283-3154 

11  Frontiero  Thos  283-0757 


15  Curcuru  Jos  L  283-6442 
Palazzolo  Jerry  281-2474 
19  *  Vickory  Ruth  Mrs 

Hawes  Orrin  F  283-9595 
Sinagra  James  283-2848 
21  Johnson  Leo  C  281-0201 

23  Orlando  Fannie  Mrs  ® 

283-3527 

24  Vacant 


24 

RIGGS  POINT  RD  —FROM 
VINE 

ZIP  CODE  01930 
1  Grover  Wm  H  ®  283-5900 
Me  Queston  Helen  ®  283-8305 
Richardson  Lincoln  sum  res 
7  Pimental  John  sum  res  283-3648 


11 

RIO  DR  —FROM  12 
THATCHER  RD  NEAR  BASS 
ROCKS  AV  TO  DEAD  END 

ZIP  CODE  01930 
1  ★  Hobbs  Ralph  G  ®  283-3641 

3  Gagnon  Robt  J  ®  283-5474 

4  Currier  James  M  ®  283-7517 
PUERTO  DR  BEGINS 

5  Strangman  Robt  C  ®  281-0956 
CABO  DR  ENDS 

6  Mac  Lean  Ralph  H  ®  283-3103 
8  Brennen  Patricia  H  283-6187 
10  Dann  Rachel  L  ®  283-0492 


24 

RIVER  RD  (ANNISQUAM) 
FROM  7  LEONARD  TO  3 
BRIDGEWATER  (POST 
OFFICE  GLOUCESTER) 

ZIP  CODE  01930 

2  Stacey  Harold  W  283-0676 
Rear  Horton  H  M  sum  res 

281-2490 

3  Berry  Joseph  B  sum  res 

4  Bennett  Wm  H  Jr  sum  res 

283-3902 

5  Vacant 
Rear  Vacant 

6  Juncker  Henry  3rd  283-6698 
10  Lacey  Hamer  ®  283-6174 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

S  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771  
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RIVER  RD — Contd 

14  Brooks  Lawrence  F  283-6925 

15  Keiler  Margt  sum  res 

16  Gage  Harry  L  ®  283-4712 

18  Dangelmayer  Wynton  R  sum 

res  283-4681 

19  Annisquam  Yacht  Club 

283-4507 

Fawcett  Barbara  C  Mrs  ® 
283-4698 

20  Murch  Geo  A  ©  281-1996 

21  *  Cole  John  N  ®  283-6625 

22  Vacant  sum  res 

23  Mansur  Warren  sum  res 

283-4957 

ARLINGTON  ENDS  (A) 

24  Hubbard  Helen  283-7287 

25  Burne  John  J  sum  res  © 

26  Forbes  Kath  F  Mrs  ® 

283-0637 

28  Clark  Alice  Mrs  ®  283-8294 

31  Browne  Margt  F  artist 

283-2303 

32  Chard  Grace  A  Mrs  ® 

283-2406 

33  Annisquam  Market  283-3070 
Annisquam  Marina  283-3070 

34  Sample  Nathl  N  Jr  sum  res 
39  Hazelhurst  Helen  K  283-1052 
44  ★  Doughty  Geo  M  283-8866 

47  Gladding  Martha  W  sum  res 
283-4884 

49  Pettingill  Albert  sum  res  ® 
Fall  Harold  P  ®  281-0722 

50  Miles  Elise  S  Mrs  sum  res 

283-7756 
55  Sum  Res 

59  Griffin  Gertrude  L  ®  283-1339 
ARBOR  BEGINS  (A) 


19 

RIVERDALE  PK  —FROM  319 
WASHINGTON  SOUTHERLY 
TO  259  WASHINGTON 

ZIP  CODE  01930 

1  Smith  Russell  F 

2  Me  Kay  John  S  283-6909 

3  Agrusso  Rosalie  Mrs  281-0016 

4  Heinonen  Walter  J  283-0803 

5  Amero  Donald  A  283-7035 

6  Sampson  Virginia  M  Mrs 

283-5013 

7  Peavey  Roy  B  283-6913 

8  Day  Danl  S  283-9109 

9  Bradford  Walter  J  283-5061 


10  Rao  Anthony  S  283-0489 

11  Amaral  Anna  C  Mrs  283-9196 

12  Strople  Hugh  P  283-7209 

13  Vacant 

14  Hady  Emil  M  Jr  283-9041 

15  Vegliano  Dorothy 

16  Silva  Benj  F  283-5311 

17  Lo  Piccolo  Robt  283-5242 

18  Rowe  Edw  L  283-7392 

19  Vacant 

20  No  Return 

21  Hopkins  Margt  L  Mrs  283-2287 

22  Pelletier  Shirley  Mrs 

23  Mondello  John  F  Jr  281-2216 

24  Saunders  Irene  L  Mrs  283-6502 

25  Me  Callum  Wm 

26  Frost  Oresta  C  Mrs  283-5740 

27  Vacant 

28  Francis  Shirley  A  Mrs 

29  Frontiero  Joseph  R  283-4097 

30  Bernard  Mary  E  Mrs  283-7511 

31  Vacant 

32  Tarr  Arth  C  283-6598 

33  *  Viator  Martin  A  283-4571 

34  Murphy  Barbara  Mrs  283-2176 

35  Selig  John  W  283-5424 

36  Gilliss  Thelma  L  Mrs  283-4075 

37  Miller  Jay  B  283-2496 

38  Reardon  Thos  J  mason 

283-4354 

39  Wright  Royce  A 

40  Goodhue  Allan  M  Jr  283-9545 

41  Feener  Mary  P  Mrs 

42  Anderson  Barbara  Mrs 

283-5383 

43  Parisien  Patricia  A  Mrs 

283-1109 

44  Sawyer  Alvin  283-7122 

45  Place  Richd  W  283-3711 

46  Vacant 

47  Mac  Mullen  Gordon  283-7114 

48  Greenlee  Sarah  Mrs 

49  Robinson  Mary  F  Mrs 

50  White  Ernest  H  281-0778 

51  Purdy  Gladys  Mrs 

52  *  Sarofeen  Janice  M  Mrs 

283-6275 

53  Sears  Sarah  Mrs 

54  Cream  Barbara  A  Mrs 

283-1949 

55  Santos  Victor  F  281-1447 

56  Pecunies  Otto  J  283-6424 

57  Jillson  Harold  H  283-8037 

58  Houde  Roland  J  pntr  283-5423 

59  Johnson  Alf  A  mason  contr 

283-5442 


2  ? 

5  % 

U  n 

O 


PIKE  FUNERAL  SERVICE 

HAROLD  N.  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01930  Tel.  283-0884 


RIVERDALE  PK— Contd 

60  Burnham  Ruth  Mrs  283-6889 

61  Clifford  Ruth  Mrs 

62  Hawley  Geo  R  283-1157 

63  Fortado  Vincie  Mrs  283-5022 

64  Thurston  Lois  W  Mrs  283-4054 

65  Glidden  Earl  T  283-1452 

66  Landry  Carolyne  Mrs  283-4922 

67  Baptiste  Winston  F  281-2454 

68  Francis  Earl  F 

69  Mazza  Josephine  Mrs  281-0168 

70  Holland  Ellen  M  Mrs  283-2414 

71  Miller  Diane  Mrs 

72  Place  Cath  A  Mrs 

73  Goodick  Cherryl 

74  Saunders  Francis  H  281-0489 

75  No  Return 

76  Thompson  Constance  M  Mrs 

77  Morse  Ellen  J  Mrs  283-9596 

78  Stanley  Woodrow  W  283-2113 

79  Vacant 

80  Marques  Christopher  283-0196 

81  Marques  Patricia 

82  Stewart  Wm  C  281-1919 

83  Martin  Charles  Jr  283-9571 

84  Dumont  Diane  281-0709 

85  Nickel  Arth  283-0923 

86  Me  Kay  Gladys  M  Mrs 

283-5695 

87  Ryan  Louis  283-7630 

88  Silva  Joel  Peter 

89  Gleason  Timothy 

90  Doucette  Louis  G  283-9159 

91  Amero  Natalie  A  Mrs  283-9036 

92  Atwood  Helret  M  Mrs  281-0135 

93  Nicastro  Baptista  283-9293 

94  Merchant  Ronald  L 

95  Vacant 

96  Poole  James  D  283-2418 

97  Bouchie  Jo  Ann  Mrs  283-1542 

98  Parsons  Helen  Mrs  283-0862 

99  Johnson  Barbara  E  Mrs 

283-0862 

100  Enos  Geo 

101  Pecunies  Peter  T  281-2297 

102  Chipperini  John  M  283-4699 

103  Goodick  Marion  E  Mrs 

283-3446 

104  Rowe  Barbara  E  283-0822 

105  Wallace  Lester  A  Jr  283-4451 

106  Buo  Pauline  M 

107  Joseph  Herbert  J 

108  Tarr  G  Merle  283-5294 

109  Kuivanen  Mary  I  Mrs 

281-1952 

110  Freitas  Margt  F  Mrs  283-7370 


111  Young  Craig  R 

112  Strople  John  L  283-5015 

113  Vacant 

114  Stevens  Earl  B 

115  Aiello  Paul  J  283-2206 

116  Gill  Edw  283-6879 

117  Davenport  Barbara  A  Mrs 

283-3582 

118  Amero  Ralph  W  283-3156 

119  Saunders  Gloria  A  Mrs 

120  Chapman  Venita  J  Mrs 

283-1129 

121  Morendo  Carmen 

122  Lane  Herman  F  281-0672 

123  Goulart  Ralph  P  283-5088 

124  Porter  Roger  P 

125  Harnish  Russell  J  283-4791 

126  Marchant  Andrew  V  283-4917 

127  Muise  Frank  A  Jr  283-7491 

128  Corcoran  Thos  J  283-0762 

129  Goodhue  James  B  283-7192 

130  Churchill  Everett  R  283-7886 

131  Dort  James  F  283-0011 

132  Cavanaugh  Charles  J  Jr 

283-9055 

133  Silva  Gervaise  283-1294 

134  Lopes  Geo  J  283-5216 

135  Cooper  Thos  J  281-0505 

136  Brown  Francis  W  283-6079 

137  Fiers  Robt  H  283-8259 

138  Garrisi  Salvatore  P  283-5810 

139  Deveau  Geo  J  Jr  283-1026 

140  Favazza  Nina  Mrs  283-7059 

141  Vadala  Francis  W  283-4749 

142  Anderson  Gordon  W  283-4975 

143  Harris  Sandra  Mrs 

144  Steiner  Neal  J 

145  Chianclola  Walter  D  283-5211 

146  Pinkham  Nancy  C  Mrs 

147  Jones  Edna  L  Mrs  283-5641 

148  Collins  Edwin  F  281-0648 

149  Oliver  Lawrence  G  281-0412 

150  Fennessey  Joan  M  Mrs 

151  Lopes  Leslie  J  283-5251 

152  Robinson  Donna  M 

153  Voller  Louis  R 

154  Korpi  Geo  O  283-3768 

155  Raftery  Vernon  W  283-8662 

156  Me  Carthy  Charlotte  E  Mrs 

283-0548 

157  Patrican  Danl  E 

158  Pelletier  Arth  J 

159  Ludwig  Marian  M  Mrs 

283-9117 

160  Satama  Helen  M  Mrs 

283-0139 


GRANITE  SAVINGS  BANK 


SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 


26  Broadway 


Rockport  01966 


Tel.  546-6813 
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19 

RIVERDALE  PL  —FROM  409 
WASHINGTON 

ZIP  CODE  01930 
5  Thomas  Charles  W  283-5227 
11  Cloutman  Earl  W  283-1798 

25 

RIVERSIDE  AV  —FROM  212 
WASHINGTON  TO  37 
WHITEMORE 

ZIP  CODE  01930 
5  Brown  Everett  W  ® 

7  Davis  Emery  W  ©  283-1753 

8  Hannibal  Gordon  C  ©  283-4127 

9  Bona  Eliz  F  Mrs  ©  283-6113 

10  Hagstrom  Alan  G  © 

11  Me  Kown  Russell  I  ©  283-8875 

12  Kincade  Esther  S  Mrs  © 

283-3067 

13  ★  Hodgkins  Ken  281-2629 

14  Smith  Mary  H  Mrs  © 

15  Marr  Janet  F  Mrs  ©  283-3104 
Lafford  Gilbert  R  radio  sis 

283-2607 

16  Burke  Robt  R  ®  283-6099 

17  Bouchie  Alphonse  E  © 

283-5410 

18  Brown  Phyllis  A  Mrs  © 

283-6366 

20  Movalli’s  Burner  Service  oil 

burners  283-0424 
Movalli  Arth  ®  283-0424 

21  Hendy  Kenneth  W  ©  283-5878 

22  Powers  Priscilla  M  Mrs  © 

283-0700 

23  Saint  John  Joanna  G  Mrs  © 

283-0084 

HAYWARD  RD  BEGINS 

24  Burnham  Esther  E  ©  283-0954 

25  Gove  A  Kilby  ©  283-4224 

26  Gilardi  Joseph  ©  283-7867 

27  Fialho  Felisbut  E  ©  281-1497 

28  Sinagra  Louis  J  ®  283-1444 

29  Farina  Santo  J  ®  281-0737 

30  Malen  Walter  W  ©  283-0468 

31  Witham  Warren  F  ©  283-6666 


(NUMBERS  IRREGULAR) 

6  Eckardt  Arth  R  ©  283-0706 
27  Card  Robt  W  ©  283-1944 
3  Carr  Donald  E 
18  Cooney  Frank  S  ®  283-4209 
10  Foley  Kath  A  ©  283-9096 
Ferguson  Thos  P 

8  Herbert  J  Eliot  sum  res  © 

283-8933 

9  Summer  Res 

Hickey  Marie  A  Mrs  sum  res  © 
283-4179 

13  Stearn  Jane  G  281-0593 
Landers  Clifford  R  ©  281-0033 

22  Lord  Ralph  sum  res 
17  Dillion  James 

Me  Laughlin  Joseph  sum  res 
®  283-7036 

1  Nichols  Howard  sum  res 

Nutt  Ruth  M  Mrs  ©  283-2904 
Tushin  Aaron  summer  res  © 
Powers  Kathleen  ® 

14  Wilkins  Benj  ©  281-1352 

28  Brodie  Robt  S  sum  res 

281-1845 

29  Brittain  Clifton  sum  res  © 

19  Peters  Gertrude  C  Mrs  © 

283-7220 


RIVERVIEW  LANDING 
—FROM  END  OF  FERRY 

ZIP  CODE  01930 
Robinson  Howard  E  ©  283-5331 


6 


19 

RIVERSIDE  ST  —FROM  155 
WHEELER  AT  WHEELER’S 
POINT  TO  SHORE  HILL  RD 


RIVERVIEW  RD  —FROM  32 
WHEELER  TO  ANNISQUAM 
RIVER 

ZIP  CODE  01930 
(NUMBERS  IRREGULAR) 

4  Parisi  Dominic  A  ©  283-4325 

5  Howard  Dorothy  R  Mrs  © 

283-6363 

6  Olson  Melvin  P  Jr  ©  283-3501 

7  Johnson  Aubrey  M  Jr  © 

283-7848 

7  Vi  Taormina  Frank  ©  283-0958 

8  Mac  Cuish  W  Francis  © 

283-5144 

9  Taormina  Salvatore  281-0147 

10  Frontiero  Seraphino  J  © 

283-5888 


ZIP  CODE  01930 


«o 

no 


<1  K 


THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


_ 

4140  tyot  /act 

ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 


Lanmillt,  Sta.,  Gloucastar,  Mass. 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  283-1076 
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RIVERVIEW  RD — Contd 

12  Sanborn  Donald  E  pntr  ® 
283-4502 

14  Morrissey  Robt  ©  283-4402 

15  Backus  Jay  J  ®  283-7376 

16  Enos  Robt  R  sailmkr  ® 

283-9381 

17  Herdman  Charleton  J  ® 

283-6137 

19  Mitchell  Joseph  S  Jr  ® 
283-5395 

22  Curtis  Ernest  R  ®  283-1144 

23  Whalen  Harry  L  summer  res 

®  281-1424 

25  Blatchford  Mary  A  Mrs  ® 
283-6340 

30  Curtis  Roger  W  ®  283-4135 

31  Dennis  Lloyd  A  Jr  ®  283-7333 

32  Wolfe  Harold  C  III  ®  281-0516 

33  Atwood  Helen  Mrs  ®  281-0327 
36  Howard  Norman  O  ®  283-2307 

Beardslee  John  W  Jr  Rev 
summer  res  ®  283-8014 
Beardslee  Wm  A  summer  res 
® 

Bonier  Maurice  J  summer  res 

® 

Callahan  Robt  A  mfrs  agt  ® 
283-1124 

Carroll  Eliz  M  summer  res  ® 
283-1124 

Clements  R  A  Mrs  sum  res 
Hazzard  Robt  summer  res  ® 
102  Malloy  Robt  summer  res 
Fitzgerald  Paul  sum  res 
283-3697 

Gamage  Charles  H  ® 

283-1048 

★  Brown  Ethel  O  Mrs 
Grant  Helen  Mrs  summer  res 
® 

Hartnett  Wm  sum  res 
283-8549 

Keane  Edw  summer  res  ® 
283-0114 

Keane  T  Roger  sumer  res 
85  Brophy  Robt  V  ®  283-8036 
Mugford  Cyrus  summer  res  ® 
283-5906 

34  Doyle  Myles  J  Jr  ®  283-9392 
Sum  Res 

104  Roberts  Constance  W  Mrs  ® 
283-9259 

Noyes  Andrew  L  ®  283-6223 
Noyes  Wm  R  ® 


Speck  Florence  I  Mrs  summer 
res  ®  281-0820 


ROADS  END  (WEST 
GLOUCESTER)— -FROM 
SLEEPY  HOLLOW  RD 

ZIP  CODE  01930 


9 

ROBERTS  CT  (WEST 
GLOUCESTER)— FRO*f 
BRAY 

ZIP  CODE  01930 
1  Pearsall  Ralph  E  ® 


24 

ROCKHOLM  RD 
(ANNISQUAM)— FROM  120 
LEONARD 

ZIP  CODE  01930 
Novack  Richd  sum  res  283-6786 
French  Robt  L  ®  281-0750 
Rear  No  Return 

Andrew  Eben  S  ®  283-7167 
Loring  Charles  A  III  ® 
281-2245 

Cobb  Edwin  B  283-6264 
Upton  King  sum  res 
283-7771 

Bourneuf  Theo  P  283-7103 
Wilkins  Raymond  S  Jr  ® 
283-7366 

Onthank  Elmer  A  ® 

283-3767 

Pear  Wm  W  Jr  sum  res 
283-0329 

59  Appleton  Donald  ®  283-2837 
Davis  Steph  H  ®  283-4204 
Dench  Edw  C  ®  283-8315 
Breed  Frederic  B  ®  283-1851 
Sanborn  Sylvia  R  Mrs  ® 
283-4672 

Parker  Theo  G  ®  283-2951 
Keating  David  ®  283-0305 
Brown  Jane  H  Mrs  ® 

283-3604 

Mayer  Jean  sum  res  283-0618 
Playfair  Susan  R  283-5089 
Chadbourne  Robert  A  sum  res 
283-2919 

Williamson  John  K  283-1291 


CapeAnnArea 


Chamber  off  Commerce 

,30  MAIN  ST™*-* * 3 4 5 * *'  283  1601  ANVo8 9 10^°R2MASS.  01930 
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ROCKHOLM  RD — Contd 

36  Barrett  Donald  B  sum  res 
£83-3797 

Field  Lawrence  sum  res 


25 

ROCKLAND  ST  — FROM  231 
WASHINGTON  TO  38 
GLOUCESTER  AV 

ZIP  CODE  01930 
1  Worth  John  J  Jr  ®  283-6563 
3  Randazza  Benj  ®  283-2695 
5  Wadsworth  Gilbert  N  ® 

283-1926 

8  Clark  Carroll  F  ®  283-7704 
MADISON  CT  EXTN  ENDS 


20 

ROCKMOOR  TER  —FROM  471 
WESTERN  AV 


7 

ROCKWOOD  LA 
(LANESVILLE)— FROM  76 
LANGSFORD 

ZIP  CODE  01930 
★  Tokary  Roger  P  281-0512 
Muise  Clifford  R 
Feine  H  Mrs  sum  res  283-6518 
Farney  Virginia  sum  res 
Roy  Berle  J  Mrs  sum  res 
Tagiuri  Renaldo  sum  res 
Ray  John  283-7481 


12 

ROCKY  NECK  AV  —FROM  287 
E  MAIN  JUNCTION 
EASTERN  POINT  RD  TO 
FERRY  LANDING 

ZIP  CODE  01930 
EASTERN  PT  RD  BEGINS 
2a  ★  Younger  Winthrop  P 
2b  ★  Asaham  Andreid 

3  Safford  Arth  R  art  studio  ® 

283-4371 

Safford  Dorothy  281-1314 

4  Vacant 

6  Sheedy  Donald  ®  283-7954 

6a  Vacant 

8  Sheedy  John  W  ®  283-7713 

8a  ★  Doyle  Geo  281-2570 

9  ★  Brooks  Michl  C  283-4647 

10  Sheedy  Robt  H  ®  283-1197 
16a  Marine  Research 

16b  Seaport  Associates  art  gallery 
281-1974 

Johns  Richd  ®  281-1974 
Seaport  Sailing  Sch  281-1974 
17  Sibley  Landing  boat  livery 
BECKFORD  WAY  BEGINS 
O’Hara  Thos  artist 
19  Rocky  Neck  Gallery 
22  ★  Higgins  Gerald  C  283-1946 

★  Smyser  Deborah 

★  Young  Russell 

★  Kidder  Da  via  Mrs  283-0051 
English  Book  Shop 

FREMONT  BEGINS 
WONSON  BEGINS 
22a  Kaltofen  Hendrika  283-0856 
26  Trefry  Irving  W  ®  283-1594 
28  ★  Bever  Marilynn  A  Mrs  ® 
283-8489 

30  Asier  Edith  Mrs  ® 

31  Bickford’s  Marina  Inc  283-7474 


ZIP  CODE  01930 
3  Powers  Carleton  M  ®  283-3453 
5  Grillo  Angela 
7  Olson  Lester  F  ®  283-0693 


11 

ROCKPORT  RD  —END  OF 
THATCHER  RD 

NUMBERS  IRREGULAR 
18  O’Leary  Charles  H  ® 

20  Lupsewicz  Veronica  ® 

33  Cape  Ann  Motor  Inn  281-2900 
36  Vacant  sum  res 
38  Vacant 
40  Vacant 

Swinson  Kenneth  ®  283-2564 
Summer  Resident 
Patrican  Joseph  E  ®  283-7853 
BRIER  NECK  AV  BEGINS 
BRIER  NECK  AV  ENDS 
NUMBERS  IRREGULAR 
Gaspar  Silvario  sum  res  ® 
Russell  Wm  sum  res  ® 

16  Silva  Clement  J  ®  281-0678 
22  Puleio  Joseph  ®  283-8925 

10  D’ Antonie  John  A  283-6070 
13  Murray  Gorene  283-5933 

11  Mesham  Ellen 
Vacant 

30  Shapiro  Gladys  summer  res  ® 
Ehler  Margt  283-0153 
32  ♦  Houston  Douglas 


#'s  REALr»% 

DKD 

REALTOR 


m 

REALTOR® 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 
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ROCKY  NECK  AV— Contd 

32  Emil  Gruppe  Gallery  (Side  Ent) 

ROCKY  PASTURE 

RD 

E 

c? 

o 

Cl 

33  Vacant 

35  HASKELL  TO 

MT 

«/> 

34  Christ  James  sum  res 

PLEASANT  AV  AT 

w 

O 

o 

fa. 

37  Vacant 

CEMETERY 

& 

< 

e 

* 

9 

w 

Carmen  Aphia  281-1070 

37a  Isenberg  Burnett  K 

ZIP  CODE  01930 

11 

-FROM 


38  Warren  Barney  sum  res 
38a  Cooney  Laura  281-0518 

38  Sum  Res 

39  Vacant 
39a  Vacant 

40  Corner  Art  Gallery  281-1450 
Malenfant  Olier  S  ®  281-1450 

STEVENS  LA  BEGINS 
Rear  Vacant 

Rear  Vacant  (41-44  4  Units) 

44  *  Switt  Steph  W  283-3240 
48  Wheeler  Richd  D  ®  283-7530 

50  Vacant 
50a  Vacant 

51  Studio  The  restr  283-4123 

53  Vacant 

54  Vacant 

56  Bryan  Alden  ®  283-3747 
Bryan  Mary  L  Mrs  artist 
HORTON  BEGINS 
73  Bryan  Wharf  pier 

Rudder  The  restr  283-7967 
75  Rufino  Studio  art  gallery 
(summer) 

Rear  Vacant 
75a  Vacant 

77  ★  Bleich  Geo  283-6379 

Rear  Rocky  Neck  Lobster  &  Steak 
House  (SUM)  283-9705 

78  *  Mantia  Frank  T  ®  281-1789 
77  Harbor  Tours  sum  res  283-5893 

Glass  Art 

Biddle  Joy  Gallery  sum  res 
283-4508 

Fish  Edw  Gallery  283-1555 
Wisnewski  Irene  Gallery 

80  ★  Me  Comiskey  James  W  Jr 
SUMAC  LA  BEGINS 

81  Gloucester  Marine  Railways 

Corp  (stge) 

82  Fleming  Ray  W  sum  res 
84  Seeley  Reed  ®  283-6735 

86  Lufkin  Hollis  R  Jr  ®  283-1414 
FERRY  LANDING 
88  Vacant 
Rear  Vacant 

92  Hall  Brothers  Marine  Corp  pile 
drivers  283-6701 


Johnson  Benj  T  ®  283-1607 

4  ★  Rust  Pauline  Mrs  ® 

5  Harrison  Dean  ®  283-5614 

3  Harrison  Hazel  O  Mrs  283-2869 

7  Aro  Earl  M  ®  283-5478 

11  Me  Ewen  Lawrence  C  ® 

283-0106 

12  Clifford  Clarence  J  ®  283-6557 
14  Goldthwaite  Willard  C  ® 

283-1187 

8  Worrall  John  K  ®  283-0658 

9  Brown  Richd  E  ®  281-2160 
Steele  Donald  P  283-0931 
Moore  Asta  L  Mrs  283-0008 

6 

ROCKY  SHORE  RD  —FROM  54 
WHEELER  TO  THE 
ANNISQUAM  RIVER 

ZIP  CODE  01930 


24 


ROGERS  LA  (ANNISQUAM) 
FROM  40  LEONARD  TO  13 
WALNUT 

ZIP  CODE  01930 


16 

ROGERS  ST  —FROM  TOWN 
LANDING  TO  337  MAIN  ST 

ZIP  CODE  01930 

I  Town  Landing 
Municipal  Parking  Area 

10  Graham  Marine  Electronics  sis 
&  serv  marine  equip  281-1017 

II  Budrow  Wm  H  Inc  gas  sta 

283-0653 

Rear  Shell  Wharf 
Rear  Vacant 

Rear  La  Fonds  Wharf  dock 
14  Old  Timer’s  Tavern  283-9817 

17  Gloucester  Grocery  &  Boat 

Supply  Inc  283-4376 

18  Sears  Roebuck  &  Co  (Storage) 
House  Of  Mitch  restr  283-9806 


ROSE’S  OIL  SERVICE  Inc. 

ROSE’S  TRANSPORTATION  Inc. 

WHOLESALE  DISTRIBUTORS  283.3334 

395  Main  St.  283-3335 

nim.fter.  Mats.  01930 


ro 


ROGERS  ST— Contd 

25  Captain  Courageous  Restaurant 

Inc  283-0007 

26  Sears  Roebuck  Co  (Receiving 

Dock) 

PORTER  ENDS 

37  Fisherman’s  Wharf  Of 

Gloucester  Inc  283-6190 
Rear  Gloucester  Whiting 

Association  283-9369 
Rear  J  &  P  Trucking  283-9803 

38  Cape  Ann  Savings  Bank  (Rear 

Emergency  Exit) 

42  Andrews  L  E  &  Co  Inc  plmb 
&  heating  283-0645 
HANCOCK  ENDS 
46  Katz  Morris  D  lwyr  281-1761 
Horvitz  Ronald  lwyr 

48  Ancient  Mariner  Of  Gloucester 

281-2242 

Peloquin  Marc  A  optom 
283-5599 

HANCOCK  ST  ENDS 

49  Municipal  Parking  Area 
63  Maritime  Building 

Seven  Seas  Wharf 
Gloucester  House  Restaurant 
Inc  283-1812 

Hancock  John  Mutual  Life 
Insurance  Co  (Br)  283-1806 
Gilson  Ronald  H  ins  283-3333 
Sandler  Sandler  &  Laramee 
lwyrs  283-3234 

64  Gloucester  National  Bank 
(Rear  Entrance) 

74  Grant  W  T  Co  (Receiving  Door) 
80  Norman  Office  Supply  Inc 
(Side  Entrance) 

PARSONS  ENDS 


RONNA  RD  —FROM  59 
WHEELER  TO  A  DEAD  END 
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DUNCAN  ST  INTERSECTS 
Quincy  Market  Cold  Storage  & 
Warehouse  Co  283-6100 
Vacant 

New  England  Fish  Co  281-1222 
Off  Shore  Fisheries  Inc  fish 
brokers  281-1004 
Sea  Pak  (Div  W  R  Grace  Co) 
whol  fish  281-1100 
Norland  Sales  Brokerage 
283-2005 

Gloucester  Stevedoring  Co 


ZIP  CODE  01930 
Anderson  Scott  N  ®  283-7076 
Durant  Sherman 
Murray  Steph  J  ®  283-5413 
Lucais  Glenn  I  ®  283-2859 
Carr  Joseph  W  ®  283-8170 

8  Herrick  Paul  ®  283-7173 

9  Virgil io  Joseph  Jr  ®  281-0688 
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ROSE  LA  —FROM  85 
WHEELER 


(/> 

co 


3  X 


o 

Z 

to 


ZIP  CODE  01930 
Milne  Sally  S  Mrs  ®  283-6295 
Latham  Everett  B  ®  283-3217 
Clark  Donald  E  ®  283-8145 
Lord  Dwight  E  ©  283-2087 
Neves  Joseph  ®  283-7139 
i  Morse  John  R  genl  contr  ® 
283-5130 
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ROUSE  RD  -FhOftc 
FORT  HILL  AV 
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ZIP  CODE  01930 
Schor  Bernard  T  sum  res 
Kite  Owen  W  ®  281-0257 
Overly  Wm  H  sum  res  283-9500 
Feeney  Jon  J  281-1465 
Morris  Sherman  ®  281-1970 
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ROWE  AV  (PIGEON  COVE) 
(ROCKPORT)— FROM  48 
GRANITE 


CO 

o 


<5 


ZIP  CODE  01966 

2  Lash  W  Mallory  ®  546-333 
PASTURE  RD  ENDS 

3  Bassett  Margt  B  546-6273 
6  Williams  Charles  L  ®  5463988 

4  ★  Shelburne  James  C  ® 

6  *  Buell  C 

Fugalli  Thos  J  5467219 
Me  Kay  Mark  C  ®  5462635 
Brackett  Joshua  R  ®  546/498 
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Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


Glass 

foQtjf.BfW  PURPOSE 

TEL.  283-4732 


CAPE  ANN  GLASS 

Auto  Glass  (Installed  Whilo-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

_ 216  MAIN  ST — GLOUCESTER 
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4 

ROWE  SQ  —FROM  363  MAIN 

ZIP  CODE  01930 
Elliott  A  J  Motor  Transportation 
Inc  (Br)  trucking  281-1700 
Gorton  Corp  chem  laboratory 
Gorton  Corp  fish  meal  plant 
Gorton  Corp  fish 

Elliott  Stevedoring  Inc  ships  agcy 
281-1700 

Quincy  Market  Cold  Storage  & 
Warehouse  Co  (Br)  283-6100 


7 

ROWLEY  SHORE  —FROM  1018 
WASHINGTON  TO  1030 
WASHINGTON 

ZIP  CODE  01930 

★  Robertson  James  W  ®  283-6716 
Appel  Richd  G  sum  res  283-7811 
Summer  Res  sum  res 

★  Minot  Charles  S  281-0296 
Brown  Wm  E  283-6814 
Miller  Knowlton  sum  res 

Rear  Vacant 

Flett  Louis  E  ®  283-5030 
★  Me  Neill  Roger  C  ® 
283-2953 

Gardini  John  283-6997 
Hiltz  Ethel  K  283-6948 
Lawson  Arth  J  ®  283-2483 
Malvesti  Richd  J  ®  283-8110 
Vacant 

Trott  Emery  J  Mrs  sum  res 
Stewart  Wm  P  ®  283-1734 
Sum  Res 

Melici  A  J  sum  res 
Galazzi  Pauline  M  sum  res 
Nixon  Geo  J  sum  res 
281-0291 


19 

RUSSELL  AV  —FROM  78 
GLOUCESTER  AV  TO  85 
POPLAR 

ZIP  CODE  01930 

7  Nicastro  Anthony  P  ®  283-0104 

9  Frost  James  H  Jr  ®  283-6135 

10  Dyett  Jean  Mrs  ®  283-6332 

11  ★  Cognato  Harriet  Mrs  ® 

12  Lufkin  Eva  F  Mrs  ®  283-9427 

13  Lafond  Harold  S  283-0352 

14  Lattof  John  Jr  ®  283-7988 


15  Harvey  Thos  E  ®  283-0187 

16  Murray  Dexter  H  ®  283-5272 
18  Des  Roche  Louis  J  ®  283-6724 
20 ★Hobbs  Michl  ®  283-5077 

35  Babson  Reservoir  (City  Water 
Supply) 


9 

RUST  ISLAND  (WEST 
GLOUCESTER)— FROM 
YANKEE  DIVISION 
HIGHWAY  TO  ANNIS-QUAM 
RIVER 

ZIP  CODE  01930 
Allen  Clement  J  ®  283-6458 
Brisson  Norman  F  summer  res 
®  283-5979 

Pomeroy  Herbert  summer  res  ® 
283-5616 

Cutter  Geo  I  summer  res  ® 
283-4259 

Dane  Esther  Mrs  ®  283-0360 
Di  Luzio  Louis  ®  283-6864 
Gateway  Marina  Inc  281-1047 
Graham  Robt  M  ® 

Juskalian  Mehran  summer  res  ® 
283-6406 

Lawton  Roger  H  sum  res  ® 
281-1853 

Lord  Ralph  W  sum  res  ® 

Segar  Jane  Mrs  summer  res 
281-1620 

Me  Gilvray  Reaney  F  ®  283-2926 
Tindley  W  Dexter  283-8855 
Me  Kinnon  Olive  M  Mrs  ® 
283-0795 

Nichols  Ocean  Home  Candies 
283-9850 

Phinney  G  Russell  summer  res 
®  283-6452 

Potter  Priscilla  Mrs  summer  res 

® 

Rowe  Helen  Mrs  ®  283-2732 
Strong  Robt  A  sum  res  ® 

283-8209 

Thompson  Barbara  Mrs  summer 
res  ® 

Trayes  Wm  H  Jr  ®  283-9015 
Erickson  Richd  N  ®  281-0084 
Jorgeson  Dion  summer  res  ® 
Mitchell  James  ® 

O’Maley  Russell  S  283-3611 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel — 283-3940 
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10 

RUTHERN  WY  (ROCKPORT) 
FROM  PENZANCE  RD  TO 
PENZANCE  RD 

ZIP  CODE  01966 
Werman  Lester  sum  res  546-2704 
Bradford  Cecil  B  sum  res  ® 
546-3121 

Thompson  John  W  Jr  546-6429 
Heyl  Edna  M  Mrs  ®  546-6907 
LOZANT  PL  ENDS 
Horvitz  Harold  sum  res  546-3049 
Frost  Donald  F  546-6644 
Karp  Evelyn  Mrs  sum  res  ® 
546-3990 


20 

RYAN  RD  (MAGNOLIA) 

FROM  592  WESTERN  AV  TO 
A  DEAD  END 

ZIP  CODE  01930 
3  it  Frances  Donald  ®  525-3068 

5  Under  Constn 

6  Kin  cade  Wm  E  ©  525-3250 

7  ★  Harvey  Barry  S 

8  ★  Jones  Robt  ® 

10  ★  Weir  Richd  C  ®  525-3561 
11 1  Murphy  Thos  ® 

12  Friend  Roscoe  ®  525-3877 

13  Fitzpatrick  Wm  J  ®  525-3955 
15  ★  Johnson  Joseph  L  525-3834 

17  ★  Michalisin  Nicholas  J 

525-3042 

18  Silva  Marshall  ®  525-3052 

19  ★  Colby  Arth  ®  525-3860 

20  Under  Constn 

21  Under  Constn 

22  Under  Constn 


20 

SACKVILLE  ST  (MAGNOLIA) 
FROM  END  OF  LOWE  DR 

ZIP  CODE  01930 

2  it  Libby  Donald  ®  525-3458 

3  Newburg  Robt  L  ©  525-3200 


2 

SADLER  ST  —FROM  13 

h  EL  WELL  TO  32  WEBSTER 

ZIP  CODE  01930 
2  Vacant 
No  Return 


Bazeley  Peter  V  ®  283-7116 

3  Goulart  Ralph  E  ®  283-4876 

4  Machado  Manuel  P  ®  283-6440 
Machado  Manuel  283-7923 

5  Doucette  Mabel  E  Mrs  ® 

283-3693 

5  Vfe  Carpenter  Don  F  281-0656 

Goodhue  Allen 

6  Catania  Albert  J  ®  283-9340 
Rose  Gloria  S  Mrs  283-7627 

7  Vacant 

Noble  Edmund  P  281-0377 
LINNET  PL  BEGINS 

8  it  Tamarendo  Doris  S  Mrs 

9  Movalli  Richd  P  ®  283-1595 
Morong  Walter  K  283-6763 
Monroe  Bessie  E 

10  Hodgdon  Dorothy  I  Mrs  ® 

283-1154 

★  Silva  Everett  L  281-2078 

11  Cecilio  Carol  E  Mrs  ® 

283-6178 

Moore  Richd  283-4592 
Lo  Grande  Salvatore  283-3323 
Johnson  Aubrey  283-2395 

12  Silva  Bernard  E  ®  283-1622 

13  Cox  Geraldine  Mrs  281-1346 
Vacant 

14  Cluett  Vivian  Mrs  283-8850 
Da  Costa  Louis 
Manning  Peter  J  283-0914 
Peavey  Mary  P  Mrs  ® 

283-0914 

Peavey  Bertha  283-8850 

15  Militello  Matt  283-6705 
Mattson  Barbara  Mrs  283-6130 
Knowles  Sandra  M  Mrs  ® 

283-8950 

16  Albert  Frank  ®  283-1372 
Smedburg  Irene  A  Mrs 

283-0346 

17  ★  Doyle  Kathleen  Mrs 
Taylor  John 

Duwart  Carleton  E  283-2966 

★  Amero  Julia  S 

★  Pratt  Christine 

★  Parisi  John  A  Jr 

19  Muniz  Raphael  ®  283-2051 
22  Munroe  Herbert  J  ©  283-0049 
Electron  Dynamics  Inc  mfrs 
high  voltage  equip 
Custom  Magnetics  Inc 
transformers  &  magnetics 
281-0905 

Alert  Enterprises  film  process 
mach  mfg  283-4080 
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GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  AND  RANGE  OIL 

OFFICE:  17  Railroad  Av.y  Rockport  Telephone:  546-6652 

_ NIGHTS:  546-2009  -  2S3-3046  -  546-3249 
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SADLER  ST— Contd 

P  M  S  Manufacturing  Products 
sht  mtl  prod  281-2600 


20 

ST  JOSEPH  LA  (MAGNOLIA) 
FROM  767  WESTERN  AV  TO 
MANCHESTER  LINE 

ZIP  CODE  01930 

3  Bouchie  Robt  ®  525-3092 

4  Me  Nair  Robt  S  525-3268 

5  Auld  Benj  525-3179 


12 

ST  LOUIS  AV  —FROM  BEMO 
AV  AND  OFF  EASTERN 
POINT  BLVD 

ZIP  CODE  01930 
Saint  Anthony’s  By  The  Sea 
Roman  Catholic  Church 
8  Me  Kinnon  Geo  H  ®  283-4954 
Cafasso  Wm  P  283-4266 
Me  Feeley  Francis  J  ® 

283-7587 

Sisters  Of  Mercy  sum  convent 
12  Hersey  Laura  Mrs  ®  283-0652 
Marshall  Weymouth  E  ® 
283-5468 

Roach  John  W  Rev  ®  283-6030 
Putney  Geo  ®  283-8695 
Gould  Jackson  A  ® 

5  Carlson  James  S  ®  281-1425 


20 

ST  PETER’S  LA  —FROM  658 
WESTERN  AV  TO  A  DEAD 
END 

ZIP  CODE  01930 

3  Pare  Denis  J  ®  525-3650 

5  Lumia  Joseph  Jr  ®  525-3739 

4  Edwards  Robt  ®  525-3543 

6  Vacant 


11 

SALT  ISLAND  RD  (BRIER 
NECK)— FROM  WHITHAM 

ZIP  CODE  01930 
Good  Harbor  Beach  Inn  summer 
hotel  283-1489 
Mac  Donald  Danl  J  ® 

Callard  A  W  sum  res  ® 

283-9528 


Kernan  H  O  sum  res  ® 
Richmond  Ernest  D  sum  res 
283-8069 

Mac  Leod  Herbert  W  sum  res 
283-3555 

41  Downing  Phyllis  G  Mrs  sum 
res  283-7184 

Michelini  Dorothy  sum  res 
283-5720 

Sheppard  Richd  C  sum  res 
283-4460 

Steele  Marian  W  283-6530 
Johansen  Wm  sum  res 
281-2745 

Reeves  T  J  sum  res  283-2499 
Sherrard  Glenwood  sum  res 
283-0090 

Freeman  Florence  E  sum  res 
®  283-3577 

O’Brien  Thos  ®  283-5953 
Todd  Thos  Jr  sum  res  283-7885 
Burke  J  Wm  sum  res  283-1113 
Fifield  Richd  T  ® 

Flynn  Maurice  sum  res  © 
283-0055 

Knott  James  sum  res  283-4033 
Curran  Robt  J  283-2364 
Sum  Res  (5  Hses) 

Morrill  Lyman  sum  res 
283-6068 

Summer  Resident 
WARWICK  RD  BEGINS 

★  Golden  Richd  sum  res 
Kelley  Robt  J  Mrs  summer  res 

283-4345 

Sampson  Fred  P  summer  res 
283-2531 

Morgan  A  B  summer  res 
283-7870 

Smith  Margt  Mrs  sum  res  ® 
283-3405 

Fowler  Henry  A  ®  283-1970 

★  Carlson  Linda 

Kirk  F  P  Mrs  283-5844 
Smith  Cecil  H  sum  res  ® 
283-7892 

Stern  Julius  sum  res  ® 
283-3992 

Pearl  Russell  P  sum  res 
283-7615 

Me  Namee  H  Brian  ® 

283-4185 


frames  C.  QreeHy  3i 


famed  L.  Kjreely  ^funeral  Service,  ^9nc . 

"Quality  &  Service  Since  1884 " 

Tel.  283-0698 

212  Washington  St.  Gloucester,  Mass.  01930 
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9 

SAMOSET  RD  (WEST 
GLOUCESTER)— FROM 
WINNEAHDIN  AV  TO 
WINTHROP  AV 

ZIP  CODE  01930 
Licari  Arth  sum  res  ®  283-6737 


24 

SAMUEL  RIGGS  CIR  —FROM 
VINE  ST 

ZIP  CODE  01930 
5  Brogna  Elenore  E  Mrs  sum  res 
©  283-8076 

7  Hemeon  Alf  L  ®  283-9525 
14  Vacant 

16  Doughty  Harold  W  ®  283-1497 
20  Reed  Russell  W  sum  res  ® 
283-6159 

22  Bryn  Harry  sum  res  ® 

283-6330  * 


22 

SANDABA  AV  (ROCKPORT) 
FROM  15  OLD  GARDEN  RD 


13  Enos  Manuel  H  Jr  ® 

18  Gloucester  Engineering  Co  Inc 

Plant  No  2  mach  mfg 
281-1800 

19  Vacant 

21  ★  Johnson  Susan  W  Mrs 
23  Firth  Gladys  A  Mrs  ® 
283-3011 

Conrad  Everett  C  ®  283-7531 
25  Landry  Marie  M  Mrs  283-3562 
29  Perry  Lucille  B  Mrs  ® 
283-3929 

29  Vi  Me  Gill  vary  Kenneth  F  ® 
281-0430 

31  Vi  Cavanaugh  Mary  M  Mrs  ® 
283-5398 
Kyrouz  Robt  T 

33  Leverich  Raymond  T  281-1139 
33 Vi  Silva  James  283-7658 
CLEVELAND  BEGINS 

35  Vacant 

36  Frontiero  Wm  S  ®  283-4640 
Kyrouz  Fred  J 

Kyrouz  John 

37  Vacant 

37  Vi  Jaksland  Siggurd  N  ® 
283-8419 


ZIP  CODE  01966 


40  Linsky  Brothers  junk  dlrs 
283-1877 


1  Cram  Leighton  R  artist  ® 
546-3968 

3  Waring  Lloyd  B  sum  res 
5  Vacant 


7 

SANDERSON  CT  —FROM  960 
WASHINGTON  BAY  VIEW 

ZIP  CODE  01930 
1  Vicari  Robert  A  ®  283-9291 
7  ★  Lahtinen  Olavi  W 


13 

SARGENT  ST  —FROM  1 
SHEPHERD  TO  BEYOND 
CLEVELAND 

ZIP  CODE  01930 
BURNHAM  BEGINS 
6  Salah’s  Market 
CEDAR  BEGINS 
MILLETT  BEGINS 

8  O’Brien  Nora  M  Mrs  ® 

283-4971 

t  Ciaramitaro  Salvatore  283-6141 

9  ★  Muise  Walter 


9 

SAVILLE  RD  (WEST 

GLOUCESTER)— FROM  47 
CONCORD  RD  TO  A  DEAD 
END 

ZIP  CODE  01930 
★  Rhodes  Richd  D  ®  281-8284 
Quadros  Arnold  A  ©  283-4959 
Giamanco  Rosario  ®  283-2772 
Forbes  Marion  Mrs  ®  283-7137 
Rear  Blatchford  Dana  B  ® 
283-6670 

Mondello  John  F  ®  283-1343 
Garland  Leroy  H  ® 


7 

SAWYER  AV  (LANESVILLE) 
FROM  1  HICKORY 

ZIP  CODE  01930 
5  Larkin  David  J  ®  283-9130 

7  ★  Clough  Grace  E  Mrs  ® 

283-7494 

8  Newell  Jones  E  Jr  ©  281-0451 

9  Munro  F  Eliz  Mrs  ©  283-0003 


WILLIAM 


JEWELER 


REG.  JEWELER 
AM  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware' 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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SAWYER  AV — Contd 

10  ★  Vivier  Janet  T  ® 

11  Vacant 

14  Bowers  Olivia 

*  Thompson  Philip 

*  Sweet  Forrest  ® 


11 

SAYWARD  ST  —FROM  62 
EAST  MAIN  TO  41  BASS  AV 

ZIP  CODE  01930 

I  Souza  Manuel  P  283-5297 
Marge’s  Beauty  Salon  283-7832 
★  Godinha  Carlos  ® 

Rear* Amaral  Steph  281-2738 

4  Frost  Annie  Mrs  ®  283-1248 

5  Capillo  Robt  C  ®  283-6478 

7  Kennedy  Patk  J  ®  283-8030 

9  Ritcey  Mildred  283-1137 

10  Wheeler  Maurice  H  ® 

283-6361 

II  *  Rowe  Wm 

12  Sawyer  Delia  M  Mrs  ® 

283-9045 

13  Brown  Arthur  Jr  ®  283-8518 

14  Ryan  Ellen  P  Mrs  ® 

15  Randazza  John  ®  283-3533 
15%  Handran  Edna  M  ® 

16  Walters  Geo  E  ®  283-1662 
Rear  Vacant 

17  Saint  Peter’s  School  Of 

Religion 

18  Leo  Joseph  Jr  ®  283-8182 
Merchant  Mary  A  Mrs 

281-9151 

20  Ciarametaro  Salvatore  283-6401 

22  Ciarametaro  Rosalie  Mrs  ® 

283-0320 

23  Saint  Peter’s  R  C  Church 

24  Parsons  Dana  ®  283-5588 

26  Sawyer  Everett  A  ®  283-1467 
Clayton  Judith 

28  Telles  Adolph  J  ®  283-8524 
30  Dort  May  F  Mrs 

Sargent  Eleanor  I  Mrs 
283-6287 

Emero  Mary  F  Mrs 


3 

SCHOOL  ST  —FROM  76 
MIDDLE  TO  RAILROAD  AV 

ZIP  CODE  01930 
1  Engel  John  F  Jr  chiropractor 
283-6644 


Smith  Silvester  R  podiatrist 
283-2290 

3  Perry  Laurence  F  283-5785 
Vacant 

5  Favaloro  Anthony  283-2782 

7  Parisi  Salvatore  ®  283-4489 
MASON  BEGINS 

8  City  Fire  Dept  283-2424 
Gloucester  Fire  Department 

Relief  Association 
City  Forest  Warden 
City  Inspector  Of  Wires 
Combination  A 
Ladder  1 
Ladder  2 
Rescue  Squad 
PROCTOR  ENDS 
11  Cunningham  Robt  E  283-5510 
Parisi  Joseph  ®  283-4847 
13  Beckett  Fredk  M  ®  283-9242 
COLUMBIA  ENDS 
15*  Provost  Ernest  M  283-4070 
17  Grillo  Raffaele  ®  283-3634 
19*  Leach  Eleanor  283-8510 
Puglisi  Miriam  Mrs  283-8510 

*  Parsons  Douglas 

23  Bergengren  Devon  ®  283-0159 
Gracie  Wilbur  B  281-1570 

★  Gayton  Richd 

24  Merchant  Florence  T  Mrs 

283-7378 

26  Joyce  Elwyn  P  283-1475 
28  Anderson  Barbara  Mrs 
281-0329 

Grover  Robt  W  283-4973 
Vaccaro  Carl  M  Mrs 
30*  Buck  Fredk  W  ®  283-7302 

32  Frontiero  Salvatore  J  ® 

283-3594 

PROSPECT  ST  INTERSECTS 

33  ★  Machero  Antonio  ®  283-0328 

34  Favaza  Joseph  R  283-1040 

37  Decker  Corinne  Mrs  ® 

283-0531 

38  Curtis  Carrie  W  Mrs  ® 

283-2712 

39  ★  Silveira  Anthony  ® 

40  Militello  Michl  ®  283-0138 
Rear  Vacant 

40%  *  Corcoro  Joseph  285-6442 

41  Sassone  Evelyn  E  Mrs  283-2034 

42  *  Tarr  Gertrude  Mrs 
Erskine  Kath  Mrs  ® 

Gott  Mary  Mrs  281-1335 

43  *  De  Wolfe  Josephine  Mrs 

281-0806 


GLOUCEST 

Tels. 

4  Parker  Street 

ER  SUPI 

283-7800  - 
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SCHOOL  ST— Contd 
43Vfe  Vacant 

44  Rich  Melvin  E  283-4060 
Whiting  A  Ruth  Mrs 

ADDISON  ENDS 

45  Jesso  Harold  E  Jr  ®  283-5464 
48  Gagliano  Eleanora  Mrs 

281-0297 

Piscitello  John  S  ®  283-0576 
50  Reliable  Meat  Market  283-0255 
Silveira  Jessie  Mrs  283-0998 
PEARL  ENDS 

27 

SCHOOL  ST  (ROCKPORT) 

FROM  22  MAIN  TO 
PLEASANT 

ZIP  CODE  01966 
7  Vacant 
11  Tucker  Toys 

13  Green  Conrad  J  ®  546-6645 
Green  Sigrid  A  Mrs 

★  CofFuld  Thos 
16  Clark  Marion  D  Mrs  ® 

546-6913 

16a  ★  Wilson  Libby 

21  Tarr  Geo  J  School  546-2260 
BROADWAY  INTERSECTS 

22  Ketchopulos  Geo  J  ®  546-6285 

23  Summer  Res 
Spiran  Hall 

24  Robinson  Albert  G  ©  546-2162 

26  Drolet  Hulda  P  Mrs  ® 

546-2734 

HIGH  INTERSECTS 

27  Coffey  Elaine  546-2282 
Brennan  A  Frances 
Brennan  Eliz  M 

29  Silva  Mark  546-3846 
Burrill  Fannie  Mrs  546-2319 

GOTT  BEGINS 

30  Heald  Annie  M  Mrs  ® 

546-6917 

Frithsen  Fredk  C  546-3333 

31  French  Eliz  W  Mrs  ®  546-3984 

32  Nelson  Oscar  J  546-2623 

33  Williams  Margt  W  artist  ® 

546-6882 

34  Mac  Lean  Marion  A  Mrs 

1  546-6996 

35  Moral  Sylvia  Mrs  ®  546-6549 
36  Muise  Robt  E 
37  Vacant 

38  j(  Hughes  Francis  E  546-2300 
39  Reed  Bruce  R  546-7297 
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44  Dolan  Thos  W  ®  546-6798 
46  Lamplighter  Lodge  guest  hse 
546-3270 

Cole  Roger  A  ®  546-3270 
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SCOTT  ST  — FROM  362  MAIN 

ZIP  CODE  01930 
3  Scola  Sebastian  A  ®  283-4867 
Boudreau  David 
5  Aikens  James  C  283-8465 
7  Aikens  Charlotte  Mrs  ® 

283-3631 

Korpi  Onni  R  283-3631 
9  Me  Carthy  John  P  Jr  ® 

283-4728 

27 

SEAGULL  ST  (ROCKPORT) 
FROM  MARTHA’S  LA  TO 
JERDEN’S  LA 

ZIP  CODE  01966 
Kelly  Marion  A  ®  546-6281 
Dolloff  Edw  P  ®  546-2597 
Burbank  John  J  ®  546-2249 
Murphy  John  D  ®  546-3671 
Chalmers  Philip  E  ®  546-3261 
Hillier  Fred  C  ®  546-2215 
Parker  Phillip  S  ®  546-6160 

1  Parker  Genvea 

3  ★  Perry  David  F  ©  546-7111 

2  Hale  W  Scott  ®  546-3371 
Lucas  Ralph  C  ®  546-2649 
Harnish  Ronald  A  ®  546-2813 

10 

SEA  VIEW  ST  (LANDS  END) 
(ROCKPORT)-FROM 
THATCHER  RD  TO  A  DEAD 
END 

ZIP  CODE  01966 
Sum  Res 

Mac  Donald  Mildred  sum  res  © 
Sum  Res 

Griffiths  Wm  C  sum  res  © 

Sum  Res 

Olson  Charles  sum  res  © 

Olson  Victor  sum  res 
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19 

SEEALL  ST  —FROM  455 
WASHINGTON  1  MONTV  ALE 
AV 

ZIP  CODE  01930 
5  Cameron  Bessie  M  Mrs  ® 
283-8763 

ECHO  AV  BEGINS 
8  Lague  J  Albert  ® 

10  Tarr  Emily  B 

13  Legendre  Richd  L  ® 

14  Adams  Clifford  W  ®  283-0776 


11 

SHAPLEY  RD  —FROM  46 
DECATUR 

ZIP  CODE  01930 
Cook  Ruth  Mrs  ®  283-6258 
Bell  Bradley  H  ®  283-6033 


10 

SHEHAN  TER  (ROCKPORT) 
FROM  233  MAIN  TO  A 
DEAD  END 

ZIP  CODE  01966 

1  Greene  Raymond  G  ®  546-2694 

2  Hendrickson  Raymond  E  ® 

546-2977 

3  ★  Hautala  Arne  J  ®  546-2571 

4  Tobey  Geo  E  ®  546-6146 

8  Bailey  Richd  F  ®  546-6239 


13 

SHEPHERD  ST  —FROM  2 
SARGENT  TO  25 
MAPLEWOOD  AV 

ZIP  CODE  01930 

2  Balbo  Maria  281-1849 
Randazza  Peter  283-6495 
Saputo  Ottavio  281-1012 

★  San  Fillippo  Joseph  283-2346 

3  Brooks  Beatrice  P  Mrs  ® 

283-9174 

4  Salah  Rose  M  283-5774 
Davis  Lawrence  R  283-5724 

5  Me  Kinnon  Mary  E  ® 

7  ★  Barnd  Clara  A  Mrs  283-0987 
TVs.  Souza  Joseph  283-5748 

8  Durand  Louis  J  283-9347 

9  Hinckley  Fred  P  ®  283-4287 
Hinckley  Nancy  Mrs  283-3602 

★  Wieckowski  Evelyn  A 

10  Tedesco  Anthony  J  ®  283-7471 

11  O’Brien  Leona  S  283-3684 
Bradley  Christine  M  283-8451 

★  Dumont  Jennie 

★  Carter  Mildred  B 
Loring  John 

12  Michael  Richd  R  283-9447 


PLEASANT  INTERSECTS 
13  Vacant 

15  Donnellon  James  M  283-7735 
Catalina  Wm  ®  283-4638 
WILLOW  BEGINS 
17  Reynolds  Mary  L  Mrs 
Vacant 

19  Alba  Joseph  281-1013 
Almeida  Edwin  W  281-0887 
Reboco  John  283-1637 

20  Biondo  Joseph  ®  283-3858 
Piscitello  Joseph 

Vacant 

22  Budrow  Cornelius 
Vacant 

Foley  Laura  M  283-8326 
Mattson  Lillian  M  Mrs 

★  Me  Collum  Charles  W  ® 
Rear  Kenny  Estelle  Mrs  281-1226 
26  Mitchell  Edna  Mrs  281-1370 

Doyle  Ida  283-0185 

★  Rubin  Sam 


22 

SHETLAND  RD  (ROCKPORT) 
FROM  STAITSMOUTH  WAY 
TO  MARMION  AV 

ZIP  CODE  01966 
STRAITSMOUTH  WAY  BEGINS 
Saville  Azure  T  Mrs  ®  546-3095 
★  Lucas  Paul  G  ®  546-2131 
Kendall  Walter  J  ®  546-6796 
Marr  Alex  K  ®  546-6936 
Von  Rosen vinge  Norman  S  ® 
546-2203 

49  Houghton  Fred  ®  546-2148 


7 

SHIPS  BELL  RD 
(LANESVILLE)— FROM  38 
LANGSFORD  TO  THE 
OCEAN 

ZIP  CODE  01930 
(NUMBERS  IRREGULAR) 

6  Anderson  Wm  G  ® 

16  Boyce  James  ®  283-7270 
5  Buckley  Jean  M  Mrs  ® 

281-0255 

3  Cullanan  Marie  Mrs  sum  res  ® 
2  Johnson  Knox  C  ®  283-0591 

7  Fordham  Herbert  sum  res  ® 
Porter  Robt  sum  res  ®  281-0028 

13  Hayes  Robt  ®  283-7305 
1  Lynch  Thos  F  ®  283-4008 
10  ★  House  Fredk  F  ® 

15  Me  Hardy  Agnes  M  Mrs  ® 
283-6596 

8  Rogers  Danl  Jr  ® 

Yonna  David  summer  res 


GLOUCESTER  PAINTS,  jncT 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Harbor  l^a.  Gloucester,  Moss.  01930  Tel.  2*3-1414 


177 


20 

SHORE  RD  (MAGNOLIA) 

FROM  JUNCTION  FULLER 
TO  HESPERUS  AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
80  Mary  Ann  Beauty  Shop 
525-3212 

Cirella  Anna  Mrs  © 

76  Rochford  Wm  C  ©  525-3787 
67  Potter  Lucy  A  Mrs  ®  526-7010 
41  Saravelis  Venis  J  525-3039 
59  Ward  Harold  525-3840 
61  Edmonds  Thos 
53  Southworth  Charles  R  ® 

525-3344 

50  Atwood  Raymond  L  ® 

525-3152 

52  Jackson  Earl  G  ®  525-3232 
1  Smith  Wm  B  525-3716 
61  Edmonds  Wm  E  Jr  ©  525-3233 
63  Delaney  James  D  525-3282 
35  Gaylord  Dorothy  H  ®  525-3148 
37  Signor  Ruth  S  Mrs  ®  525-3301 
FULLER  ST  ENDS 
25  Vacant 

21  Gradwohl  Lucien  ®  525-3366 
Bsmt  Gradwhol  Bruce  A  real  est 
&  bldr 

47  Beaton  Helen  ®  525-3231 
Me  Calla  Dale 
Sum  Res 

I  ffldas  Steph  P  ®  525-3647 
Katz  Albert  ®  525-3110 
13  Rundlett  Harold  G  ®  525-3213 
Sum  Res 

43  Driscoll  Robt  S  ®  525-3625 
Sum  Res 

24  Arnason  Barry  G  ®  525-3069 

19 

SHORE  HILL  RD  —FROM  123 
WHEELER  TO  RIVERSIDE 
WHEELER’S  POINT 

ZIP  CODE  01930 
1  Baker  Charles  R  283-6774 
3  Baker  Sally  R  283-6932 

9  Burke  Robt  C  ®  281-1035 

10  Nicastro  Joseph  P  ®  283-5205 

14  Brophy  Agnes  F  Mrs  283-8494 

15  Aiello  John  B  Jr  ®  283-2933 
Rear  Akerley  Philip  O  ® 

283-2323 

Brown  Norman  ®  283-2450 


Taylor  Geo  H  ®  283-0877 

DOANE  RD  BEGINS 
LARADY  RD  BEGINS 


SHORT  ST  — FROM  38  MAIN 
TO  39  MIDDLE 

ZIP  CODE  01930 
5  Joe’s  Barber  Shop 

7  Bommarito  Joseph  ©  283-6112 

8  Vacant 
10a  Vacant 
10b  Vacant 

11  Tebou  Lucy  Mrs  ©  283-7556 
13a  Sylvester  Emma  Mrs  283-4163 
13b  Quinn  Dorothy  R 
15  Ganey  Gertrude 

13 

SIBLEY  ST  — FROM  23  TRASK 
TO  8  DODGE 

ZIP  CODE  01930 

7  Barbara  Carlo  A  ©  283-8034 
■k  O’Conner  Steph 

8  Ventimiglia  John  F  ©  283-1088 

23 

SILVA  CT  —FROM  57  FRIEND 

ZIP  CODE  01930 
5  Sears  Everett  ©  283-3854 
Brown  Frank 

Quadros  Angie  Mrs  283-1689 

Terra  Edith  © 

Sears  Olivia  D  Mrs  283-1728 

7  Brancaleone  Joseph  283-7437 
Me  Cormack  Richd  I  Jr 

283-7437 

Santana  Mary  E  Mrs  ® 

283-7437 

8  Padre  John 

14  Oliver  Raphael  D  283-6805 
Vacant 

16  Barkley  Madeline  Mrs  283-8835 
Murphy  Wm  H  III  281-0541 
★  Lopes  Eleanor  Mrs  281-0348 
Sears  Milton  M  ©  283-3075 
18  Upton  Neal  R 
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9 

SKIPPER  WY  (DAVlg 
SECTION)  (WEST 
GLOUCESTER)— FROM 
BUNGALOW  RD 

ZIP  CODE  01930 

1  Szymczak  Edw  J  summer  res 

2  Clemnzi  David  J  sum  res 

283-7153 

7  Murphy  Edw  B  summer  res 
283-6922 

9  Di  Napoli  Mario  J  sum  res 

283-9105 

25  Pizer  Laura  C  sum  res 
281-1589 

6  Kantor  Alexander  sum  res 
283-1793 

Steinberg  Howard  summer  res 
283-1793 

10  Kase  Joseph  E  sum  res 

281-1539 

Coates  Arth  M  sum  res 
283-6108 

★  Panizzi  Mario  G  sum  res  ® 
283-4945 

White  J  Decker  sum  res 
9  Selian  Missah  R  summer  res 
ROADS  END  BEGINS 
HAWKS  SECTION  BEGINS 


9 

SKIPPER  WY  TER  (DAVIS 
SECTION)  (WEST 
GLOUCESTER)— FROM 
SKIPPER  WY 

ZIP  CODE  01930 
Calledare  Anthony  sum  res 
283-7058 

Panizzi  Mario  G  sum  res 
Dunbar  Robt  P  sum  res  281-1125 
Corsetti  Richd  D  sum  res 
283-0085 

13  Chase  David  M  sum  res 
283-3043 


9 

SLEEPY  HOLLOW  RD  (HAWKS 
SECTION)  (WEST 
GLOUCESTER)— FROM 
BUNGALOW  ROAD  TO 
ROADS  END 

ZIP  CODE  01930 
(NUMBERS  IRREGULAR) 

1  Hodess  Joseph  summer  res 
12  Ciampa  Frank  summer  res 
281-1660 

16  Asher  Jerry  sum  res  283-7197 
19  Glaser  Louis  H  summer  res 
283-5344 


Rear  Mawn  James  J  sum  res 
283-7987 

26  Perlman  Sami  S  sum  res 
11  Sonis  Richd  summer  res 
Lennon  Paul  J  summer  res 
283-0586 

18  Flashman  Sadie  sum  res 
283-3949 

17  Davekos  Peter  G  sum  res 

283-2209 

24  Rubn  Richd  J  sum  res 
281-1168 

Meyers  Milton  J  sum  res 
283-8696 

5  Mishara  Milton  M  sum  res 
15  Goldberg  Max  C  sum  res 
283-1127 

18  Cutter  Philip  sum  res  283-2049 
Kay  Julius  sum  res  283-2778 

9  Corrado  Joseph  W  sum  res 
283-8711 

22  Spear  L  Wm  sum  res  283-2233 

23  Gross  Ralph  summer  res 

283-7319 

33  Axelrod  Harry  summer  res 


22 

SMITH  RD  (ROCKPORT) 

FROM  35  SOUTH  TO  OLD 
GARDEN  RD 

ZIP  CODE  01966 

1  Barletta  Nicola  A  ®  546-6143 

2  Hunter  Alex  ©  546-6325 

3  Perry  John  F  ®  546-3214 

4  Wilkinson  Kenneth  B  546-6609 

5  Hale  Olive  ®  546-3367 

7  Wicky  John  F  ®  546-3360 

8  Brewer  Bernard  F  Jr  ® 

546-2889 

10  Mackay  Winifred  M  Mrs  ® 

546-3077 

11  Curtis  Leslie  P  ®  546-6979 

12  Karcher  Robt  E  Jr  ®  546-2752 

13  Farrer  John  H  ®  546-3141 

14  Anderson  Louis  F  ®  546-2384 

15  Donlon  Joan  B  ®  546-3850 

16  Downey  Nora  P  546-3753 
WALLACE  RD  INTERSECTS 

18  Kubik  Charles  S  546-3974 

19  Berg  Roy  O  ®  546-3084 

20  Bingham  Caroline  M  Mrs 

546-6214 

21  Webb  Merton  M  ®  546-3248 

22  Jackson  Frank  sum  res 

546-6256 

23  ★  Rice  Nancy  Mrs  546-7465 

24  *  Poole  Paige  O  ®  546-7256 

25  Santonelli  Guido  ®  546-2295 

26  Whittemore  Miriam  M  ® 

546-3554 

27  ★  Caldwell  Stuart  ®  546-3660 

28  *  Heald  Harvey  ® 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 


35  Whittemore  SI. 


Gloucester,  Mass.  01930 


SMITH  RD  (R) — Contd 

30  Heald  Harvey  E  ®  546-3374 
36  Kremer  Louis  ®  546-2773 
34  Watson  Mary  E  Mrs  ® 
546-3157 


13 

SMITH  ST  —FROM  9 
MAPLEWOOD  AV  TO  78 
PLEASANT 

ZIP  CODE  01930 

1  Zagers  Alice  M  Mrs  ®  283-8734 

2  Hurd  Doris  283-2510 
Kincade  Doris 

3  Bertolino  Albert  A  ® 

5  Souza  Claude  G  ®  283-7245 
★  Masse lli  Frank  283-9493 

6  Lane’s  Appliance  Service 

283-4330 
10  Vacant 

12  Millefoglie  Anthony  ® 

283-5239 

Millefoglie  Philipo  283-4825 
14  Mitchell  Barbara  L  ® 

Vadala  Frank  J  283-4176 
16  Anthony’s  Beauty  Salon 
283-0375 

Colarusso  Anthony  P 


26 

SMITH  ST  (ROCKPORT) 

FROM  8  KING  TO  32  BEACH 

ZIP  CODE  01966 

1  Vacant 

★  Shaves  Lewis 

la  Grimes  Mildred  L  546-3912 

2  Babcock  Donald  M  ®  546-6188 

3  Marston  Henry  B 

4  Knowlton  M  Josephine  Mrs 

546-3224 

5  ★  Holljes  Henry  W  546-7239 

6  Vacant 
Reed  James 

7  Cleaves  Wm  G  ®  546-2270 

8  Cameron  Kenneth  M  © 

546-7502 

9  Walkinshaw  John  A  sum  res  ® 

546-2410 

SMITH  ST  CT  BEGINS 

10  ★  Sullivan  John  546-7350 

10a  Sullivan  Ann  M  Mrs  546-7139 
WHITE  WAY  BEGINS 


SMITH  STREET  CT 

(ROCKPORT)— FROM  8 
SMITH 

ZIP  CODE  01966 
Reart  Russo  Leon  R  546-7542 
ReartLarance  Robt  P  546-7071 
1  Johnson  Carl  G  ®  546-2503 
Rear  Bowman  Edna  546-6938 

3  Burda  Louis  lobsterman  ® 

546-2171 

3a  Burda  Sven  K  auto  repr 
546-2419 

4  Palmquist  Edw  N  ®  546-2467 

5  Vacant 

7  Fleming  Wm  A 

8  Niemi  Lem  pi  I  ®  546-6807 

9  Anthony  Lois  H  ®  546-2452 

10  Knowlton  Bertha  D  546-6875 


22 

SOUTH  RD  (BEAR  SKIN 
NECK) — (ROCKPORT)- 
FROM  DOCK  SQ  FOOT 
MAIN  ST 

ZIP  CODE  01966 
(NUMBERS  IRREGULAR) 

1  Sea  Fencibles  Shop  gifts 

546-6161 

Thompson  Florence  G  Mrs  ® 
546-6161 

2  Krames  gift  shop  546-3702 

3  Jette  Antoinette  ®  546-2743 

4  Patio  Shop  gifts  546-3502 
Fine  Joseph  J  ®  546-3502 

5  Francis  Wm 

6  Rings  ’n  Things  (Display  Shop) 

7  Pinxit  Gallery  art  546-2173 

9  Vacant 

8  Galley  Restaurant  546-3721 

8  Vi  The  Dancing  Bear 

Stroud  Wm  D 

10  Tyler  Wesley  Shop  gifts 
10b  Twas  Silversmith  Pottery 

9  Seaweed  Manor  Gift  Shop 

546-6326 

Vacant 

11  Seabags  duffel  bags 
Sunday  River  Crafts 

13a  Music  Box  546-7540 
Vacant 

Green  Aubrey  546-6226 
13  Vacant 
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SOUTH  RD  (R) — Contd 

14  Pewter  Shop  The  mfrs 

546-2105 

15  Ross  Candle  House  gifts 

546-2078 
Ross  John  O  ® 

Holland  House  gifts  546-3900 
Dwyer  Patk  J 

17  Boat  Shop  Studio  Gift  Shop 
546-2837 

Boat  Shop  Studio  artist 
Cook  Otis  P  ®  546-2837 
17a  Serrin  Gifts  546-7204 
Yankee  Gift  Shop 

24  Vacant 

Blue  Lantern  Gift  Shop 
546-3359 

Paul’s  Silver  Shop 

25  Rings’  N  Things 
Rudow  Marvin  ® 

28  Dascto  (Gifts) 

29  Dairy  Dip 

31  Moore  Roy  Lobster  Co  546-6696 
Lobster  In  The  Ruff  restr 
La  Plant  Olivia  ® 

36  Orb  Silversmith  546-6414 

Pearl  Black  The  gifts  546-6481 
Stark  Mel  artist 

36  Small  Fry  Shop  The  children’s 
clo  546-9427 
Storage 

47  Dekan  (Sterling  Originals) 

Piel’s  Poop  Deck  nautical  shop 
Quigg  Miss  gifts 
Happy  Whale  toys  546-2401 
Bearskin  Neck  Fudge  Pantry 
confr  546-3971 
Dorel  Jewels 

Country  Store  Of  Bearskin 
Neck  Inc  genl  mdse  546-3620 
Weather  Vane  gifts  546-2891 
Lesch  Gene  C  546-2891 
Schlemm  Betty  Lou  art  gallery 
DOYLE  COVE  RD  BEGINS 
Amethyst  Shop  gifts  546-6222 
Shannon  Emily  H 
TUNA  WHARF  BEGINS 
Donovan’s  Eddie  Lobster  Pool 
sea  food  546-2800 
Chetcuti  Gallery  &  Art  School 
546-2804 

Crows  Nest  Apartments 
68  Bearskin  Neck  Motel  &  Gift 
Shop  546-6677 
Snuggery  Studio  &  Gallery 
546-3309 

Allenbrook  Charles  T  artist  ® 
546-3309 

62  Nexus  Machine  &  Gallery 
Fish  House  gifts 
66  Stepule  Gallery  art 
Adams  Apple  546-6002 
Abbott  Rubelle  E  546-7225 


76  Stevens  Gallery  art 

Stevens  Paul  H  546-3894 
Harbor  Rock  Tea  Room 
546-6814 

Kuzlow  Sigmund  sum  res 
Townsend  James  artist 


22 

SOUTH  ST  (ROCKPORT) 

FROM  JUNCTION  MT 
PLEASANT  AND  PROSPECT 
STS  TO  LAND’S  END 

ZIP  CODE  01966 
★  Purdy  Laurence  546-6439 

1  Arnold  Margt  W  Mrs  ® 

546-2317 

2  Vacant 

SOUTH  ST  CT  BEGINS 
4  Slack  Wm  F  ®  546-7006 
Me  Carty  Lillian  Mrs  546-6548 

6  Geraci  Studio  &  Galleries 

546-3704 

★  Geraci  Lucian  ® 

7  Seven  South  Street  Inn  546-6708 
Dann  Debra 

8  Strople  Jessie  M  Mrs  546-2738 
8a  Murray  Laura  E  546-6766 

8b  Bryning  Margt  R  Mrs  546-7329 
8c  Robbins  Grace  546-3969 

9  Poole  Isabel  L  Mrs  ®  546-2355 

10  Cross  Edith  S  Mrs  ®  546-6171 
Ayers  Camilla  A  546-3855 

11  King  Anthony  J  Jr  elec  contr 

®  546-2509 

Rear  ★  Lane  Kenneth  S  546-6022 

12  Drolet  Wm  H  ®  546-2428 
12a  Strople  Donald  E  546-2771 

13  Moebius  Doris  Mrs  ®  546-6844 
CALEB  LA  BEGINS 

14  Sandy  Bay  Forge  Ornamental 

Iron  Works 

Parsons  Raymond  A  ® 

546-6600 

Haddow  James  B  546-6377 

15  Painton  Melvin  S  546-6104 

16  Old  Salt  Box  The  antiques 

546-2745 

16a  White  Marion  M  Mrs  ® 
546-2143 

17  Larkin  Adrian  C  ®  546-6268 
17a  Shaw  Harry 

18  Borge  John  F  ®  546-6683 

19  Allenbrook  Michl  summer  res 

546-2281 

20  Grover  Fredk  R  ®  546-3372 

21  Poole  Orren  S  ®  546-6967 
Ramsdell  B  M  sum  res 

546-3106 

22  Pine  Edw  J  Jr  ®  546-2067 

23  ★  Le  Frenies  Isabel  ®  546-3565 
25  i  Lippincott  Miriam  546-3241 


PETROLEUM,  INC 


eacoast 


Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HCUR  BURNER  SERVICE 


1 5  Broadway,  Rockport,  Mass.  01966 


Call  283-0210 


tai 


SOUTH  ST  (R) — Contd 
24  Cunningham  John  W  ® 

546-6874 

26  Sheldon  Caroline  Mrs  © 

546-2723 

JERDENS  LA  BEGINS 

27  Woodward  Ruth  B  Mrs  ® 

546-2315 

DEAN  RD  BEGINS 

31  Saville  Marshall  R  ®  546-6180 
SMITH  RD  BEGINS 

32  Hall  Mary  A  Mrs  ®  546-6830 
32%  Old  Salt  Weather 

Observatory  546-3455 
Barker  Ralph  M  Rev  © 
546-2486 

35  Marr  Lee  L  ®  546-3852 

35%  Callahan’s  Studio  &  Gallery 
art  546-3096 

36  Wood  Corinne  E  E  Mrs  ® 

546-2519 

O’Connell  Marilyn 
Rear  Elmwood  Guests  guest  house 

37  Callahan  John  A  546-3096 

38  Sea  View  Farm  milk  dir 
Lane  Charles  L  546-2418 
Lane  John  E  ®  546-2418 

Rear  Southworth  Adelbert  P 

39  Stone  Don  Gallery  art 
MARMION  WAY  BEGINS 
OAK  CIRCLE  BEGINS 

43  Vacant 

44  Den-Mar  Nursing  Home 

546-6311 

45  Ahonen  Robert  M  ®  546-2420 

46  Sears  Elinor  T  Mrs  ® 

546-6632 

COUNTRY  CLUB  BEGINS 
48  Burrill  Kenneth  C  osteopathic 
phys  ®  546-67 47 
50  Gebhardt  Norma  E  Mrs  ® 
546-3957 

BROOKS  RD  BEGINS 
52  Burchell  Norman  ®  546-3308 
52arr  Kinghorn  Wm  A  546-6717 
56  Laster  Joseph  sum  res 
546-6055 

59  Gibbons  Charles  H  ®  546-7198 

60  Rockport  Golf  Club  Pro  Shop 

546-9434 

61  Rockport  Lodge  Inc  hotel 

546-2090 

STRAITSMOUTH  WAY  BEGINS 
61a  Blue  Robt  sum  res 
63  Hosmer  Hammond  C  ® 
546-2438 


Rosenbloom  Leon  sum  res 
546-6698 

m 

10 

MARMION  WAY  ENDS 
65  Hersey  Burnell  A  ®  546-7168 
67  ★  Mac  Ellven  Charles  W  ® 
546-6719 

BRIARSTONE  RD  BEGINS 
Kubo  Masao  sum  res  546-3343 
WHALE  COVE  LA  BEGINS 
Smith  Edna  L  Mrs  ®  546-6993 
Smith  Raymond  G  ®  546-3748 
Wiberg  Lars  E  ®  546-3105 

★  Browne  Edw  C  ©  546-7123 
Gardner  David  ®  546-2445 

DRIFTWOOD  RD  BEGINS 
NORMAN  STONE  DR  BEGINS 

★  Karjalainen  E  M  Mrs  ® 

De  Meule  Charles  L  ® 

546-2411 

WHALE  COVE  RD  BEGINS 
De  Lamater  Caroline  K  sum 
res  ®  546-2394 

Williams  Ashbel  C  sum  res  ® 
546-3257 

MEADOW  RD  BEGINS 
Buckley  Donald  F  ®  546-2542 
Green  Lawrence  E  ®  546-2208 

★  Hilliard  Thos  F  B  ®  546-7505 
Gordon  Irwin  F  ©  546-7174 
Vacant 

Kolterjahn  August  F  © 

546-6611 

Benoit  Geo  F  sum  res  © 
546-6197 

Guggenheimer  Robt  K  ® 
546-3569 

★  Spittle  Donald  E  546-6552 
95  Dewey  Mildred  ©  546-3553 

Reilly  John  summer  res 
Mueller  Herman  F  ©  546-6900 
OAKES  LA  BEGINS 
Willis  John  C  sum  res  © 
546-2323 

107  Pew  Mary  H  ©  546-3192 
Garfield  Harriet  W  Mrs  © 
546-3588 
No  Return 

THATCHER  RD  BEGINS 
Sum  Res 

PENZANCE  RD  BEGINS 

★  Leesk  Graham  ©  546-6793 
Hickey  John  J  ®  546-6385 
Patton  Clifford  W  ©  546-7232 
Land’s  End  Apartments 
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SOUTH  ST  (R) — Contd 

★  Haggerty  Nancy  L  ® 

★  Elliott  Peter  C 

★  Hannibal  Florence 
Blitz  Murray  ®  546-2997 
No  Return 

No  Return 
Sum  Res 
Sum  Res 

Lewis  John  O  ®  546-6425 
CAMBORNE  WAY  BEGINS 
Dangerfield  Florence  E  Mrs 
®  546-6767 
Day  Myrtle  E  Mrs  ® 
Worcester  Thos  sum  res 
546-2488 

TREGONY  BOW  RD  ENDS 
O’Rourke  Helen  Mrs  ® 
546-6923 

PENZANCE  RD  ENDS 
Sum  Res 

Faraday  Inn  hotel  546-2335 
Coffin  Ronald  C  546-6133 
Mac  Kay  Glenn  A  ® 

546-3597 
Sum  Res 
Sum  Res 

Cape  Hedge  Guest  House 
546-3713 
Under  Constn 
Sandpiper  Inn  546-6912 
Sum  Res 
Sum  Res 

★  Engel  Theo  F  Jr  sum  res 
546-6115 

Bernstein  Mark  L  546-7211 

★  Clark  Robt  S  ®  546-7855 
Hartung  Nancy  546-7095 
Winkler  Marshall  ®  546-7473 
Whitaker  Walter  D  546-6045 
Licis  Guntis  ®  546-7124 
Richards  John  H  ®  546-7248 


27 

SOUTH  STREET  CT 
(ROCKPORT)— FROM  2 
SOUTH 

ZIP  CODE  01966 
3  Whitehall  Donald  J  546-2539 
Summer  Res 

7  Eldridge  Kath  ®  546-3677 
6  Hickler  Walter  R  ®  546-2413 
No  Return 

9  ★  Me  Kinnon  John  D  ®  546-7849 

10  ★  Bernard  Paul  R  546-2951 
12  Joseph  Linda 

14  ★  Christo  Anthony  R  Jr 

546  7483 


11 

SOUTHER  RD  — FROM 
ATLANTIC  RD  TO 
MOORLAND  RD 

ZIP  CODE  01930 
O’Sullivan  Donna 
12  Abbott  James  N  Jr  283-4321 
Lind  Albert  W  sum  res 
283-5854 

Tedesco  Edw  J  sum  res 
283-9154 

1  Te  Desco  Edw  J  283-9154 
Steele  Carroll  K  ®  283-2709 


2 

SPRING  CT  —FROM  10 
SPRING 

ZIP  CODE  01930 
3  Langley  Douglas  P  ®  283-8003 
5  Johnson  Richd  E  ®  283-0086 
7  ★  Conrad  Donald  W  283-3974 


27 

SPRING  LA  (ROCKPORT) 
FROM  27  PLEASANT 

ZIP  CODE  01966 

3  Brown  Alice  546-6963 

4  ★  Quinn  Thos  G  546-5435 

5  Larson  Ruth  Mrs  summer  res 

® 

7  Ryan  Richd  P  ®  546-2864 
HUNTER’S  CT  BEGINS 
10  Orr  Steph  R  Jr  ®  546-6091 
12  Gamradt  Anthony  R  ® 
546-6444 

14 ★Jacobs  Eliz  ® 

14a  Wendell  Geo  R  546-6858 
12  Reilly  James  G 


2 

SPRING  ST  —FROM  5 
MARCHANT  TO  MAIN  ST 
OPP  GORTON’S 

ZIP  CODE  01930 
2  Grimes  Alex  J  ®  283-2076 
Vacant 

Francis  Robt  G 
Sincavage  Wm  S  283-2076 
WINCHESTER  CT  ENDS 
4  Graves  Hollis  F  ®  283-9086 
MARCHANT  BEGINS 
7  Garage 

10  Lycett  Phillip  S  ®  281-0017 
SPRING  CT  BEGINS 

11  Notore  John 
Bowers  Mildred  Mrs 
★  Damon  Doris  E 

12  ★  Parisi  Philip  P  281-1460 
It  Carter  H  r.  an  F.  283-0806 
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O'Hanley  Robt  E  ®  283-2826 

★  Allen  Harold  283-2651 

14  Clancey  Mary  E  Mrs  ® 

281-2322 

Mountain  Joseph  Jr  281-2776 
Rose  Honora  M  Mrs  283-3547 
16r  Mountain  Louis  J  ®  283-8764 

15  Ellis  Arnold  W  ® 

16  Deveau  John  A  283-9597 

★  Doucette  Mary  E 
Salah  Ruth 

18  Martell  John  W  ®  283-8009 

★  Roderick  Priscilla  281-1162 


10 

SPRINGFIELD  CT 
(ROCKPORT)— FROM  118 
MAIN  TO  A  DEAD  END 

ZIP  CODE  01966 

6  Me  Grath  Alta  Mrs  ®  546-6093 
8  Hamish  Russell  ®  546-3940 
10  Harnish  Ralph  H  546-6421 


25 

SPRINGFIELD  ST  —FROM  55 
GLOUCESTER  AV  TO  38 
MADISON  AV 

ZIP  CODE  01930 

4  Tyne  Everett  E  ®  283-4520 

5  Lane  Sargent  B  ®  283-4515 

6  Saunders  Robt  A  ®  283-5080 

7  Mac  Dougall  Everett  F  ® 

283-6822 

8  Filfalt  Violet  Mrs  ®  283-1233 

9  Me  Cormack  Wm  J  ®  283-4607 

10  Frost  Lydia  R  Mrs  ®  283-2216 
12  Walsh  Chester  F  ®  283-7812 


6 

SQUAM  LA  —FROM 
PERRYWINKLE  TO  DEAD 
END 

ZIP  CODE  01930 
Nickas  Andrew  C  ®  281-2595 


26 

SQUAM  RD  (ROCKPORT) 
FROM  12  GRANITE 

ZIP  CODE  01966 
1  Tuttle  I  Wm  ®  546-3603 
SQUAM  CT  BEGINS 
3  Erwin  James  R  546-3383 
MC  KAY  DR 

5  Ranta  Viola  Mrs  ®  546-6515 

6  Broder  Ellen  I  Mrs  @  546-2385 

7  Holmes  Donald  P  ®  546-2628 

8  Humlin  Aarne  J  ®  546-2674 

9  Hendrickson  Arth  ®  546-2948 


10  Francis  John  S  ®  546-6057 
Soini  Jacob  E  546-6057 

11  Tuck  Edw  G  ®  5463633 

12  Wilson  Ernest  W  ®  546-6655 
15  Eddie  Margt  A  ®  5462463 

17  Me  Kay  Philip  J  ®  546-3350 

18  Munroe  Ralph  T  ®  546-6050 

21  Hakala  Mary  E  Mrs  ® 

546-6866 

211&  Carpenter  Julia  R  Mrs  ® 
5466881 

22  Brown  Alvin  S  Jr  ®  5463094 
Newell  Wm  C  ®  546-6722 

25  Burgess  Sami  W  gunsmith  ® 

546-6839 

26  Parillo  Michl  E  ®  5466210 

27  Blaker  B  Wm  ®  5462680 
31  Farrell  Marjorie  5465521 
33  Crocker  Joel  sum  res  ® 

5466430 

35  Gardner  Jeffrey  J  ®  546-6355 
37  Chiancola  Sami  J  ®  5463874 
Wallius  Arvo  H  auto  repr 
546-3539 

Beaton  John  H  pntr  ® 
283-6762 


26 


SQUAM  HILL  CT 

(ROCKPORT)— FROM 
SQUAM  RD 

ZIP  CODE  01966 

1  Vacant 

Brophy  Charles  A  546-3889 

2  Hyry  Allie  H  Mrs  ®  546-6977 

4  ★  Carter  David  W  546-7078 

5  Burgess  David  H  5462432 
Rear  Burgess  Leslie  E  Mrs  ® 

5463563 


26 

SQUAM  HILL  RD 

(ROCKPORT)— OFF  SQUAM 
RD 

ZIP  CODE  01966 
Carlson  Doreen  L  ©  546-6693 
★  Manthorne  Arnold  ®  546-7821 

13  Stevens  Wm  S  ®  546-6365 
13-a  Jordan  Ann 

14  Wilson  Fanny  E  Mrs  ® 

5462848 

14a  Komi  Toivo  M  ®  5462517 

15  Favaloro  Salvatore  J  ® 

546-6018 

19  Koski  Michl  H  ®  546-2669 

20  Whitaker  Donald  A 

23  Bernard  Wm  A  ®  546-2158 

24  Carlson  Edw  C 
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24 

SQUAM  ROCK  RD 
(ANNISQUAM)— FROM  24 
WALNUT 

ZIP  CODE  01930 
Wiggin  Henry  T  sum  res 
283-3106 

Gale  Winsor  sum  res  283-7660 
Crockett  Robt  sum  res 
Teele  John  W  sum  res  283-8831 
Hibbard  Steph  B  sum  res 
283-5902 

Smith  Wilder  ®  281-1472 
Bornhofft  Henry  J  Jr  sum  res 
283-3124 

Baldwin  Rosamond  Mrs  sum  res 
®  283-3332 

Harvey  Dorothea  sum  res 
283-4882 

Me  Ardle  Montrose  P  ® 

283-8698 

Foote  Geo  B  sum  res  ® 

French  Hollis  S  sum  res  283-1090 
Gleason  Sidney  sum  res 


16 

STACEY  G  A  MEMORIAL  DR 
—SOUTHERLY  SIDE  OF 
WESTERN  AV  BETWEEN 
THE  TAVERN  AND  THE 
CUT 

ZIP  CODE  01930 


26 

STAGE  FORT  AV  —FROM  84 
WESTERN  AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
STAGE  FORT  AVE  STARTS 
7  Collins  Earle  B  283-5645 

9  Garvey  Pauline  summer  res  ® 

10  Johnson  Marion  B  Mrs 

283-4319 

Vacant 

12  Donovan  James  F  283-6449 
Stage  Fort  Acres 

1  Vacant 

2  Conticchio  Perry  281-1743 

3  Saginario  Dave 

4  Harloff  Robt 

5  Sum  Res 

6  Vacant 

Stage  Fort  School  (sum  sch) 
281-1423 


20 

STAGE  FORT  PARK  AV 
—FROM  90  WESTERN  AV 

ZIP  CODE  01930 


7  Sum  Res 

8  Vacant 

Sortwell  Edward  283-9579 

9  Barstow  Mary  E  283-9278 


13 

STANLEY  CT  —FROM  35 
EAST  MAIN 

ZIP  CODE  01930 
6  Mason  Robt  H  ©  283-4853 
8  ★  Lombardo  Peter  ®  281-2699 
12  Geary  Robt  D  ®  283-4887 


9 

STANWOOD  AV  (WEST 
GLOUCESTER)— FROM  211 
ESSEX  AV  TO  STANWOOD 
POINT 

ZIP  CODE  01930 

2  Ryan  Timothy  B  ®  283-5135 
Me  Tigue  Michl  ®  283-5491 

3  Turner  Roy  H  ®  283-4692 

4  Jameson  Alonzo  G  ®  283-6819 

5  Wilson  Geo  D  ®  281-0677 
WENTHROP  AV  ENDS 

7  ★  Figurido  Grace  A  Mrs  283-7855 

6  Worth  Hayden  L  ®  283-7539 
6a  Hoffman  Fredk  C  ®  283-8115 

7  ★Wilkins  Helen  Mrs  ®  283-8904 
Vacant 

9  Andersen  Norman  C  © 

283-1264 

12  Grace  Albert  F  ®  281-0261 

13  Claney  Dolores  P 
13a  Bruer  B  J  sum  Fes- 

14  Haight  David  A  ®  28*1 2397 
14a  Burke  Raymond  J  ®  283-7976 

15  Vacant 

16  ★  Charles  Barbara  283-7448 
16a  Nelson  Wm  A  ®  283-1358 

17  Labelle  Francis  W  ® 

19  Anderson  Anna  H  Mrs  ® 
283-9188 

Frederick  Psyche  Mrs  ® 
283-7017 

Haberland  Virginia  Mrs  ® 
283-3519 

Haberland  Craig  ®  283-9137 


9 

STANWOOD  PT  (WEST 

GLOUCESTER)— FROM  END 
OF  STANWOOD  AV 

ZIP  CODE  01930 

2  Gray  Charles  J  ®  283-1569 

3  Pasto  Theo  summer  res  ® 

283-4501 

Rear  Rossi  Peter  A  ©  283-8140 
3a  Frigard  Aarne  A  283-8246 
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STANWOOD  PT — Contd 
Abbott  Ellsworth  sum  res 
281-0999 

Glass  Elihu  ©  283-9285 
Morris  Harold  L  sum  res 
283-7483 

Morris  Miriam  sum  res 
Rose  Naomi  Mrs  sum  res  ® 
Attiletto  Nicholas  sum  res  ® 
Welsh  John  ®  283-8820 
Greenwood  Geo  R  Jr  © 
283-3903 

Resnick  Jeffrey  summer  res 
Camp  Annisquam  Inc  boys 
camp  283-2992 
Resnick  Abr  ® 


24 

STANWOOD  ST  —FROM  535 
WASHINGTON  TO  18  GEE 
AV 

ZIP  CODE  01930 

5  Rice  Earl  F  ®  283-1592 

6  Riverdale  Community  Center 

7  Bennett  Susan  B  ®  283-8531 

8  Calhoun  Fredk  K  283-4933 

9  Perry  Manuel  F  ®  283-7879 

10  Me  Rae  Danl  F  ®  283-8939 
12  Lufkin  Edith  G  Mrs  ® 

283-2855 

14  Rust  Florence  I  Mrs  ® 

283-1244 

16  Parsons  Gardner  W  ® 

283-4058 
18  Vacant 


11 

STANWOOD  TER  —FROM  5 
HAMMOND 

ZIP  CODE  01930 

2  Me  Kinnon  Robt  H  ®  283-3968 

3  Johnson  Theo  M  ®  283-5273 
5  Drohan  Robt  T  ®  283-4374 


22 

STAR  ISLAND  AV 
(ROCKPORT)— FROM  12A 
ATLANTIC  AV  TO 
NORWOOD  AV 

ZIP  CODE  01966 


23 

STARKNAUGHT  HTS  —FROM 
OPPOSITE  39  WITHAM 

ZIP  CODE  01930 
1  Balboni  Charles  L  ®  283-7682 
3  Schlichte  Geo  A  283-8596 
5  Foissano  John  283-7980 
5b  Rampe  Peter 


19a  Sum  Res 

20  Khoury  James  M  283-7752 
23  No  Return 

25  Melanson  Gordon  S  283-7336 
27  O’Dell  Ann  E  Mrs  real  est  ® 
283-1431 

Rear  Joseph  Ronald  M  ® 
283-0793 

30  Benedict  Albert  M  sum  res  ® 

283-7809 

31  Joseph  John  A  ®  283-4991 

32  Joseph  Richd  ® 

34  Kelmon  Ralph  M  sum  res 

283-1438 

35  Sum  Res 

39  Marsh  Richd  ®  283-8976 
58  Souza  John  P 
58a  Matta  Geo  ®  283-0886 
Sum  Res 
Sum  Res 

Notkin  Myron  sum  res 
283-3338 


23 

STARKNAUGHT  RD  —FROM 
END  OF  WITHAM  TO  LONG 
BEACH 

ZIP  CODE  01930 


4 

STARR  CT  —FROM  120 
DUNCAN 

ZIP  CODE  01930 


2 

STATEN  ST  —FROM  8 
TAYLOR  TO  PERKINS 

ZIP  CODE  01930 
3  Parsons  Ida  G  Mrs  281-0267 

6  Olsen  Mildred  P  Mrs  ® 

283-1770 

7  Mac  Kenzie  Francis  G  ® 

283-4471 

8  Vinagre  Joseph  283-1735 

9  Davis  Cath  Mrs  ®  283-5210 

10  Santos  Lois  J  Mrs  ®  283-3239 

★  Maciel  Shirley  281-1243 

13  Silva  Alfredo  ®  283-0224 

★  Silva  Jose  283-2243 

14  Ingersoll  Lowell  S  ®  283-7852 
Rowe  Doris  M  Mrs  ®  281-1097 

15  Agostine  Otello  ®  283-3260 


12 

STEVENS  LA  —FROM  40 
ROCKY  NECK  AV  TO  21 
WONSON 

ZIP  CODE  01930 
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12 

STEWART  AV  —FROM 
EASTERN  POINT  BLVD 
WEST  COR  FARRINGTON 
AV  TO  DEAD  END 

ZIP  CODE  01930 
Levin  Morton  A  ®  283-2438 
11  Clymer  Danl  ®  283-8077 
Williamson  Richd  E  283-1022 
★  Mattos  Anthony 
Perry  Phillip  E  ®  283-4016 


21 

STOCKHOLM  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
33  PIGEON  HILL  TO  60 
CURTIS 

ZIP  CODE  01966 

4  Halmen  Ida  M  Mrs  ®  546-6735 
HILLSIDE  RD  BEGINS 

5  Sum  Res 

6  Halmen  John  A  546-7580 

7  La  Fond  John  H  ®  546-6450 

9  Sum  Res 

10  i  Jylkka  Everett  W  J  ® 

546-2815 

11  Perkins  Wm  E  sum  res 

12  Lee  Roy  K  ®  546-2138 

13  Philbrook  Ernest  H  ® 

546-6437 

14  Schreiber  Rudolph  M  ® 

546-2222 

16  Helsberg  Uno  S  ®  546-3131 
16a  ★  Kramer  Ronald  D  546-7418 

17  Spillman  Emily  Mrs  ® 

546-6578 

18  Me  Lean  Arth  sum  res  ® 

20  Conigliari  Victor  V  ®  546-2184 

21  Leahy  Francis  X  Jr  ® 

546-7425 

22  Jylkka  Everett  W  ®  546-3234 

24  Wayrynen  Amanda  M  Mrs  © 

546-3779 

Rear  Morgan  Donald  C  546-3953 

25  Johnson  Wilho  E  ®  546-3637 

26  Hautala  Matt  A  ®  546-6884 

29  ★  Cocotas  Spiro  N  ®  546-7230 

30  Moulton  Leonard  A  ® 

546-2825 

31  ★  Joyce  Edwin  E  ®  546-6391 
33  Newman  Grant  W  ®  546-7036 

WOODLAND  RD  BEGINS 
45  Surrette  Lloyd  E  ®  546-6685 

48  Cream  Geo  V  ®  546-2059 

49  Salo  Richd  W  ®  546-6122 

50  Wayrynen  Robt  F  546-3791 
52  Reino’s  Sauna 

Makkonen  Reino  T  ®  546-2894 
HIGHLAND  RD  BEGINS 
54  Day  Robt  R  ®  546-6181 
56  Wayrynen  John  W  ©  546-2659 


57  Newman  Bruce  D  ®  546-3055 

58  ★  Black  David  ® 

60  Leal  James  F  ®  546-6862 

61  Makkonen  Laura  E  Mrs  ® 


STONE  CT  —FROM  164 
WASHINGTON 

ZIP  CODE  01930 

6  ★  Levie  John  283-4302 
Martin  Ralph  E  283-3708 

7  Salah  Sami  J  ®  283-4563 
Nash  Mark  281-2626 

8  Taormina  Leonardo  ®  283-2905 
★  Moceri  Joseph 


STONE  PIER  (WEST 
GLOUCESTER)— FROM  35 
ATLANTIC  TO  THE  SEA 

ZIP  CODE  01930 


STORMONT  LA  —FROM  968 
WASHINGTON 

ZIP  CODE  01930 


STORY  RD  (MAGNOLIA) 
FROM  733  WESTERN  AV  TO 
MAGNOLIA  AV  (PO  G) 

ZIP  CODE  01930 
4  Hurley  Stanley  P  ®  525-3324 
6  Morgan  H  Vaughan  525-3547 
8  Pallazola  Cosmo  P  ®  525-3265 
10  Vacant 


STORY  ST  (PIGEON  COVE) 
(ROCKPORT)-FROM  11 
PIGEON  HILL  TO  126 
GRANITE 

ZIP  CODE  01966 
NUMBERS  IRREGULAR 

1  Hale  Richd  L  546-2839 

2  ★  Coty  Sami  ®  546-3979 

3  Toppan  Wm  E  ®  546-2652 

4  Turner  Bruce  B  546-7082 

6  Williams  Ashbel  C  546-3257 

7  Knowlton  Sidney  E  ®  546-2726 

8  ★  Hammond  Bruce  F  ®  546-6357 

10  ★  Atkinson  Donald  ®  546-3960 

11  No  Return 

12  Proposki  Wm  J  ®  546-3960 

14  ★  Gleason  Stanley  E 

15  Pigeon  Cove  School  546-2145 

16  ★  Pool  Alan  S  ®  546-6457 

19  Munroe  Fredk  F  ®  546-2032 
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3TORY  ST  (R) — Contd 
L8  Pool  Norman  S  ®  546-2140 
_ 

22 

3TRAITSMOUTH  WY 
(ROCKPORT)— FROM 
SOUTH  TO  MARMION  WAY 

ZIP  CODE  01966 
Vye  Tucker  M  ®  546-6676 
Laurence  Thelma  H  Mrs  ® 
546-6432 

Hubbard  Clinton  L  ®  546-3955 
Roehm  Jane  I  Mrs  546-2987 
SHETLAND  RD  BEGINS 
Hansbury  Steph  D  Jr  ® 

546-2806 

★  Andrews  Bayness  S  sum  res 
456-3311 

★  Norton  Edwin  R  ©  548-3323 
3  Russell  Florence  I  546-6011 


8 

STUART  RD  —FROM  123 
ESSEX  AV  TO  STUART  SQ 

ZIP  CODE  01930 

3  Johnson  Sami  T  ®  283-0154 

4  ★  Brown  Joseph  F  283-9133 

6  Ross  Shirley  Mrs  ®  283-2023 


8 

STUART  SQ  —FROM  6 
STUART  RD  IN  CIR 

ZIP  CODE  01930 
L  Pratt  Russell  S  tv  repr  ® 
283-3417 

*  ★  Frontiero  Salvatore 

l  Muise  Steph  E  ©  283-8969 
»  Sullivan  Phillip  G  ®  283-6125 

*  Blackburn  Joseph  E  ®  283-0785 


24 

5TUDIO  RD  —FROM 
OPPOSITE  39  DENNISON 

ZIP  CODE  01930 
Standley  Mark  ®  283-5194 


12 

UMAC  LA  —FROM  80  ROCKY 
NECK  AV  TO  A  DEAD  END 

ZIP  CODE  01930 
Anderson  Waldon  J  ®  283-0125 
Vicq  Eliz  Mrs  ®  283-5836 

Vacant 


5 

SUMMER  ST  —FROM  14 
BEACON  TO  HOVEY 

ZIP  CODE  01930 
FOSTER  ENDS 

6  Bono  John  J  283-2330 
Lumbruno  Nancy  M  Mrs  ® 

283-2267 

7  ★  Giacalone  Angelina  M 

8  Hovey  School  281-2870 
ORCHARD  INTERSECTS 

11  Thibodeau  Charles  283-4072 

12  ★  Giarla  Richd  J  283-9105 
Poole  Winston  R  283-2540 
Johnson  Louise  W  Mrs 

283-5885 

13  Frontiero  Sebastian  283-2276 

15  Vacant 

16  Lentini  Michi 


17 

GRANITE  INTERSECTS 
21  Oloi  Santo  ©  281-0920 
23  Ciulla  Lawrence  ®  283-301S 
Kay  Muriel  Mrs 
26  ★  Mac  Intosh  Lucille  Mrs 
Favazza  Jos  283-2710 

28  Sanfilippo  Accursio  ®  283-6732 

29  Favaloro  Rose  Mrs  ®  283-0959 
Pascucci  Everett  trucking 

283-4860 

30  Favalora  Vito  A  ®  283-5972 

31  Rich  David  G  281-2052 
D’Amico  Frank  Jr  ®  283-5051 

34  Marino  Eug  ®  283-1754 

35  Milone  Nancy  Mrs  ®  283-0539 
Russo  Steph  carp  283-0539 

RIGGS  ENDS 

36  ★  Testaverde  Antonino  283-8452 
38  Levy  Jacob  ®  283-1195 

Hinckley  Adeline  Mrs  283-7860 
Hathaway  Alice  M 
Murray  Edith  R  Mrs  283-7842 
Stanchfield  Marie  H 
42  Favazza  Joseph  ®  281-2379 
Clark  Geraldine  Mrs 

46  Gloucester  Manor  Rest  Home 

283-4208 

47  Davis  Mary  L  Mrs  281-1581 
50  Vacant 

52  Williams  Russell  N 

53  Favaloro  Leo  283-5609 

54  Price  Annie  F  Mrs  ©  283-6154 
Palazola  Jerome 


27 

SUMMER  ST  (ROCKPORT) 
FROM  25  PLEASANT  TO 
PROSPECT 

ZIP  CODE  01966 
2  Frnnberg  Erik  A  ©  546-2677 


O 


c/> 


CD 

CO 
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SUMMER  ST  (R)— Contd 
3  Reilly  Wm  J  Jr  ®  546-2696 

5  Muir  Audrey  L  ®  546-6975 

6  Recchia  Richd  H  sculptor  © 

546-6876 

7  Scott  Madeline  summer  res  ® 

9  ★  Beale  Marylin  Mrs  ® 

9a  Beal  Richd  L  ® 

10  Karr  Thelma  A  Mrs  artist  ® 

546-3327 

Karr  Danl  D  ®  564-3327 

11  ★  Markham  Robt  Rev  III 

546-2348 

12  Hale  Wm  A  ®  546-3003 

13  Moore  Anthony  E  ®  546-2736 

14  Walker  Muriel  F  ®  546-2132 

15  Orr  Steph  R  ©  546-2431 

17  Dort  Donna  M  Mrs 

18  Jansen  Donald  M  ®  546-6544 
SUMMER  ST  CT  BEGINS 

19  Robinson  Wm  ©  546-6928 

20  Nelson  Carl  F  Jr  546-2898 

21  Reed  Edw  W  ®  546-2144 
29  Oliver  Robt  W  ®  546-3774 


27 

SUMMER  ST  EXTN 
(ROCKPORT)— FROM  19 
PROSPECT  TO  JERDENS  LA 

ZIP  CODE  01966 
Olson  Gustave  D  ®  546-2248 
Me  Gee  John  L  Jr  ©  546-2245 
Aspesi  Peter  F  ®  546-2810 
Rowe  Kenneth  L  dairy  © 
546-2402 

31  Chorpenning  Patk  W  © 

Rear  Rowe  Kenneth  Jr 

33  Conigliari  Victor  V  Jr  546-2056 

34  Morse  Heath  E  ®  546-3875 
Gilchrist  John  K  © 


27 

SUMMER  STREET  CT 
(ROCKPORT)— FROM  18 
SUMMER  WEST 

ZIP  CODE  01966 

1  Niemi  Ernest  A  plmb  © 

546-2722 

2  Roche  Wm  F  electn  ©  546-2877 

4  Me  Namara  Wm  E  ©  546-6615 

5  Robinson  Ruth  S  Mrs  © 

546-3112 

7  Summer  Res 
7a  No  Return 

8  ★  Cornell  Robt  W  ©  546-3780 

10  Nelson  Richd  E  F  ©  546-3200 

11  Sum  Res 

12  Grover  F  R  Co  chrome  plating 

546-2042 


26 

SUMMIT  AV  (ROCKPORT) 
FROM  JUNCTION 
RAILROAD  AV  AND 
GRANITE  AND  KING  STS 

ZIP  CODE  01966 

1  Roffey  Carlton  P  ©  546-3036 

2  Bradley  Helen  M  Mrs  © 

546-6603 

Knowlton  Norwood  H  ® 

546-6603 

3  Wilson  Richd  T  ©  546-8811 

4  Arnold  John  K  Jr  ©  546-6511 

5  Trupiano  Jerome  A  ©  546-6194 
5a  Palmquist  Edw  N  546-3549 

6  Kolari  Everett  H  ©  546-6965 
6a  Saint  Mary’s  Rectory 

Bamforth  Richd  A  Rev 
546-6960 

7  Wiitanen  Victor  E  ©  546-6642 
7a  ★  Fitzgerald  Jerimiah  © 

546-7478 

8  Squires  Thos  E  dentist  546-3821 

9  ★  Rose  Michl  ©  546-2302 

★  Hawkins  Wayne 
9a  ★  Davis  Lester  ©  546-2592 
9-b  Me  Grath  Carolyn 
Rear  Brigham  Ronald  A  546-7252 

10  Squires  Thos  E  ©  546-6220 
IliFryett  Norma  R  546-6462 

Wheeler  Roger 

12  Walima  Geo  E  ©  546-6729 
Walima  Geo  C  546-2104 

13  Travers  Gilbert  ®  546-2633 

15  ★  Nicolosi  Charles  546-3959 

16  Robbins  Bertney  W  Mrs  © 

546-6477 

17  Hannibal  Norman  S  © 

18  Reardon  Timothy  B  546-3258 

19  Rich  Mildred  F  Mrs  summer 

res  © 

21  Bernard  Arth  W  ®  546-2884 
HADDOW  RD  BEGINS 

22  Olson  Thor  B  ©  546-6193 

26  Hildonen  Roland  A  ©  546-6097 
31  Milne  Cath  Mrs  ®  546-6871 


13 

SUMMIT  ST  —FROM  34 
MILLETT  TO  16  TRASK 

ZIP  CODE  01930 

2  ★  Movalli  John  281-2328 
Silva  Louise  Mrs  283-1527 

3  Perry  Arth  Jr  281-0477 
Dwyer  Dorothy  Mrs  283-8780 
Vacant 

4  Mac  Donald  A  Bernard  © 

283-3838 

★  Mountain  Robt  F  281-2861 

5  Purpura  Fred  S  281-2385 

★  Worthley  Richd  A  283-1914 
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SUMMIT  ST— Contd 

6  ★  Lawson  Joan  S  Mrs 
Mattson  Donald  283-0812 
Smith  Cedric  M 

7  Martin  Manuel  A  ©  283-4645 
Martin  Paul  281-0845 

★  Batson  Ronald  E  283-5904 

8  Horne  Donald  P  283-7921 
Souza  Richd  M  281-2305 

★  Guarrasi  Joseph  D  281-1531 

9  Brown  Nancy  Mrs  283-5238 

10  Lawson  Robt  F  283-6689 
Haun  James  C  ©  283-9172 

11  Rose  Francis  C  ®  283-3233 
Me  Kay  John  T  281-2578 
Fletcher  John 

12  Lovasco  Salvatore  C  283-1583 
Bichao  Valentina  M  Mrs  ® 

283-2238 
Bichao  John 

13  Hendrickson  Thos 
Elwell  Oscar  bldg  contr  © 

283-3872 

14  Budrow  John  F  ®  283-5122 

15  Marques  Manuel 

Gleason  Kenneth  W  283-1749 

16  Silva  Dorothy  H  Mrs 
Warren  Chester  F  ®  283-3549 

18  Whitten  Georgia  O  Mrs  ® 
283-0095 


40  Beale  Walter  D  ®  283-9469 
43  Roberts  Lester  S  ®  283-7733 
Sumner  St  Cemetery 
46  Pratt  Dorothy  R  Mrs  ® 
283-8992 

49  Roberts  Ephraim  A  ®  283-5731 

50  Smith  Albert  E  ®  283-0744 
60  Wilson  Aluminum  Products 

windows  283-7744 
★  Wilson  Judson  L  ®  283-7744 
63  Adams  James  A  ®  283-3986 
GREAT  HILL  RD  BEGINS 

65  Akers  Wm  C  ®  283-2293 

66  Orlando  Anthony  M  ® 

281-1560 

69  Doyle  Margt  J  Mrs  ©  281-0645 
68  Doyle  Brian  D  ® 

70  Meuse  Lillian  M 

71  Nilsen  Lornts  B  ®  283-1681 
70  Fleischmann  Glenn  I  ® 

283-6624 

77  ★  Muse  Paul  T  283-7410 


11 

SUNRISE  CT  —FROM  35  MT 
PLEASANT  AV 

ZIP  CODE  01930 
8  Deveau  Gloria  J  Mrs 


11 


9 

SUMNER  ST  (WEST 

GLOUCESTER)— FROM  569 
ESSEX  TO  CONCORD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
9  Benham  James  B  Jr  ® 

283-7064 

4  Bevilacqua  John  H  ®  768-6652 

27  Fortado  Mathew  D  283-7383 
11  Stone  Rachael  M  Mrs  ® 

283-3951 

14  Fialho  Donald  ®  283-8087 
16  Douglass  Allerton  ®  283-5576 

29  Robinson  John  H  ®  283-0743 
20  Carter  Robt  L  Jr  ®  283-8148 
24  Bennett  Warren  H  Jr  ® 

283-6394 

31  Ramsey  Eliz  H  Mrs  ® 

283-9489 

WALKER  BEGINS 

28  Eames  Janice  R  Mrs  ® 

283-6262 

30  Matheson  Edgar  L  281-2824 
33  Trudel  John  W  281-0435 

22  Belivacqua  Cath  S  Mrs  © 
283-8180 

32  Innes  Andrew  S  ®  283-2819 
37  Perry  Charles  W  ®  283-6289 
35  Robertson  Wm  C  ®  283-7694 
39  Skillen  John  R  ®  283-0662 


SUNSET  RD  —FROM  11 
CALDER 

ZIP  CODE  01930 
3  Gerring  Robt  K  ©  283-8352 

5  ★  Wola  Marion  © 

6  Thibodeau  Sophie  Mrs  © 

283-6357 

8  Walen  Kirk  E  Jr  ©  283-8089 


6 

SUNSET  HILL  RD  —FROM  19 
FERRY  TO  DEAD  END 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

4  Landoni  Anthony  L  ®  283-3348 

9  Favaloro  Joseph  A  ®  283-3550 

10  Wright  John  B  ®  283-1641 
3  Mazzeo  Philip  ®  283-1380 

5  Lo  Piccolo  Salvatore  P  © 

283-6250 

7  Barbara  Anthony  ©  283-5846 

11  Logrande  Michl  J  ©  283-3926 

6  Taormina  Nicolo  ®  281-0492 


7 

SUNSET  POINT  RD 

(LANES VILLE)— FROM  21 
ANDREWS 

ZIP  CODE  01930 
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SUNSET  POINT  RD — Contd 
Palonen  Martha  I  Mrs  © 
283-7569 

Paulsen  Fredk  N  ®  281-1241 
★  Wing  Paul  G  283-2849 


18 

SYLVAN  CT  —FROM  8 
SYLVAN 

ZIP  CODE  01930 

3  Nickerson  Ernest  B  ©  283-9396 

4  Kluge  Harold  M  ®  283-6661 


18 

SYLVAN  ST  —FROM  31 
CLEVELAND 

ZIP  CODE  01930 

3  Salafia  Antoinette  R  Mrs 

★  Raymond  Charles  283-1671 

4  Farrell  John  F  ®  283-6593 
Parsons  Frank  283-3803 

6  Parisi  Nicholas  P  ®  283-3242 
Vacant 

7  Golden  Kath  E  ®  283-6536 

8  Muise  Richd  G  ®  283-7344 
SYLVAN  CT  BEGINS 

10  Mitchell  Gladys  M  Mrs  ® 

283-8910 

Vacant 

11  Caissie  Margt  R  Mrs  ® 

283-4125 

★  Frost  James  K  283-2776 

★  Peters  Joanne  C 


22 

T  WHARF  (ROCKPORT) 

FROM  6  MT  PLEASANT  TO 
HARBOR 

ZIP  CODE  01966 
Captain  Hodgkins  Chartered 
Sportfishing  Boat 
Camera  Corner  The  546-3037 
Captain  Otto’s  fishing  parties 
546-6752 

Captain  Sam’s  fishing  parties 
Captain  Ted’s  Bev  party  boat 
546-2889 

Ellen’s  In  The  Ruff  restr 
Captain  Whitaker’s  fishing 
parties  546-6045 

Forest  Fire  &  Civil  Defense  Dept 
Sandy  Bay  Yacht  Club  546-9433 


26 

TARR’S  LA  (ROCKPORT) 

FROM  157  MAIN 

ZIP  CODE  01966 
1  Dollof  Bertha  Mrs  546-6768 
Goold  James  D  ®  546-3158 


3  Neal  Charles  S  ®  546-2320 
Johnson  Kath  Mrs  ®  546-3943 
2  Neal  Arth  F  ®  546-6070 
Enslow  Russell  carp 
O’Maley  Thos  ®  546-2907 
Roffey  Robt  C  ®  546-3568 
7  Parsons  Albert  S  ®  546-3551 


2 

TAYLOR  CT  —FROM  16 
TAYLOR 

ZIP  CODE  01930 
3  ★  Adams  Leonard 

5  Kearsey  Grace  L  ® 

6  Swinson  Mary  I  Mrs  283-1215 


2 

TAYLOR  ST  —FROM  146 
PROSPECT  TO  10  ELWELL 

ZIP  CODE  01930 

I  Elwell  Theresa  L  Mrs  © 

283-3205 

7  Vacant 

Silva  Donald  L  Jr  ®  283-4976 

8  Gallagher  Joseph  E  283-4164 
STATEN  BEGINS 

9  Sawyer  Walter  P  ®  283-8057 
Costa  John  ®  283-4857 

10  Ramos  Eliz  M  Mrs  283-6040 
Carrancho  Anthony  S  283-5338 
Mac  Rae  Ellen  M  Mrs 

283-3372 

Surrette  Herman  J  283-7367 

II  Alves  Eug  ®  283-3399 
13  Ross  Le  Roy 

Santos  Matilda  Mrs  283-2273 

15  Souza  Raymond  D  ®  283-0507 
15a  Ryan  Robt  W  ®  283-0465 

16  Brooks  Ida  ©  283-6617 
TAYLOR  CT  BEGINS 

17  Evans  Howard  E  ©  283-4549 

18  Moore  Angus  C  © 

19  Veator  Lawrence  A  © 

283-4947 

20  Vacant 

21  ★  Parisi  Salvatore 

Luster  Edw  P  ©  283-6456 
BENT  ENDS 

22  ★  Kippen  Robt  J  ©  283-8956 
22a  Maddex  John 

22b  De  Freitas  Danl  J  281-1514 

23  Fragata  Mary  Mrs 
Sullivan  Fredk  J  283-7217 
Hudder  Ralph  A  283-3392 

24  Vacant 

Alves  Cilino  F  283-5231 
Vacant 

25  Morais  Luis  M  283-7861 

26  Spidell  Elliott  F  ©  283-3207 
28  Clancy  Harold  C  junk  dir  © 

283-1094 
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TAYLOR  ST— Contd 

Clancy  Thelma  M  Mrs  caterer 
283-1094 

29  Saunders  Beatrice  A  Mrs  ® 
283-1652 
Russell  Thelma 

31  Vacant 

32  Bolcome  Lucy  E  ®  283-5782 

33  Gaipo  Manuel  T  Jr  ® 

283-9185 

37  Vacant 

Sam’s  Fish  Market 
Misuraca  Sami  P  ®  283-4542 

38  Gloucester  News  283-0256 
42  Stillman  Geraldine  Mrs 

★  Baptista  Antone  S  281-1480 
Mateus  Francisco 

49  Silva  Julia  V  Mrs 

Turvy  James  E  ®  283-7613 

50  ★  Lang  Frank 

Azevedo  Joseph  F  283-0444 

★  Davis  Roy  B  281-2516 
Me  Killop  Dennis 

52  Arvilla  Marie  C  Mrs  ® 

283-2646 

Frontiero  Charles  C  283-4623 
Arvilla  Francis  M 

53  Alves  Arth  283-0374 
Alves  Lorena  D  Mrs  ® 

283-4078 

Melanson  Gilbert  S  283-1604 
55  Clark  Victor  H  ®  283-8127 
63  Vacant 

65  Mondello  Leo  F  ®  283-7362 


12 

TEN  POUND  ISLAND  —OFF 
RACKLIFF 

ZIP  CODE  01930 
Ten  Pound  Island  Lighthouse 

- 12 

TERRACE  LA  —FROM  3 
CLARENDON  TO  44  ROCKY 
NECK  AV 

ZIP  CODE  01930 
CLARENDON  INTERSECTS 
4  Reichenbacher  Arth  L  ® 
283-9559 

6  Plander  Helen  G  Mrs  ® 
283-5838 


THATCHER  RD  —FROM  108 
BASS  AV  PASSING  BRIER 
NECK  AND  LONG  BEACH 
TO  LANDS  END 

ZIP  CODE  01930 
6  Stop  &  Shop  Inc  (Br)  gro  store 
283-0675 


Cape  Ann  Liquor  Chest 
283-2845 

Cape  Ann  Highlander  Center 
self  serv  lndry 
Mai’s  Of  Gloucester  Inc  dept 
store  283-9745 
Nor’east  Cleaners  283-4545 
Elliott’s  281-2977 
Papa  Ginos  283-9707 

6  Modern  Home  Appliance  Co 
283-0783 

G  &  B  Service  283-0764 
Consumer  Value  Store 
(Gloucester  Ret  Corp)  281-2976 

8  Joseph  &  Anderson  real  est 
281-1430 

10  ★  Faerber  Esther  L  ® 

14  Costa  M  Phyllis  Mrs  ® 

15  Bliss  Robt  T  ®  281-0779 
RIO  DR  BEGINS 
WITHAM  INTERSECTS 

16  Sudbay  Margt  M  Mrs  281-1130 

17  Sikorski  Carl  ®  283-7415 

18  Alper  Leo  I  ®  283-3960 

19  ★  Boutcher  Selby  283-7571 
MARINA  DR  BEGINS 

21  Murphy  Mary  Mrs 

22  Vista  Motel  tourist  rental  units 

283-9704 

Woodruff  Realty  283-1061 
Woodruff  Harold  F  ®  283-1061 

23  ★  Frost  John  281-1678 

25  Oakes  Geo  A  bldg  contr  ® 
283-1395 

27  Fralic  Diamentina  Mrs  ® 
283-0281 

29  Wojcicki  Alf  W  ®  283-6393 
GOOD  HARBOR  BEACH 

31  ★  Silva  Terry  D  ®  283-5371 

33  Moulton  Wm  ®  283-2162 
LONG  BEACH 
Lundberg  Ida  summer  res 
Surf  Side  Softee  ice  cream 
Widger  Hope  Mrs  ® 

Doucette  Frank  J  ®  283-6352 
Ricky’s  Paintings  sum  res 

100  Noble  Albert  E  ®  283-2279 
Grande  Antoinette  E  sum  res 
283-3713 
★  Drayer  Danl 
Vacant 

112  ★  Gibbons  Michl  ® 

112r  Mitchell  Thos  R  pntr  ® 
283-6794 

110  Patrick  Maroy  C  ®  283-9070 
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10 

THATCHER  RD  (LANDS  END) 
(ROCKPORT)— FROM 
SOUTH  AT  SOUTH  TO 
LONG  BEACH  AT 
GLOUCESTER  LINE 

ZIP  CODE  01966 
Coit  Robt  S  sum  res  546-3621 

★  Ledge  Daphne  sum  res 
Riley  Bernard  summer  res 

546-3845 
Sum  Res 

James  Philip  C  sum  res  546-3136 
James  Susan  A  sum  res 
Sum  Res 

Johnson  Herbert  E  summer  res 
®  546-6606 

WulfF  John  E  sum  res  ® 

546-7052 

WulfF  James  sum  res 
Lynn  Thos  F  sum  res  ® 

Bruette  Harold  L  ®  546-3137 
Sum  Res 

Kamen  Steven  R  ®  546-3672 
Mac  Dowell  Richd  F  ®  546-6396 
Birick  James  H  sum  res  ® 
Temple  Donald  E  summer  res  ® 
546-6791 

Collier  Chester  sum  res  ® 
546-2936 

RIDGEWOOD  RD  BEGINS 
Notaro  Elvira  sum  res  ® 
Whiteman  Leroy  sum  res  ® 

SEA  VIEW  BEGINS 
Pierce  Barbara  W  Mrs  sum  res 
®  546-3283 

Trailer  Rex  summer  res  ® 
Schoonmacher  Ralph  sum  res  © 
MAC  DOWEL  RD  INTERSECTS 
Gillies  John  S  ®  546-3185 
Me  Caul  Marjorie  ©  546-2294 

★  Anderson  Dorothy  E  546-6387 
Martinson  Esther  L  ®  546-2340 
Lefkowitz  Seymour  sum  res  ® 

546-2035 

Chandler  Lawrence  H  summer 
res  ®  546-6471 

Riordan  Walter  E  ®  546-7487 
Terry  Harvey  546-7073 
Cochran  Edw  M  Jr  summer  res 
® 

Paulson  Alf  G  summer  res  ® 
546-2982 

Ciarametaro  John  J  ®  546-7296 
FRANK  BEGINS 
Cape  Shore  Realty  546-6952 
Poole’s  General  Contracting 
546-6952 

Poole  Richd  H  ®  546-6952 
Warde  Geo  E  ®  546-3987 
Johnson  Carl  E  546-7557 
De  Andrea  Cheslie  ® 


Bowen  J  Ellis  summer  res 
Robinson  Patricia  A  546-3061 
Wild  Acre  Cottage  tourists 
546-3252 

6  Bowen  J  Ellis  sum  res 
Hall  Margt  E  summer  res 
Kilbride  Richd  D  sum  res 
546-6149 

White  Marjorie  C  Mrs  sum  res 

® 

Cronin  Wm  ®  546-2613 

★  Conoyeur  Ann  sum  res 
Rossi  Henry  A  ®  546-7272 
No  Return 

Eirich  Robt  T  ®  546-6056 

★  Maki  Allan  ®  546-7756 
Sutherland  Roy  C  ®  546-3109 

★  Me  Guinness  John  J 


10 

THATCHER’S  ISLAND 
(ROCKPORT) 

ZIP  CODE  01966 
Federal  Coast  Guard  Cape  Ann 
Light  Station  546-2326 


9 

THOMPSON  ST  (WEST 
GLOUCESTER)— FROM 
CONCORD  TO  CONCORD 

ZIP  CODE  01930 

Old  Second  Parish  Burial  Ground 

1  Lambert  Philip  C  ®  283-8021 
Newman  Charles  W  ®  283-1403 

2  Goodrich  Clarence  B  ®  281-1516 

3  Cavanaugh  Clarence  A  ® 

283-6078 

4  ★  Kecyk  Stefin  ®  281-0660 


21 

THORNWOOD  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
PHILLIPS  AV 

ZIP  CODE  01966 


22 

THURSTON  PL  (BEAR  SKIN 
NECK)— (ROCKPORT)- 
FROM  NORTH  RD 

ZIP  CODE  01966 
Brown  Eliz  A  546-3348 
Jewell  R  M  Gallery 


6 

THURSTON’S  PT  —FROM  72 
WHEELER  TO  86  WHEELER 

ZIP  CODE  01930 
Bennett  Wm  J  sum  res 


GLOUCESTER  PAINTS,  Inc. 

(Formerly  Henderson  &  Johnson,  Inc.) 

2  Horbor  Loop,  Gloucester,  Moss.  01930_ Tel.  283-1416 


THURSTON’S  PT— Contd 
Blocksidge  Charles  summer  res 
® 

Burnham  Annie  N  Mrs  ® 
283-3928 
Burns  Walter 

Cameron  Danl  V  ©  283-0490 
Daley  Martin  R 
Co  an  Robt  A  sum  res  283-8389 
Cooney  James  R  ®  283-7558 
Kearsey  Robt  L 
Curtis  Walter  L  ®  283-8119 
Day  Arlene  Mrs  ®  283-2895 
Everett  Paul  D  summer  res  ® 
283-7681 

Garvey  Wm  J  Jr  ®  283-7862 
Pollack  David  P  summer  res  ® 

★  Enos  Joseph  W 
Rogers  John  G  283-9539 
Greer  Lillian  A  Mrs  ®  283-2769 
Harvey  Philip  E  ®  283-3123 
Haselgarde  Hazel  Mrs  ® 
283-9407 

Josephson  Ruth  P  Mrs  ® 
283-4806 

Keating  Arth  J  ®  283-5531 
Macomber  Almon  F  ®  283-8211 
Mancini  Joseph  summer  res  ® 
O’Keefe  Margt  M  summer  res 
283-8415 

Parsons  Robt  O  ®  283-7430 
CEDAR  LA  BEGINS 
Riverdale  Construction  Co  bldg 


contr  283-8211 

Rowell  Ralph  Jr  summer  res 
Russo  Lena  Mrs  summer  res  ® 
3  Sanborn  Ann  V  Mrs  ® 
283-6046 


Sargent  Lawrence  E  ®  283-3650 
Silva  Laura  P  Mrs  ®  283-8565 
Thurston  Walter  E  Jr  ® 
283-4506 


Schwartz  Stanley  M  ®  283-6032 
Spear  Arth  S  ®  283-1464 
Montagnino  James  V  ® 
283-8196 


Heaton  Michl  H  ® 

Ward  James  S  sum  res  283-0867 
4  Low  John  C  ©  283-0406 
Wilson  Arlene  E  Mrs  ® 


283-6753 

★  Littlefield  Lawrence  A  283-1874 


20 

TOLMAN  AV  —FROM  130 
WESTERN  AV 

ZIP  CODE  01930 

I  Young  John  H  ®  283-7179 
4  Hemingway  Steven  281-0121 

6  King  Elinor  Mrs  ®  283-3026 
Rear  Guittarr  Roy  G  ®  283-6181 

7  Ciaramitaro  Joseph  ®  283-1311 

8  Nelson  Walter  O  ®  283-7207 
Rear  Consiglio  Frank  ®  283-3932 

9  Curcuru  Salvatore  J  ®  283-5322 

10  4  De  Francisco  Steven  J 

283-8424 
*  Gardner  Alice 

II  Curcuru  Charles  J  ®  283-4492 
12  Brancaleone  Joseph  ® 

283-6457 


11 

TOLMAN  ST  —FROM  4 

WILLIAMS  CT  TO  44  HARTZ 

ZIP  CODE  01930 

2  Vacant 

3  Mitchell  Geraldine  Mrs  283-3521 
Gelliss  Michl  283-3521 

4  Duchane  Arth  W  ®  283-7332 
6  Anderson  Vincent  J  283-4641 


12 

TORONTO  RD  —FROM 
EASTERN  POINT  BLVD  TO 
LAKE  AV 

ZIP  CODE  01930 
Hardenbergh  Thos  E  ®  283-1921 


20 

TOWER  RD  —FROM  12 
CASTLE  HILL  RD  TO  DEAD 
END 

ZIP  CODE  01930 
1  Clinch  Steph  H  281-2606 

3  Lawson  Nelson  H  283-3370 

★  Grossman  Steven  ®  283-3370 

4  Wetmore  Clair  E  ®  283-3367 

5  Novello  Dominic  283-6008 

6  No  Return 

7  Me  Dermott  Matthew  M  ® 

283-7889 


STEVENS 

MOTOR 

SALES 

Inc. 

FORD 

SALES 

and 

SERVICE 

IEASIN6 

• 

DAILY  RENTALS 
43 

Gloucester 

Ave. 

(01930) 

TIL 

283-8500 


ROCKPORT  NATIONAL  BANK 

COMPLETE  BANKING  SERVICES 

1 6  MAIN  STREET  ROCKPORT,  MASS.  01 966 

TELS.  546-3411  —  546-3412 


BRANCH  OFFICE:  37  KING  STREET,  ROCKPORT,  MASS.  10966 


TEL  546-7405 


1 
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3 

TOWN  HALL  SQ  —JUNCTION 
WASHINGTON  AND  MIDDLE 

ZIP  CODE  01930 


11 

TRAGABIGZANDA  ST  —FROM 
ATLANTIC  RD  TO 
SOUTHERN  RD 

ZIP  CODE  01930 
Arnold  Joseph  M  ®  283-5549 
Sum  Res 


13 

TRASK  ST  —FROM  39 
WARNER  NORTHERLY  TO 
BEY  ESSEX 

ZIP  CODE  01930 

1  Vacant 

IVz  Mac  Donald  Kath  A  Mrs 
283-6987 

2  Cleveland  Lawrence  W  ® 

283-6972 

3  Favazza  Michl  J  ®  283-6574 

4  Carreiro  Anthony  P  ®  283-3751 
Carre iro  Mary  C  Mrs  283-2139 

5  Linsky  Harold  L  ®  283-2549 
BECKFORD  BEGINS 

6  Murray  Wm  C  Jr  ®  283-2965 

7  Parsons  Marion  S  Mrs  ® 

283-1805 

8  Horne  Archibald  A  ®  283-2088 
FOREST  ENDS 

9  Laurie  Donald  S  ®  281-0691 

10  Nelson  Mary  L  ®  283-2019 

11  Enos  Manuel  H  ®  283-6665 
Rose  Frank  Jr  ®  283-4984 

12  De  Silva  Gus  M  ®  283-6973 
De  Silva  Fernando  A  ® 

283-1974 

13  Curreri  Anthony  ®  283-3912 
Grillo  Gerry  283-7052 

14  Richer  Charles  D  283-9508 

15  Collins  Priscilla  S  283-8545 

16  Melanson  Richd  W  ®  283-1924 
Burke  John  H  283-3728 

Rich  Raymond  H  283-7647 
SUMMIT  ENDS 

19  Parsons  A  Lovell  ®  283-1620 

21  Vacant 

22  Parisi  Paul  ®  283-3317 

23  *  Amar  Ellen  Mrs  281-1719 
SIBLEY  BEGINS 


24  Meuse  Bernice  E  Mrs  2836166 
Me  Cormack  Robt  D  ® 

283-5449 
ESSEX  BEGINS 

25  Moulton  Ida  Mrs  ®  283-3939 
27  Rosa  Belmeda  Mrs  ®  281-0854 

No  Return 

Sears  Norman  E  283-7404 

29  Syrek  Joseph  J 

Murray  Danl  J  ®  283-7931 

30  Sears  David  A  283-4104 
Sears  Raymond  S  ® 

*  Perry  Annie 

31  Melle  Francis  X  ® 

32  Vacant 

33  Chansky  Bruce  281-1324 
Doyle  Eldridge  B  283-7275 

35  Barletta  Pasquale  ®  283-0562 

36  Grigg  Roland  J  Jr  ®  283-6412 

37  Oliver  John  ®  283-3262 

38  Murphy  Wm  ®  283-5277 
41  Lawler  John  J  ®  283-1609 


11 

TRAVERSE  ST  —FROM 
HASKELL  TO  BEACH  RD 

ZIP  CODE  01930 

4  Erwin  Mary  M  Mrs  ®  283-6915 

5  Thurston  Marguerite  D  283-0663 
Vacant 

6  *  Gamradt  Charles 

7  *  Adams  Steven  ® 

★  Marshall  Charles  283-3658 

8  Vacant 

9  Cunningham  Wm  T  ® 

Purdy  Edward  283-6231 

10  i  Quinn  Anna  L  Mrs 
Bunce  Robt  L  ®  283-4932 

DECATUR  BEGINS 

11  ★  Dagle  James  R  ®  283-5038 
13  Garron  Eldridge  S  ®  283-1781 

15  Mills  Ethel  E  Mrs  ®  283-2538 

16  Belezos  Geo  W  ®  283-1163 

17  Vacant 

18  Pierce  John  W  ®  283-4727 
20  Harris  Danl  F  ®  283-4559 


TREGONY  BOW  RD  (LANDS 
END)— <ROCKPORT)-FROM 
THATCHER  RD  EAST  TO 
SOUTH 


ZIP  CODE  01966 

1  Sea  Robin  Guest  House  546-7072 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

S5  Whittemore  St.  Gloucester,  Mass.  01930 

TEL.  283-1771 
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TREGONY  BOW  RD  (R) 

— Contd 

Contrino  Robt  C  ®  546-7072 

3  Burr  Malcolm  W  summer  res  ® 

546-2481 

4  Engel  John  F  Jr  ®  546-6440 

5  Schmink  Wm  B  summer  res  ® 

546-2843 


6 

TRYNALL  COVE  —FROM 
FERRY  LOWER  END 

ZIP  CODE  01930 
Huke  Richd  H  uphol  ®  283-8267 


7 

TUCKER  ST  (LANES V1LLE) 
FROM  1095  WASHINGTON 
TO  50  HIGH 

ZIP  CODE  01930 


9 

TWOPENNY  LA  (UPPER 
SECTION)  (WEST 
GLOU  CESTER)-FROM 
WINGARSHEEK  RD  TO  A 
DEAD  END 

ZIP  CODE  01930 
Claflin  Wm  H  III  sum  res 
283-8857 

Clark  Forrester  A  sum  res 
Jaques  Herbert  sum  res  283-0220 
Marks  Alf  sum  res  281-1038 
Catlin  Ephron  Jr  sum  res 
281-0185 

9  Taylor  David  H  summer  res 
283-0197 

5  Wolcott  Sami  H  Jr  sum  res 
281-0849 


9 

UNCAS  RD  (WEST 

GLOUCESTER)— FROM 
KING  PHILIP  AV 


KEEP 

FIT 

AT 

THE 


YMCA 


71 

Middle 
Street 

TEL. 

283-0470 


4  Pulkka  Taisto  S  ®  283-6527 
7  Foster  Gladys  E  Mrs  ® 
283-2412 


22 

TUNA  WHARF  (BEAR  SKIN 
NECK)— <ROCKPORT>- 
FROM  SOUTH  RD  (PO  R) 

ZIP  CODE  01966 
Shannon  Helen  Mrs  546-6222 
Hannah  Jumper  Restaurant 
546-3600 

Roberts  Doris  A  Mrs  gift  shop 


ZIP  CODE  01930 
Charlton  Jessie  M  Mrs  summer 
res  ®  283-7617 
Flynn  Arth  E  sum  res  ® 

Lane  Oliver  J  sum  res  ® 
283-7873 

Laughton  Dugal  C  summer  res 
® 

Nyman  Donald  summer  res 


24 

UNION  CT  (ANNISQUAM) 
FROM  27  LEONARD 

ZIP  CODE  01930 


546-2169 

Rockport  Marine  Center  546-3266 
House  Of  Glass  546-3661 
Serendipity  Shoppe  unusual  gifts 


5  Wheeler  Harry  E  Jr  ®  283-3322 

6  Parkhurst  Winslow  S  283-1869 

7  Hackett  Sara  Mrs  sum  res 
8a  Wheeler  Michl  A  sum  res 


546-6471 

Dyer  Walter  Leather  Shop 
leather  goods 
Cavanagh  Ellen  Portraits 
546-6962 

Sandy’s  Silver  Shop  jwlry 
Greene  Wm  Gallery  art 
Coty  Gallery  art  546-6231 
Silhouette  &  Portraits  Designs  By 
Anncraft 

Sandy  Bay  Bookstore 


UNION  LA  (ROCKPORT) 
FROM  105  MAIN 

ZIP  CODE  01966 
Union  Cemetery 

1  Williams  Marshall  G  ® 

546-2614 

2  No  Return 

4  ★  Suttari  Peter  N  546-7757 
6  Tarlin  Janice  E  ®  546-2615 
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PIKE  FUNERAL  SERVICE 

HAROLD  PIKE,  Director 

61  Middle  Street  Gloucester,  Mass.  01936  Td.  283-0884 
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UNION  LA  (R) — Contd 

10  Magune  Virginia  546-7281 
12  Norrington  Walter  L  © 
546-6005 


•rt 


VALATIE  LA  -—FROM  11 
CLARENDON  TO  DEAD  END 

ZIP  CODE  01930 
5  Hatch  Julian  ©  288-8989 
Farrell  Eleanor  283-0940 


VALE  CT  —FROM  886 

WASHINGTON 


or  ; 

43V 


*  Fournier  Edw  J  281-0221 

8  A ho-mn  Jch:a  T  ©  58M5C&6 
3.0  Joliin&aD  Mz-zv?  5G-  OVSf  6 


i.  sr-^ymt  er*. »i  "••J  .1  . 


4 

VINCENT  ST  — FRm 
BiRAIN  TO  VIN«aBN***8  VVVC 


ZIP  CODE  01930 

28  Massachusetts  Electric  Co  plaiA 


VINE  AV  (PIGEON  CCTN 
(RQCKP0RT)  m  or '  * 

UN  WOOD  AV  TO  V  W- 

BRANCH  A¥ 


ZIP  CODE  01930 
5  &  Bernard  Sally  ©  283-9108 
★  Cooper  Joanne 
7  Putonen  Eric  ©  283-2041 
9  Putonen  Arth  E  ©  283-9190 


9 

VALLEY  RD  (WEST 
GLOUCESTER)— FROM  16 
ATLANTIC  TO  A  DEAD  END 

ZIP  CODE  01930 
16  No  Return 

32  Sum  Res 

33  Timmons  John  sum  res  © 

34  Stanton  Walter  sum  res 
GULL  LA  BEGINS 

35  Vecchione  Joseph  Jr  sum  res 

36  Sampson  Paul  L  ®  283-3064 

37  Sampson  James  L  © 

38  Perry  Wm  J 

42  Lowrey  Wm  P  sum  res  © 

44  Holmberg  Geo  sum  res 
50  O’Brien  John  summer  res  © 

53  Solano  Edw  sum  res  © 

55  Vecchione  Joseph  sum  res 
57  Hudson  Gertrude  L  Mrs 
summer  res  © 

Ahearn  John  sum  res 
61  Bates  Miles  sum  res 
Hine  G  J  sum  res 


7 

VIKING  ST  (LANESVILLE) 
FROM  58  LANGSFORD 

ZIP  CODE  01930 
5  Harrison  Ella  Mrs  281-0996 
Swanson  Ronald  H  ©  283-4187 


ZIP  CODE  01966 
Reed  M  summer  res  © 


24 

VINE  ST  —FROM  558 
WASHINGTON 

ZIP  CODE  01930 
NUMBERS  IRREGULAR, 

I  ★  Sheehen  Arth  J 

5  Me  Gouch  Ruth  sum  res 

Me  Gouch  Norman  sum  res  C 

6  Courant  Robt  D  ©  283-5650 

8  Lumbard  Gilbert  E  ©  283-2990 
10  Leavitt  Roger  L  ®  283  6920 

15  Anastas  Peter  N  Jr  283-4582 

II  Medico  Ernest  J  @  283-7172 

16  Pimental  John  ©  285=3640 
18  Dale  Lance  R  ©  283-7968  > 

20  Dale  Harold 

12  Brigham  Thos  A  ®  283-3740 
14  Clark  Curtis  283-4810 

7  Nally  Robt  J  ©  283-4430 

9  Frost  Harry  R  ©  281-1091 
Curtis  M  Evelyn  ®  283-5572 
Hunter  Gertrude  sum  res 
Boland  Albert  sum  res  783-7350 
Douglas  Allerton  sum  res 
Lewis  Mary  sum  res 

Hatch  Geraldine  sum  res 
Kyle  Ronald  sum  res 
Broughten  Charles  B  sum  res 
283-3394 

Wadden  Walter  sum  res 
281-1737 

Jones  Alton  sum  res 
Trewogy  Angie  M  sum  res 
283-4366 

18  Peers  Robt  © 


GRANITE  SAVINGS  BANK 

SAVINGS  ACCOUNTS— MORTGAGE  LOANS 
SAVINGS  BANK  LIFE  INSURANCE 

26  Broadway  Rockport  01966  Tel.  546-8813 
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VINE  ST— Contd 

Dexter  Ralph  sum  res 
24  Lowden  Mary  F  sum  res 

Me  Queston  Edith  M  sum  res 
®  283-8305 

Me  Carthy  Herbert  sum  res 
Tucker  Milton  sum  res 
Fuller  Milton  L  sum  res 
Chajsson  John  sum  res 
283-5816 

Reedy  Warren  sum  res 
Martin  Richard  sum  res  © 
Landry  Francis  J  sum  res 
Hatch  Wm  sum  res 
Ross  Frances  Mrs  sum  res 
283-3404 

Ronca  Gladys  Mrs  sum  res 
Vitale  Conrad  ®  283-8664 
★  Gibbs  Mary  C 


7 

VULCAN  ST  (LANESVILLE) 
FROM  7  EMERALD  TO  72 
HIGH 

ZIP  CODE  01930 

7  Griffin  Ernest  S  ®  283-8166 

8  Lanesville  Community  Center 
11  &  Pino  David  ® 

15  Vacant 

MORGAN  AV  ENDS 


9 

WABAN  RD  (WEST 
GLOUCESTER)— FROM 
UNCAS  RD 

ZIP  CODE  01930 


9 

WALKER  CT  (WEST 

GLOUCESTER)— FROM  8 
WALKER  ST 

ZIP  CODE  01930 
2  Newman  Merrill  garbage 
disposal  283-1106 


9 

WALKER  ST  (WEST 
GLOUCESTER)— FROM 
OPPOSITE  19  SUMNER  TO 
CONCORD  NR  ESSEX  LINE 

ZIP  CODE  01930 


4  Akerley  Esther  M  Mrs  ® 

283-6375 

5  Smith  Silvester  R  ®  233-4432 
8  Leaman  Harold  ®  283-6721 

WALKER  CT  BEGINS 
11  Stan  wood  Milton  S  ®  283-5864 
13  George  John  F  ®  283-4063 

15  *  Brooks  Virginia  Mrs  ® 

283-8298 

16  Parks  Wm  R 


11 

WALL  ST  —FROM  55  EAST 
MAIN  TO  PARKER 

ZIP  CODE  01930 
HARBOR  VIEW  CT  BEGINS 
5  ★  Sloane  Percy  283-0933 
26  Cape  Ann  High  Performance 
Marine 

7  Collins  Harold  R  piano  tchr  ® 
283-0938 

11  Me  Kay  Charlotte  C  Mrs  ® 
2832750 

13  Frost  Bruce  D 

Me  Millan  David  2834168 


9 

WALLACE  CT  (WEST 

GLOUCESTER)— FROM  213 
MAGNOLIA  AV 

ZIP  CODE  01930 
2  Wasilewski  Walter  A 


22 

WALLACE  RD  (ROCKPORT) 
FROM  CALEB’S  LA  WEST 
TO  7  MARMION  WAY 

ZIP  CODE  01966 

1  Abdou  Michl  S  ®  546-3160 

2  Groome  Geo  F  ©  546-2435 
4  Cooney  Matthew  W  Jr  © 

546-3561 

BABCOCK  RD  BEGINS 
6  Maraist  J  Ralph  ©  546-2493 
8  Donovan  Edw  © 

10  Burns  M  Virginia  Mrs  sculptor 

©  546-2535 

11  Holgerson  Albert  H  © 

546-6500 

DEAN  RD  INTERSECTS 

12  Sharf  Nathl  ©  546-3029 
SMITH  RD  INTERSECTS 

13  Sharf  Hirsh  ©  546-3025 


THE  S.  R.  HARVEY  CO. 


COAL 

OIL 


ONE  OF  GLOUCESTERS  OLDEST  PUBLIC  SERVICES 

LaMivillt,  Sta.,  filoacaitar,  Mats. _ 


UTILITY  GAS 
&  APPLIANCES 
OIL  HEATING 

Tal.  283-1076 
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WALLACE  RD  (R) — Contd 

18  Elwell  Herbert  L  ®  546-2293 

19  Stewart  Jesse  L  546-2968 


24 

WALNUT  ST  (ANNISQUAM) 
FROM  26  LEONARD  TO  84 
LEONARD  ANNISQUAM 

ZIP  CODE  01930 
4  ★  Magwood  Ralph 
8  Thomas  Stanley  E  sum  res 
ADAMS  HILL  RD  BEGINS  (A) 
14  Millar  Charles  sum  res  ® 

17  Darling  Joseph  W  sum  res 
21  Sargent  Paul  B  sum  res 
283-3243 

SQUAM  ROCK  RD  BEGINS  (A) 
37  ★  Bornhofft  Henry  J  III 
283-3513 

39  Sargent  R  Dexter  ®  283-5975 


13 

WARNER  ST  —FROM  116 
PROSPECT  TO  11  MILLETT 

ZIP  CODE  01930 
4  ★  Favazza  John  P  283-1918 

6  Grillo  John  281-1571 
Frontiero  Anthony  ®  283-1433 

7  Danna  Nicholas  ®  283-0482 
★  Glante  Charlene  A 

9  Domingos  Market  283-0910 
Carter  Emma  J  Mrs  283-1690 
Doane  Clifford  281-1207 
Stanley  Howard 

10  Cody  Joseph  M  ®  283-1848 

12  Ciaramitaro  Paul  J  ®  283-6035 

★  Breck  Mary  Mrs 
MAPLE  BEGINS 

14  Mac  Donald  Mary  A  ® 

283-3386 

15  Fields  Lawrence  B 

Carr  Mary  A  Mrs  283-0198 
BURNHAM  ENDS 

17  Anderson  Wm  R  ®  283-8472 

18  Bradley  James  E  ® 

19  Stuart  Leo  ®  281-2307 

★  Harloff  Nellie  E  283-3264 

★  Harloff  Wm  T 
OAK  BEGINS 

20  Saint  Pierre  Donald  R  ® 

283-8056 

21  Brosnan  Mary  E  283-4277 

23  Da  Cruz  Joseph  N  ®  283-8080 

24  Leo  Priscilla  A  ®  283-5281 


26  Ryan  Francis  L  ®  281-2696 
Nugent  John  T  283-5825 

27  ★  Lane  Philip  A 
Reed  Sandra  J  Mrs 

28  Vfe  Rowe  Robt  A  Jr  ®  281-2105 

Halverson  Sadie  Mrs 

29  Vacant 

30  Therrien  Constance  Mrs 

31  Fiers  Joseph  R  283-8171 
Carter  Arlene  Mrs  283-2642 

32  Havener  Eleanor  F  Mrs 
Eastman  Cheryl  Mrs 

32  Vfe  Holderness  Ruby  ®  283-6273 

33  Thompson  Anna  L  Mrs  ® 

283-6950 

34  Kolodzik  David  B  281-1184 

35  Merchant  Marjorie  B  Mrs  ® 

283-1714 
Smith  Emily 

36  Francis  Gladys  E  Mrs  ® 

283-2519 

37  Veator  Edmond  J  283-1280 
Scola  Paul  J  ®  283-1840 

39  No  Return 
TRASK  BEGINS 

41  Simon  David  J  ®  283-6014 

42  Me  Donald  Joseph  A  ® 

283-8791 

43  Collins  Freda  Mrs 
43V2  Silva  Richd  A 

44  Amero  Joseph  F  ®  283-4455 

45  Me  Carthy  John  J  ®  283-5129 
45b  Viator  Robt 

46  Bouchie  Joseph  F  ®  283-0118 

46  Vi  Pike  Christine  M  283-0845 

47  Stanton  Wayne  A  ®  281-0703 

47  l/t  Porter  Ashby  L  ®  283-8382 

Boston  Ernest  A  283-8382 

48  Lopes  Frank  T  283-7622 
Manninen  Geo  H  ®  283-5871 

49  ★  Herdman  Robt  G  283-0810 

50  Moulton  Russell  G  ®  283-7033 
Reed  Ruth  H  Mrs  283-2154 

51  Brown  Philomena  Mrs  ® 

283-3303 

Silva  Lucille  T  Mrs  283-9342 

52  Randazza  Thos  ®  281-0285 
Noble  Grace  J  Mrs  283-1673 

53  Scola  Sami  P  ® 

54  Francis  Virginia  R  Mrs  ® 

283-3419 

Muniz  Amelia  R  Mrs  283-6768 
Nunes  Evelyn 

55  Ribeiro  Joao  ®  281-1056 
★  Overcash  Valerie 

56  White  Olive  M  Mrs  283-8411 


Chamber  of  Commerce 

TELS.  283-1601  AND  283-1602 
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WARNER  ST— Contd 

Tinker  Richd  J  ®  283-8411 
Soares  Hilda  Mrs 

57  Vacant 

58  Baptiste  Frank  J  ®  283-4940 
Maganinho  Mary  R  Mrs 

283-8919 

Brazier  Mary  E  Mrs  283-6781 
60  Martin  Kenneth  Jr  ®  283-7764 
62*  Oliver  Robt  B  281-2439 


27 

WARREN  CT  (ROCKPORT) 
FROM  17  PARKER 

ZIP  CODE  01966 

1  Daggett  Arth  546-6950 

2  Cooney  Anthony  ®  546-6742 

3  Wake  ling  Eva  S  Mrs  ® 

546-2941 

5  Balestraci  Charles  J  ®  546-2558 


3 

WARREN  ST  —FROM  3  DALE 
AV  TO  24  PLEASANT 

ZIP  CODE  01930 
4  Gloucester  City  Hall  (side  ent) 

10  Moose  Club  (side  ent) 


11 

WARWICK  RD  (BRIER 
NECK)— FROM  THATCHER 
RD  (PO-G) 

ZIP  CODE  01930 
Summer  Resident 
Summer  Resident 
Summer  Res 

Faraci  Frank  ®  283-3791 
Summer  Resident 
Summer  Resident 
Summer  Resident 
Summer  Resident 
Mitchell  Danl  A  ®  283-7048 
Summer  Resident 
ARLAND  TER  BEGINS 


17 

WASHINGTON  SQ  —FROM  40 
WASHINGTON  TO  12 
GRANITE 

ZIP  CODE  01930 
5  Lo  Grasso  Vincent  ®  283-8313 
7  Linquata  Louis  M  283-7641 


Orlando  Salvatore  ®  283-3357 

8  *  Cuneo  Norma  Mrs  281-0487 
Vacant 

Goulart  Wm  P  Jr  283-0581 

9  Loiacano  Salvatore  ®  283-5244 
Contri  James  S  281-1544 

11  Giammanco  Philip  ®  283-8436 
Abbot  Thomas 

12  Cressey  Roger  W  ®  281-0876 
Rear  Kennefick  Gwendolyn  Mrs 

283-9039 

14  Pizzimenti  Sami  ®  283-5327 

15  Bruni  Harold  P  tile  mech  ® 

283-6582 

16  Ruggiero  Jennie  Mrs  ® 

283-3042 

16Vfc  Passanisi  Joseph  A  ® 

283-8491 

17  Mineo  Alfonso  ®  283-2158 

*  Nogello  Joseph  281-1286 

★  Sheehan  Denise  283-3158 
V  acant 

18  Benedetto  Vito  G  ®  283-6075 
20  Piscitello  Alf  ®  283-5412 

Neves  Deolinda  M  Mrs 
283-3080 

24  Capone  Stefani  Mrs  ® 

283-5339 

Capone  Anthony  283-5339 
26  Novello  Joseph  B  283-1789 
28  Misuraca  Natale  C  fish  dir  ® 
283-0389 

Muise  Leonard  283-9459 
32  Sesta  Anna  Mrs  ®  283-3308 
Mineo  Alphonse  283-5002 
34  Ferrante  Ursula  Mrs  ® 

36  Me  Nair  Leslie  J  ®  283-4939 
Pooler  Rachael  R  Mrs  283-2873 
38  Parisi  Salvador  ®  283-0475 
Parisi  Sami  ®  283-0475 
Thomas  A  Clifton  283-3407 
Vita  Brian  T 
40  Sutera  Frances  Mrs  ® 

283-1838 

Newman  Charles  W  Jr 


17 

WASHINGTON  ST  —FROM  2 
MAIN  TO  ROCKPORT  LINE 

ZIP  CODE  01930 
DAMIANO  SQ 

2  Tally’s  Auto  Sales  Inc  283-0550 

3  Vacant 

PURITAN  CT  BEGINS 

4  Parisi  Joseph  ®  283-7560 


CM  CM 
CM-*— 
M>lO 
IDO 
•  • 
CD  CO 

in  eo 

CO  CM 


«3  2 


X  e 

o>  c 
W  O 

M  lb. 

Ui  u. 


DANIEL  K.  DAVIS,  JR. 

Tel.  283-3369 

30  HARBOR  LOOP 
GLOUCESTER,  MASS.  01930 


WASHINGTON  ST— Contd 
Settipani  John  283-8015 

8  Legion  Memorial  Building 
American  Legion  Hall 

Wass  Lester  S  Post  No  3  (Am 
Legion) 

Wass  Lester  S  Post  No  3  Ladies 
Aux  (Am  Legion) 

9  Mitchell  Edw  H  283-9125 

10  Scola  Josephine  Mrs  ® 

283-0574 

11  Prince  W  S  Insurance  Agency 

283-7314 

11%  Olsen  Theresa  Mrs 

12  Morrow  James  T  283-3198 

★  Curcuro  Nicholas  ®  283-6540 

★  Eastman  Pamela 

15  Deering  Electric  Co  Inc  elec 

contrs  283-1262 
Parisi  Philip  J  283-7421 

16  Aiello  Vito  ®  283-3466 
Orlando  M  Antonette  Mrs 

283-3810 

20  State  Division  Employment 
Security  283-4772 
MANSFIELD  BEGINS 
MIDDLE  INTERSECTS 
22  Bailey’s  Appliance  &  T  V 
(Overflow) 

24  Bailey’s  Appliance  &  TV 

283-3458 

25  Aloi  Frank  283-5773 

26 ★Churchill  Caroline  E  Mrs 
283-9044 

27  Charlie’s  Coffee  Shop  283-0101 

28  Vacant 

29  Vacant 

30  La  Case  Bell  Hairdressers 

31  Trupiano  Antonino  ®  283-1584 

32  Aunt  Annie’s  Gifts  283-8376 

★  Parco  Cosmo  283-7121 
36  Pat’s  Package  Store 

WASHINGTON  SQ  BEGINS 

40  Uncle  Bob’s  Petland 

41  Forbes  School  281-2870 

42  Mother  Of  Grace  Club 

5 

GRANITE  BEGINS 
47  Grand  Army  Republic  Hall 
Auxiliary  Post  No  74  (DAV) 
Sons  Of  Union  Vets  Of  Civil 
War  Camp  No  24 
Lent  Jennie  War  Daughters  Of 
Union  Vets 


Companions  Of  Forest  Of 
America  No  1028 
Colonel  Allen  Relief  Corps  No 
77 

GOULD  CT  BEGINS 

48  Mother  Of  Grace  Club 

49  Pat’s  Center  Grocery  Inc 

283-3437 

51  Ski’s  Bakery  283-2208 

52  Costello  Josephine  G  283-0115 
Piscitello  Augustine  J  ® 

283-3688 

53  Cher-Ami  Stores  Inc  ice 

cream  283-0485 

56  Hendrickson  Chester  P  ® 

283-3445 

57  Parks  Bros  elec  contr  283-2794 
Bell  Molly  L  Mrs  ®  283-1577 

Rear  Albert  Louis  283-8120 

58  Vacant 

59  Vacant 

60  Vacant 

62  Vacant 
ORCHARD  BEGINS 

63  Trupiano’s  Superette  283-4521 
Vacant 

64  Cumberland  Farms  Dairy  (Br) 

283-9665 

65  Larosa  Andrew  carp  283-7322 
65%  Aiello  John  B  ®  283-8228 

66  ★  Johnson  Herbert  P 
Frontiers  Lewis  283-7997 

68  The  French  Chef  restr 

283-9893 

69  Giacalone  Jennie  Mrs  283-4516 

70  Dickerson  Marguerite  Mrs 

283-0399 

Harris  John  W  283-8353 

71  Fontana  Michl  L  ®  283-7621 
Fontana  Maria  Mrs 

72  Vacant 

73  Miner  Ethel  D  Mrs  283-7385 

74  Vacant 

75  Mac’s  Italian  Specialties  gro 

283-1600 

76  Ciaramitaro  Michl  P  281-1879 

78  Carini  Gaetano  283-0170 

★  Bonino  John  ®  283-8268 

79  Mitchell’s  Driving  School 

283-0060 
PINE  BEGINS 

84  Viva’s  Beauty  Salon  283-7982 
84a  Fellows  Nick 

85  Mickey’s  Exxon  Gas  Station 

283-9722 


ROSE’S  OIL  SERVICE  Inc.  « 
ROSE’S  TRANSPORTATION  Inc 

WHOLESALE  DISTRIBUTORS 

3®S  Waiis  St. 

Rlasfe.  01930  _ 


283-3334 

283-3335 
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WASHINGTON  ST— Contd 
86  Frontierro  Salvatore  J  ® 
283-2360 

FOSTER  BEGINS 
PROSPECT  BEGINS 

88  Scola  Tom  283-5265 

89  O’Connell’s  Variety  Store 

283-2191 

90  ★  Seola  Salvatore  J  283-4013 
Verga  Jennie  Mrs  ®  283-2228 

91  Me  Carthy’s  Package  Store  Inc 

liquors  283-1640 

92  Mac  Donald  Helen  M  Mrs  ® 

283-2466 

93  ★  Nicastra  John  ®  281-0398 
Ncvello  John  283-8469 

94  Goodwin  Barbara  Mrs 
BEACON  BEGINS 

96  Marty’s  Clover  Farm  Store  gro 

283-3600 

97  Me  Carthy  Lillian  K  Mrs  ® 

283-3664 

Smith  Everett  W  283-7994 
98*Lo  Grasso  Vito  281-1693 
A  Casano  Salvatore 

99  Apartments 

1  Critchett  Milton 

2  A  Cusumano  Angelo  Jr 

3  Moody  Don 

4  Vacant 

5  A  Kolodsik  Dennis  A 

6  Sheehan  Paul 
STREET  CONTINUED 

ADDISON  BEGINS 

100  Ktistes  Peter  J  ®  283-1996 

101  Apartments 

Bsmt  Me  Kinnon  James  B 
281-2537 

1  Pallazola  Vincent  S 
283-6740 

Benson  M  Eileen 
Vita  Marilyn  N  Mrs 
283-6611 

102  Damon  Margaret  S  Mrs 
283-5751 

Wilson  Joel  281-2642 

103  De  Marco’s  Cleaners  &  Dyers 
283-4464 

105  Gilliss  Wm  Jr  283-8297 
Jameson  Harriet  Mrs 

281-1637 

106  Cooper  Ralph  283-9591 
106a  Thom  peon  John  D  ® 

283-3626 

107  No  Return 


2 

3 


Calder  Josephine  E  Mrs 
283-1558 

108  Tarr  Alden  M  ®  283-1727 
PEARL  BEGINS 

109  ★  Stone  Robt  283-1523 

★  Libby  Bruce  J  283-1684 
111  Fereant  Peter 
113  ★  Reed  Aileen  E  283-5707 

115  Littlefield  Edith  M  ® 

Rear  ★  Brooks  Hilda  283-8229 

116  Jameson  Leonard  L 

117  Vacant 

118  Davis  Fuel  Co  283-2940 
Catalini  Edna  R  Mrs  ® 

281-0936 

COMMONWEALTH  AV 
BEGINS 

119  Yankee  Cab  Service  Inc 

283-4477 

Amaral  Matthew  P  Jr 
283-8951 

119a  Carter  Francine 
RAILROAD  AV  ENDS 

120  Sanfilippo  Nicolo  283-5382 
Sanfilippo  Anna  Mrs 

A  Lovasco  Jerome  I 

122  Marks  Jesse  F  283-3197 
Rubino  Wm  L  281-0009 

123  Malen’s  Service  Station 

283-9702 

124  Stewart  Harry  E  ®  283-8899 

125  Bastion  Charlotte  F  Mrs 

281-0704 

127  Sweet  Forrest  L  281-1662 

129  Depot  Cafe  Inc  liquors 

9RQ.Q7 1 R 

ARCADIA  CT  BEGINS 

130  Thurston  Geo  W  Inc  auto  dlrs 

283-2400 

132  Gove’s  Gulf  Station  283-9740 
135  Dud’s  Bait  &  Tackle 

137  Vacant 
EXCHANGE  BEGINS 

138  Murray’s  Variety  confrs 

283-9663 

m 

R&M  RR  INTERSECTS 
141  Gorton’s  Central  Receiving 
Dept  283-3000 

Quincy  Market  Cold  Storage 
148  Ferrara  Giocamo  ®  283-6921 

150  Curcuru  Elaine  Mrs  ® 

283-4556 

151  Heckman  Kathleen  C  Mrs  ® 

283-7025 


Clifford 

F. 

Foley 

Robert 

C. 

Foley 

Gloucester's 
Leading 
Agency 
For  Year 
Around 

Homes 

37  BEACON 
ST. 

GLOUCESTER 
MASS.  01930 

Tels. 

283-0621 

or 

526-7723 


PURPOSE 


TEL.  283-4732 


CAPE  ANN  GLASS 

Art*  Blau  (lastallri  WkiU-U-Wait) 

MIRRORS  &  SHOWER  DOORS— FURNITURE  TOPS 
GERALD  E.  DAVIS,  OWNER 

216  MAIN  ST. — GLOUCESTER 


WASHINGTON  ST— Contd 
152  Dionne  Leo  J  ®  283-9199 

154  Christensen  Carrie  E  283-1121 

155  Muse  Evelyn  M 
Curcuru  Anthony  S  ® 

283-6354 

Marston  Wm  F  Jr  283-9113 
DERBY  ST  BEGINS 

156  Burke  Everett  J  ®  283-0347 

158  Nicolosi  Robt  N  283-9575 

159  Curcuru  Joseph  S  ®  283-2349 
La  Flam  Dana 

160  Griffin  Alice  P  Mrs  ® 

283-7636 

161  O’Maley  John  J  ®  281-0828 
O’Maley  Charles  M  ® 

283-8833 

162  Cunningham  Corinne  H  Mrs 

®  283-0384 

163  Pearce  Chandler  D  283-0667 

164  Porter  John  V  283-6635 
STONE  CT  BEGINS 

165  Nickerson  Steph  C  ® 

281-1216 

166  Ciar  ami  taro  Salvatore  ® 

283-6374 

La  Fata  Rose  Mrs 
168  Culver  Edmund  C  ®  283-4637 
Muise  Robt  T  283-6614 
170  Allen  Victoria  M 

Nicolosi  Lawrence  283-4576 
172  Komi  Waino  T  283-9318 
174  George  Joseph  Jr  283-1105 

176  Cape  Ann  Secretarial  Service 

283-0111 

Lombardo  Sarah  G  Mrs 
George  Joseph  U  ®  283-0111 

177  Oak  Grove  Cemetery 

178  George’s  Store  gro  283-9838 
CENTENNIAL  AV  ENDS 

179  Cameron  Effie  F  Mrs  ® 

283-3730 

Parks  Helen  G  283-3865 

180  Greene  Hanford  A  ® 

283-0527 

A  Sanborn  Timothy  J  283-7259 

182  Madruga  James  C  ®  283-5956 

183  *  Gallant  Ronald  283-7567 
GROVE  ST  BEGINS 

184  East  Gloucester  Shellfish 

283-3934 
*  Muise  Robt 
184a  Phil’s  Barber  Shop 

25 
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185  Tony’s  Grocery  Store  283-0161 
Callahan  Isabel  M  Mrs 

283-7340 
Marong  Geo 

186  Dube  Alice  E  281-1121 
Martell  Robt  E 

187  Doucette  Edwina  R  Mrs  ® 

283-0975 

189  Albertson  Esther  H  Mrs 
283-5901 

192  Swinson  Howard  J  ® 

283-5615 

WHITTEMORE  BEGINS 

193  Frontiero  Anthony  J  ® 

283-2454 

196  Gleason  Geo  W  bait  dir 

283-3082 

197  Parisi  Salvatore  J  ®  283-6561 
KNOWLTON  SQ  BEGINS 

198  Gleason  Geo  W  ®  283-3082 

199  Reardon  Myles  ®  281-0399 

200  Vacant 

200a  Dewolf  June  L  Mrs  281-1378 

201  Middleton  Philomena  A  Mrs 

283-0076 

Ciulla  Frank  J  283-1054 
Tortorici  Bernadette  Mrs 
283-8880 

202  Munroe  Alan  M  ®  283-9441 
202a  Enos  Albert  H  283-4232 
202b  Maltese  Ignazio  ®  283-2942 

203  *  Hirshberg  Louise  ®  283-1776 

204  Boyer  Blanche  B  Mrs  ® 

283-2660 

204a  Wood  Eleanor  Mrs  ® 
283-3285 

206  Muise  Dana  283-8459 

206a  Cecilio  Joseph  C  ®  283-6539 
206b  Prince  Wilfred  S 

207  Me  Henry  Margt  Mrs  ® 

283-1313 

MADISON  AV  BEGINS 

208  Friend  Horace  W  ®  283-3018 
208a  Azevedo  Frank  A  ® 

283-5465 

BAKER  BEGINS 

210  Bertolino  Leonardo  J  ® 

283-2789 

Taurmina  Dominic  ® 

2833687 

211  Gloucester  Assembley  Of  God 

212  Greely  James  C  Funeral 

Service  Inc  283-0698 
RIVERSIDE  AV  BEGINS 

213  Drozd  Shirley  Mrs  281-2355 
Perry  Dana  R  281-1055 


GROVE  ST  BEGINS 


Glover's  Floor  Coverings,  Inc 

LEES  CARPETS  &  ARMSTRONG  FLOORS 

Tel-283-3940 

1 8  Whittemore  St. _ Gloucester,  Moss.  01930 
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214  it  Picane  Salvatore  281-1524 

215  Bosselman  Robt  A  ©  283-5384 
tMac  Feeley  Janet  M 
283-3566 

216  Frontiero  Salvatore  ® 

283-3108 

218  Selig  Morton  L  ©  283-1404 

219  Crowley  Marilyn  R  © 

220  Rubin  Harry  ©  283-9078 
Spyros  Peter  M  283-7224 

221  Allied  Medical  Corp  281-1810 

222  Lufkin  &  Brown  Inc  real  est 

281-0001 

223  Oliver  Ralph  C  283-0876 
Cadenhead  Van  H 

GLOUCESTER  AV 
INTERSECTS 

224  Cape  Ann  Bank  &  Trust  Co 

(Br)  283-0721 

225  Clark  Wm  G  Jr  ©  283-0906 
Friendly  Ice  Cream  Shop 

281-1323 

Brooks  Discount  Store 
cosmetics  283-9757 
China  Port  Restaurant 
281-1150 

229  Gounaris  Arth  G  ®  283-3443 

6 

YANKEE  DIVISION  HWY 
INTERSECTS 

235  Drolet  Richd  W  ®  281-0655 
CHESTER  M  GRANT 
MEMORIAL  CIRCLE 

245  Ailing  Eliz  L  ©  283-0213 

246  Nelson  Carl  W  ®  283-3876 

247  Cape  Ann  Historical  Society 

283-0455 

White-Ellery  House  museum 
POPLAR  BEGINS 
CUNNINGHAM  SQ 
ASHLAND  PL  BEGINS 
250  Bolger  Philip  C  yacht 
designer  ®  283-0414 

258  Vieira  Rita  J  Mrs  ©  283-5206 
CUNNINGHAM  RD  BEGINS 

259  Psalidas  Nicholas  C  © 

283-6788 

RTVERDALE  PK  ENDS 
262  Aahline  Robt  P  ®  283-4703 

264  Kellogg- Van  Orden  Donald 

Rev  283-1775 

265  Marino  Vincenzo  G  © 

283-5980 

267  Irving  Ralph  B  ®  283-1876 


269  Kelly  Adele  S  Mrs  © 

283-7113 
Salah  Teresa  A 

272  Cape  Ann  Nursing  Home 

281-1810 

MARSH  BEGINS 

273  Randazza  Thos  S  ®  283-8155 

274  Fire  G  283-7117 

275  Curtis  Robt  D  © 

276  Mountain  Mary  Mrs  283-0110 

277  Johnson  Algot  J  ©  283-1896 

279  Lister  Wm  283-9226 

280  Bowen  Alice  P  Mrs  © 

283-3383 

281  Cabral  Wallace  ©  281-0407 
Vacant 

Mac  Farland  Donna 

282  Simpson  Grace  Mrs 
Ventimiglia  Frank  T  © 

283-6093 

285  Brandt  Robt  D  283-7240 

286  Deering  Gardner  T  Jr  © 

283-5414 

HARVEY  PL  BEGINS 
289  Joyce  Kenneth  Jr  ©  283-3994 
OLD  FORD  RD  BEGINS 
291  Curcuru  Liborio  B  ®  283-4598 
293  Moir  Robt  S  ®  283-9230 
298  Addison  Gilbert  Hospital 
283-4000 

Addison  Gilbert  Hosp  Womens 
Aux 

FERRY  BEGINS 

301  Grogan  Marjorie  283-8237 

Dyer  Beatrice  A  ®  283-3682 

302  Riverdale  Professional 

Building 

Aparo  Sebastian  J  phys 
283-1630 

Babson  Wm  W  phys  283-1630 
Benoit  Richd  T  phys 
Gale  John  S  phys 
Lundberg  Robt  N  phys 
283-1630 

Lacey  Hamer  phys  283-5079 
Gunn  Alex  N  phys 
Rosenberg  Bruce  phys 
Ross  Lawrence  phys  283-2359 
Stelluto  Michl  R  phys 
283-2359 

305  Orlando  Carlo  R  ©  283-7339 
O’Connor  Maurice 
309  Horne  Fredk  G  ®  281-0899 
311  Courant  Edw  A  283-7278 
Currier  Jerome  283-5948 


w 


GEORGE  H.  TODD  CORP. 

OIL  BURNERS  INSTALLED  AND  SERVICED 
FUEL  ANP  RANGE  OIL 
OFFICE:  17  Railroad  Ay.,  ioolcporf  Telephone:  546-6652 

MIGHTS:  544-2 309  -  283-3044  -  546-3249 
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315  ★  Lane  Howard  281-0258 

317  Johnsen  Karen  L  Mrs  © 

283-9331 

318  Kippen  Fredk  B  bldg  contr  © 

283-0737 
Holmes  Wm  T 

319  Saulnier  Joseph  L  283-5521 
£  York  Philip  D  283-9554 

19 

RIVERDALE  PARK  BEGINS 

320  Skillen  Richd  J  ©  283-4755 

321  Ahern  Charles  F  Jr  dentist 

281-1337 

Kenyon  Paul  B  Jr  dentist 
281-1337 

Levin  Morton  A  dentist 
281-2149 

Kace  Alan  dentist  283-8037 
Williams  Marney  dentist 
281-1337 

322  Cavanaugh  James  283-9451 
324  O’Maley  Joseph  W  ® 

283-2372 

326  Hendrickson  Edw  T  © 

283-8569 

334  Pike  Fredk  R  © 

389  Vacant 

Glovsky  C  Joel  dentist 
283-7371 

Berkowitz  Mordecai  E  phys 
WHEELER  BEGINS 
841  Letendre  Leonard  J  283-5063 
343  Vacant 

North  Shore  Veterinary 
Hospital  283-0214 
353  O’Maley  Ralph  Middle  School 
281-2870 

O  Maley  Ralph  Skating  Rink 
skating  &  hockey  rink 
281-2870 

356  Me  Cormack  Lawrence  J 
283-532 8 

358  Davis  Richd  W  ©  283-0772 
364  Mann  John  J  Jr  ©  283-5691 
366  Jones  Arth  W 
368  Fugalli  Jack  T  ©  281-0858 
S72  Langley  Francis  E  © 

283-3474 

374  Katon  Ruth  E  Mrs  © 

375  Parkhurst  Pricilla  Mrs  © 

283-1973 

376  Cefalo  Frank  P  ©  283-9215 
379  Montgomery  Herbert  M  © 

283-0262 


380  Ingersoll  Robt  T  ©  283-0742 

381  Mason  Robt  E  ©  281-0744 

382  Max  field  Raymond  © 

283-0866 

Stevens  Walter  283-7485 

383  Hoffman  Jennie  Mrs 

385  Melton  Russell  M  ©  283-7989 
394  Irving  Marjorie  H  Mrs  © 
283-0120 

MILL  RIVER  BRIDGE 
HODGKINS  BEGINS 
406  Tony’s  Italian  Subs  283-9805 
6  Randazza  Paul 
RIVERDALE  PL  BEGINS 
410  Old  Mill  The  283-3229 
416  De  Marco  Dorothy  F  Mrs 
283-6688 

420  Anderson  Charles  G  © 
283-7398 

424  Cunningham  Doris  N  Mrs  © 
283-1091 

REYNARD  BEGINS 

426  Trackman  Marguerite  Mrs  © 

427  Richdale  Superette  gro 

283-9790 

428  Coleman  Edw  J  ©  283-3916 

429  Capillo  Louis  J  ©  283-4691 

431  Martin  Robt  G  283-3869 

432  Favazza  Salvatore  283-4315 

433  Grimes  Paul  A  ©  281-0076 

434  Mills  James  F  ©  283-2064 

435  &  Me  Mullen  Danl 

437  Williams  Robt  M  ©  283-2545 

438  Riverdale  Methodist  Church 

281-1040 

439  Smith  David  L  ©  283-6454 
442  Barnett  Richd  H  283-8894 
444  Day  John  W  ©  283-7069 

446  Kain  Robt  E  bldg  contractor 

©  283-1882 

447  ★  Nobel lo  Dominic  283-4449 

i  Slader  J  P 

448  Hickey  Ernest  C  ©  283-5597 

449  Salah  Paul  D  283-6321 

450  White  Fredk  H  Jr  © 

283-4220 

Harvey  Marion  O  Mrs 
283-9337 

450%  Barrigan  Irene  M  Mra 
283-8507 

451  Parks  Alton  P  ©  203-1223. 

452  Saunders  Pauline  M  Mra  © 

283-4441 

Hilton  Lester  C  ©  283-4775 

453  ★  Patience  James  ©  283-2945 


$amei  C.  Qreely  funeral  Service,  Snc. 

"Quality  &  Service  Since  1884" 

Tel.  283-0698  m, 

212  Washington  St.  Gloucw^MwJHtoo 
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455  Me  Kenney  Gertrude  B  Mrs 
<§)  283-1118 

SEALL  BEGINS 

456  Saunders  Gary 

457  Lane  Everett  T  Co  paint 
contr  283-4021 

Grange  The  antiques  283-4021 

458  ★  Lane  Arth  F  283-3373 
Hamilton  Helen  Mrs 

459  Lane  Edith  R  Mrs  © 

283-7706 

461  Pinkham  Clarence  A  ® 

283-1459 

462  Perkins  Lewis  ©  283-/668 

464  Kendall  C  Herrick  © 

283-7951 

465  Ryan  Ronald  sum  res 

283-1158 

Rear  Day’s  Outboard  Service 
283-0395 

468  Webber  Elbon  B  ©  283-0569 
470  Lawson  James  A  ©  283-0664 

473  Waters  Valve  Co  mfrs 

283-3762 

Deacon  Herbert  J  ©  283-3762 

24 

474  Tucker  Raymond  L  © 

283-3517 

475  Brown  Ronald  W  283-6754 

476  Anderton  Bernard  A  ® 

283-6947 

477  Gibbs  Charles  II  Jr  © 

480  Tarr  Marjorie  Mrs  © 

283-1287 

480a  Joyce  Paul  281-1691 

482  Harling  Percy  H  ©  283-9139 

483  Allen  Lyman  S  283-5321 

485  Greer  Robt  A  ©  283-5124 

486  Vacant  sum  res 

489  Melanson  Wm  J  ©  283-5621 

490  Jenner  Cath  M  ®  283-9178 

491  Rose  Gilbert  F  ©  283-8404 

492  Kenyon  Peter  T  © 

494  Partington  Hill  is  M  ® 

283-1296 

497  Sweeney  Robt  R  sum  res  ® 

281-0418 

498  Coombs  Anna  E  sum  res  @ 
Gigliott  Edw  F  283-7795 

501  Peterson  Bradley  283-6359 
602  Young  Edw  G  ®  281-1192 
605  Smith  Wm  E  © 

507  Pew  Gordon  G  283-8427 

508  Vacant 


509  Patience  Geo  C  ®  283-7051 

510  Sum  Res 

511  Reed  Wm  D 

512  Sum  Res 

513  Webber  Scott  ©  283-8164 
GEE  AV  BEGINS 

514  Sum  Res 

516  Jameson  Marion  F  Mrs 

283-9275 

517  Murray  James  A 

518  Burchard  David  V  283-8717 

519  ★  Moses  John  J 
522  ★  Duval  Richd 

524  Morris  Mary  E  Mrs  © 

283-4688 

525  ★  Kizevich  Merry 

526  Harvey  John  M  281-1978 
Rear  Vacant  summer  res 

527  Allen  I  Eliz  Mrs  ©  283-2334 

528  Lane  Howard  T  ©  283-2971 

529  Kerr  Clinton  F  ©  283-6917 

530  Bragdon  Chellis  S  283-3627 
532  Tarr  James  B  ©  283-7203 
533r  Riggs  Otis  Jr  sum  res  © 

283-8271 
534r  Sum  Res 

534  White  Randall  T  283-5573 

535  Tuomivirta  Armas  M  © 

283-3981 

STANWOOD  BEGINS 

536  Day  Edith  Mrs  ©  283-4924 
Rear  Tarr  Edmund  Jr  281-0218 

537  Riverdale  Market  gro 

283-8543 

Lane  Lawrence  ©  283-8543 

538  Swift  Chester  C  ©  238-0715 

540  Ellis  Winston  T  ©  283-3774 
Ellis  Winfred  J  ©  283-3679 

541  Me  Rae  Barbara  283-1060 

542  Knight  Ralph  H  ©  283-8331 

543  i  Eale  Marjorie  Mrs  ® 

283-4733 

544  Swett  Carolyn  M  Mrs  ® 

283-5648 

545  Hodge  Thos  N  Jr  ©  283-5842 

546  Parsons  Stanley  T  ©  283-3odo 

549  Ninfo  Rosalie  Mrs 

Reiff  Martin  H  ®  283-2452 

550  Munroe  Russell  J  ©  283-5639 
A  Lodge  Donald  T 

551  Harvey  Ruth  Et  ©  283-1220 
553  Noseworthy  Gerald  © 

283-4499 

HOLLY  BEGINS 
VINE  BEGINS 


N9 

Q 

CD 

■C 

<T> 


r* 

(9 

«• 


o 

fD 

C/> 

cS” 


< 
OB  • 


3  P 


<"D 


2 

00 

m 

ss 

q 

S* 

JES* 

o 

c 

w 

n 

(0 

i/> 

c 

€3 

mi  » 

00 

<i> 

-I 

tmm  * 

" 

r“ 

C 3 

o 

c 

a 

CTQ 

S 

3 

O ■ 

GO 

o 

(L© 

g 

% 

Q 

a 

—'4 

SKV--71 

CL 

1»  w 

38 

X 

p. 

Q 

S“ 

3 

“O 

n 

3 

© 

rs 

9 

WILLIAM 


JEWELER 


REG  JEWELER 
AM..  GEM  SOC. 

•  Diamonds 

•  Watches 

•  Silverware! 
etc. 

•  Watch  & 
Jewelry 
Repairing 

TEL. 

283-1185 

125  MAIN  ST. 
GLOUCESTER 
MASS. 
01930 


DESTINO’S 

Submarine  Sandwiches 
Our  Feature — Our  Creation — Our  Herd 
"The  Lisa  Joyce"  Over  2  Feet  Long  Nearer  30  Inches 

Tel.  283-3100 

129  Prospect  St.,  Gloucester,  Mass.  01930 
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567  Budrow  Michl  H  Jr  ® 
281-0949 

569  Moore  Geo  J  ®  281-0138 
577  Ackert  James  D  ®  283-5043 
579  Niemi  Diane  Mrs  283-4883 
581  Bertolino  Anthony  P  283-1235 

585  ★  Alba  Accursio  ®  283-1941 

586  Williams  Alvin  L  ®  283-5613 

587  ★  Laidlaw  Robt  S  ®  283-8893 
592  Williams  Gertrude  Mrs  ® 

283-2910 

594  Clean-Rite  Cess  Pool  & 

Septic  Tank  Service  283-6871 
Burroughs  William  A  ® 
283-6871 

596  Horton  Raymond  E  ® 
283-6940  * 

598  Allen  Geo  D  ®  283-5584 
600  Lundgren  Kenneth  J  ® 
283-7964 

620  Fredrick  Walter  W  ® 
283-9243 
620a  Vacant 

624  Cook  Calvin  H  carp  ® 
283-2521 

Me  Kay  Marjorie  Mrs  ® 
283-2521 

626  Cook  Donald  H  ®  283-4174 
628  Wright  Harriett  C  Mrs  ® 
283-5494 

Schereschewsky  Eliz  Mrs  ® 
283-7960 

630  Greenleaf  Eliz  sum  res  ® 
283-8966 

632  Purdy  Annie  M 

634  ★  Conners  Joseph 

★  Chape  Linda 

635  Perkins  Gertrude  E  Mrs  ® 

283-0097 

637  Wolfe  Harold  C  ®  283-3523 

638  Elwell  Gordon  M  ®  283-9446 
Rear  Freeman  Wendell  R  sum  res 

639  Dench’s  Oil  Service  283-0166 
Dench  Wilmot  J  ®  283-0166 

640  Taylor  Alton  B  ®  283-6632 

641  Hammond  Ronald  H  ® 

283-9372 

642  Hodgkins  Edna  C  ®  283-0365 

643  Anderton  Richd  ®  283-7868 

644  Brunton  Margt  ®  283-2504 

645  Hodgkins  Pierce  N  ® 

283-2187 

646  Tupper  Russell  ®  283-5863 

649  Hodgkins  Nancy  ®  283-5718 

650  Lister  Lloyd  ®  283-8714 


656  Delisle  Robt  C  283-3617 
660a  Robinson  Morris  Rev  ® 
281-1951 

660  Me  Govern  Charles  H  ® 
283-9448 

662a  Mahoney  Charles  F  281-0106 
664  Dow  Rodney  H  ®  283-3689  ® 

666  Vacant  11 

668  Harris  Idelyn  D  283-7839 
672  Burkhardt  Richd  E  ® 

281-0074 

DENNISON  BEGINS  (A) 
ANNISQUAM  BRIDGE  (A) 

698  Mayor  A  Hyatt  sum  res 

283-9496 

699  Moses  Sewage  Disposal 

283-1912  11 

Moses  Anthony  T  ®  283-191S  ' 

701  Parsons  Carroll  D  ®  283-912  ' 

704  Smith  Joseph  Yeardley  sum 

res  283-1614 

705  Parsons  Edw  S  ®  283-8409 
707  Parsons  Ralph  W  ®  283-519C  ® 
709  Merriam  Ruth  Mrs  sum  res 

®  283-6869 

711  Nichols  Jeanette  S  Mrs  ® 

283-6145  ! 

716  Sum  Res  « 

717  Rogers  Helen  G  Mrs  ® 

283-2600 

718  Elmer  John  V  ®  283-8952  « 

720  Wilson  Alan  P  ®  283-1501 
720a  Reynolds  Geo  sum  res 

722  Pearce  Charles  F  Jr  ® 

283-0667  5 

723  Jacobs  Beverly  J  Mrs 

283-7016 

Grace  Floyd  B  281-0410 

726  Smogard  Elaine  C  sum  res 

283-4916  I 

Rear  Blanchard  Wm  E  III  ® 

281-0073  it 

727  Hegarty  Edw  J  ®  281-2682 

728  Grovestine  Helen  L  ® 

283-9248 

729  Merrill  Norman  R  281-0316  » 

Rear  Anderson  Eug  ®  283-6974  ■ 

730a  Bolles  Sherwood  L  ® 

283-5081 

731  Verry  Hugh  F  281-2043 

732  Miller  Royce  W  ®  283-8674 
Rear  Banks  Neill  K  281-1680 

733  Burns  Wm  E  ®  283-8129 

734  Lufkin  Robt  W  sum  res 

735  Shattuck  Benj  F  sum  res  ® 

283-9458 


GLOUCESTER  SUPPLY  COMPANY 

Tels.  283-7800  —  283-7801 

4  Parker  Street   Gloucester,  Mass.  01930 
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Shattuck  Christopher  sum  res 

37  Drake  Lewis  E  ®  283-3531 

38  Jones  Arnold  P  ®  283-6018 
'40  Robinson  Danl  283-1272 
Jear  ★  Skinner  Wm  T  281-2794 
f41  Howard  John  ®  291-0357 
r45  O’Maley  Wm  K  ®  283-3783 

BRIDGEWATER  BEGINS  (A) 
BARBERRY  HEIGHTS  BEGINS 
(A) 

747  Russ  Bryan  I  ®  283-3241 
749  Goodrich  Harold  A  ® 

Rear  Josselyn  Blanche  E  ® 
283-7933 

751  Whitlock  Charles  P  283-0207 
753  Movalli  James  P  ®  283-3729 
755  Me  Fadden  Wm  W  ® 

283-7507 

757  Cambria  Beverly  Mrs 
761  Brown  Geo  N  ®  283-2106 
825  Crouse  Anna  Mrs  ®  283-3127 
BENNETT  BEGINS  (A) 

LANE  RD  BEGINS  (A) 

828  Blacker  E  H  sum  res  ® 

835  Vacant 

837  Shea  Paul  M  ®  283-5445 

838  Annisquam  Village  Church 

281-0376 

839  Shea  Paul  M  Jr 
LEONARD  ENDS 

840  Deacon  Doris  H  Mrs  ® 

283-2153 

846  Squiers  Martha  Mrs  ® 
283-6677 

848  La  France  Frank  R  ® 
283-8883 

REVERE  BEGINS  (A) 

853  Cox  Frank  L  real  estate  ® 
283-0647 

857  Manso  Vincent  J  Jr  ® 
283-3564 

859  *  Pool  Paul  S  ® 

860  Lane  Roswell  F  ®  283-0579 

861  Vacant 

862  Pedrotti  Eug  J 

864  White  Norman  G  ®  283-5610 

869  Price  Edw  L  III  ® 

Audin  Paul 

870  Harvey  Carrie  G  Mrs  ® 

283-7449 

Souza  Peter  283-8923 
873  Mackey  August  ®  283-8359 

875  MaUr  Timothy  ®  283-6752 

876  Myees  Wm  A  sum  res 
Stevens  Geo  ®  283-5984 


Rear  Stevens  Edw  B  sum  res 
283-7315 

Rear  Marshall  Malcolm  sum  res 
Rear  Sum  Res 

Rear  Robey  A  Alex  283-9424 
Rear  Stevens  John  P  Jr  sum  res 
®  283-7952 

877  Fortado  Mary  H  Mrs  ® 
283-0789 
Fortado  Pauline 

880  Gaspar  Carlos  ©  283-4742 

881  Mac  Neil  Richd  D  ®  283-3618 

883  i  Watson  Warren  A 

884  D’Antonio  Ralph  F  ® 

283-7626 

886  Catto  Florence  M  Mrs  ® 

283-8335 

887  Smith  Russell  G  ®  283-1491 
ALBION  CT  BEGINS  (A) 

888  Putonen  Leonard  R  ® 

283-8081 

VALE  CT  BEGINS 
891  Bay  View  Brotherhood 
S  KILBY  BEGINS  (A) 
BRIARWOOD  BEGINS  (A) 

895  City  Fire  Dept  Eng  No  4 

900  Vicari’s  Variety  283-5214 
Vicari  Horatio  P  ®  283-5214 

901  Bay  View  Playground 
904  Mac  Neil  Mildred  Mrs  ® 

283-7595 
Mac  Neil  Richd 
906  Sharpe  Hattie  M  Mrs  ® 
283-8492 

906a  Holmgren  Darrell  C 
908  Harris  Edw  ®  283-5895 
908a  ★  Lind  John  T 
910  Berkander  Eric  E  281-0810 
912  Stevens  John  P  Jr  sum  res  @ 
283-4247 

Marshall  Malcolm  sum  res  ® 
283-3343 

Bruner  Jerome  283-9358 
Williams  Benj  A  Jr  sum  res 
283-8032 

Stevens  Brooks  Jr  sum  res 
283-2442 

Ames  Adelbert  sum  res 
283-7678 

Stevens  Edw  B  sum  res 
283-2262 

Beach  Realty  &  Trust 
283-5984 

Rabey  John  283-8065 
915  Bay  View  Cemetery 
918  No  Return 
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WASHINGTON  ST— Contd 

1921  Larsen  Albert  C  283-8268 

Blanchard  Byron  K  283-6052 
Berry  Ida  D  ®  283-8962 

QUARRY  BEGINS 
922  Miller  G  W  281-0829 
Rear  Robey  A  Alex  Jr  real  est 
283-0032 

924  Beaulieu  Francis  L  283-8464 
925  Pollock  Barry 
★  Bowser  Lance 
COLBURN  BEGINS 
937  Silva  Manuel  T  Jr  ® 
283-7992 

944  Perry  Joseph  summer  res 
945  Kimball  Charles  A  ® 

947  Ross  Gilbert  ®  283-8404 
948  Storage 

949  Miller  Walter  ®  281-0868 
952  Balzarini  Gino  Jr  283-4595 
Rear  Thurston  Lionel  G 
953  ★  Lewis  James  A 
954  Lahtinen  Nestero  ®  283-8537 
N  KILBY  BEGINS 
956  Palmer  Clayton  W  © 
283-8799 

951  Tocco  Anthony  283-0019 
958  Vacant 

960  Vicari  Charles  J  ®  283-8474 
961  ★  Wester  Sylvia 
961%  Vicari ’s  Package  Store 
liquors  283-3153 
SANDERSON  CT  BEGINS 
962  Molinski  Frank  D  Jr  ® 
281-0523 

Boeberitz  Robt  ®  283-5594 
963  Vicari’s  Grocery  Store 
283-3153 

963a  Vicari  Mary  V  Mrs  ® 
283-3463 

964  Gr affix  Studio  photog 
283-5577 
965  Vacant 
Rear  Saxton  Janet 

Froehlich  Friedrich 
966  Sum  Res 

967  Poole  John  F  ®  283-4923 
968  Bentley  Ray  F  ®  283-0908 
970  La  France  John  J  283-2181 
971  Harris  Thos  J  ®  283-9283 
972  Ehrich  Thos  283-2091 
973  Berg  Edw  ®  283-8998 
976  Bergstrom  Mary  C  ® 

283-8827 

Rear  Dean  Maureen 
Rear  Clark  Gail 

Rear  Cutler  Garrett  summer  res 
283-3763 

Rear  Summer  Res 

Rear  Theopanis  Geo  sum  res 


7 


977  Me  Collum  Wm  Jr  ® 

281-0102 

978  ★  Mac  Innis  Gertrude  E 
Rear  Summer  Res 

PLUM  CT  BEGINS 

979  Korkatti  Theo  R  283-5314 

981  ★  Victorine  Ernest  T  Jr 
986  Spartichino  Geo  sum  res  © 

988  Dyson  Robt  E  ©  283-6335 

989  Pascucci  Pasquale  J  © 

283-3438 

HILLSIDE  CT  BEGINS 
994  Braasch  Wm  F  283-0828 

996  Ryan  James  A  Jr  ®  283-2207 
MT  LOCUST  PL  BEGINS 

997  Mac  Quade  Joseph  W  ® 

283-1965 

998  Frostholm  M  Mildred  E 

283-3035 

999  Favero  Olga  V  Mrs  ® 

283-3964 

1000  Summer  Res 

1001  ★  Adels  Barry  283-6858 
LINWOOD  PL  BEGINS 

1002  Lukegord  Thos  W  ® 

283-7368 

Rear  Moore  Maynard  sum  res 
Rear  Summer  Res 

1003  Gatchell  Creighton  E  Jr 

283-1587 

1006  Mathaurs  Charles  E  ® 
283-2616 

1008  ★  Huyes  Wm  © 

1010  Sum  Res 
1012  Karr  Althea  283-4702 
Kunkle  Virginia  W 
1016  Marchant  Eleanor 
283-2053 

1018  Fuge  Arnold  W  ©  283-2218 
Rear  Parsons  Evelyn  E  Mrs  © 
283-7214 

1022  ★  Le  Blanc  Robt  J  283-1244 
Wilbur  Roy  F  ©  283-7496 
Rear  Sum  Res 

1027  Callahan  Raymond  G  © 

281-0346 

★  Winning  Carol  E  Mrs 
283-2796 

ROWLEY  SHORE  BEGINS 

1028  Smurrage  Madeline  Mrs  ® 

287-1233 

1029  Polisson  Geo  ©  283-2550 

1030  Robertson  Sarah  ©  283-7687 
ROWLEY  SHORE  ENDS 

1034  Hendrickson  Jol  ;  C 

283-2758 

Rear  Summer  Res 

1035  Sacred  Heart  R  C  Church 

1036  Morton  Wm  J  ©  283-1415 

1037  Lundberg  Paul  F  ©  283-7908/ 

1038  Outwater  Dennis  L  281-2233 

1039  Daley  Caroline  E  Mrs  © 

283-5689 


GLOUCESTER  PAINTS,  Inc. 

( Formerly  Henderson  &  Johnson?  Inc.) 

2  Harbor  Loop,  Gloucester,  Mass.  ©1930  Tel.  283-1416 


WASHINGTON  ST— Contd 
HIGH  BEGINS 

1040  ★  Bell  Kenneth  J  ©  283-6874 

1041  Brogan  Grace  sum  res 

1042  Lane  Marion  W  ®  283-1599 

1043  Duchane  Arth  E  ®  283-5753 

1044  Lane  Millett  sum  res 
★  Welch  Joseph  F 

1045  Williams  Fred  G  Jr  ® 

283-9482 

1046  Naves  Richd  G  283-5005 
Putonen  Mary  L 

1047  Gossom  Gilbert  C  ® 

283-8099 

1047a  ★  Christie  John  T  ® 

★  Gardner  Roger  W 

★  Johnson  Susan 

1048  Ryan  Robt  P  ®  283-3528 
Rear  Me  Grath  Walter  R  Jr  ® 

281-0968 

1049  Robertson  James  A  ® 

283-3583 

1050  Sears  Marilyn  Mrs  ® 

283-9547 

1050a  Summer  Res 

1052  Harvey  S  R  Co  The  coal  & 

wood  283-1076 

1053  Johnson  Lauri  R  ®  283-5814 

1054  Rogers  Alice  E  Mrs  ® 

283-3663 

Rogers  Harold  J  283-0694 

1055  Snyder  Donald  W  ® 

281-0798 

1056  Taylor  Ellen  M 

1057  M unroe  Geo  A  ©  283-4136 

1058  Tettoni  J  Ernest  283-7582 
Larson  Clifton  H  ®  233-7094 

1061  Chick  Ann  A  Mrs  283-8538 
YOUNG  AV  BEGINS 

1062  ★  Barrett  James  E  283-8460 

1063  Summer  Wm  ©  281-2441 

1064  Saari’s  Variety  Store 

283-8079 

Saari  Lydia  M  Mrs  © 
283-8079 
10S7  Vacant 

1068  US  Post  Office-Lanesville 
Branch  283-6881 
1070  Kurvanen  Senia  Mrs  © 

1072  Morrissey  Chester  L  283-3149 

1074  Fredrick  Walter  W 

Associates  Inc  real  estate 
283-1174 

Fredrick  Agency  283-1174 

1075  Wilson  Donald  A  ©  283-9592 

1076  Wilbur  Roy  F  barber 
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1077  Bay  Side  Beverage 

1078  ★  Bassett  Lester  H  283-5730 
1080  Burgess  Franklin  D  283-5730 
1082  Morey  Geo  W  ©  283-1873 

Young  C  Russell  ©  283-5749 

1084  Lane  Cove  Village  Mkt 

283-0237 

DULEY  BEGINS 

1085  ★  Stge  Shop 

1087  Af  Klinteberg  Sten  H 

designer  ®  281-0928 

1088  Munroe  Arth  J  Jr  © 

283-8929 

ANDREWS  BEGINS 
1091  Stge  Shed 
1092 ★Connell  Eiiz  281-0461 
Curley  Leola  J 
1093a  ★  Phillips  Anthony  C 
283-0343 

1094  Pike  Harold  N  Jr  © 

281-0638 

★  Simon  Nataline 

1095  Popular  Antique  Shop 

283-5158 

Kizevich  Merry  L  Mrs 
283-5158 

TUCKER  BEGINS 

1096  Main  Clarence  I  283-7996 
1097a  Pistenmaa  Ur  ho  J  © 

283-5790 

1099  Gronblad  Albert  A  Inc 

238-4241 

Gronblad  Albert  A  ® 
283-4301 
White  Dorothy  Mrs  283-7596 

1100  Robinson  Ruth  H  Mrs  © 

283-4663 

1101  Mangan  John  G  ®  281-0490 

1102  Johnson  Bruce  G  ©  283-6390 
1104 ★Coles  Malcolm  F  283-6297 

MUNSEY  LA  BEGINS 
1106  Drury  Aino  A  ®  283-5955 
1107a  Me  Lauchlan  Jay  283-9195 
1108  Seppala  Eleanor  Mrs  © 
283-4348 

1110  Duley  Langsford  S  © 

283-4065 

★  Norman  Barbara 

★  Kahn  Paul 

1111  Larsson  Verner  R  © 

283-8874 

Hedniemi  Herbert  283-6770 

1112  Landoni  Julio  L  ©  283-8713 

1114  Ahonen  Helen  Mrs  283-6656 

1115  Hapgood  Richd  L  © 

283-7728 
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WASHINGTON  ST— Contd 
Rear  Kastner  Rudolph 
MORGAN  AV  BEGINS 
1118  ★  Hugenberger  Gordon  P  Rev 
283-6878 

1120  Orthodox  Congregational 
Church  Of  Lanesville 
283-6878 

1122  Benedetto  Ernest  <§)  281-0020 
★  Benedetto  Joseph  © 
283-2716 

1123  Saint  Paul’s  Lutheran 

Church 

(B)  Gustafson  Linda  © 

283-2383 

1127  Tarbox  Robt  F  283-4286 

1130  Niemi  Wm  E  ©  283-8772 
MC  LELLAN  BEGINS 

1131  Me  Kinley  Tyyne  Mrs  ® 

281-1023 

1133  ★  Weisberg  Patricia  ® 

283-8753 

1135  Me  Pherson  Geo  W  © 
283-5986 

EMERALD  BEGINS 
1139  Gaimster  Reginald  ® 

283-1525 

LEVERETT  BEGINS 
1142  Vacant 

1144  ★  Holzscheiter  Andrea 
1150  ★  Skarnik  Helen  ®  283-5636 
1152  Seppala  Lauri  A  ®  283-8814 
BUTMAN  AV  BEGINS 
1157  Natti  Ilmari  281-0191 
BARKER  BEGINS 
1160  Skerry  Lois  I  ®  283-6992 
BULLFINCH  BEGINS 
1162  *  Robinson  Steph  J  283-3657 
1166  Carroll  Ellen  Mrs  ® 

283-9173 

1172  Rose  Lloyd  A  ®  281-1373 

1174  ★  Woodbury  Mary  @  283-0730 
Rear  Woodbury  Ralph  F  283-0546 

1175  Ratcliff  Wardwell  ® 

281-0533 

1177  Bistema  Ellen  S  ®  283-7882 

1178  Matson  Wm  E  ®  283-0844 

1179  Leary  Howard  L  sum  res 

283-7891 
1179%  Vacant 

1182  Prybot  Roman  J  ®  283-6324 
1185  Hendrickson  Eino  A  ® 
283-5381 

Lewis  Susan  Mrs 
1187  Garrett  Gardner  ®  281-2154 
1189  Nutting  Edmund  281-2125 
1191  Oakland  Mary 
1193  Burton  Hi^ja  S  Mrs  © 
283-5781 

LANGSFORD  ENDS 
1202  Kreiton  Lempi  M  © 

283-3246 

1206  Chester  Edgar  ©  283-9513 


1210  Locust  Grove  Cemetery 
1212  Abbott  Jean  ©  281-0508 
1214  ★  Lake  Harold  B  ©  283-2156 
1216  Harvey  Hilda  A  ©  283-8022 
FOLLY  POINT  BEGINS 
1233  Drummond  Charles  sum  res 
WOODBURY  BEGINS 
MASON  SQ  BEGINS 
1236  Byers  Thos  W  ©  283-9294 

★  White  Kenneth  F  © 

★  Feit  Kenneth  J 

★  Rose  Jesse  A 

★  Wheeler  Michl  A 
1238  Kieley  Leonard  281-1297 
1240  ★  Chapman  Candace  R 

283-7459 

1245  Cederstrom  A  G  artist  © 
283-8473 
Rear  Sum  Res 
1255  ★  Malestskos  Geo  D  © 

1257  Bradstreet  Paul  E  © 

283-1365 

1259  Marchant  Marion  A  283-9521 
Me  Shara  John  A  © 

283-9521 

1261  Lawford  Geoffrey  N  sum  res 
©  283-8994 

1263  Marchant  Madeline  W  Mrs 

© 

1265  Vacant 

1269  Latta  David  B  283-1626 
1273  ★  Kaihlanen  Lauri  © 

Sum  Res 

1275  ★  Wakely  Brien  546-6635 
FOLLY  COVE 


18 

WASS  SQ  — JUNCTION  OF 
PROSPECT  RAILROAD  AV 
AND  MAPLEWOOD  AV 

ZIP  CODE  01930 


9 

WATERMAN  RD  (WEST 
GLOUCESTER)— FROM 
BUNGALOW  RD 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
54  Fabbri  Alberto  sum  res 
DUNE  LA  BEGINS 
11  Anderson  Albert  E  sum  res 
52  Bagenstose  Clinton  H  sum  res 
283-4323 

Bartholomew  Robt  L  summer 
res  283-6282 

Phillips  Edw  F  ©  283-1427 
Phillips  John  F  sum  res 
Anderson  Albert  E  sum  res 
57  Costello  Dorothy  A  sum  res 
283-8061 


FAULK  BROS.,  Inc. 

MASON  CONTRACTORS 

3S  Whittcmor* *  St.  Gloucester,  Mas*.  0 1930 

TEL.  283-1771 
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WATERMAN  RD — Contd 
59  Margiotta  Mark  R  summer  res 
283-1038 

26  Hiltz  Donald  R  © 

Gale  A  John  sum  res  © 
283-3868 

Curtin  Danl  P  ®  283-4067 
56  Konkel  Joseph  ®  281-1295 
Harves  Gordon  F  sum  res 
281-2092 

Me  Gee  Francis  J  sum  res 
281-1456 

5  Robbins  Donald  sum  res 
283-4323 

58  Mugar  John  M  sum  res 
283-5947 

PINE  RD  BEGINS 

7  Pierce  Walter  B  sum  res 
Saint  Germain  Edgar  sum  res 

283-9475 

Saint  Germain  Edmund  sum  res 
9  De  Feo  Anthony  J  sum  res 
Stevens  James  sum  res  283-5388 

8  Hays  Walter  I  sum  res  283-6051 
49  Erickson  Herman  E  sum  res 

281-2016 

1  Webster  Ralph  P  Jr  sum  res 
283-4581 

Rear  Penney  John  B  sum  res 


20 

WATERSIDE  LA  —FROM  350 
WESTERN  AV 

ZIP  CODE  01930 
Campbell  Bruce  D  281-1647 
Sum  Res 
Sum  Res 


9 

WAUKETA  RD  (WEST 
GLOUCESTER)— FROM 
WATERMAN  RD  TO  DEAD 
END 

ZIP  CODE  01930 
Zappala  Fred  S  sum  res 
Berberian  John  A  sum  res 
283-0394 

66  Bretteil  Norman  sum  res 

283-7538 

67  Palage  Guy  M  sum  res 

283-0182 

Holland  Richd  sum  res 
71  Di  Giovanni  Edmond  summer 
res  283-5146 


72  Vorce  Raymond  M  Jr  summer 

res  281-0776 

73  Torrice  Sami  G  sum  res 

76  Cox  Edith  sum  res  283-3328 

77  Collins  Wallace  C  summer  res 

283-5499 

78  Worthenn  Kenneth  A  sum  res 

283-3328 

70  Abbott  James  C  summer  res 
283-8027 

68  Cantillon  Edw  J  summer  res 
281-0769 


11 

WAY  RD  —FROM  PAGE  IN 
CIRCLE 

ZIP  CODE  01930 
Gray  John  S  Mrs  summer  res  © 
281-0604 

Shore  Mary  ®  283-6535 
Somers  Thos  J  ®  283-2464 
Chane  Leo  S  ©  283-1743 
Aparo  Sebastian  J  ®  283-9566 
Condit  Louise  sum  res  ® 

283-0829 

1  Mansure  Warren  Jr  ®  283-3820 


23 

WEBSTER  ST  —FROM  34 
EASTERN  AV  BEYOND 
SADLER 

ZIP  CODE  01930 
1  Sam’s  Beauty  Salon  283-5777 

3  ★  Aiello  Garland  281-0724 

★  Landry  Maurice  283-6709 

4  Salah  James  P  ®  283-5894 

8  Maddix  Barbara  L  ®  283-7611 
12  Vestal  John  A  ®  283-2486 
Vestal  John  A  Jr  283-2486 
14  Du  wart  Augustus  S  ® 

283-7422 

16  Grimes  Calvin  C  283-4272 

Palazzola  Sebastian  ®  283-1576 
Suntari  Ruth  Mrs  281-0834 
18  Pastorello  John 
Borge  Paula  ® 

Nickerson  Rita  L  283-8426 
Ward  Two  Veterans  Memorial 
Sch  283-5010 
20  Me  Cormick  Chyrl 
Lawson  Raymond  S  ® 

283-1466 

2 
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WEBSTER  ST— Contd 
FRIEND  ENDS 

25  Alexander  Patricia  Mrs  ® 

283-2508 

26  Cecilio  Manuel  T  ®  283-8751 

27  Gloucester  Fraternity  Club 

283-9772 

Gloucester  Fraternity  Drum 
Corps 

28  Terry’s  Beauty  Shop  283-8751 

30  Muise  Archie  283-6641 
Madruga  Ronald  C  ® 

Rose  Clarence 

31  Gibson  Gregory  A 

Mateus  Laura  G  Mrs  283-7767 
£  Menezes  Antonio  281-1238 
Rear  Leveille  Willis  W  283-7625 

32  Butler  Charles  R  283-1539 
Bell  Mac  S 

Bsmt  Vacant 

34  Malaquis  John  J  283-2278 
Borge  John  M  283-5732 
39  Vacant 

★  Beylard  Laurence  281-1610 
Vidal  Margt  283-9516 
41  Phillips  Lola  M  Mrs  ® 
283-5561 


5 

WELLS  ST  —FROM  9  BEACON 
CROSSING 

COMMONWEALTH  AV 

ZIP  CODE  01930 
3  Brown  Frank  H  283-9378 
3  Vt  Carrigan  Francis  C  281-1328 

5  £  Carrigan  Harriet  A 

6  Degnan  Margt  F  Mrs  ® 

283-3086 

8  Scuderi  Roy  ®  283-5874 

10  Mac  Neil  Elsie  M 
COMMONWEALTH  AV 
INTERSECTS 

11  Thurston  C  Violet  Mrs 

283-0345 

12  Watson  Carl  E 

14  Dion  Robt  E  ®  283-9263 
16  Hopkins  Wm  ® 

18  Ask  Alice  Mrs  ®  283-6132 


1© 

WESLEY  ST  —FROM  6 
HODGKINS  TO  65  WHEELER 

ZIP  CODE  01930 
1  Steinberg  Charles  W  Jr 
283-8342 

5  Harvey  Edna  H  Mrs  ® 

283-6020 

6  Me  Kay  Charles  R  ®  283-3945 
6a  Me  Kay  Charles  R  Jr  283-9319 

7  Peterson  Lawrence  N  Jr  ® 

283-4309 


8  Salter  Geo  H  283-4657 
15  Wesleyan  Cemetery 
23  Feener  James  E  ®  283-0543 


11 

WESTERN  AV  — FEQM 
JUNCTION  MAIN 
WASHINGTON  AND  ANGLE 
WESTERLY 

ZIP  CODE  01930 
1  Gilbert  Home  home  for  aged 
283-0132 

6  Eandazza  Lena  M  Mrs  ® 
283-6663 

8  Lombardo  Lena  Mrs  283-3326 
£  Me  Kay  John 
Lombardo  Anthony  283-0573 
Sanfilippo  Anthony 

9  £  Ward  Robt 

£  Harding  Edw 
£  Jones  John 
Parson  Harold  L 
Norwood  Steph 
Taylor  Elwood 
£  Wall  Wm 

10  Barbagallo  Joseph  T  ® 

283-8685 

13  Scola  Sebastian  ®  283-2356 
Palazola  Jerry 

Me  Kenney  Clyde  E  283-4239 

14  £  Ferrara  Vito  ©  283-5987 

£  Lambert  Deborah 
£  Reis  Steven  C 

15  Bordinaro  Joseph  281-0787 
Elwell  Keith 

18  Vacant 

Mercuric  Thos  281-0919 
20  Eitondo  Michl  J 
ANGLE  ENDS 
22  Ryan  Wm  D  281-0108 

24  Favazza  Peter  ®  283-4254 

25  Demetri’s  Steak  House 

283-2070 

26  Vacant 

29  Vacant 

30  Tavern  The  Inc  283-4200 
MIDDLE  BEGINS 

31  Stagefort  Apartments 

1  Ciaramitaro  Grace  Mrs 

2  Me  Innis  Nora  Mrs  283-4554 

3  Currier  Margt  Mrs 

4  Jodrey  E  Florence  Mr3 

283-1240 

5  Sears  Clara  M  283-7926 

6  £  O’Callaghan  J  M  283-3551 

7  £  Sousa  Henry  283-9229 

8  £  Drew  Robt 

9  £  Strazzula  Lewis 

10  Hillman  Leslie  283-9138 

11  £  Kondelin  A1 

12  Lange  John 

13  Perry  Mary  J  283-5275 


PETROLEUM,  INC. 

Serving  Cape  Ann  With 
Warmth  Without  Worry 
24  HOUR  BURNER  SERVICE 

15  Broadway,  Rockport,  Mass.  01966  Call  283-0210 


EACOAST 
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WESTERN  AV — Contd 

14  Harty  Dorothy  281-0326 

15  Taylor  Charlotte  283-4300 

16  Wilson  T  Maud  Mrs 

283-2469 

17  Flemming  Edw 

18  *  Jacobs  Evelyn 

19  Barker  Constance  281-0668 

20  Fett  Margt 

21  Bordinaro  James  A  Jr 

33  Richdale  Dairy  Store  283-9676 
39  Pierce  Charles  T  283-2374 
Tarr  Richd  S  281-0619 
41  Me  Kay  David  R  283-5848 
Me  Kinnon  Margt  N  ® 
283-0741 

43  Kerepka  Francis  J  ®  283-5923 
45  Orlando  Samuel  J  281-0786 
Clark  Richd  W 
MANSFIELD  ENDS 

49  Boulevard  Grocery  284-9783 

50  Richd  Blynman  Bridge  (State  D 

P  W)  283-0243 

51  Favaloro  Charles  L  ®  283-4938 
51a  Benjamin  Ronald  281-2055 

53  ★  Comeau  Racheal  J  283-6342 
53  Vfe  Conrad  Ivan  283-2194 
55  Souza  Alice  @  283-5592 
Dunphy  Rita 
BABSON  CT  BEGINS 
57  Dennen  Christian  A  Mrs  ® 
283-1820 

59  Me  Grath  Mary  Mrs  283-2016 
51  Day  House  The  tourist  home 
283-7229 

★  Barr  Norman  E 
Seaside  Ceramics 
Sweet  Kimalee 

63  Conti  Paul  F  tourist  home 
283-9590 

65  Conti  Paul  F  ®  283-9590 
Levie  David  C  283-3512 
67  Brancaleone  Antonio  ® 
283-1062 

71  Golub  Symond  ®  283-0279 
73  Crowell  John  E  Jr  283-8253 
75  Crowell  Evelyn  ®  283-0358 
77  Deering  Sylvester  D  Jr  ® 
2830920 

79  Rowe  Alyce  D 
81  Lowe  Esther  P  Mrs  ® 

283-4870 

HOUGH  AV  BEGINS 
83  Witham  Bessie  L 
Rear  Titilah  Kenneth  ®  283-6482 
86  Perrine  Glenn  B  ®  2830797 


87  Lowe  Felicia  A  Mrs  ® 

283-6013 

Nicastro  Sebastian  P  ® 

283-6697 

88  ★  Curcuru  Thos  283-6756 

89  Anderson  J  Thelton  283O4&0 
Anderson  Arth  T  2830480 

90  Lattof  Michl  F  ®  283-6423 
STAGE  FORT  PARK  AV 
BEGINS 

92  ★  Todd  Linda 
92a  Vacant 

93  Biondi  Louis  2837286 

93  V2.  Shimanoski  John  S  2837592 

94  Morrison  Isabel  L  2831123 

96  Me  Kay  Lucy  M  Mrs  2810708 
Hardaman  Patricia  281-1881 
Amazeen  Florence  Mrs 

281-1051 

Eason  James  A  281-2054 

97  Bruni  Paul  283-8955 
Weaver  Alan  G  2835367 
Budrow  Hester  M  283-8429 
Mawhinney  Harry  F  283-7757 

CENTENNIAL  AV  BEGINS 

99  Boulevard  Sweet  Shop  2839791 

100  Vacant 

101  House  Of  Robel  beauty  parlor 

283-6811 

Bertolino  Evelyn  Mrs 
283-8551 

PERKINS  RD  BEGINS 

102  Bradstreet  Helen  E  Mrs  ® 

283-4512 

103  Bradley  Temple  A  2832868 
Mac  Namara  Helen  Mrs 

2810052 

20 

CANAL  INTERSECTS 
Blynman  Bridge 

103  ★  Mountain  Barbara  Mrs 

283-5416 

104  ★  Finn  Walter  K  283-6172 

108  Morse  Elsie  F  Mrs  ® 

2831861 

Rear  Douglas  Louis  R  2830568 
Rear  Douglas  Louis  R  Jr  ® 
283-9122 

Washington  Cemetery 

109  Genawese  Vincent  Jr  ® 

283-4169 

110  O’Dea  Esther  Mrs  ®  283-8781 
112  Pereira  Mary  E  Mrs  ® 

2830478 

115  Mac  Intosh  Clement  283-6821 
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WESTERN  AV — Contd 
★  Palelli  Dale 
Horvitz  Joel  ©  281-2639 

116  Bishop  Wm  R  ®  283-1071 
CROWELL  AV  BEGINS 

117  Nicastro  Salvatore  ®  283-0295 
ESSEX  AV  BEGINS 

KENT  CIRCLE  BEGINS 

119  Glenn  Thos  A  ®  283-7516 

120  Moses  Robt  T  ®  283-1485 
120a  Ciarametaro  Vincent  J  ® 

283-6378 

121  Pulcifer  Julia  M  ®  283-9191 

122  Strong  R  B  Co  283-0080 
Strong  Ronald  B 

Strong  Neil  C  ®  283-0080 
Strong  Walter  C  ®  283-0081 
BEACHMONT  AV  BEGINS 

123  Whittey  Frank  R  ®  283-0625 

128  D’ Antonio  Jack  281-2647 

129  Pratt  Ralph  W  ®  283-0968 
TOLMAN  AV  BEGINS 

131  Curcuru  Benj  ®  283-1917 
Brancaleone  Salvatore  J  ® 

283-3257 

Nicastro  Jeremiah 

132  Vacant 

Perry  Richd  A  Jr  283-1952 

134  Steadman  Henry  R  Jr  ® 

135  Curcuru  Joseph  C  ®  283-4838 
139  ★  Rundquist  Edna  ®  283-2975 
141  Grammas  Arth  G  ®  283-2567 
141-a  ★  Parsons  Jeffrey 

HOUGH  AV  ENDS 
147  Ropper  Sumner  G  283-5296 
★  Hennessey  Mary  E  ® 
283-3642 

Olson  Carl  J  Jr  283-9443 
Miller  Harry  C  281-2701 
151  Curtis  Russell  M  ®  283-0074 
153  Spittle  Thos  E  ®  283-7725 
Silva  Sophie  Mrs 
157  Peaslee  Richd  H  ®  283-6362 

159  Swift  Charles  N  ®  283-0463 

160  Wolbach  Wm  W  ®  283-2854 

161  Vacant 
Rear  Vacant 

BOND  BEGINS 

162  ★  Picone  Paul  K 

166  ★  Satterfield  Denson  ® 

281-0530 

167  Vacant 
169  Vacant 

Vacant 

Rear  ★  Smith  John  C 
171  Chisholm  James  E  ® 
283-4850 

173  R&llo  Giacomo  ®  281-0745 
175  Cook  Ray  A  ®  283-1122 
Rear  Vacant 
177  Vacant 

179  Leach  H  Stewart  ®  283-7143 


181  Marshall  Kenneth  W  ® 
283-4320 
Rear  Vacant 

Rear  Marshall  Edgar  sum  res 
185  Darcy  T  Carroll  ®  283-9235 

187  Vacant 

188  Vacant 

189  Parsons  Barry  ®  281-1679 

190  Cardinal  Cushing  Villa 

convalescent  home  283-2127 

191  ★  Flasher  Philip  J 

OLD  SALEM  RD  BEGINS 
203  Lane  J  Perry  ®  283-9128 
Slafsky  Harry  283-5011 
205  ★  Forcier  Geo 

★  Miller  Jonathan  R 

★  Ryerson  Glenn  M 

Rear  Swett  Walter  J  ®  283-0285 
207  Birtwell  Helen  S  Mrs  sum  res 
211  Friendship  House 
213  Stachiewicz  Kasimir  arts  & 
crafts  ®  281-0877 
215  Payne  Milton  L  ®  283-3816 
A  LANE  TO  FRESH  WATER 
COVE 

229  Porter  Richd  283-3898 
231  Filetto  Cosmo 
237  Movalli  Oil  Co  fuel  oils 
283-3814 
Movalli  Alf  ® 

244  Haskell  Marion  Mrs  ® 
283-0024 

FRESH  WATER  COVE  RD 
BEGINS 

246  Smith  Peter  ®  283-8130 
248  Hagstrom  Ruth  C  Mrs  ® 
283-0617 

Hagstrom  R  C  Studio  art 
instructor  &  paintings 
250  Marchant  Elliott  F  ® 

283-3371 

258  Kimmence  Charles  M  ® 
283-3130 

265  Somers  Arth  L  281-1439 

268  Stanwood  Earl  M  ®  283-5654 
Morrissey  Robt  D  283-5654 

269  ★  Iacono  Romeo  D  283-1223 

271  Christopherson  Beatrice  H 

283-0487 

272  Corey  Ronald  D  ®  283-7906 

273  Curcuru  Salvatore  P  ® 

283-8938 

Rear  Williams  Alvin  R  ® 
283-0736 

274  ★  Me  Kay  Russell  S 

276  Seaver  Robt  N  ®  283-4184 
Rear  Vadala  Peter  T  ®  281-1562 
279  Iritano  Robt  caterer  ® 
283-6902 

HESPERUS  AV  BEGINS 
288  Oliver  John  G  ©  283-1578 
290  Thompson  Merton  E  ® 
283-4819 
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292  Re  Frank  ®  283-8817 

302  Groves  Clifford  I  ©  283-8576 

★  Salmi  Suzanne  Mrs 
306  Carter  Jeannie  Mrs 

Dunajski  Francis  L 
308  Radcliffe  Anna  Mrs  © 

283-8678 

310  Radcliffe  Paul  A  283-4226 

320  Perruzzi  Richd  ® 

321  Balias  J  J  Window  Co 

aluminum  doors  &  windows 
283-3085 

Balias  Joseph  J  ®  283-3085 
339  Pierce  Ralph  T  Jr  ®  281-0925 
349  Vacant 

QUARRY  RD  BEGINS 
353  Ackerman  Jerry  L  ® 

283-1189 

355  De  Mayo  Angelo  T  ® 

283-1150 

357  Tarr  John  E  283-9034 
359  Walcott  H  Sage  ®  283-2853 
365  Christopher  Geo  J  ®  283-4052 
371  Albicker  A  Fritz  ®  283-1786 
Taylor  Lester  E  ®  283-1786 
377  Lopes  Amelia  J  @ 

381  Malloch  Leslie  A  ®  2834)379 
383  Hodgkins  Robert  D  283-2629 
385  Courtney  Geo  A  ®  283-5663 
389  Burke  Russell  J  @  283-6470 

391  Fallica  Phillip  J  ®  281-2827 

392  Bigelow  Lynne  281-2515 

★  Costa  Richd  281-0236 

393  Gray  J  Robt  ®  283-5166 
395  Jesso  Ronald  A  ©  283-6405 

397  Lane  Arth  W  ®  283-8368 

398  Ferguson  Kenneth  ®  283-3597 

399  Sheedy  Ronald  ®  281-0226 

400  Tarr  Dorothy  Mrs  ®  283-4306 

401  Williams  James  R  ®  283-7164 
403  Capel  Kenneth  W  ®  281-0460 
408  Troy  J  Harold  ®  283-3088 
410  Gamage  Albert  M  ®  283-9107 
412  No  Return 

427  Vacant 
429  Vacant 
431  Vacant 

439  Walsh  Joseph  M  ®  283-4815 
i  Hall  James  B  281-2211 
445  Agrusso  Joseph  J  ®  283-7235 
447  ★  Myers  Robt  W  283-8392 
449  Wall  Edw  A  283-7506 
461  O’Maley  Robt  283-5034 

Lander  Francis  L  ®  283-4852 
Carter  Margt  Mrs  283-4852 
463  Carter  Geo  F  ®  283-3941 
465  Raven  wood  Spring  Water  Inc 
bottlers  283-1778 
467  Marquis  Anthony 
471  Noble  Jerome  Jr  elec  contr  @ 
283-0750 

ROCKMOOR  TER  BEGINS 


479  Briand  Robt  K  ®  283-9574 
Ravenswood  Park 
481  Ravenswood  Community 
Chapel 


20 

WESTERN  AV  (MAGNOLIA) 
CONTINUATION  OF 
WESTERN  AV 

ZIP  CODE  01930 
543  Melville  Mercy  E  Mrs  ® 
525-3637 

576  Anido  Victor  M  ®  525-3545 
578  Taillon  Michl  W  ®  525-3030 
580  O’Brien  Mary  R  ®  525-3601 
582  Nicolosi  Lawrence  A  ® 
525-3254 

584  Gove  Kenneth  W  ®  525-3487 
592  Sauve  Joseph  525-3277 
596  ★  D’ Antonio  Teresa  Mrs  ® 
525-3621 

598  Kohr  John  M  ®  525-3335 
600  Longo  Dominick  ®  525-3220 
602  D  V  M  Inc  525-3400 
606  Nelson  Rose  K  ®  525-3178 
Nelson  Roy  R 
Wayside  Book  Service 
608  Jackson  Charles  F  525-3230 

614  Rohan  Mary  E  Mrs 

615  Marshall  Walton  G  525-3338 

616  Harris  Leonard  525-3189 
Burbine  Joseph  B 
Poirier  Sylvia  A  525-3413 

618  Thompson  Harry  D  ® 

525-3262 

622  Whitten  Carleton  E  525-3107 
624  Stanley  Paul  D  525-3451 
La  Flam  Clyde  L  525-3786 
Rear  Smith  G  H  Berard  Jr 
Rear  Knight  Kath  H  Mrs 
525-3349 

630  Haskins  Phillip  T  ®  525-3017 
632  Morley  Austin  C  ®  525-3062 
634  Soper  Eug  S  ®  525-3038 
640  ★  Naves  Manuel  ®  525-3194 
650  Kelly  Joseph  B  ® 

MAGNOLIA  AV  INTERSECTS 
652  Linquata  Thos  J  ©  525-3666 
BLOSSOM  LA  BEGINS 
654  Brown  Eug  P  ®  525-3728 
ST  PETERS  LANE  BEGINS 
658  Francis  Arita  Mrs  ®  525-3346 

660  Karem  John  525-3707 

661  Marcantonio  Cosmo  ® 

525-3707 

663  Scola  Lawrence  A  525-3888 
665  ★  Whynott  Charles  A  525-3520 
667  ★  Rose  James  T  ©  525-3709 
669  Figurido  Stephan  B  525-3532 
671  ★  Elliott  Walter  E  © 

685  Aptt  Herman  C  ©  525-3106 
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WESTERN  AV — Contd 
689  Sparky’s  Garage  auto  repairs 
525-3271 

Familiari  Spartaco  ® 

525-3271 

691  Muise  Geo  W  ©  525-3109 
Burke  John  J  Park 
723  Cooney  Eleanor  Mrs 
725  Powers  Everett  A  Jr  © 
525-3350 

727  Anderson  Everett  A  ® 
525-3150 

729  Decareau  James  A  525-3766 
STORY  RD  BEGINS 
737  Dacy  Alan  ® 

745  Slocum  Gary  525-3660 
Neves  John  525-3036 
Boyle  Vincent 

749  Murch  Arth  S  Jr  ®  525-3256 
751  Vacant 

765  Jacobs  Maxwell  G  ®  525-3180 
767  Moir  Harold  D  525-3359 
SAINT  JOSEPH’S  LANE 
BEGINS 


10 

WHALE  COVE  LA  (LANDS 
END)— <ROCKPORT)-FROM 
SOUTH  TO  WATER 

ZIP  CODE  01966 
Suutari  Ruth  Mrs  ®  546-2663 


10 

WHALE  COVE  RD  (LANDS 
END)— (ROCKPORT)-FROM 
SOUTH  TO  WATERFRONT 
(PO  R) 

ZIP  CODE  01966 
Rothstein  Abe  L  ®  546-6060 
Walker  E  Phillips  ®  546-3324 
Gardner  Wm  Q  ®  546-6566 
Monks  Doria  L  Mrs  sum  res  ® 
546-3404 

Norris  Russell  T  ®  546-3764 
Beyea  Benj  D  ©  546-3059 
James  Robt  A  ©  546-2400 
Levyne  Sidney  A  sum  res  ® 
546-3364 

Parsons  Ernest  A  ®  546-2556 
Rundgren  Iver  ®  546-2971 
Goucher  Ralph  H  ®  546-7089 
Vaillant  Charles  D  ®  546-2549 
Edwards  Wm  J  ®  546-2947 
Hamlen  Mary  D  ®  546-2516 
Dobson  Stanley  ®  546-7558 


22 

WHARF  RD  (BEAR  SKIN 
NECK)— (ROCKPORT)- 
FROM  SOUTH  RD 

ZIP  CODE  01966 
Ruben  A  Gallery  art  546-3889 
Ruben  Albert 

1  Vacant 

O’Connor  Marguerite  R  Mrs 
546-7556 

14  Conley’s  Gift  Boutique 

Conley  B  Ann  Mrs  ®  546-2088 
16  Shumaker  Gallery 

Shumaker  Phyllis  Mrs  ® 
Treasure  Chest  gifts  546-3711 
'Rubin  Mildred 

Shafer  Studios  Of  Schenectady 
546-7212 

Fair  Winds  art  &  gifts 
546-2892 

2  Rudder  The  tourists  546-2908 
Jewell  Ruth  E  Mrs  artist 
No  Return 

Smith  Morgan  K  546-7056 


21 

WHARF  RD  (PIGEON  COVE) 
(ROCKPORT)-FROM  83 
GRANITE 

ZIP  CODE  01966 
2  Beggs  Geo  E  Mrs  ©  546-6009 
4  Ballinger  Harry  R  ®  546-2409 
10  Levine  Julius  ©  546-3165 
12  Brown  W  Slater  author  ® 
546-2398 


6 

WHEELER  ST  —FROM  334 
WASHINGTON  TO 
WHEELER'S  POINT 

ZIP  CODE  01930 
2  Cook  James  B  ©  283-6520 

12  Hinchey  Alice  L  Mrs  © 

283-5008 

13  Lacey  Wm  G  ©  283-0199 

14  Low  Howard  J  ®,  283-8940 

15  Lane  Gordon  W  ®  283-5974 

16  Shewbridge  Henry  C  © 

283-3624 

17  Corliss  Shirley  L  Mrs  © 

283-9534 

Corliss  William  D  © 

21  Alto  John  H  ©  283-5403 
23  Spanks  Douglas  E  ®  281-1002 
25  Lycett  Philip  S  Jr  ©  283-0878 
27  ★  Torr  Bruce  ©  283-4427 
32  Farley  Alice  A  Mrs  283-5207 
★  Perry  Joseph  F  Jr  © 
RIVERVIEW  BEGINS 
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33  O’Connell  John  B  Jr  ® 

283-6816 

34  Magano  Vulant  M  Mrs  ® 

283-4785 

35  Curtis  Howard  A  ®  283-9334 

36  Veator  Joseph  S  ®  283-4213 

37  Interrante  John  G  ® 

38  Curcuru  Barbara  A  Mrs  ® 

283-4827 

40  Perkins  David  ®  283-5168 
CORLISS  AV  BEGINS 

41  Robertson  Geo  D  ®  283-7092 
Rear  Decoste  Wm  L  ®  283-8085 

42  Lane  Hazel  Y  Mrs  ®  283-9477 
Rear  Gray  Donald  P  ®  283-1359 

44  Merchant  Robt  L  ®  283-8487 

45  Parnell  Robt  G  ®  283-0411 
47  Hodgkins  Horace  E  Jr  ® 

2834875 

53  ★  Cole  Kevin  D  281-1595 
ROCKY  SHORE  RD  BEGINS 
55  Oliver  Gertrude  M  Mrs  ® 
2838337 

59  Silveira  Joaquin  ®  283-3638 
RONNA  RD  BEGINS 
59a  Davis  Maynard  A  ®  2831486 
61  *  White  Richd  N  ®  281-1062 
63  Horne  Wm  A  ®  281-0591 
63a  Killam  Robt  J  ®  283-9084 
65  Mazzeo  Dominic  ®  283-8039 


19 

NALLY  AV  ENDS 
WESLEY  ENDS 

69  Souza  Robt  N  ®  283-6515 

70  Taliadoros  Anthony  T  ® 

283-4386 

71  Cooney  Frank  J  ®  2833551 

72  Randazza  Anthony  ®  2834849 
THURSTON’S  POINT  BEGINS 

73  Feener  Philip  R  ®  2838556 
77  Hemmer  Albert  H  ®  283-6134 
79  Benjamin  Robt  W  ®  283-6288 

GRANDVIEW  RD  BEGINS 

81  Perry  Ralph  M  ®  2832223 

82  Dexter  Harold  C  bldg  contr  ® 

2832689 

83  Tucker  Wesley  C  ®  283-4335 
ROSE  LA  BEGINS 

85  Union  Transportation  2832820 
Rose  Frank  Jr  ®  2839282 
Balzarini  Sophie  Mrs 
THURSTON’S  POINT  ENDS 

87  Marshall  M  Eliz  ®  283-6370 

88  Parsons  Gardner  W  Jr  ® 

283-6823 

89  Marshall  James  W  ®  281-1225 

91  Frost  Ivan  B  ®  283-8767 

92  Tolman  Wm  R  ®  283-6838 

93  Murray  Richd  L  ®  2830951 

94  Fitzgerald  John  M  ®  2839509 

95  Gilson  Ronald  H  ®  283-0946 


96  Wolfe  Clifford  H  Jr  ® 

283-7175 

97  Brooks  John  D  boat  bldr  ® 

283-2609 

HOWARD  RD  BEGINS 

98  Gregory  Ruth  E  Mrs  ® 

281-0371 

101  Pastagal  Jose  P  ®  283-1899 

102  Johnson  Walter  J  ®  283-6469 

109  Vacant 

110  *  Me  Carty  John  F  2831701 

114  Wheeler’s  Point  Boat  Yard 

281-0303 

115  Thompson  Natalie  J  Mrs  ® 

2830381 

116  Merrill  Frances  T  Mrs  ® 

2831261 

120  Daniels  Irma  Mrs  ®  2834162 
Reed  Walter  ®  283-4990 

121  Smith  Mazie  E  ®  283-0225 

122  Dulong  Stanley  N  ®  2837559 
122V4  Davis  C  Russell  ®  283-8090 

SHORE  HILL  RD  BEGINS 
124  Arena  Guy  G  ®  281-0079 
126  Paxson  James  C  ® 

126  Maplewood  Realty  Corp  Of 

Gloucester  283-0783 
Bordinaro  James  A  ® 

2836184 

127  Dooley  Joseph  J  sum  res  ® 
Sinclair  Francis  C  ®  2832134 

Rear  Tolman  Wm  F 

128  Summer  Res 

128a  Noseworthy  Edgar  ® 

283-3899 

129  Lane  Julia  Mrs  ®  2837023 
Rear  Tolman  Delia 

Rear  Cecilio  Anthony  C  ® 

2834275 

131  Goozey  Martha  E  Mrs  ® 

2831960 

131a  Skaradzinski  John  W  sum 
res 

131b  Ramey  Marcella  sum  res 

131c  Vacant 

131d  Vacant  sum  res 

132  Phillips  Kenneth  A  ® 

2837655 

132a  Summer  Res 
132V6  Weaver  Ada  L  Mrs  ® 
283-6396 

133  Griffin  Percy  ®  283-7490 
Dagley  Wm  W  ®  281-1652 

Rear  Radcliffe  John  A  ®  283-7748 
Rear  Babson  David  E  ® 

134  Crawford  James  C  ® 

283-6845 

135  Miller  Harry  A  ®  283-5827 
Rear  Borge  Wm  P  ©  283-3416 

136  Anderson  Carl  283-8588 

140  Durocher  Wilbur  L  Jr  ® 

283-2627 

141  Howard  Robt  C  ® 
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WHEEI  iRR  ST — Contd 

142  Gleason  Loring  P  sum  res  © 

283-8667 

144  Ives  Robt  S  ®  283-3382 
146  Wherren  Bruce  J  ©  281-0463 

143  Kelly  Brian  281-1910 

160  Hewett  Warren  A  ©  283-5353 
Hear  Vacant 

164  Graham  J  Stewart  sum  res 
283-9238 

168  Dillon  James  sum  res 
RIVERSIDE  BEGINS 
160  Summer  Res 

162  Sullivan  Harriet  Mrs  sum  res 
164  Sullivan  Kenneth  J  sum  res 


19 

WHEELER'S  PT  —FROM  155 
WHEELER  (FOR  RESIDENTS 
SEE  RIVERSIDE) 

ZIP  CODE  01930 


26 

WHITE  WY  (ROCKPORT) 

FROM  10  SMITH  TO  DEAD 
END 

ZIP  CODE  01966 

1  James  Harry  sum  res 

2  Summer  Res  (2-3-4  Houses) 

5  Hobbs  Harold  646-2070 

7  ★  Hammond  Helen  © 

9  Cogswell  Thelma  B  ©  646-6483 
11a  Vadala  P  ©  646-6126 
Story  Perce  N  646-6810 
Nangle  Wm  J  Jr  ©  646-6738 
Ruden  Ruth  A  sum  res 
Summer  Res 

Cullen  Rachael  G  ©  6462288 


9 

WHITE  MOUNTAIN  RD 
—FROM  3  BECKER  LA  TO  A 
DEAD  END 

White  Peter  J  283-6626 
Halloran  Paul  J 


_  25 

WHITTEMORE  ST  —FROM  192 
WASHINGTON  TO 
ANNISQUAM  RIVER 

ZIP  CODE  01930 
6  Doody  Richd  B  ©  283-7408 
6  Ciulla  James  V  ©  283-8975 
Polizzia  Paul  F  283-6425 

8  Sutera  Leonard  ©  283-7074 

9  Frontiero  Anino  A  283-3861 

10  D’Amour  Evelyn  A  Mrs 

283-6024 

★  Hardeman  Joanne  M  Mrs 


CURTIS  SQ  ENDS 

11  Phillips  Beatrice  M  ©  283-3163 

12  Lane  David  L  283-7187 

13  Le  Vie  Harry  J  ©  283-6036 

14  Arvilla  Joseph  F  Jr  283-4351 

15  Mello  Raymond  C  ©  283-1585 

17  ★  Blatchford  Dana  L  281-1768 

18  Chisholm  &  Hunt  Printers  Inc 

283-0318 

Rear  Cape  Ann  Tire  Distr 
283-1808 

19  Skinner  Daniel  ©  283-8573 

20  John  Alden-Griffin  Co  Inc 

283-0282 

21  Mac  Arthur  Harold  P  Jr  © 

283-0970 

22  Garden  Patch  The  283-2777 

23  Polizzia  Joseph  W  ©  283-5425 
25  Orlando  Frank  P  ©  283-5090 
29  ★  Lo  Grasso  Salvatore  283-7949 
31  Ciaramitaro  Mercurio  ® 

283-9556 

33  Glovei’s  Floor  Coerings  Inc 
283-3940 

35  Faulk  Bros  Inc  mason  contr 
283-1772 
41  Storage 

44  Essex  County  Newspaper  Inc 
Cape  Ann  Summer  Sun 
Gloucester  Daily  Times 
newspaper  283-7000 
47  Cape  Ann  Forge  Div  Of 
Standex  Int  Corp  283-5151 
B  &  M  RR  INTERSECTS 


10 

WILDON  HTS  (ROCKPORT) 
FROM  227  MAIN  TO  DEAD 
END 

ZIP  CODE  01966 

4  Briody  Margt  J  Mrs  ©  546-3056 

5  Aspesi  Ann  E  5462939 

6  Shirley’s  Beauty  Salon  5462468 
O’Brien  James  F  ©  5462468 

7  Nicholas  Thos  A  artist  ® 

5462074 

Capt  Sam’s  Lodge 
Bierworth  Melbourn  D  © 
5462953 

Inn  ★  Wilkinson  Donald  R  © 

★  Andersen  Robt  W  ©  5467106 


5 

WILE  SQ  —JUNCTION 
COMMONWEALTH  AV  AND 
CENTENNIAL  AV 

ZIP  CODE  01930 
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12 

WILEY  ST  —FROM  16 
FREMONT 

ZIP  CODE  01930 

I  Mead  Geo  D  ®  283-4817 
FREMONT  ENDS 

3  Goulter  Richd  T  ®  283-0765 

5  Yacht  Club  Apts  (summer 

rentals) 

6  Vacant 

7  Wheeler  Harry  L  ®  283-2310 

8  Demeter  Steven  281-1630 
10  No  Return 

II  Carroll  Robt  J  ®  283-2204 
12  Vacant 

15  Kuse  Philip  ®  281-1982 

16  Browne  H  Royal  ®  283-2367 
21  Taber  Albert  M  ®  281-0942 


11 

WILLIAMS  CT  —FROM  66 
EASTERN  AV  TO  34  HARTZ 

ZIP  CODE  01930 
3  Fortado  Louis  P  ®  283-4654 
Ouellette  Ernest 

3  Vi  Davis  Leonard  A  ®  283-6033 
6  Burgarella  Pauline  F  ® 

283-4843 

6  Silva  John  F  Jr  ®  283-3491 
TOLMAN  BEGINS 

7  Tarbox  Mary  N  Mrs  ®  283-7683 
7Vi  Collins  Valerie  M  Mrs 

281-0169 

8  Thome  Frank  S  ®  283-7765 

9  Lovasco  Carlo  A  ®  283-2192 

10  Martin  Susan  C  ®  283-7912 
13  Davis  Wm  E  ®  283-0212 

15  Alves  Manuel  F  ®  283-8679 
MARION  WAY  BEGINS 


19 

WILLIAMS  WY  —FROM  1 
HOWARD  RD 

ZIP  CODE  01930 

3  Parisi  Matthew  ®  283-3790 

4  Babson  Richd  S  ®  281-0731 


18 

WILLOW  ST  —FROM  16 
SHEPHERD  TO  8 
CLEVELAND 

ZIP  CODE  01930 

2  ★  Chamberlain  Basil 

★  Renales  Mary  Mrs 

3  Costa  Carolina  © 

4  Mac  Donald  Kath 

Leland  Mildred  S  Mrs  281-1081 

5  ★  Cusumano  Fillippo  283-8122 
Cusumano  Gioacchino  283-1426 


Cusumano  Philip 

6  Simon  Joseph  H  2839050 
Hobbs  Douglas  G  2839391 
Me  Leod  Evelyn  Mrs 

7  Unis  Earl  J  ®  283-5957 
9 *  *  Hill  John  2837963 

CEDAR  ENDS 
B&M  RR  INTERSECTS 
11  Vacant 

MAPLEWOOD  PK  ENDS 
15  Vacant 

★  Justis  Philip 

Rear  Woodard  Barbara  G  Mrs 
2839169 

17  Simon  Mary  Mrs  ®  283-0851 
Stout  Marjorie  G  283-5508 
19  Wallius  Wm  H  ®  2837102 
De  CofT  C 

21  Sweet  Grace  ®  283-8846 
23  Lattof  Helen  ® 

25  Carrasco  Albert  R  ®  283-6695 
27  Davis  Christine  Mrs  ® 
2837328 

29  Moses  Thos  J 
39  Gloucester  Eng  (Work  Shop) 


14 

WINCHESTER  CT  —FROM  109 
PROSPECT  TO  SPRING 

ZIP  CODE  01930 

2  Krueger  Alice  Mrs  ®  2837826 
2a  Cole  M  Margt  Mrs  283-2894 

3  Brown  Louis  J  283-5343 

4  Gilson  Gertrude  H  283-6609 
Jeffrey  Virginia  A  2830056 

5  Bouchie  Albany  H  2831568 
Bouchie  Charles  A  ®  2839042 

6  Grant  Ella  C  Mrs  281-1925 
Parks  Ralph 

Webber  Richd  T 
Phillips  Mary  R 

6  Vi  Zywusko  Bronislaus  S  ® 

2835230 

Goodhue  Elliott  F  2835432 

7  Flygare  Eliz  A  2831025 
Wheeler  Madeline  A  Mrs 

2832664 

Le  Doux  Ethel  C  Mrs  ® 
2831025 

8  Amero  Leo  E  ®  283-3799 
Curcuru  Nicholas  2810712 
Havner  Elsie  L  2832730 

9  Favazza  Charles  J  © 

★  Curley  John 

★  Korthas  John  H 

10  Novello  Salvatore  R  ® 

2839288 

Brennan  Evelyn  M  2830577 
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11 

WINDERMERE  RD  —FROM 
ATLANTIC  RD  TO 
MOORLAND  RD 

ZIP  CODE  01930 
8a  Vacant 
11a  Vacant 


7 

WINDY  HILL  RD  —FROM  8 
NORTH  KILBY  TO  A  DEAD 
END 


ZIP  CODE  01930 


9 

WINGAERSHEEK  RD  (WEST 
GLOUCESTER)— FROM  END 
OF  ATLANTIC  TO  SEA 
(PRIVATE) 

ZIP  CODE  01930 
(NUMBERS  IRREGULAR) 

13  Hosmer  John  H  Jr  sum  res 
283-7666 

17  Bain  Ann  Mrs  summer  res 
281-0080 

15  Nigro  Sami  J  summer  res 
283-7632 

20  Bayle  Andrew  C  summer  res 

281-0344 

21  Vacant 

19  Springer  Alan  H  summer  res 
283-7640 

37  Bolton  Albert  W  summer  res 
283-9004 

73  Daley  Walter  F  sum  res 
283-4358 

40  Clement  Geo  K  sum  res 

87  Remick  Ethel  C  sum  res 

81  Farrell  Martin  P  sum  res 
283-5070 

Rear  Giardi  Anthony  sum  res 
281-0153 

61  Mac  Lachlan  Donald  B  sum 
res  283-9570 

73  Daley  Victor  W  sum  res 
283-0811 

85  Symes  Arth  W  sum  res 

79  Mac  Lachlan  Kenneth  L  sum 
res  283-4472 

85  Muros  Joseph  sum  res 
283-5826 

42  Martel  Raymond  R  sum  res 
283-5352 

44  Archer  Clement  C  sum  res 
283-7935 

107  Hathaway  Gordon  L  sum  res 
283-7519 

50  Witham  Robt  M  sum  res 
283-0284 

30  Daley  Victor  W  sum  res 


41  Camp  Stella  Maris 
101  Russo  Edw  A  sum  res 
283-5705 

123  Daley  Fredk  M  sum  res 
283-0160 

117  Keller  Max  W  sum  res 
283-8025 

Keller  Charles  L  sum  res 
49  Vacant 

51  Hayes  Joseph  E  sum  res 
283-6511 

17  Hosmer  Evelyn  J  Mrs  sum  res 
283-7656 

41  Fernandes  Anthony  J  sum  res 
®  283-7093 

49  Callahan  Louise  C  Mrs  sum 
res  283-8953 
Vacant 

11  Shea  Peter  sum  res  283-7361 
54  Vacant 

46  Soucy  Charles  B  sum  res 
283-5512 

Wingaersheek  Improvement 
Assn  Inc  283-6152 


9 

WINTHROP  AV  (WEST 
GLOUCESTER)-FROM 
STANWOOD  AV  TO  5 
STANWOOD  AV 

ZIP  CODE  01930 
SAMOSET  RD  ENDS 
2  Brennan  James  J  ®  281-0856 
4  Malone  Robert  E  ®  281-0390 
2a  Vacant 

6  Spurling  Warren  V  ®  283-0449 


11 

WISE  PL  —FROM  19  HARTZ 

ZIP  CODE  01930 

1  Dunsky  Stella  F  Mrs  ® 

283-9417 

2  Davis  Donald  C  283-3705 
Rich  Robt  M  283-8290 

3  ★  Maynard  Eug  ®  283-1746 

4  Colby  S  Lawrence  Jr  ® 

283-5985 

5  Hinckley  Sarah  M  Mrs  ® 

283-0683 

6  Tarbox  Ralph  R  ®  283-2740 

7  Baker  Arnold  B  283-1886 


7 

WISHART  RD  (LANESVILLE) 
FROM  44  LAN  GSFORD  TO  A 
DEAD  END 

ZIP  CODE  01930 

4  Perry  Margt  ®  283-9578 

5  Sum  Res 

9  Thompson  Robt  sum  res  ® 
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WISHART  RB— Contd 
11  Tliyoifhordc  Thos  H  sum  res 
15  Lodge  Howard  J  Rev  283-8266 
18  Blake  Lester  H  ®  281-0431 


WITHAM  ST  —FROM  229 
EASTERN  AV  TO  THE 

BEACH 

2SP  CODE  01930 
|  Percy  M  E  Oil  Service  storage 

15  James  Harry  sum  res 

16  Fascucci  Louis  ©  283-1408 
Vi  Randazza  John  ©  281-0500 

Duaoan  Gertrude  sum  res 
'*>  Annie  J  Mrs  ©  283-3251 
Eear  Cleary  Margt  E  sum  re3 
[  So  bickerton  Veano  Mrs  © 

1 J7  Sum  Res 
30  Sum  Ees 

GRAVEL  FIT  RD  BEGINS 
'1  '<  Looney  Richi  G  283-7208 
i  ?■  ^  Stammer'  Res 

33  Ryan  Francis  ©  283  2400 

34  Fanson  John  E  ©  233-4189 
39a  Hadley  Vera  sum  res  © 

39b  Vacant 

STARKNAUGHT  HEIGHTS 
BEGINS 

BEACHCROFT  RD  BEGINS 
44  Selig  Earl  H  ©  283-5935 

48  Jabba  Ralph  J  ©  283-8735 

49  Sum  Res 

50  Krupski  Mary  F  sum  res 
Frontier©  Sebastian  J  © 

283-9419 

51  &  Burgess  Thos  283-4875 

52  Vacant 

55  Mutchy  Thos  W  sum  res  © 
Rogalski  Virginia  M  sum  res 
©  283-4279 

Simile wich  Wm  J  sum  res 
33  Schlichte  Miles  J  ©  283-3885 

35  Warren  Geo  V  ©  283-2598 
87  Melansky  Benj  sum  res  © 

39  Mahoney  Robt  sum  res  © 

11 

THATCHER  RD  INTERSECTS 
Ghioodian  Sylvan  281-0847 
★  Me  Donald  Dan  sum  res 
S  Hodgdon  Gordon  M  ©  283-6165 
SALT  ISLAND  RD  BEGINS 


8 

WOLF  HILL  LA  —FROM  28 
MARSH  TO  ANNISQUAM 
RIVER 

ZIP  CODE  01930 
13  Call  Wm  R  ©  283-0627 
15  O’Brien  John  J  Jr  ©  283-4428 


49  Me  Kechnie  Elliott  F  © 
283-2240 

55  Me  Kechnie  Fredk  A  © 
283-1151 

Friend  Natalie  S  Mrs  summer 
res  ®  283-6212 
Friend  Wm  summer  res  © 
Rennie  Howard  A  ®  283-2421 


6 

WOLF  HILL  ST  —FROM  END 
OF  FERRY  LOWER  END  TO 

35  MARSH 

ZIP  CODE  01930 
Marques  Paul  R  283-6576 
Me  Gary  Robin  S 
Bubier  Thos  S  summer  res  ® 
203-8853 

Dimphy  Edw  D  Jr  ©  283-2283 
£  -nigan  Wm  N  summer  res  © 
.33-1512 

L  xx  J  F  summer  res 
Reader  Harold  E  ©  283-5534 
Smith  Aliyn  F  ©  283-5823 
Sherman  Larry  W  ©  281-0890 
Prescott  Edw  M  summer  res 
281-1515 

GLENMERE  AV  ENDS 


12 

WONSON  ST  —FROM  28 
ROCKY  NECK  AV  TO 
CLARENDON 

ZIP  CODE  01930 

1  Drift-In  restr  283-9712 

2  Hawks  Marie  A  ®  283-0324 

3  Saputo  Sebastian  ©  283-5769 

4  Me  Ilvain  Davia  Mrs  © 

283-5185 

6  First  Church  Of  Christ  Scientist 

8  Gagnon  M  Rita  ©  283-5598 
RACKLIFF  BEGINS 

9  Gruppe  Emile  A  ©  283-2720 

10  Liszt  Maria  artist  283-7067 

11  Gruppe’s  Gallery  283-2720 

12  Small  Harold  S  281-0081 
Craig  Clayton  B  sum  res 

283-2135 

13  Bagshaw  Thos  H  ©  283-5945 
14a  Flynn  Edw  P  © 

17  Warntz  Chris  W  281-2019 
Vacant 

19  Rockwell  Adelbert  W  Jr 

283-4716 

20  Kenney  Frank  J  ©  283-4357 

21  Skerry  John  B  Jr  ©  281-0620 
STEVENS  LA  ENDS 

23  Litzenberger  Sami  W  ® 

283-7787 

24  Destino  Alex  J  ©  281-1717 

25  Hogan  Esther  L  Mrs  © 


-  ■  ‘  ■  ,/> 
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WONSON  ST— Contd 
27  Dahlmer  Ralph  W  ©  283-8408 


12 

WONSON’S  COVE  —OFF 
ROCKY  NECK  AV  AND 
RACKLIFF 

ZIP  CODE  01930 


7 

WOODBURY  ST 
(LANESVILLE) — FROM  1233 
WASHINGTON  TO 
ROCKPORT  LINE 

ZIP  CODE  0193C 

7  Cunningham  Wm  J 

8  Wostrel  Herbert  J  ®  283-2160 

9  Davis  Howard  T  ©  281-1176 

13  ★  Kain  James 
Rear  ★  Yeno  David 

14  Enos  John  E  ®  283-2137 

16  Johnson  Albert  R  ®  283-1181 
19  Grace  Joseph  F  ®  283-6162 
21  Nelson  Margt  D  Mrs  artist  ® 
283-9246 

23  Anderson  Frances  C  Mrs  artist 
®  283-5744 

29  Johnson  Geo  A  ®  283-6148 
Rear  Vacant 
48 ★Cole  Philip  283-3534 
48a  Peterson  Earl  ® 

50  Clarke  Aino  Y  Mrs  ®  283-7577 
Clarke  Jean  A  Mrs  283-7529 
52  Johnson  Carl  E  283-1833 
55  Manninen  Edw  A  Jr  ® 

57  ★  Ahoncn  Verner  283-4255 

59  Amazeen  Donald  W  contr  ® 

283-5121 

60  ★  Kelly  Mary  283-5903 


21 

WOODBURY  HILL  (PIGEON 
COVE)— <ROCKPORT)- 
CONTINUATION  OF 
WOODBURY  ST 
(LANESVILLE) 

ZIP  CODE  01966 
Summer  Res 


21 

WOODLAND  RD  (PIGEON 
COVE)— <ROCKPORT)-FROM 
31  STOCKHOLM  AV  TO  A 
DEAD  END 

ZIP  CODE  01966 
Wayrynen  Walter  trucking  ® 
546-3429 

Hinckley  Kenneth  A  ®  546-3579 


9 

WOODMAN  ST  (WEST 
GLOUCESTER)— FROM  626 
ESSEX  AV 

ZIP  CODE  01930 

1  Hartford  John  W  ®  283-9232 

2  Lucas  Harry 

3  Mills  Wm  A  ®  283-8159 
Swett  Walter  J  sum  res 
Vacant 

Carter  Ralph  E  ®  233-1688 
Carter  James  H  ®  283-9337 
Rose  Joseph  K  ®  283-0778 
Carter  Ralph  E  Jr  ®  283-1739 
Carter  Charles  R  281-0337 
Gleason  Eleanor  E  Mrs  ® 
283-1879 
Maciel  Richd  ® 

Rollins  Richd  H  ®  281-0562 
11  O’Neil  James  F  ®  281-2671 


21 

WOODSIDE  AV  (PIGEON 
COVE)— (ROCKPORT)-FROM 
PHILLIPS  AV 

ZIP  CODE  01966 


9 

WOODWARD  AV  (WEST 
GLOUCESTER)— FROM  293 
ESSEX  AV  TO  STANWOOD 
AV 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 

1  Gobeil  Joseph  A  ®  283-6306 

2  Greene  Edith  summer  res  ® 

281-0677 

9  Taylor  Herbert  C  ®  283-9397 
11  Messier  Richd 
13 ★Knowles  Robt  H  ®  283-5673 
15  Kilmer  Wm  M  ©  281-1190 
17  Me  Cormack  Warren  E  ® 
283-6802 

19  Houle  Evelyn  M  Mrs  ® 

283-0657 

21  Movalli  Arth  J  Jr  ®  283-3632 
23  Biggs  Orrick  H  summer  res  ® 
283-3672 

27  Blatchford  Mary  M  Mrs 
283-8580 

46  Bolcome  Robt  E  Jr  ®  283-0382 
Bertolino  Angelo  A  ®  283-1958 
31  Marchant  Rutherford  H  ® 
283-5795 

39  ★  La  Fata  Carlo  O  ®  283-7141 
41  Day  Fredk  H  ®  283-5554 
50  Martins  Manuel  F  ®  283-8961 
43  Barnes  Earl  L  ®  283-6313 
45  Creaser  Clarence  H  Jr  ® 
283-4431 
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WOODWARD  AV — Contd 

Call  Willian  E  Mrs  ®  283-6645 
Zauche  Herbert  283-7124 
Prendergast  Thos  ®  281-0099 
Call  Thaddius  ® 

Babson  Thos  E  summer  res  ® 
283-1312 

Hill  Thos  summer  res 
Callaghan  Adaline  F  summer 
res  ®  283-4412 
Summer  Res 

Blazon  Albert  ®  283-6455 
Osgood  Herman  A  summer  res 
®  283-0349 
Summer  Res 

Haight  Julius  A  ®  283-9399 
Coull  Robt  B  Jr  ®  283-3595 
4  Summer  Res 
7  Burke  Robt  ® 

12  Dawson  Geo  E  ®  283-8795 
20  Melanson  Charles  A  @ 

28  Hardy  Elliott  C  ®  283-5847 
30  Bailey  Gertrude  L  Mrs  summer 
res  ® 

60  Ayer  Stanwood  summer  res  ® 
49  Brown  Carlton  sum  res  ® 

52  Kennie  Geo  W  ®  283-0127 
Oakes  Gardner  W  summer  res 
®  283-7578 

Roulston  Roswell  ®  283-4117 
Russell  Anthony  summer  res 
® 

Arslan  Edw  M  summer  res  ® 
82  Aldrich  Arth  ®  283-8572 
Tobin  Florence  summer  res 
85  Andrews  Wm  J  bldr  ® 

283-6240 

79  Andrews  Florence  Mrs  ® 
283-5293 


WORCESTER  PL  (PIGEON 
COVE) — (ROCKPORT)-FROM 
220  GRANITE 

ZIP  CODE  01966 

1  Brealey  Robt  G  sum  res 

2  Sum  Res 

3  Arsenault  Walter  ®  546-3807 
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53 

87 


9 

WYOMA  RD  (WEST 
GLOUCESTER)— JOINS 
BUNGALOW  RD  AND 
WATERMAN 

ZIP  CODE  01930 
NUMBERS  IRREGULAR 
28  Merenda  Charles  F  summer 
res  281-0321 

27  Knox  James  A  283-5363 
5  Ruderman  Morton  E  sum  res 


Crowley  John  J  sum  res 
283-1175 

26  Nigro  Ernest  L  summer  res 

30  Me  Carthy  Geo  R  summer  res 

281-0502 

Kincaid  Brian  summer  res 

31  Vacant 
Vacant 

2  White  John  F  ®  283-7375 
4  Goldsmith  May  P  Mrs  summer 
res  283-7766 

38  Wilson  Wm  L  sum  res 
283-4403 

65  Lucey  David  J  summer  res 
281-0056 


6 

YANKEE  DIVISION  HWY 
— FROM  ROCKLAND  NEAR 
WASHINGTON  TO  ESSEX 
LINE 

ZIP  CODE  01930 
WASHINGTON  INTERSECTS 
(EXIT  NO  1) 

CHESTER  M  GRANT 
MEMORIAL  CIR 
Piatt  Andrew  A  Bridge 


9 

CRAFTSMAN  RD  BEGINS 
(EXIT  NO  12) 

CONCORD  INTERSECTS  (EXIT 
NO  13) 

ESSEX  AV  INTERSECTS  (EXIT 
NO  14) 


19 

YORK  RD  —FROM  6  BERTONI 
RD  TO  9  FOLEY  RD 

ZIP  CODE  01930 

1  Levie  Charles  C  ®  283-2109 

2  Goodwin  Carl  B  ®  281-0603 

3  Misuraca  Vito  ®  283-6628 

4  Saulnier  Everett  J  ®  283-1560 

5  Palazola  Frank  S  ®  283-4129 

6  Tettoni  Norman  A  ®  283-7044 

7  Hutchins  Lyman  M  ®  283-5067 

8  Favazza  P  Serafino  ®  283-5913 


7 

YOUNG  AV  (LANES VILLE) 
FROM  1061  WASHINGTON 
TO  32  HIGH 

ZIP  CODE  01930 

5  Vacant 

6  Perry  Frank  F  283-4683 
Roderick  Gil  A  ®  283-8205 

8  Roderick  Gil  A  Jr  ®  283-0557 

9  ★  Nelson  John  B  283-7456 


224 


24 

YOUNG'S  RD  —FROM  12 
DENNISON  TO  A  DEAD  END 

ZIP  CODE  01930 

3  Young  James  T  283-1224 

4  Young  Eug  J  ®  283-9515 

6  Marchant  Wm  H  ®  283-1171 


8  Parsons  Frank  B 

10  Jussila  Alwin  ® 

11  Burns  Peter  L  ® 
13  Murphy  Norman 

18  Salo  Elmer  O  ® 

19  Sheaves  John 


®  283-9143 
283-4381 
1  283-4636 
®  283-6856 
283-1453 


R-L'POLK  &  CO. 

PUB  LI  S  HERS 


The  Telephone  Numbers 
and  names  in  this 
Directory  were 
supplied  to  us  during 
our  regular  door  to 
door  canvass. 


This  Directory  .. 
designed  to  assist 
you  in  providing 
additional  information 
when  only  a  telephone 
number  is  available. 


NUMERICAL 

TELEPHONE 

DIRECTORY 


NUMERICAL  TELEPHONE  DIRECTORY 

BLUE  PAGES 


This  Directory  takes  the  “mystery”  out 
of  blind  numbers.  It  lists  telephone 
numbers  in  numercial  sequence,  making 
it  easy  to  “decode"  blind  phone  numbers 
in  classified  ads — especially  valuable  for 
real  estate  agencies,  used*  car  dealers, 
etc. 


dial  code 


numbers  in  sequence 
name  of  telephone  subscriber 


DIAL  282  PLUS  THE 
FOLLOWING  FOUR 
DIGITS 


1002 

1004 

1005 


1006 

1008 

1009 

1013 


.  1016 


Cobb  S  R 
Gwynn  J  E 
Gaither  A  F 
Forest  Oaks  Market 
J  essup  W  H 
Knight  N  F 
Arnold  Stone  Co 
Pick  Albert  Motor 
Sales  Inc 
Hinshaw  A  L 
Thomas  Hubert 
Hughes  Paul 
Lindsay  G  L 
Avco  Electric  Inc 
Avco  Construction  Co 

Inc 


WHAT’S  IN  A  PHONE  NUMBER? 


ABOUT  THE  FIRM: 

Who  called  me?  When  your  call  back  message 
gives  a  telephone  number  only— or  includes  a 
common  surname  such  as  Jones,  Smith, 
Brown,  etc.— this  Numerical  Telephone  Di¬ 
rectory  will  assist  in  determining  correct  firm 
name.  Make  use  of  both  Alphabetical  and 
Street  Guide  information  to  establish  names 
of  officers,  owners  or  partners,  products  and 
services,  and  correct  address.  Properly  identi¬ 
fy  firm  and  caller  and  have  needed  records,  file 
or  correspondence  on  hand  before  returning 
call.  * 


ABOUT  THE  INDIVIDUAL: 

Who  called  me?  When  only  a  telephone 
number  is  known,  this  Numerical  Telephone 
Directory  will  assist  in  determining  the  name 
of  the  subscriber — with  this  information  com¬ 
bined  with  other  sections  of  your  City  Direc¬ 
tory  you  may  quickly  establish  such  informa¬ 
tion  as  wife  s  name,  place  of  employment,  job 
title,  home  address,  business  address  and  tele-  ! 
phone  number. 


DIAL  281  PLUS  THE 

FOLLOWING  FOUR 
DIGITS 

0001  Lufkin  &  Brown  Inc 
0005  Souza  Manuel 
0006  Cunningham  & 

Wilson 

0009  Rubino  W  L 
0011  Leaf  Alex 
0012  Stewart  Mary  Mrs 
0012  Bancarotta  Pasquale 
0013  Low  Geo 
0013  Low  M  E 
0014  Kimel  D  R 
0015  Muise  Mary  Mrs 
0016  Agrusso  Rosalie  Mrs 
0017  Lycett  P  S 
0017  White  Rainbow  Inc 
0018  Parisi  Joseph 
0020  Benedetto  Ernest 
0026  Dorrie  R  M 
I  0028  Porter  Robt 
0029  Buccheri  Corrado 
0032  Swinson  Mary 
0033  Landers  C  R 
0034  Seatronics  Co 
0039  Speedway  Welding 
0040  Lambros  International 
0042  Beauparlant  W  H 
0045  Kuhlmann  R  F 
0045  Kuchenbaur  Ronald 
0046  Lloyd  J  L 
0047  Giovanni  E  F 
0048  Ciaramitaro  Leo 
0049  Johnstone  James 
0052  Mac  Namara  Helen 
Mrs 

0054  Danna  J  L 
0055  Genovese  P  R 
0056  Lucey  David  J 
0058  Watters  B  G 
0059  Smith  D  J 
0060  Lafferty  Michl 
0062  Whitehead  W  R 
0063  Zerilli  A  B 
0064  Flygare  W  H  Jr 
0065  Ciaramitaro  Frank 
0068  Saint  Laurent  J  P 
0070  Me  Carthy  M  E  Mrs 
0072  Saputo  Anthony 
0073  Blanchard  W  E  III 
0074  Burkhardt  R  E 
0075  Migneault  H  P 
0076  Grimes  P  A 
0077  Jaeger  Igor 
0078  Hiltz  Douglas 
0079  Arena  G  G 
0080  Bain  Ann  Mrs 
0081  Small  H  S 
0083  Dow  D  R 
0084  Erickson  R  N 
0087  Ball  J  E 
0088  Damon  E  W 
0090  Benson  R  A 
0091  Fremont-Smith  Paul 
0093  Worcester  H  E 
0095  Kerr  S  S  Mrs 


0098  Fox  Lorenzo  S 
0099  Prendergast  Thos 
0100  Lufkin  N  E  Mrs 
0100  Wingaersheek  Motel 
0102  Me  Collum  Wm  Jr 
0103  Ellard  J  P 
0105  Madruga  R  W 
0106  Mahoney  C  F 
0108  Ryan  W  D 
0113  Gray  G  F 
0117  Herrman  J  B 
0118  Behsman  Tessa  Mrs 
0119  Curcuru  J  B 
0121  Hemingway  Steven 
0122  Hunt  C  G 
0124  Grover  R  W  Jr 
0125  Clemenzi  Dominick 
0126  Fullerton  R  M 
0127  Ekborg  C  P  Jr 
0133  Knuttunen  D  H 
0134  Holmes  D  M  Mrs 
0135  Atwood  H  M  Mrs 
0138  Moore  G  J 
0139  Jackson  N  E 
0141  Oakes  Eliz  Mrs 
0142  Barry  J  U 
0145  Becker  E  R  Jr 
0146  Calomo  M  S 
0147  Taormina  Salvatore 
0149  Squillace  D  P  Mrs 
0150  Hiland  E  F 
0151  Manninen  R  C 
0153  Quince  Vitina 
0153  Giardi  Anthony 
0154  Camille  Sylvia  Mrs 
0155  Porter  Wm 
0156  Russo  Salvatore 
0158  Ingersoll  Helen  Mrs 
0159  O’Donnell  T  J 
0160  Morse  A  R 
0162  Caldwell  Lorette 
0164  Farnsworth  Henry 
0166  Saunders  J  M  Mrs 
0167  Havener  S  L 
0168  Mazza  Josephine  Mrs 
0169  Collins  V  M  Mrs 
0170  Sears  M  G 
0171  Cowan  Jack 
0172  De  Coste  J  W 
0173  Muise  P  M 
0177  Shreve  Judith 
0179  Ryan  Judith 
0182  Berkowitz  M  E 
0182  Dyer  S  L  Mrs 
0183  Connelly  W  C 
0184  Rowe  W  G 
0185  Catlin  Ephron  Jr 
0186  Dunn  J  T 
0189  Knickle  B  L 
0191  Natti  Ilmari 
0192  Dorn  Helene 
0193  Orlando  Dominico 
0196  Katsoulas  P  E 
0197  Carpenter  J  D 
0198  Saul  R  S 
0199  Spanks  D  R 


0200  Coastal  Tire  & 
Appliance  Inc 
0201  Johnson  L  C 
0205  Lehr  H  W 
0209  Burnham  G  R 
0211  Mondello  Joseph  Jr 
0213  Me  Kay  J  H 
0216  Jorgenson  C  A 
0217  Patterson  M  L 
0218  Tarr  Edmund  Jr 
0221  Fournier  E  J 
0224  Bradstreet  F  X 
0224  Skinner  G  L 
0225  Saulnier  Robt 
0226  Sheedy  Ronald 
0230  Gray  R  W 
0232  Ocean  Crest  Seafoods 
Inc 

0235  Enos  J  E  Jr 
0236  Costa  Richd 
0238  Procter  E  A 
0239  Hilton  S  P 
0240  Arnold  R  E 
0243  Kitchenmaster  W  C 
0245  Henderson  W  L 
0249  Mac  Arthur  D  A 
0250  Jones  L  M  Mrs 
0252  Rocky  Neck  Apts 
0254  Frontiers  Gasper 
0255  Del  Rio  I  V  Mrs 
0255  Buckley  J  M  Mrs 
0256  Bates  R  E 
0257  Kite  O  W 
0258  Lane  Howard 
0259  Ferreira  J  C 
0260  Lorraine  The 
0261  Grace  A  F 
0263  Winninghoff  J  D 
0265  Watson  D  H 
0267  Parsons  I  G  Mrs 
0268  Loiacano  Dominic 
0274  Crudden  E  F 
0277  Richan  B  O  Mrs 
0282  Neno  Thos 
0283  Bowler  C  R 
0285  Randazza  Thos 
0288  La  Plante  Azalia  Mrs 
0289  Wolfe  Evelyn  Mrs 
0291  Nixon  Joseph  F 
0291  Nixon  G  J 
0295  Rowe  J  M 
0296  Minot  C  S 
0297  Gagliano  Eleanora 
Mrs 

0299  Giordano  Joseph 
0300  Rando  D  M  Mrs 
0303  Wheeler’s  Point  Boat 
Yard 

0308  Baptiste  Antoinette 
Mrs 

0311  Remeika  J  A 
0313  Bernstein  J  B 
0314  Wight  man  Alice  Mrs 
0316  Merrill  N  R 
0317  Wonson  A  S 
0318  Coolidge  A  K 
0321  Merenda  Charles  F 
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0322  Jamieson  Richd 
0323  Orlando  A  F 
0326  Harty  Dorothy 
0327  Atwood  Helen  Mrs 
0328  Boat  Shop 
0329  Anderson  Barbara 
Mrs 

0337  Carter  C  R 
0344  Bayle  Andrew  C 
0345  Howard  D  F 
0346  Callahan  R  G 
0348  Lopes  Eleanor  Mrs 
0350  Russell  F  F 
0351  Wonson  A  B 
0352  Murray  Helen  Mrs 
0353  Mac  Donald  Edward 
0354  Parker  R  A  Jr 
0355  Conlin  David 
0359  Rocha  A  J  Mrs 
0361  Luongo  Ralph 
0363  Burton  Carol  Mrs 
0367  Leavitt  J  K 
0369  Nocton  M  J  Mrs 
0370  Carter  H  P 
0371  Gregory  R  E  Mrs 
0373  Palumbo  Frank 
0376  Annisquam  Village 
Church 

0377  Noble  E  P 
0385  Thomas  S  A 
0387  Dagley  R  S 
0388  Anderson  Bruce 
0390  Malone  R  E 
0391  Head  Jonathan 
0393  Me  Phail  Allan 
0394  Enes  A  D 
0398  Nicastra  John 
0399  Reardon  Myles 
0401  Coleman  Matilda 
0402  Me  Collum  E  E 
0403  Saint  Jean  R  A 
0407  Cabral  Wallace 
0410  Grace  F  B 
0410  Demercurio  Sam 
0411  Lafata  Peter 
0412  Oliver  L  G 
0413  Hautala  J  E 
0417  Carollo  Grace  Mrs 
0418  Sweeney  R  R 
0419  Sanfillippo  Ignatsio 
0420  Spoon  G  W  Jr 
0422  Finazzo  Antonio 
0423  Nicastro  Salvatore 
0424  Taylor  G  E 
0426  Taormina  Frank 
0429  Peterson  H  S  Mrs 
0430  Me  Gillvary  K  F 
0431  Blake  L  H 
0432  Chaffee  H  C  Mrs 
0435  Trudel  J  W 
0440  Rule  Industries  Inc 
0441  Nally  R  W 
0451  Newell  J  E  Jr 
0453  Hoare  James 
0455  Kidder  Walter  Jr 
0456  Fisher  Richd 
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0456  Tocco  Anthony 
0458  Riccardi  Paul  G 
0459  Cabral  Edna  Mrs 
0460  Capel  K  W 
0461  Connell  Eliz 
0462  Xavier  Harold 
0463  Wherren  B  J 
0466  Catalini  M  V  Mrs 
0477  Perry  Arth  Jr 
0485  Serrano  J  H 
0487  Cuneo  Norma  Mrs 
0489  Saunders  F  H 
0490  Mangan  J  G 
0491  Barton  Chris 
0492  Taormina  Nicolo 
0496  Lopes  J  P 
0497  Silva  Ronald 
0499  Williamson  Charles 
0500  Randazza  John 
0502  Me  Carthy  Geo  R 
0505  Cooper  T  J 
0508  Abbott  Jean 
0509  Blatchford  C  E 
0510  Moore  A  S 
0511  Bouchie  Joseph 
0512  Tokary  R  P 
0513  Cusumano  J  J 
0514  Cranston  A  G 
0516  Wolfe  H  C  III 
0517  Puccio  A  J 
0518  Cooney  Laura 
0520  Virgilio  P  L 
0523  Molinski  F  D  Jr 
0525  Saputo  Vincent 
0526  Frontiero  Leo 
0527  Ebbs  H  F 
0530  Satterfield  Denson 
0531  Marino  F  M 
0533  Ratcliff  Ward  well 
0536  Mitchell  D  A  Jr 
0539  Chick  L  M  Jr 
0540  Noble  Gerald 
0541  Murphy  W  H  III 
0544  Dave’s  Gift  Shop 
0548  Shea  R  L 
0549  Thompson  N  E 
0551  Foley  Richd 
0552  Schleck  J  C 
0556  Peckham  Uldene  Mrs 
0558  Burns  G  L  Mrs 
0560  Lacey  Janice  Mrs 
0561  Gullette  Paul 
0562  Rollins  R  H 
0563  Sindoni  Studio 
0564  Piscitello  Rosalie  Mrs 
0568  Lasley  H  E  Mrs 
0569  Walen  J  M 
0570  Goldth waite  C  W  Mrs 
0573  Gilbert  K  J 
0581  Brown  R  C  Jr 
0582  Riberio  Anthony 
0583  White  M  M  Mrs 
0584  Peres  V  G  Mrs 
0585  Martin  D  M  Mrs 
0586  Silva  Emerio 
0587  Grassett  J  H 
0589  Chadwick  C  M  Mrs 


0590  Chamberlain  Edw 
0591  Horne  W  A 
0593  Stearn  J  G 
0598  Veator  Flora  Mrs 
0600  Sauer  David  W 
0603  Goodwin  C  B 
0604  Gray  J  S  Mrs 
0605  Kaplan  David  B 
0610  O’Hanley  A  J  Jr 
0613  Marnoto  Armando 
0614  Beaudette  John 
0615  Wade  Edgar 
0616  Curll  M  J  Mrs 
0619  Tarr  R  S 
0620  Skerry  J  B  Jr 
0621  Martin  Arth 
0623  Robertson  D  L 
0624  Baird  J  R 
0625  Saulnier  R  A 
0629  Vicari  J  R  Mrs 
0630  Tupper  Evelyn  Mrs 
0631  Favazza  Peter  Jr 
0634  Roberts  L  A 
0638  Pike  H  N  Jr 
0639  Catalini  Robt 
0640  National  Marine 
Fisheries  Serv 
(Regional  Ofc) 

0645  Doyle  M  J  Mrs 

0646  York  Alfred 

0647  Brophy  T  G 

0648  Collins  E  F 

0649  Sanfilippo  Frank 

0650  Sanfilippo  John 

0654  Oyster  Shell  Inc  The 

0655  Drolet  R  W 

0656  Carpenter  D  F 

0657  Horne  R  E 

0660  Kecyk  Stefln 

0661  Hackler  J  F 

0662  Coastal  Craft  Co 

0662  Sonolite  Corporation 

0662  Contrex  Co 

0662  Piolite  Plastics 

0665  Geary  J  R 

0666  Whaley  Dennis 

0667  Goldthwaite  C  E 

0668  Barker  Constance 

0670  Martin  R  A 

0672  Lane  H  F 

0675  Porper  W  H 

0677  Wilson  G  D 

0677  Greene  Edith 

0678  Silva  C  J 

0679  Hart  P  M 

0681  Tibbetts  P  S 

0684  Anderson  J  A 

0685  Kleindienst  Robt  Jr 

0688  Virgilio  Joseph  Jr 

0690  Barnard  G  K 

0691  Laurie  D  S 

0692  Thurston  A  B  Mrs 

0693  Lewis  David 

0694  Brancaleone  Allerio 

0695  Plum  Cove 

Elementary  School 
0697  Parisi  N  A 
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0698  Nelson  G  E  Mrs 
0700  Pedersen  Lars 
0703  Stanton  W  A 
0704  Bastion  C  F  Mrs 
0705  Noseworthy  N  M  Mrs 
0708  Me  Kay  L  M  Mrs 
0709  Dumont  Diane 
0710  Maggiore  Onofrio 
0712  Curcuru  Nicholas 
0713  Parisi  P  S 
0714  Cooney  J  J 
0715  Vizena  J  V  Jr 
0716  Lane  Diane  Mrs 
0717  Santos  Antonio 
0720  Newman  R  J 
0721  Langley  B  R 
0722  Fall  H  P 
0723  Young  P  W 
0724  Aiello  Garland 
0726  Asaro  Sami 
0728  Smith  M  A  Mrs 
0731  Babson  R  S 
0733  Lake  D  H 
0735  Reed  J  L 
0736  Lee  M  R 
0737  Farina  S  J 
0743  Spinola  Michl 
0744  Mason  R  E 
0745  Rallo  Giacomo 
0748  Doucette  F  H 
0750  French  R  L 
0751  Rudolph  Clarence 
0756  Rice  C  G 
0757  Souza  Frank  Jr 
0758  Calomo  V  J 
0762  Sargent  Mary 
0766  Lombardo  Joseph 
0767  Bordinaro  Joseph 
0768  Williamson  D  M  Mrs 
0769  Cantillon  Edw  J 
0770  Cohen  A  A 
0772  Barner  J  R 
0774  Clayton  Norma  Mrs 
0775  Carriea  Anbial 
0776  Vorce  Raymond  M  Jr 
0778  White  E  H 
0779  Bliss  R  T 
0780  Rhodes  F  C 
0782  Abell  E  J  Jr 
0783  Maplewood  Realty 
Corporation  Of 
Gloucester 
0785  Sanders  J  R 
0786  Orlando  S  J 
0788  Muise  Lucielle  Mrs 
0794  Valpey  D  P  Mrs 
0795  Garron  Grace  Mrs 
0796  Thompson  Douglas 
0797  Armstrong  E  G 
0798  Snyder  D  W 
0800  Milton  L  Fuller  Sch 
0804  Johnson  Lendall 
0806  De  Wolfe  Josephine 
Mrs 

0808  Morton  Marion  Mrs 
0809  Ryan  Mary  Mrs 
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0810  Berkander  E  E 
0811  Easier  Marjorie  Mrs 
0818  Orlando  S  M 
0820  Speck  F  I  Mrs 
0822  Grillo  Joseph 
0824  Lesveut  Margt 
0824  Hannaford  John 
0828  O’Maley  J  J 
0829  Miller  G  W 
0834  Suntari  Ruth  Mrs 
0835  Davis  A  C 
0836  Marnoto  A  M 
0840  Kirkman  John 
0841  Rose  M  G 
0845  Martin  Paul 
0845  Martin  Paul 
0847  Chloodian  Sylvan 
0849  Wolcott  Sami  H  Jr 
0852  Nason  E  S  III 
0853  Gove  J  W  Jr 
0854  Rosa  Belmeda  Mrs 
0856  Brennan  J  J 
0858  Fugalli  J  T 
0860  Moore  E  B  Mrs 
0863  West  Parish  School 
0864  Morrison  C  E 
0868  Miller  Walter 
0869  Korthas  Kenneth 
0870  Jewell  W  D 
0872  Mitchell  Joseph 
0873  Alves  L  J 
0876  Cressey  R  W 
0877  Stachiewicz  Kasimir 
0878  Hildonen  L  H 
0887  Almeida  A  A 
0887  Almeida  E  W 
0888  Bass  Avenue  Service 
Station 

0889  Scola  Salvatore 
0890  Sherman  L  W 
0891  Williams  Wayne 
0894  Feener  W  C 
0895  Muise  R  L 
0899  Burns  R  J  Jr 
0899  Horne  F  G 
0904  Erickson  R  K 
0905  Custom  Magnetics  Inc 
0907  Sharao  N  A  Mrs 
0909  Cronin  Farrell 
0910  Stewart  R  N 
0914  Fulford  T  A  Mrs 
0915  Whidden  Eleanor 
0919  Mercurio  Thos 
0920  Oloi  Santo 
0921  Piscitello  S  J 
0922  Tocco  Joseph 
0925  Pierce  R  T  Jr 
0926  Thomas  C  A  Jr 
0928  Af  Klinteberg  S  H 
0930  Barry  Patk  Jr 
0933  Parsons  E  E  Mrs 
0936  Catalini  E  R  Mrs 
0938  Kelly  David 
0939  Mondello  Peter 
0940  Arnold  R  E 
0941  Hill  J  J 
0942  Taber  A  M 


0943  Cottone  S  J 
0946  Shea  M  P 
0949  Budrow  M  H  Jr 
0950  Gerrior  J  J 
0951  Cabral  A  J 
0955  Wilson  L  G  Mrs 
0956  Strangman  R  C 
0957  Three  Lanterns 
0958  Burke  S  J 
0958  Burke  Steph 
0967  Perkins  H  E 
0968  Me  Grath  W  R  Jr 
0969  Goodnow  M  E  Mrs 
0970  O’Donnell  J  A 
0973  Goodick  B  M 
0975  Goulart  M  I  Mrs 
0978  Tup  man  R  S  Mrs 
0980  Mason  Walker 
0981  Lane  R  S 
0987  Martell  Wm 
0989  Harvey  P  E  Jr 
0991  Place  Diane 
0992  Manning  W  L 
0996  Harrison  Ella  Mrs 
0997  Viator  A  B 
0999  Abbott  Ellsworth 
1000  Thermet  Inc 
1002  Spanks  D  E 
1004  Off  Shore  Fisheries 
Inc 

1006  Randazza  Repair 
Service 

1008  Doherty  H  L 
1010  Madruga  Bros 

1012  Saputo  Ottavio 

1013  Alba  Joseph 
1017  Graham  Marine 

Electronics 

1023  Me  Kinley  Tyyne  Mrs 

1027  Mott  J  M 

1029  Marques  Ronald 

1035  Burke  R  C 

1036  Souza  Mary  Mrs 
1038  Marks  Alf 

1040  Riverdale  Methodist 
Church 

1041  Amaral  Richd 

1043  Thibedeau  R  D 

1044  Orlando  J  J 

1046  Hunter  D  F  Jr 

1047  Gateway  Marina  Inc 
1051  Amazeen  Florence 

Mrs 

1055  Perry  D  R 

1056  Ribeiro  Joao 

1057  Howlett  Emma  Mrs 

1058  Blonder  Sami 

1059  Conlon  M  M 

1061  Malikowski  T  W 

1062  White  R  N 

1063  Francis  M  E  Mrs 

1070  Carmen  Aphia 

1071  Leveille  C  W  Jr 
1073  Batten  Carolyn  Mrs 
1075  Haight  L  J 

1081  Hardman  Patricia 
Mrs 
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1081  Leland  M  S  Mrs 

1082  Gelinas  R  A 
1084  Bagley  P  E 
1087  Hull  M  L 
1089  Amaral  Michl 

1091  Frost  H  R 

1092  Cahoon  Deborah 

1097  Rowe  D  M  Mrs 

1098  Rose  Arth 

1099  Ace  Robt 

1100  Sea  Pak  (Div  W  R 
Grace  Co) 

1105  Trupiano  Anthony 

1106  Barrett  Philip 

1107  Moore  J  C 

1110  Beeman  D  E 

1111  Frontiera  Realty 

1113  Ciaramitaro  B  L 

1114  Cape  Ann 
Modernizing  Corp 

1116  Smith  C  W 
1118  Baptiste  Mary 

1120  Me  Cormack  W  E  Jr 

1121  Dube  A  E 
1125  Dunbar  Robt  P 
1127  Sonia  J  R 

1129  Kimmence  D  R 

1130  Sudbay  M  M  Mrs 

1131  Bergen  J  R 

1133  Mass  Pub  Welfare 
(Social  Servs) 

1135  Sova  Gerald 
1139  Leverich  R  T 
1143  Acquiva  Domenic 
1147  Galante  O  S 
1150  China  Port 
Restaurant 
1156  Me  Kay  B  C 
1159  Erickson  E  E 

1162  Roderick  Priscilla 

1163  Services  International 
Inc 

1165  Anderson  Barbara 

1166  Harvey  G  H 
1168  Rubn  R  J 

1170  Ahonen  M  A  Mrs 
1173  Flaherty  Wm 

1176  Davis  H  T 

1177  Parady  R  J  Jr 
1179  Judd  J  F 
1182  Garrett  J  A 
1182  Enos  Steven 
1184  Kolodzik  D  B 

1189  Rudd  H  M  Mrs 

1190  Kilmer  W  M 

1192  Young  E  G 

1193  Perry  R  S 

1195  Baker  Rose  Mrs 

1196  Wood  C  W 

1197  Hunson  D  G  Jr 
1201  Buteas  Arthur 
1203  Parco  J  P 

1206  Johnson  B  T  Jr 

1207  Doane  Clifford 
1209  Judd  W  M 
1216  Nickerson  S  C 
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1221  Macauley  J  C 

1222  New  England  Fish  Co 

1225  Marshall  J  W 

1226  Kenny  Estelle  Mrs 

1227  Ciluffo  Eug 

1228  Flannagan  T  W 

1229  Fowler  Serafina 
1231  Hahn  A  M 

1238  Menezes  Antonio 

1239  Borge  F  B  Jr 

1240  Herman  B  W 

1241  Paulsen  F  N 

1242  Leblanc  J  P 

1243  Maciel  Shirley 

1248  Parisi  S  A 

1249  Normand  R  W 

1250  Militello  A  J 

1251  Cluett  Hubert  Jr 
1258  Mineo  Santo 
1260  Hawks  Allen 
1267  Soares  M  M 
1270  Pressroom  The 

1273  Mortillaro  Michl 

1274  Lumbruno  Wm 
1274  De  Gagne  David 
1284  Wonson  P  G 
1286  Barnes  Dale 
1286  Nogello  Joseph 

1295  Konkel  Joseph 

1296  Riordan  Jerome 

1297  Kieley  Leonard 
1300  Goodrich  B  F 

Chemical  Co 
1314  Safford  Dorothy 

1316  Burnham  D  F 

1317  Goiran  Roger 
1319  Albano  Savatore 

1322  Brody  R  S 

1323  Friendly  Ice  Cream 
Shop 

1324  Chansky  Bruce 

1325  Colson  A  P 

1326  Mahony  E  A  Mrs 

1328  Carrigan  F  C 

1329  Rohrbough  Geo 

1331  Cameron’s  Restaurant 

1334  Drohan  R  F 

1335  Gott  Mary  Mrs 

1336  Martinonis  Virgil 

1337  Kenyon  P  B  Jr 
1337  Ahern  Charles  F  Jr 
1337  Kenyon  Paul  B  Jr 
1337  Williams  Marney 

1341  Morris  E  L 

1342  Chambers  Wm 

1343  Ciaramitaro  Vincent 

1346  Cox  Geraldine  Mrs 

1347  Mac  Farland  C  M 

1349  Sylvia  Harriet  Mrs 

1350  Chick  F  C  Jr 

1351  White  D  A 

1352  Wilkins  Benj 

1355  Wogan  Michl 

1356  Lane  S  M 

1361  Chianicola  Maria  Mrs 
1363  Dennis  L  M  Mrs 
1367  Laidlaw  R  R 


1370  Mitchell  Edna  Mrs 

1372  Meinerth  L  L  Jr 

1373  Rose  L  A 

1375  Vieira  H  P 

1376  Favaloro  V  M 
1378  Dewolf  J  L  Mrs 
1386  Chamberlin  J  M 

1388  Jeffery  Dora 

1389  Mercurio  Jacquelyn 
Mrs 

1393  Starr  Edmund 
1393  Pelosi  Anthony 
1395  Spencer  K  H 
1399  Alliance  Corp 
1401  Spinney  D  B 
1406  Sinterbond  Corp 

1411  Tony’s  Fruitland 

1412  Braver  Alan 

1413  Crocker  A  C 

1414  Neptune’s  Seven  Sea’s 
Inc 

1416  Nikola  M  L  Mrs 

1417  Comeau  E  R 
1421  Hayes  K  M 

1423  Stage  Fort  School 

1424  Whaleri  H  L 

1425  Carlson  J  S 

1430  Joseph  &  Anderson 
1435  Davis-Doucette 
1435  Doucette  W  A 
1437  Fialho  R  F 
1439  Somers  A  L 
1444  Maplewood  Sweet 
Shop 

1447  Santos  V  F 

1449  Barbour  Walworth 

1450  Corner  Art  Gallery 
1450  Malenfant  O  S 
1453  Cody  M  D 

1455  Duston  C  H 

1456  Me  Gee  Francis  J 
1460  Parisi  P  P 

1465  Feeney  J  J 
1470  Ingersoll  C  C 
1472  Smith  Wilder 

1474  Ross  W  E 

1475  Davison  P  H 
1477  Irving  L  C  Jr 
1480  Baptista  A  S 

1482  Howard  Susan 

1483  Ciamaitaro  Carlo 
1485  Le  Gallo  J  C 

1485  Le  Gallo  John 

1486  Libro  Richard 

1492  Council  No  215  (K  Of 
C) 

1495  Coles  S  D 
1497  Fialho  F  E 

1499  Me  Kay  W  F  Jr 

1500  Dorrie  Reza  M 
1500  Cohen  Geo  M 
1500  New  Peter  S 
1500  Jedrey  Robt  L 
1500  O’Donnell  Walter  E 
1500  Marin  Neil  M 
1500  Cape  Ann  Medical 

Center  Inc 
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1510  Mitchell  Cath  Mrs 
1511  Vidal  J  O 
1514  De  Freitas  D  J 
1515  Prescott  E  M 
1516  Goodrich  C  B 
1516  Legendre  J  L 
1517  Laine  W  R 
1522  Corrao  Salvatore 
1524  Picane  Salvatore 
1527  Me  Kenzie  C  A 
1528  Lovasco  Luncheonette 
&  Subs 

1531  Guarrasi  J  D 
1533  Baldwin  D  E 
1534  Coder  T  H 
1538  Jones  R  L 
1539  Kase  Joseph  E 
1544  Contri  J  S 
1552  Connors  A  W  Jr 
1554  Harris  Sanford 
1556  Prestegard  Kurt 
1560  Orlando  A  M 
1562  Vadala  P  T 
1563  Bell  R  C 
1564  Lim  K  K 
1570  Grade  W  B 
1571  Grillo  John 
1574  Gamboa  Armando 
1578  New  P  S 
1579  Salmi  Marjorie  Mrs 
1581  Davis  M  L  Mrs 
1582  Poole  M  L 
1585  Scola  Lawrence 
1587  Marble  V  V  Mrs 
1589  Pizer  Laura  C 
1590  Coffee  Galley 
1595  Cole  K  D 
1597  Murray  Donald 
1598  Lambert  Vincent 
1599  Paskarian  C  K 
1600  Parisi  Plastic  Fishing 
Gear  Inc 

1603  Iovanne  M  J 
1605  Burke  R  G 
1610  Beylard  Laurence 
1611  Snowden  Joseph 
1614  Hull  Robt 
1618  Nameche  B  G 
1619  Winchester  R  R 
1620  Segar  Jane  Mrs 
1621  Sweatt  Gary 
1627  Dench  P  S 
1628  Adelflo  Anna  Mrs 
1630  Demeter  Steven 
1636  Brown’s  Shoe  Dept 
1637  Jameson  Harriet  Mrs 
1639  Miller  P  B 
1640  Barr  E  M  Mrs 
1641  Anderson  E  J 
1643  Simoes  J  H 
1646  Quinn  E  J 
1647  Campbell  B  D 
1648  Bodoni  Philip 
1651  Grant  G  R 
1652  Dagley  W  W 
1655  Sanford  Elliot 
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1656  Lowrie  S  R 

1657  Me  Geehan  Wm 
1660  Ciampa  Frank 
1662  Sweet  F  L 
1666  Curcuru  R  J 

1672  Merenda  Carmelo 

1673  Tarantino  L  M  Mrs 

1677  Billante  J  D  Jr 

1678  Frost  John 

1679  Parsons  Barry 

1680  Banks  N  K 
1682  Keyser  S  J 

1684  Gleason  Refrig  Serv 
Inc 

1687  Moynahan  S  A  Jr 

1691  Joyce  Paul 

1692  Dolive  Louis 

1693  Lo  Grosso  Vito 

1699  Filistowicz  Walter 

1700  Elliott  Stevedoring 
Inc 

1700  Elliott  A  J  Motor 
Transportation  Inc 
(Br) 

1717  Destino  A  J 
1719  Amar  Ellen  Mrs 

1722  Sargent  R  2 

1723  Avila  J  S 

1724  Ryan  Marjorie  Mrs 
1733  Goulart  Dionisio 

1736  Hanson  M  M  Mrs 

1737  Wadden  Walter 

1743  Conticchio  Perry 

1744  Williams  Donald  R 
1744  Overall  Economic 

Development 
Committee  Of  Cape 
Ann 

1755  Lewis  J  G 
1758  Farnham  Alice  Mrs 
1761  Katz  Morris  D 
1768  Blatchford  D  L 

1777  Works  C  E 

1778  Mahan  Albert 

1779  Schmink  P  H 

1781  Dymond  G  C 

1782  Bowman  Vivian  Mrs 
1782  Rawlings  Thos 
1786  Ginn  Gretchen  Mrs 
1789  Mantia  F  T 

1791  Pedroni  M  W  Mrs 
1797  Tarr  Millard 
1800  Gloucester 

Engineering  Co  Inc 
1800  Canillas  John  Jr 
1800  Gloucester 

Engineering  Co  Inc 
Plant  No  2 

1810  Allied  Medical  Corp 
1810  Cape  Ann  Nursing 
Home 

1817  Brown  Eug 
1819  Orlando  J  R 
1822  Purcell  L  A 
1826  De  Gagne  P  G 
1831  Bauke  Walter  E 
1834  Anderson  Carol 


1845  Brodie  R  S 
1847  Purpura  Jack 
1849  Balbo  Maria 
1853  Lawton  R  H 
1861  Guyotte  A  L 
1864  Campbell  David 

1867  Favazza  Jefery 

1868  Rogers  G  R 

1869  Murphy  James 

1869  De  Long  Nancy  M 

1870  Lane  E  L 

1872  Anderson  O  C 

1873  Sylvain  R  T 
1876  George  Alan 
1879  Ciaramitaro  M  P 
1881  Hardaman  Patricia 
1883  Pacheo  Frank 

1885  Frontiero  W  P 

1886  Nicastro  D  A 

1887  Grady  R  D 

1888  Tomer  R  H 
1896  Harrison  David 
1899  Saunders  Oliver 

1903  Golden  Gull  Art  & 
Crafts  The 

1904  Mello  Evelyn  Mrs 

1906  Dickson  R  E 

1907  Favazza  J  J 

1908  Sabo  J  D 

1909  Sullivan  Francis  Jr 

1910  Kelly  Brian 

1911  Wayworth  W  G 
1911  Bartel  A  Mrs 

1914  Saunders  R  A  Jr 

1915  Smith  A  F  Jr 

1916  Rhodes  E  W 

1917  Curran  D  F 

1918  Cardani  R  C  Mrs 

1919  Stewart  W  C 
1921  Ellis  D  R 

1924  Scola  J  P 

1925  Mello  Annie  Mrs 
1925  Grant  E  C  Mrs 
1928  Cavanaugh  James 
1935  Enos  Marine  Inc 
1937  Snug  Harbor 

Ceramics 

1945  Lewis  M  J  Mrs 
1948  Feener  Rodger 

1951  Robinson  Morris  Rev 

1952  Kuivanen  M  I  Mrs 

1953  Balestraci  R  F 
1956  Goodwin  Harold 
1959  Hazen  L  L  Jr 

1969  Heath  W  E 

1970  Morris  Sherman 

1971  Vegliano  Ernest 

1972  Pooler  R  R 

1973  Pommet  D  P 

1974  Seaport  Sailing  Sch 
1974  Johns  Richd 

1974  Seaport  Associates 
1978  Harvey  J  M 

1981  O’Connor  W  F 

1982  Kuse  Philip 

1993  Chamberlain  B  F 

1994  Levy  Martin 
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1996  Murch  G  A 

1998  Gordon  I  F 

1999  Silva  M  N 

2016  Erickson  Herman  E 

2019  Warntz  C  W 

2020  Coastline  Realty 
2022  Church  The 

2026  Ryan  Service  Center 
2031  Doucette  T  L  Jr 
2035  Powers  W  D 
2043  Verry  H  F 

2052  Rich  D  G 

2053  B  &  B  Reading 
Center 

2054  Eason  J  A 

2055  Benjamin  Ronald 
2057  Feldman  Neil 

2064  Delaney  Priscilla  Mrs 
2066  Burke  M  C 

2069  Mannenen  Virginia 
Mrs 

2070  Randazza  Carlo 

2077  Edmands  N  M 

2078  Silva  E  L 
2084  Gaylardo  Wm 

2090  Mantia  Fidheries  Co- 
Op 

2090  Cobb  D  W 
2092  Harves  Gordon  F 

2094  Me  Laughlin  Lucia 
Mrs 

2095  Shamberger  N  J  Mrs 

2096  Hemingway  P  W 
2098  Giordano  Peter 

2102  Noto  Salvatore 

2103  Orlando  Phyllis  Mrs 
2105  Rowe  R  A  Jr 

2117  Garlick  W  J 

2120  Hinckley  L  L  Mrs 

2121  Me  Dougall  D  R 
2125  Nutting  Edmund 
2129  Moore  John 

2133  Eason  Brian 

2134  Newman  E  F 

2135  Moore  Norman  Jr 
2138  Lovett  L  W  Mrs 
2141  Panniello  John 
2141  Schultz  Transit 
2144  Martell  J  B 
2149  Levin  Morton  A 
2152  Sonia  P  A 

2154  Garrett  Gardner 
2156  Jordan  J  E 
2158  Modden  Hugh  A 
2160  Brown  R  E 

2162  Rautenbach  Helene 

2163  Wilson  G  C 

2167  Judd  D  A 

2168  Davidsen  P  E 
2170  Calomo  S  P 
2176  Money  M  W 
2185  Boufford  Carolyn 
2187  Deering  G  T 
2199  Le  Blanc  S  G 

2209  Mazzeo  P  J 

2210  Porter  R  L 


2211  Hall  J  B 

2216  Mondello  J  F  Jr 

2217  Yellow  Submarine 
Shop 

2219  Clooney  Shirley 

2220  Ajemian  R  A  Mrs 
2222  Cape  Ann  Bank  & 

Trust  Co  (Br) 

2233  Outwater  D  L 

2234  Carr  A  E 

2236  Souza  R  J 

2237  Murphy  Carol  Mrs 

2241  Eastman  David 

2242  Ancient  Mariner  Of 
Gloucester 

2245  Loring  C  A  III 
2256  Noble  Davis 
2260  Foster  B  R 
2269  White  Bernice 
2272  Niemi  P  D 
2279  Carpenter  T  L 
2281  Collum  W  S 
2292  Cain  Mary  Mrs 
2294  Shannon  G  V 

2296  Gurley  P  C 

2297  Beaudry  Betty 
2297  Pecunies  P  T 
2301  Riley  John 
2305  Souza  R  M 
2307  Stuart  Leo 

2311  Mitchell  Joseph 

2312  Tracey  R  D 
2319  Carlson  Arth 
2322  Clancey  M  E  Mrs 
2325  Seavey  Anne 
2328  Movalli  John 
2332  Conrad  R  C 

2340  Top  O  The  Harbor 
Apts 

2344  Schooner  Race  The 

2345  Kendall  C  E 

2347  Sea-Port  T  V 

2348  Rossow  Leora  Mrs 

2349  Erwin  Gail  Mrs 

2350  Lane  Emery 
2355  Drozd  Shirley  Mrs 
2359  Bertolino  A  F 
2377  Watson  D  H 
2379  Favazza  Joseph 
2383  Fauazza  Salvatore 
2385  Purpura  F  S 

2388  Bossie  R  A 

2389  Carley  T  E 

2391  Hobbs  R  E  . 

2392  Santa  Paul  Dorothy 

2396  Bolcome  Alf  Jr 

2397  Bell  Wm 

2408  Grier  John  Jr 

2409  Weiner  Norman 
2413  Francis  L  J  Mrs 
2418  Brown  Ivan 
2424  Koslowski  Robt 
2428  Daniels  Norman 

2438  Roland  R  K 

2439  Oliver  R  B 
2441  Summer  Wm 
2443  Braun  Claire  Mrs 


2454  Baptiste  W  F 
2457  D ’Antonio  Benedict 
2460  Bean  Eileen 
2462  Mac  Issac  Robt 
2465  Schoolcraft  Cornelius 
2472  Lindberg  Horace 
2474  Palazzolo  Jerry 
2487  Klopotoski  J  L 
2490  Horton  H  M 
2499  Gelasakis  Geo 
2503  Amero  Sharon  Mrs 
2511  Downey  Maryann 

2515  Bigelow  Lynne 

2516  Davis  R  B 
2526  Uhlendorf  Peter 
2526  Yankee  General  Store 

2530  Field  Donald 

2531  Solbjor  A  N 

2532  Alves  D  C 
2537  Me  Kinnon  J  B 
2539  Interrante  Sami 

2542  Klubock  S  J 

2543  Joseph  D  A 
2545  Favazza  J  M 
2547  Burnham  Richd 
2550  Edgerton  Wm  C 

2553  Silveria  Antonia 

2554  Barratt  Susan 
2562  Strong  R  A  Leather 

Co 

2570  Doyle  Geo 

2578  Me  Kay  J  T 

2579  Loomis  R  S 

2580  Martin  E  C 

2581  Goodick  D  E 
2585  Espada  Antonio 
2588  Kaufman  Rosemarie 

Mrs 

2593  Fraser  E  T 
2595  Nickas  A  C 
2600  P  M  S  Manufacturing 
Products 

2603  Menicocci  Aladino 
2606  Clinch  S  H 
2614  Wilder  J  O 
2620  Canellas  Rudolph  Jr 

2624  Town  B  L 

2625  Maddock  Alf 

2626  Nash  Mark 

2627  Flores  Ronald 
2629  Hodgkins  Ken 

2637  Giamanco  P  E  Mrs 

2638  Andrade  Alvarino 

2639  Horvitz  Joel 

2641  Ruggles  Benj  Jr 

2642  Wilson  Joel 

2644  Thompson  W  R 

2645  Harvey  G  R 

2646  Loiacano  Matteo 

2647  D’ Antonio  Jack 

2653  Forgette  H  R 

2654  Bennett  V  A 

2655  Meyers  R  D 

2670  Martin  A  R 

2671  O’Neil  J  F 

2677  Ralston  R  C 

2678  Garcia  M  I 
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2682  Hegarty  E  J 
2684  San  Fillippo  Simone 

2687  Frontiero  Candace 

2688  DufFey  Richd 
2692  Ross  Donald 

2695  Mondello  Eug  Jr 

2696  Ryan  F  L 
2699  Lombardo  Peter 
2701  Miller  H  C 

2708  LutofF  R  J 

2709  Salomarr  Kari 

2710  Popp  D  M 

2713  Cuomo  Salvatore 

2714  Prouty  Richd 
2716  Duval  E  P 

2723  Shea  Wm 

2724  Mac  Kenzie  Paula 
2726  Me  Carthy  J  E 
2728  Fraooca  J  C 

2734  Marble  Lillian 

2735  Hattman  David 

2737  Juden  Danl 

2738  Amaral  Steph 
2745  Johansen  Wm 
2748  Flint  R  C 

2750  Whynott  S  R  Mrs 
2762  O’Donnell  A  R 
2765  Rowley  James 
2768  Mackey  E  N  Jr 
2773  Jussila  Deborah 
2776  Mountain  Joseph  Jr 

2781  Noble  Richd 

2782  Saint  Charles  Richd 
2786  Weiss  Mark 

2794  Skinner  W  T 
2800  Omni- Wave 

Electronics  Corp 
2806  Van  Voorhis  S  N 

2823  Sclafani  Joseph 

2824  Matheson  E  L 
2827  Fallica  P  J 
2855  Hyotte  Kevin 
2857  Wadden  Walter 
2861  Mountain  R  F 

2869  Sch wander  Nila 

2870  Maplewood  School 
2870  Hovey  School 
2870  O’Maley  Ralph 

Middle  School 
2870  O  Maley  Ralph 
Skating  Rink 
2870  Forbes  School 
2896  Conrads  R  C 

2899  Ferrara  Jack 

2900  Cape  Ann  Motor  Inn 
2909  Juniors  Inc 

2914  Brigham’s 

2976  Consumer  Value 
Store  (Gloucester  Ret 
Corp) 

2977  Elliott’s 

2981  Harbor  CofFee  Hsop 

2982  Mister  Charles  Hair 
Stylist 

2988  Sittos  Discount 
2997  Squire  Will’s  Pub 
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5020  Talluto  M  V 
5310  Harmon  Phillip 
6954  Kiley  A  M  Mrs 
7158  Madden  H  A 
8284  Rhodes  R  D 
9151  Merchant  M  A  Mrs 


DIAL  283  PLUS  THE 

FOLLOWING  FOUR 
DIGITS 

0002  Favazza  C  L 
0002  Farazza  C  L 
0003  Munro  F  E  Mrs 
0004  S  &  S  Box  Co 
0007  Captain  Courageous 
Restaurant  Inc 
0008  Moore  A  L  Mrs 
0009  Johnson  E  K  Mrs 
0011  Dort  J  F 
0013  Gonzaga  Retreat 
House 

0013  Gonsalves  R  A 
0014  Atlantis  Motor  Inn 
0015  Salles  Danl 
0016  Johnson  John  A  Inc 
0019  Tocco  Anthony 
0022  Milne  David 
0024  Haskell  Marion  Mrs 
0029  Silva  P  J 
0030  Roland  C  R 
0030  Roland’s  Market 
0032  Robey  A  A  Jr 
0033  Ramos  R  W 
0033  Gorman  J  D 
0034  Parkhurst  Television 
&  Appliance  Co  Inc 
0035  Tarr  &  Wonson  Ltd 
(FCTY) 

0036  Dorr  Harri 
0038  Julian  Bros  Inc 

Beauport  Realty  Co 
0041  Rogers  L  A 
0043  City  Manager 
0044  Wilson  R  F 
0045  Brown  Nancy  Mrs 
0046  Tarr  Fredk  H 
0047  Whitmarsh  R  K 
0047  Whitmarsh  Store  The 
0048  Benjamin’s 
0049  Munroe  H  J 
0051  Kidder  Da  via  Mrs 
0051  Pasquariello  Nicholas 
0053  Hendy  F  C 
0054  Saint  Ann’s  Roman 
Catholic  Church 
0054  Saint  Ann’s  Rectory 
0055  Flynn  Maurice 
0056  JefFrey  V  A 
0058  Cape  Ann  Apothecary 
0060  Mitchell’s  Driving 
School 

0061  Stevens  Virginia 

0062  Burns  R  S 

0064  Rockport  Dye  House 

0066  Me  Kay  P  E 

0069  Sawyer’s  Lobster  Pool 


0070  Auto  Truck  Service 
0073  Rich  C  H  Liquors 
0074  Curtis  R  M 
0075  Karvelas  Geo 
0076  Middleton  P  A  Mrs 
0077  Horton  E  A  Mrs 
0079  Gloucester  Yankee 
Marine  Service  Inc 
0080  Strong  R  B  Co 
0080  Strong  N  C 
0081  Strong  W  C 
0083  Parsons  H  L  Mrs 
0084  Saint  John  J  G  Mrs 
0085  Corsetti  Richd  D 
0086  Johnson  R  E 
0087  Malen  H  J 
0088  Amero  I  L  Mrs 
0089  J  K  Systems 
0090  Sherrard  Glenwood 
0091  Sprague  L  C  Jr 
0092  Art  Jewelry  Co  Inc 
0094  North  Shore 
Furniture  Co 
0095  Whitten  G  O  Mrs 
0097  Perkins  G  E  Mrs 
0098  Robinson  G  G  Mrs 
0099  Temple  R  S 
0100  Gerring  A  C 
0101  Charlie’s  CofFee  Shop 
0104  Nicastro  A  P 
0105  Cape  Ann  Lodge  No 
1471  (LOOM) 

0106  Me  Ewen  L  C 
0108  Merchant  K  M  Mrs 
0109  Stuart  C  D  Mrs 
0110  Mountain  Mary  Mrs 
0111  Cape  Ann  Secretarial 
Service 

0111  George  J  U 
0114  Keane  Edw 
0115  Costello  J  G 
0116  Eastern  Point 
Lighthouse 

0117  De  Coste  M  F  Mrs 
0118  Bouchie  J  F 
0120  Irving  M  H  Mrs 
0122  Ring  R  H 
0123  Strong  C  F 
0124  Goodwin  M  V  Mrs 
0125  Anderson  W  J 
0126  Our  Lady’s 
Kindergarten 
0127  Kennie  G  W 
0128  Curcuru  Salvatore 
0129  Borge  A  E 
0130  Brown  R  E  Mrs 
0132  Gilbert  Home 
0133  Tucker  F  M 
0133  Tucker  Maynard  III 
0137  Saint  Ann’s  Convent 
0138  Militello  Michl 
0139  Satama  H  M  Mrs 
0140  State  Armory 
0141  Hall  J  I 
0143  City  Clerk 
0147  Moceri  S  M 
0152  Ross  Leonard 
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0153  Ehler  Margt 
0154  Johnson  S  T 
0156  Grover  E  F 
0157  D’Antonio  John 
0159  Bergengren  Devon 
0160  Daley  Fredk  M 
0161  Tony’s  Grocery  Store 
0162  Cameron  E  B 
0163  Smith  G  S 
0164  Noble  M  B  Mrs 
0165  Hallett  Ronald  P 
0166  Dench’s  Oil  Service 
0166  Dench  W  J 
0167  Sloan  F  C 
0168  Powers  H  M  Mrs 
0170  Carini  Gaetano 
0171  Frontiero  J  T 
0172  Cabral  Lucy  Mrs 
0178  Parks  J  G  Mrs 
0179  Chandler  E  L  Mrs 
0180  Cape  Pond  Ice  Co 
(Storage) 

0181  Cape  Pond  Ice  Co 
0182  Palage  Guy  M 
0183  Shoares  G  M 
0185  Doyle  Ida 
0186  Simon’s  Sport  Center 
0187  Harvey  T  E 
0189  Merchant  R  A 
0190  Harris  D  F  &  Sons 
Inc 

0191  Babson  W  W 
0192  Lane  C  E  Jr 
0193  Riley  Paul 
0193  Tarr  J  E 
0194  Brown  H  F  Mrs 
0195  Bouchie  R  J 
0196  Marques  Christopher 
0197  Taylor  David  H 
0198  Carr  M  A  Mrs 
0199  Lacey  W  G 
0199  Le  Master  F  A  Mrs 
0206  Rivers  Alf 
0207  Whitlock  C  P 
0210  Seacoast  Petroleum 
Inc 

0212  Davis  W  E 
0213  Ailing  E  L 
0214  North  Shore 

Veterinary  Hospital 
0215  Abbott  E  R 
0217  Spinney  E  C 
0219  Me  Curdy  K  N 
0220  Jaques  Herbert 
0221  Saunders  H  E 
0222  Crittenden  Anne  Mrs 
0224  Silva  Alfredo 
0225  Smith  M  E 
0227  Lannon  E  T  Jr 
0228  Cape  Ann  Security 
Agency 

0229  Kaleel  Mousa 
0230  Sterling  Drug  Store 
Of  Gloucester  Inc 
0234  Waterhouse  G  C  Mrs 
0235  Williams  A  B  Mrs 
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0237  Lane  Cove  Village 
Mkt 

0239  Davis  G  E 
0239  Davis  Gerald  E 
Builder 

0242  Tocco  V  A 
0243  Richd  Blynman 

Bridge  (State  D  P  W) 
0246  Cape  Ann  Savings 
Bank 

0251  City  Board  Of  Health 
0252  Me  Leod  M  C  Mrs 
0253  Israelite  K  G  Mrs 
0254  Goulart  J  G 
0255  Reliable  Meat  Market 
0256  Gloucester  News 
0257  Bush  I  W 
0261  Coyle  J  J 
0262  Montgomery  Boat 
Yard 

0262  Montgomery  H  M 
0263  Barnard  M  H  Mrs 
0264  Stowell  D  H 
0265  Cape  Ann  Package 
Store  Inc 
0266  Foster  C  C 
0267  Marks  Paul 
0268  Egan  J  J  Jr 
0270  Burrell  E  M 
0271  Tarr  L  A  Mrs 
0272  Bertolino  Xavier 
0273  Grillo  J  J 
0274  Meuse  S  T 
0275  Cleveland  S  G 
0276  Coyle  P  E  Jr 
0279  Golub  Symond 
0281  Fralic  Diamentina 
Mrs 

0282  John  Alden-Griffin 
Co  Inc 

0284  Witham  Robt  M 
0285  Swett  W  J 
0286  Parisi  S  A 
0290  Whippen  W  H 
0295  Nicastro  Salvatore 
0297  Cunningham  Frances 
Mrs 

0298  Amero  Anna  Mrs 
0300  Crow’s  Nest 
0301  Naves  E  M  Jr 
0304  Mac  Innis  R  M 
0305  Keating  David 
0307  De  Caro  Philomena 
0308  City  Treasurer  &  Tax 
Collector 

0309  Scott  John  R 

Petroleum  Transport 
0310  Marshall  A  W 
0313  Rocky  Neck  Sports 
Fishing  Dock  Trust 
0314  Darcy  D  G 
0315  Bodoni  J  D 
0316  Souza  N  M 
0318  Chisholm  &  Hunt 
Printers  Inc 
0319  Powers  F  B 


0320  Ciarametaro  Rosalie 
Mrs 

0321  Mackey  A  J 
0322  Hagstrom  Co  Inc 
0323  Favazza  Thos 
0324  Hawks  M  A 
0326  Clark  C  R 
0327  Giamanco  J  C 
0328  Machero  Antonio 
0329  Pear  Wm  W  Jr 
0330  Mawhinney  Harry  F 
0331  Wander  Inn  Shop 
0333  Flannagan  F  B  Mrs 
0335  Robinson  H  D 
0336  Buhler  Dorothy 
0340  City  Civil  Defense 
0343  Phillips  A  C 
0344  Lawson  E  V 
0345  Thurston  C  V  Mrs 
0346  Smedburg  I  A  Mrs 
0347  Burke  E  J 
0348  Brown  Robt 
0349  Osgood  H  A 
0350  Frazier  S  R  Mrs 
0352  Lafond  H  S 
0353  Clark  F  A 
0355  Case  P  E  Mrs 
0356  Sulton  J  S  Jr 
0357  Landoni  R  A 
0358  Crowell  Evelyn 
0359  Ramos  V  A  Mrs 
0360  Dane  Esther  Mrs 
0361  Parsons  M  D  Mrs 
0362  Phenix  L  G 
0363  Mitchell  M  F  Mrs 
0365  Hodgkins  E  C 
0371  Lake  Spencer  G 
0372  Critchett  M  E  Mrs 
0372  Critchett’s  Bakery 
0373  Doyle  G  M 
0374  Alves  Arth 
0375  Anthony’s  Beauty 
Salon 

0376  Gloucester  Lyceum 
And  Sawyer  Free 
Library 

0376  Sawyer  Free  Library 
0377  Wisutskie  J  W 
0379  Malloch  L  A 
0380  Rodolosi  L  A 
0381  Thompson  N  J  Mrs 
0382  Bolcome  R  E  Jr 
0383  Carreiro  L  V 
0384  Cunningham  C  H 
Mrs 

0387  Oakes  R  H 
0388  Cafasso  O  V 
0389  Misuraca  N  C 
0390  Raymond  P  S  Mrs 
0391  Pohas  Geo  J 
0393  Moore  Frances 
0394  Berberian  John  A 
0395  Day’s  Outboard 
Service 

0396  Powers  Walter  J 
0396  Powers  Walter  J  Jr 
0397  City  Auditor 
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0398  Kinsella  E  M  Mrs 
0399  Dickerson  Marguerite 
Mrs 

0403  Carlson  A  V  Mrs 
0405  Milone  Rosario 
0405  Garland  Joseph 
0406  Low  J  C 
0407  Gibson  E  A  Mrs 
0409  Pratt  D  I 
0410  Studley  L  C 
0411  Parnell  R  G 
0412  Piekavich  Louis  E 
0414  Bolger  P  C 
0415  Me  Teague  R  F 
0416  Bickford  E  H  Inc 
0419  Bloom  M  L 
0420  Fisher  G  E 
0422  Anderson  H  M 
0423  Ribeiro  Antonio 
0424  Movalli’s  Burner 
Service 

0424  Movalli  Arth 
0425  Federal  Bureau  Of 
Customs 

0427  Grinnell  D  A  Mrs 
0428  Peters  Wm 
0429  Mountain  David 
0431  Sanborn  Walter 
0432  Carroll  F  N 
0434  Powers  E  A 
0436  Me  Grath  E  J 
0437  Lyons  E  S 
0438  Taylor  Geo  H 
0439  Huntress  Public 

Medical  Institution 
(CITY) 

0443  Olson  A  J 
0444  Azevedo  J  F 
0446  Independent  Order  Of 
Odd  Fellows 
0447  Bates  Wm 
0449  Spurling  W  V 
0450  Me  Phee  V  E  Mrs 
0451  Murphy  T  J 
0452  Bob’s  Haberdashery 
0453  Hayes  D  O 
0455  Cape  Ann  Historical 
Assn 

0455  Cape  Ann  Historical 
Society 

0456  Laine  R  P 
0460  Anderson  J  T 
0461  Kimmence  R  B 
0462  Lo  Piccolo  Philip 
0463  Swift  C  N 
0465  Ryan  R  W 
0467  Thomas  V  H 
0468  Malen  W  W 
0469  Mac  Gillivray  W  A 
0470  Cape  Ann  Young 

Men’s  Christian  Assn 
0471  Dennis  Lloyd 
0472  Melanson  E  A 
0473  Costigan  V  A  Mrs 
0474  US  Post  Office 
0475  Parisi  Salvador 
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0475  Parisi  Sami 
0476  Genawese  M  A 
0478  Pereira  M  E  Mrs 
0480  Anderson  A  T 
0482  Danna  Nicholas 
0483  Me  Pherson  M  J  Mrs 
0484  Linquato  Cath  Mrs 
0485  Cher- A  mi  Stores  Inc 
0487  Christopherson  B  H 
0488  Flygare  A  E 
0489  Rao  A  S 
0490  Cameron  D  V 
0491  Eberts  I  P  Mrs 
0492  Dann  R  L 
0493  Conrad  D  B  Mrs 
0494  City  Engineer 
0496  Souza  J  E 
0497  Sc*  aller  Phyllis  Mrs 
0498  Ferris  R  A  Jr 
0500  Rogers  L  W  Jr 
0500  Rogers  Guest  House 
The 

0502  Sherley  John  N 
0504  Parisi  Grace  Mrs 
0506  Rogers  F  M 
0507  Souza  R  D 
0508  Enslow  Mildred  Mrs 
0509  Libro  Dominic 
0510  Kopanon  Michl 
0512  Corliss  Brothers  Inc 
0514  Estey  F  C 
0515  Clay  D  E  Mrs 
0516  Dox  J  W 
0517  Garvey  F  M  Mrs 
0518  Rust  C  A 
0520  Gossom  G  H  Jr 
0521  Wonson  C  W 
0522  Oakley  P  M 
0524  Muise  L  E  Jr 
0526  Low  M  E 
0527  Greene  H  A 
0528  Harmon  G  F  Mrs 
0531  Decker  Corinne  Mrs 
0532  Ross  D  J 
0534  Lovely  E  C 
0537  Morrissey  Clayton 
0538  Cross  M  S  Mrs 
0539  Milone  Nancy  Mrs 
0539  Russo  Steph 
0540  Adams  W  R 
0540  Pappas  Leo 
0541  Doucette  W  G 
0542  Lamb  W  L 
0543  Feener  J  E 
0544  Devere  M  E  Mrs 
0545  De  Metri  Nofie 
0546  Woodbury  R  F 
0547  Kennedy  T  A 
0548  Me  Carthy  C  E  Mrs 
0550  Tally’s  Auto  Sales  Inc 
0551  Johnson  M  E 
0555  Curtain  Shop  The 
0556  Goodick  Herbert 
0556  Goodick  W  H 
0557  Roderick  G  A  Jr 
0559  Hall  F  L 


0560  Peterson  Lawrence  N 
Inc 

0561  Doyle  P  L 
0562  Barletta  Pasquale 
0563  Sawyer  R  M 
0564  Palazola  Anthony 
0566  Shofner  Wm 
0568  Douglas  L  R 
0569  Webber  E  B 
0570  Maddix  D  M 
0572  Frontiero  P  F 
0573  Deo  James 
0573  Lombardo  Anthony 
0574  Scola  Josephine  Mrs 
0575  Schenk  Arth 
0576  Piscitello  J  S 
0577  Brennan  E  M 
0578  Strople  E  R  Mrs 
0579  Lane  R  F 
0581  Goulart  W  P  Jr 
0586  Lennon  Paul  J 
0588  Walkama  E  A 
0590  Kerr  A  R 
0591  Johnson  K  C 
0592  Harris  Hart 
0593  Davis  J  E 
0595  Silva  R  L 
0599  Philip’s  Beauty  Salon 
0600  Stilson  W  H 
0601  Wonson  T  G 
0602  Taylor  Margt  Mrs 
0603  Moore  A  H  Jr 
0604  Arnold  A  G 
0606  City  Sch  Department 
0610  Gloucester  National 
Bank  Of  Gloucester 
0614  Spruce  Manor 
0615  Nickitopolous  A  N 
0617  Hagstrom  R  C  Mrs 
0618  Mayer  Jean 
0619  Hilton  L  B  Mrs 
0620  Riley  R  P 
0621  Foley  C  F 
0622  Luster  E  J 
0623  Leveille  D  R 
0624  Geller  S  G  Mrs 
0625  Whittey  F  R 
0626  De  Bona  H  L  Mrs 
0627  Call  W  R 
0629  Bertolino  Nicholas 
0630  Gloucester  Central 
Package  Store  Inc 
0630  Liquor  Locker  The 
0634  Whittemore  Robt 
0636  Hannon  Wesley 
0637  Frances  A  S  Mrs 
0637  Forbes  K  F  Mrs 
0638  Gerring  R  J 
0640  Harmon  L  W  Jr 
0641  Homans  A  M  Mrs 
0642  Mac  Leod  C  J  Mrs 
0643  Gillie  H  C 
0644  Carnevale  A  J 
0645  Andrews  L  E  &  Co 
Inc 

0647  Cox  F  L 

0649  Mallete  E  A  Mrs 
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0660  Mann  Ralph  M 
0652  Hersey  Laura  Mrs 
0653  Budrow  Wm  H  Inc 
0654  Gale  C  H 
0656  Kaihlanen  L  J 
0657  Houle  E  M  Mrs 
0658  Worrall  J  K 
0659  Palazola  S  J 
0661  Turner  Wm  Rev 
0662  Skillen  J  R 
0663  Thurston  M  D 
0664  Lawson  J  A 
0666  Garland  T  F 
0667  Pearce  C  F  Jr 
0667  Pearce  C  D 
0668  Barker  J  H 
0669  Cheek  Mildred 
0671  Brien  O  K  Mrs 
0673  Kennedy  W  R 
0675  Stop  &  Shop  Inc  (Br) 
0676  Stacey  H  W 
0677  Lycett  R  B 
0678  Tulla  G  W 
0679  Burnham  &  Thomas 
Yacht  Yard 

0679  Burnham  &  Thomas 
0680  Mac  Leod  G  A 
0680  High  ClifFe  Lodge 
0681  Lovejoy  F  H 
0683  Hinckley  S  M  Mrs 
0684  Dyett  Dorothy  Mrs 
0685  Lee  R  G 
0687  Hall  W  S 
0688  Newman  S  P 
0692  Me  Govern  Alice  Mrs 
0693  Olson  L  F 
0694  Rogers  H  J 
0695  Sholds  G  E 
0696  Kanyan  Tamara  Mrs 
0696  Me  Leod  Cath  Mrs 
0697  Hamor  J  C 
0698  Greely  James  C 

Funeral  Service  Inc 
0699  Burgess  J  H 
0700  Powers  P  M  Mrs 
0701  Dutton  G  M 
0702  Dundon  W  T 
0703  Ciulla  M  A 
0704  Gloucester  Life  Boat 
Sta 

0706  Eckardt  A  R 
0708  Bouchie  P  L 
0712  Oliver’s  Market 
0718  Puttonen  B  M 
0719  Scola  Paul 
0721  Cape  Ann  Bank  & 
Trust  Co  (Br) 

0723  Cressey  W  E 
0725  Clark  M  F 
0726  Stephens  F  D 
0727  Me  Clelland  Adelaide 
0728  Patch  Isaac  Jr 
0728  Gray  H  A  Mrs 
0729  Goodick  E  S  Mrs 
0730  Woodbury  Mary 
0731  Ciolino  Cath  Mrs 
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0736  Williams  A  R 
0737  Kippen  F  B 
0739  Hinckley  E  F  Mrs 
0740  Budrow  Brothers 
0741  Me  Kinnon  M  N 
0742  Ingersoll  R  T 
0743  Robinson  J  H 
0744  Smith  A  E 
0746  Hanson  M  E 
0747  Psalidas  C  A 
0749  Kleimola  E  E 
0750  Noble  Jerome  Jr 
0751  De  Coste  D  M  Mrs 
0756  Randazza  Joseph 
0757  Frontiero  Thos 
0760  Schred  B  Fabric 
Store 

0761  Parisi  N  A 
0762  Corcoran  T  J 
0763  Muniz  J  G 
0764  G  &  B  Service 
0765  Goulter  R  T 
0766  Norcross  Austin  S 
0767  Bentley  J  K 
0769  Lane  G  E  Mrs 
0770  Marshall  S  P  Mrs 
0772  Davis  R  W 
0773  Malvesti  Richd 
0774  Beaudette  Omer 
0775  Silva  J  E  Jr 
0776  Adams  C  W 
0777  Nicastro  J  T 
0778  Rose  J  K 
0779  Steward  D  R 
0779  Russo  Salvatore 
0780  Burnham  D  A 
0781  Davis  G  B 
0782  Gagnon  R  T 
0783  Maplewood  Realty 
Corp  Of  Gloucester 
0783  Modern  Home 
Appliance  Co 
0784  Chianciola  B  A 
0785  Blackburn  J  E 
0787  Johnson  L  E  Mrs 
0789  Fortado  M  H  Mrs 
0793  Joseph  R  M 
0794  Wood  W  G 
0795  Me  Kinnon  O  M  Mrs 
0796  Parker  Sydney  S 
0797  Perrine  G  B 
0799  Beeman  Memorial 
School 

0800  Blanford  W  B 
0800  Beauport  Antique 
Museum 

0800  Crandlemire  R  B 
0801  Lacey  B  J  Mrs 
0802  Aitken  R  S 
0803  Heinonen  W  J 
0804  Philbrook  R  E  Mrs 
0805  Curley  T  J 
0806  Carter  H  E 
0810  Herdman  R  G 
0811  Daley  Victor  W 
0812  Mattson  Donald 
0816  Santapaola  Joseph 


0819  Foote  F  J 
0820  Quinn  J  F 
0822  Rowe  B  E 
0824  Poland  W  M 
0826  Griffin  R  W 
0827  Crane  C  G 
0828  Braasch  W  F 
0829  Condit  Louise 
0831  Markuson  E  M  Mrs 
0832  Coon  H  A 
0833  Gaspar  P  D  Mrs 
0834  Powers  W  J 
0835  Doyle  J  A 
0837  Mason  S  U 
0839  Veator  C  F 
0840  Empire  Fish  Co  Inc 
0840  Empire  Fish 
Company  Inc 
0842  Bourneauf  A  E 
0844  Matson  W  E 
0845  Pike  C  M 
0846  Mac  Kinnon  Walter 
N 

0847  Leal  L  P 
0848  Rich  W  J  Jr 
0851  Simon  Mary  Mrs 
0852  White  A  T 
0853  Burns  Milton 
0854  Stowell  C  C 
0855  Doyle  L  J 
0856  Kaltofen  Hendrika 
0858  Marques  A  E 
0859  Winne  Albert 
0862  Johnson  B  E  Mrs 
0862  Parsons  Helen  Mrs 
0863  Gorton  N  M 
0864  Ells  W  S 
0866  Maxfield  Raymond 
0867  Ward  James  S 
0868  Mattson  W  R 
0869  Morse  T  C 
0871  Gaudreau  Edna  Mrs 
0872  Hayes  O  W 
0873  Bragg  M  M  Mrs 
0874  Saint  Peter’s  Rectory 
0875  Winchester  Patricia 
Mrs 

0876  Oliver  R  C 
0877  Taylor  G  H 
0878  Lycett  P  S  Jr 
0879  Hietala  E  A 
0880  Tompkins  C  F  Co 
0883  Silveira  J  J  Jr 
0884  Pike  Funeral  Service 
0886  Matta  Geo 
0887  Shatford  Robt 
0888  Adams  C  S 
0889  North  Shore  Credit 
Bureau  Inc 

0890  Bernstein  Cahill  & 
Cahill 

0892  Andrews  E  R 
0894  Emero  G  A 
0895  Brooks  Francis  Mrs 
0898  Joseph’s  Market 
0899  White  D  F 
0901  Johnson  A  R 
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0902  Lufkin  F  O 
0903  Friend  Street  Market 
0904  Greely  J  B 
0905  O’Maley  M  C  Mrs 
0906  Clark  W  G  Jr 
0907  Cusick  Richd  Jr 
0908  Bentley  R  F 
0909  Mann  N  M 
0910  Domingos  Market 
0912  Sexton  T  J 
0913  Brackett  M  H 
0914  Peavey  M  P  Mrs 
0914  Manning  P  J 
0915  Morrissey  J  J 
0918  Littlefield  M  R  Mrs 
0919  Thomas  G  J  Mrs 
0920  Dee  ring  S  D  Jr 
0921  Kandris  D  B 
0923  Serino  Ernest 
0923  Nickel  Arth 
0924  Cahill  J  R  Jr 
0928  Carroll  J  P 
0929  Esty  H  M  Mrs 
0931  Steele  D  P 
0932  Greenwood  F  E  Mrs 
0933  Sloane  Percy 
0934  Murray  Alan 
0936  Nugent  S  L  Mrs 
0938  Collins  H  R 
0940  Farrell  Eleanor 
0941  Mooter’s  Package 
Store  Inc 

0943  Goodick  E  A 
0944  Clancy  Joan  Mrs 
0945  Levenson  L  M 
0946  Gilson  R  H 
0949  Boucher  M  H  Mrs 
0950  Kapitan  Robt 
0951  Murray  R  L 
0952  Bolles  I  A 
0953  Lowe  C  B 
0954  Burnham  E  E 
0955  Nickas  S  S  Mrs 
0956  Gross  K  E 
0957  Nicastro  Louise 
0958  Taormina  Frank 
0959  Favaloro  Rose  Mrs 
0960  Cunio  J  B 
0963  Taliadoros  John 
0965  Smith  B  A  II 
0968  Pratt  R  W 
0969  Sanderson  R  W 
0970  Mac  Arthur  H  P  Jr 
0971  Skroback  A  E 
0972  Silva  J  B 
0974  Kesterson  C  L 
0975  Doucette  E  R  Mrs 
0976  Vargas  Manuel 
0977  Gardner  V  M 
0978  Deveau  John 
0979  Pistenma  A  W 
0980  Du  Pois  Danl 
0982  Clark  M  A  Mrs 
0983  Dicknick  H  L  Mrs 
0985  Markuson  Margaret 
0987  Barnd  C  A  Mrs 
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0989  Sponagle  R  M 
0991  Prevost  W  A 
0993  Anstess  H  A 
0994  Curcuru  P  N 
0995  Johnson  M  D  Mrs 
0996  Marglitta  Fredk 
0998  Silveira  Jessie  Mrs 
1000  Le  Page’s 

1007  Sears  Alice  Mrs 

1008  Brancaleone  Giuseppe 
1010  Ciolino’8  Pharmacy 
1012  Ulshorfer  Helmut 

1015  Feener  S  M 

1016  Hart  L  M  Mrs 

1017  Douglass  Lucy  Mrs 

1018  Cronin  J  J 

1019  De  Coste  P  J 

1020  Richards  Isabelle  Mrs 

1021  Randazza  J  W 

1022  Williamson  R  E 

1023  Mac  Leod  W  F 

1024  Self-Service  Shoe 
Outlet 

1025  Le  Doux  E  C  Mrs 

1025  Flygare  E  A 

1026  Deveau  G  J  Jr 

1026  Slaney  A  M  Mrs 

1027  Cavender  Robt 

1029  Ekborg  D  P 

1030  Prestejohn  Wm  J 

1031  Hall  M  H  Mrs 
1034  Benham  R  C 

1037  Tarr  A  M 

1038  Margiotta  Mark  R 

1039  Paul  E  A 

1040  Favaza  J  R 

1041  Harding  Steven 

1042  Mac  Innis  Robt  M 
1042  Mac  Innis  Antiques 

1044  Robbins  Sarah  Mrs 

1045  Carr  Mary 

1045  Me  Cue  K  S  Mrs 

1048  Gam  age  C  H 

1049  Ingersoll  H  L 

1051  Nichols  W  W 

1052  Hazelhurst  H  K 

1054  Ciulla  F  J 

1055  Hill  Top  Manor 

1059  Pratt  R  S 

1060  Me  Rae  Barbara 

1061  Woodruff  H  F 

1061  Woodruff  Realty 

1062  Brancaleone  Antonio 

1063  Knowlton  J  L 

1064  Taylor  F  L 

1065  Producers  Fish  Co 

1069  Scola  M  P 

1070  Stewart  A  C 

1071  Bishop  W  R 

1072  Sulton  Mary  Mrs 
1074  Craig  Helen  Mrs 
1076  Harvey  S  R  Co  The 
1078  Aylward  Margt  Mrs 
1081  Capillo  Nathaniel 
1086  Scenna  W  M 


1088  US  Army  And  Air 
Force  Recruiting 
Station 

1090.  French  H  S 

1091  Cunningham  D  N 
Mrs 

1092  Elks  Home 

1092  Gloucester  Lodge  No 
892  (BPOE) 

1093  Barrett  L  H 

1094  Clancy  H  C 
1094  Clancy  T  M  Mrs 
1096  Stapleton  R  L 
1098  Martel  S  T  Mrs 
1100  Wright  M  B 

Stationery  Store 
1103  Shelton  Robt 

1103  Curcuro  Helen 

1104  Patrican  Edmond 

1105  George  Joseph  Jr 

1106  Newman  Merrill 

1107  Bell  J  P 

1109  Parisien  P  A  Mrs 

1112  Asara  Angela  Mrs 

1113  Burke  J  Wm 

1116  Gunn  Alex 

1117  Hall  Bristol 

1118  Me  Kenney  G  B  Mrs 

1120  Dailey  M  J  Jr 

1121  Christensen  C  E 

1122  Cook  R  A 

1123  Morrison  I  L 

1124  Callahan  R  A 
1124  Carroll  E  M 

1126  Marchant  G  H 

1127  Goldberg  Max  C 

1129  Chapman  V  J  Mrs 

1130  Liebl  A  J 

1131  Foster  From 
Gloucester  Inc 

1131  U-Haul  Rental 
Trailers 

1132  Alto  Arie 

1133  Blatchford  E  N 

1136  Pickens  Claude 

1137  Ritcey  Mildred 

1138  City  Physician 

1140  Clooney  F  J 

1141  Powers  A  M  Mrs 

1142  Clark  C  M 

1144  Curtis  E  R 

1145  Doucette  Peter 

1150  De  Mayo  A  T 

1151  Me  Kechnie  F  A 
1154  Hodgdon  D  I  Mrs 

1157  Hawley  G  R 

1158  Ryan  Ronald 

1159  Donnellon  J  M 

1162  Baxter  V  B  Mrs 

1163  Belezos  G  W 

1164  Fay  Cath  Mrs 

1167  Atlantic  Fisherman’s 
Union 

1171  Marchant  W  H 

1172  Strescino  J  H 
1174  Fredrick  Agency 
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1174  Fredrick  Walter  W 
Associates  Inc 

1175  Crowley  John  J 

1176  Goodwin  M  H  Mrs 

1177  Veator  Emily  Mrs 

1178  Orlando  J  G 

1179  Raymond  David 

1180  Ask  Mister  Chick 
Real  Estate 

1181  Johnson  A  R 

1182  Cohen  M  E 

1183  Wentworth  E  A  Mrs 

1184  Carroll  P  J 

1185  Blanchard  William  E 
Jeweler 

1187  Goldthwaite  W  C 

1188  Mac  Neil  E  J 

1189  Ackerman  J  L 

1190  Quince  J  S 

1191  Aldrich  M  M  Mrs 

1192  Tello  Lucy  Mrs 

1193  Hendrickson  John 

1194  Cole  R  A 

1195  Levy  Jacob 

1196  Farrell  Stanton 

1197  Sheedy  R  H 

1198  Moorland  Hotel  Corp 

1198  Moorland  Motor  Inn 
(Moorland  Hotel 
Corp) 

1199  Perry  M  C  Mrs 

1200  Weldon  Lillian  A 

1201  C  &  J  Ceramics 

1201  Clark  M  C  Mrs 

1202  Fineberg  N  L 

1203  Perkio  E  O 

1204  Doucette  T  L 

1205  Curcuru  J  B 
1208  Perry  M  G 

1215  Swinson  M  I  Mrs 
1217  Roe  Louis  A 

1219  Silva  F  J 

1220  Harvey  R  R 

1221  Parks  A  P 

1223  Iacono  R  D 

1224  Young  J  T 

1225  Perrin  R  C 

1227  Lynch  Edw 

1228  Pallazola  T  P 

1229  Ford  R  H 

1233  Filfalt  Violet  Mrs 

1234  Perkins  W  G 

1235  Bertolino  A  P 

1236  Raizin  Sami 

1238  Me  Carthy  Hugh  F 

1239  Reed  R  G  Mrs 

1240  Jodrey  E  F  Mrs 

1241  Warner  A  D 

1243  Brennan  Rose  Mrs 

1244  Le  Blanc  R  J 

1244  Rust  F  I  Mrs 

1245  Cutlip  R  M  Mrs 

1246  Gagnon  Florence  Mrs 

1247  Hinckley  W  F 

1248  Frost  Annie  Mrs 

1249  Verge  P  S 
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1250  North  Shore  Gas  Co 

1261  Merrill  F  T  Mrs 

1262  Deering  Electric  Co 
Inc 

1263  Loiacano  Fileppa  Mrs 

1264  Andersen  N  C 

1265  Neves  Manuel 

1266  Scandalito  S  J 

1267  Silva  M  A  Mrs 

1268  Kennedy  B  B 

1270  Macauley  S  S  Mrs 

1271  Me  Donald  V  V  Mrs 

1272  Robinson  Danl 
1277  Nickerson  E  M  Mrs 

1279  Carignan  F  E  Mrs 

1280  Veator  E  J 

1282  Frontiero  Bros 

1283  Brown  Eva  Mrs 

1284  Purdy  Carrie  Mrs 

1285  Cappello  Gerard 

1287  Tarr  Marjorie  Mrs 

1288  City  Veterans 
Benefits 

1290  Hubbard  J  J 

1291  Williamson  Phyliss 
Mrs 

1291  Williamson  J  K 

1292  Brooks  B  L 
1294  Silva  Gervaise 

1296  Partington  H  M 

1297  Frontiero  Peter 
1300  Sears  Roebuck  &  Co 

Service  Station 
1300  Sears  Roebuck  &  Co 

1305  Porper  R  B 

1306  Le  Mon  Ivy 

1307  Roberts  R  F 

1309  Wiggin  Morrill 

1310  Mellow  J  R 

1311  Ciaramitaro  Joseph 

1312  Babson  T  E 

1313  Me  Henry  Margt  Mrs 

1314  Clark  Wm  G  Jr 
1314  Clark  C  Richd 
1314  Pettit  Martin  T 

1317  Bragg  E  D 

1318  Rocha  M  C  Mrs 

1320  Clark  M  E 

1321  Tebou  Eug 

1325  Fisher  J  R 

1326  Roopenian  Aram 

1327  Mitchell  S  J 

1327  Seeley  Martin 

1328  Muise  B  V  Mrs 

1329  Silveira  E  J 

1330  Conrad  Bessie  Mrs 

1331  Goldman’s  Inc 

1332  Jeffery  R  K 

1332  Keating  David 

1333  Edgerton  Lorraine 
Mrs 

1337  Bernard  G  L 

1337  Guluzian  John 

1338  Keighley  R  A  Mrs 

1339  Griffin  G  L 

1342  Gosbee  G  B 

1343  Mondello  J  F 


1344  Me  Grath  W  R 

1345  Brackett  C  H 

1348  Pinho  J  F 

1349  Brock  Horace 

1351  Silva  E  J  Mrs 

1352  Spanninder  P  P 

1353  Davis  Herbert 

1354  Andrews  F  M 

1354  Rogers  D  G 

1355  East  Gloucester  Rest 
Home 

1357  Copeland  M  T 

1358  Nelson  W  A 

1359  Gray  D  P 

1359  Burnham  N  L 

1360  Murmac 
Manufacturing  Co  Inc 

1362  Pereen  J  E 

1363  Nelson  C  V  Mrs 

1364  Gloucester  District 
Nursing  Association 

1365  Bradstreet  P  E 

1366  Borge  J  B  Jr 

1368  Visnick  Howard  L 

1369  Monroe  D  C 

1370  Merchant  Earle  T 

1371  Veator  A  S 

1372  Albert  Frank 

1374  Mitchell  Edw 

1375  Fredrickson  H  A 

1376  Beauty  Nook 

1377  Meuse  Henry 

1378  Feldman  Simon 

1380  Mazzeo  Philip 

1381  Blatchford  Beatrice  L 
Mrs 

1383  Smith  H  N 

1384  Maki  T  E 

1386  Jedrey  R  L 

1387  Spaulding  June 
1389  Lee  R  G  Jr 
1391  Spinola  Dominick 

1391  Brown  M  M  Jr 

1392  Brazier  R  E 

1394  Armstrong  C  C 

1395  Oakes  G  A 

1396  Cudios  E  J 

1397  Gerniglaro  E  S 

1397  White  F  S 

1398  Sousa  A  J  Mrs 

1399  Hubbard  Frances  Mrs 

1400  Gove  D  F 

1401  Johnson  R  S 

1403  Newman  C  W 

1404  Selig  M  L 

1408  Pascucci  Louis 

1409  Markuson  G  M  Mrs 

1411  Silva  E  P 

1412  Peters  J  A  Jr 

1413  Schlichte  Miles  J 

1414  Lufkin  H  R  Jr 

1415  Morton  W  J 

1416  Gloucester  Paints  Inc 
1416  Gloucester  Paints  Inc 

1418  De  Coste  C  L 

1419  Smith  B  A  Mrs 
1422  Kelley  C  L  Mrs 
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1426  Cusumano  Gioacchino 

1427  Phillips  E  F 

1428  Dennen  Animal 
Industries 

1428  Dennen  B  S  Mrs 

1429  Frontiero  B  J 

1430  Fialho  B  E  Mrs 

1431  O’Dell  A  E  Mrs 

1433  Frontiero  Anthony 

1434  Campbell  D  C 

1437  Kinghorn  Florence 
Mrs 

1438  Kelmon  R  M 
1442  Cape  Ann  Thrift  And 

Gift  Shop 

1442  Trinity 
Congregational 
Church 

1443  Russo  Paul 

1444  Sinagra  L  J 
1448  Canning  S  W 

1452  Glidden  E  T 

1453  Salo  E  O 

1454  Captain  Joe  &  Sons 
Inc 

1455  Jimmie’s  Barber  Shop 

1456  Tarr  H  B 

1459  Pinkham  C  A 

1460  Pellegrino  Joseph  P 

1461  Morris  I  L 

1461  Harvey  H  M 

1462  Atwater  E  L 
1464  Ferris  J  E 

1464  Spear  A  S 

1465  Padre  Ethel 

1466  Leaman  D  H 

1466  Lawson  R  S 

1467  Sawyer  E  A 
1469  Oldman  Ruth  Mrs 

1471  Munroe  J  L  Mrs 

1472  Richardson  D  L 

1473  Lampropoulos  M  G 

1474  Allen  W  W 

1475  Joyce  E  P 

1476  Cunningham  N  L 
Mrs 

1477  Cominelli  D  F 

1478  Goyetche  M  A  Mrs 

1479  Me  Cormick  Harold 
1482  Tucker  J  N  Jr 

1484  Monell  Donald  F 

1485  Moses  R  T 

1486  Davis  M  A 

1487  Pratt  C  R 

1489  Good  Harbor  Beach 
Inn 

1490  Our  Lady  Of  Good 
Voyage  Church 

1490  Our  Lady  Of  Good 
Voyage  Rectory 

1491  Smith  R  G 

1492  Riggs  F  C  Mrs 

1493  Noble  Evelyn  Mrs 

1494  Parisi  J  A 

1495  Etc 

1496  Hilton  H  A 
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1497  Doughty  H  W 
1499  Doucette  F  P  Mrs 

1501  Wilson  A  P 

1502  Thomas  F  E 

1503  Sheehan  Thos 

1504  Jarvis  R  F 

1505  Novello  J  B 

1506  Nelson  H  M  Mrs 

1508  Venturini  L  A 

1509  Trumbull  C  E 

1510  Trask  P  G 

1511  Harrison  K  E 

1512  Lanigan  W  N 

1513  Souza  Alfred 
1518  Feener  D  M  Mrs 

1520  Anderson  J  M 

1521  Fiero  D  C 
1523  Stone  Robt 

1525  Gaimster  Reginald 

1527  Silva  Louise  Mrs 

1528  Cunningham  M  C 

1529  Madruga  E  J  Mrs 

1530  Gloucester  High 
School 

1533  Annisquam  Marine  & 
Auto  Shop 

1534  Saulnier  J  E 

1535  Thomas  G  E 

1536  Aiello  A  P 

1539  Butler  C  R 

1540  Simmons  H  A  Mrs 

1541  Gadbois  D  F 

1542  Currier  G  B 
1542  Bouchie  J  A  Mrs 

1544  Deep  Sea  Fish  Mkt 

1545  Ambler  M  B  Mrs 

1548  Armstrong  H  L 

1549  Gallo  A  G 
1551  Bowen  A  M 
1555  Fish  E  A 

1555  Fish  Edw  Gallery 

1557  Wolfe  J  R  Mrs 

1558  Calder  J  E  Mrs 

1560  Saulnier  E  J 

1561  Babson-Elwell  & 

Davis  Inc 

1563  Lucido  Frank 

1564  Sidlowski  J  E 

1565  Kleimola  J  F 
1565  Bassett  M  E  Mrs 

1567  Knickle  E  L 

1568  Bouchie  A  H 

1569  Gray  C  J 

1570  Waterhouse  G  E 

1571  Sheehan  J  A 

1572  Perry  R  E 

1574  Ryan  L  G 

1575  Ala  A  J 

1576  Palazzola  Sebastian 

1577  Bell  M  L  Mrs 

1578  Oliver  J  G 

1579  Calder  C  A 

1580  Terrara  Vito 

1581  Custis  E  P 

1582  Me  Donald  Mary  Mrs 

1583  Lovasco  S  C 

1584  Trupiano  Antonino 


1585  Mello  R  C 

1586  Maplewood  School 

1587  Gatchell  C  E  Jr 

1589  Curcuru  Philip  Jr 

1590  Aiello  A  P 

1592  Rice  E  F 

1593  Brown  Evelyn  Mrs 

1594  Trefry  I  W 

1595  Movalli  R  P 

1596  Kane  T  E 

1597  Knowles  S  O 

1599  Lane  M  W 

1600  Mac’s  Italian 
Specialties 

1601  Cape  Ann  Area 
Chamber  Of 
Commerce 

1601  Kidder  Kate  Mrs 
1604  Russell  C  E 

1604  Melanson  G  S 

1605  Page  Peggy  Beauty 
Salon 

1606  Costigan  F  J 

1607  Johnson  B  T 

1608  Barusso  L  J 

1609  Lawler  J  J 

1610  Cupboard  Corp 
1610  Nielson  E  O 

1612  Coon  C  S 

1613  Maddix  James 

1614  Smith  Joseph 
Yeardley 

1615  Smith  G  W 

1616  Saputo  L  J 
1619  Simmons  Cindy 

1619  Darcy  Suzanne 

1620  Parsons  A  L 

1622  Silva  B  E 

1623  Gosson  Constance 
Mrs 

1624  Smith  V  H  Mrs 

1626  Latta  D  B 

1627  Ciarametaro  H  D 

1628  Billante  Joseph 
1630  Lundberg  R  N 
1630  Babson  Wm  W 
1630  Aparo  Sebastian  J 

1630  Lundberg  Robt  N 

1631  Josephson  H  J 

1633  Zellenka  Ludwig 

1634  Powers  Cath 
1637  Reboca  John 
1637  Reboco  John 

1640  Me  Carthy’s  Package 
Store  Inc 

1641  Wright  J  B 

1642  Galante  P  J 

1642  Silva  M  P  III 

1643  Medeiros  Jacqeline 

1644  Lovasco  Paul 

1645  Parks  F  E  Mrs 

1647  Haines  Sami  F 

1648  Parisi  Joseph 

1649  Arruda  C  E 

1650  Stillman  Barbara  Mrs 

1652  Saunders  B  A  M^ 

1653  La  Fond  J  R 


DIAL  283— CONTD 

1654  dicky’s  Men’s  Shop 

1655  Me  Donald  C  G  Mrs 

1658  Freeman  J  L  Mrs 

1659  Rutchick  David 

1660  American  Natl  Red 
Cross  (Gloucester 
Chapt) 

1661  Tognazzi  J  E 

1661  Tognazzi  Bros  Inc 

1662  Walters  G  E 

1663  Jones  C  W 

1664  Aiello  L  A 

1667  Drohan  P  J 

1668  Mack  B  V 

1668  Cyr  Barbara 

1669  Aiello  Eug 

1670  Palazola  Anthony 

1671  Raymond  Charles 

1672  Lograsso  Vito 

1673  Noble  G  J  Mrs 

1676  Davis  Margt  Mrs 

1677  Smith  C  C  Mrs 

1680  Ciolino  Carlo 

1681  Nilsen  L  B 

1682  Mehlman  Artemisia 

1684  Libby  B  J 

1685  Arnold  Nancy 

1688  Carter  R  E 

1689  Quadros  Angie  Mrs 

1690  Carter  E  J  Mrs 

1691  Lo vasco  Anna 

1692  Brown  Richd  E 

1692  Hickey  John 

1693  Marino  A  J 

1697  Davis  J  B 

1698  Marnoy  Barnett 

1700  Saint  Mel  Day  School 

1701  Me  Carty  J  F 

1705  Hall  G  H 

1706  Curhan  Co  The 

1708  Saint  John’s 
Episcopal  Church 

1709  Bradley  W  F 

1710  Silveira  R  J 

1712  Greenwood  G  R 

1713  Barrigan  W  J 

1714  Merchant  M  B  Mrs 

1715  Whynot  Dorothy  Mrs 

1716  Goyetche  W  L  Jr 

1719  Roberts  Margt  Mrs 

1720  Cabral  G  R 

1721  Auditore  Joseph 

1724  Cusumano  Giovano 

1725  Me  Phee  L  B  Mrs 

1726  Ryan  F  H 

1727  Tarr  A  M 

1728  Sears  O  D  Mrs 
1728  Havner  G  E 
1730  Lane  J  O  Jr 

1732  Evans  E  D  Mrs 

1733  Kangas  A  L 

1734  Stewart  W  P 

1735  Vinagre  Joseph 

1735  Belcher  E  S 

1736  Militello  Salvatore 
1739  Carter  R  E  Jr 
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1740  Coleman  E  R  Mrs 

1741  Armitage  R  T 

1742  Greeke  D  E 

1743  Chane  L  S 
1746  Maynard  Eug 

1748  Dagle  H  E 

1749  Gleason  K  W 

1750  Me  Eachern  L  W 

1751  Creaser  C  H 

1753  Davis  E  W 

1754  Marino  Eug 

1755  Pothier  M  I  Mrs 

1756  Interrante  Gaspar 

1759  Flanagan  Susanna 
Mrs  ' 

1760  Pascucci  Alice  Mrs 

1761  Margulies  Joseph 

1762  Fitzgerald  James 

1763  Parsons  R  G 

1764  Francis  A  R 

1765  Grillo  Charles 

1766  Blair  W  L 

1769  Palazola  Jerome 

1770  Olsen  M  P  Mrs 
1772  Faulk  Bros  Inc 

1774  Enos  James 

1775  Van  Orden-Kellogg 
D  F  Rev 

1775  Kellogg- Van  Orden 
Donald  Rev 

1776  Hirshberg  Louise 

1776  Poole  A  N 

1777  Simmons  D  M 

1778  Raven  wood  Spring 
Water  Inc 

1781  Garron  E  S 

1782  Saint  Mel  Convent 
1784  Parisi  W  S 

1786  Taylor  L  E 

1786  Albicker  A  F 

1787  Lawrence  S  E 

1788  Swett  W  A  Jr 

1789  Novello  J  B 

1792  Donnellan  W  A 

1793  Steinberg  Howard 

1793  Kan  tor  Alexander 

1794  Anderson  R  W 

1796  Purdy  L  S 

1797  Carrigan  E  L 

1798  Cloutman  E  W 

1799  Deering  Mollie 

1801  Waugh  Wm 

1802  Black  B  P  Mrs 

1803  Love  M  V  Mrs 

1805  Parsons  M  S  Mrs 

1806  Hancock  John  Mutual 
Life  Insurance  Co 
(Br) 

1807  Falk  I  H  Mrs 

1808  Cape  Ann  Tire  Distr 

1811  Crowell  L  B 

1812  Gloucester  House 
Restaurant  Inc 

1813  Francis  H  E  Mrs 

1814  Wile  J  A 
1816  Burns  Wm  E 
1819  Anderson  H  W 


1820  Dennen  C  A  Mrs 

1822  Wigginton  Joy 

1823  Parsons  E  C 

1825  Atwood  G  W 

1826  Andersen  R  N 

1827  Russell  P  E 

1829  Hodgkins  D  E 

1830  Gentile  C  P 

1831  Hodgkins  H  H  Mrs 

1832  Palazzola  G  A 

1833  Johnson  C  E 

1834  Foster  R  G 

1835  Voutiritsa  Sophie  Mrs 

1838  Sutera  Frances  Mrs 

1839  Cohen  David  J 

1840  Scola  P  J 

1841  Me  Robb  Frank  II 

1842  Patten  Helena  Mrs 

1847  Larson  Madeline  Mrs 

1848  Cody  J  M 

1850  Silveira  J  F 

1851  Breed  F  B 

1852  Arabian  R  G 

1853  Bott  D  R 

1854  Brown  L  K 

1855  Esty  Arlon 

1856  Silva  Charlotte 

1857  North  Shore  Arts 
Assn 

1858  Finn  Doris  Mrs 

1859  Natti  E  H  Mrs 

1860  Favolora  Thos 

1861  Morse  E  F  Mrs 

1863  Curcuru  C  R 

1864  Arnold  &  Daughters 
Florist 

1865  Christian  Science 
Reading  Room 

1866  Bass  Rocks  Golf  Club 

1867  Aubrey  W  J  Jr 

1868  Enos  A  I  Mrs 

1869  Parkhurst  W  S 

1870  Conlon  J  E 

1871  Page  P  S  Mrs 

1872  Jedrey  John 

1873  Morey  G  W 

1874  Littlefield  L  A 

1874  Buldue  Jos 

1875  Yander  M  J 

1876  Irving  R  B 

1877  Linsky  Brothers 

1878  Mathews  N  S 

1879  Gleason  E  E  Mrs 

1880  Thorman  J  M 

1881  Jensen  Jenny 

1882  Kain  R  E 

1884  Hooper  N  Abbott 
1884  Blatchford  Robt  E 

1884  Andrews  Earle  R 

1885  Burke  James 

1886  Baker  A  B 

1888  Langley  C  E 

1889  Stanton  A  K 

1891  Frost  Charlotte  Mrs 

1895  Mayo  Charles 

1896  Johnson  A  J 

1897  Mackey  A  G 
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1899  Pastagal  J  P 

1901  Linquata  Michl 

1902  Bozarth  Ruth 

1903  Lowrie  C  W 

1906  Gallant  M  M  Mrs 

1907  Aiello  Lillian  Mrs 

1908  Low  R  J 

1909  Fisk  C  B  Inc 
1912  Moses  A  T 
1912  Moses  Sewage 

Disposal 

1914  Worthley  R  A 

1915  Manship  J  P 

1916  Parisi  Jack 

1917  Curcuru  Benj 

1918  Favazza  J  P 

1919  Conley  N  M 

1920  Goodick  H  C 

1921  Hardenbergh  T  E 

1922  Edmonds  W  2 
1924  Melanson  R  W 
1926  Wadsworth  G  N 

1928  Ingersoll  Mary  Mrs 

1929  Fanning  M  K 
1931  Hawes  E  V 
1934  Ellis  D  L  Mrs 

1936  North  Shore  Theatre 

1937  Taylor  Eliz  Mrs 

1938  Gloucester 
Community  Fish  Pier 
Association 

1939  Padre  A  O 

1940  Matos  Julio 

1941  Maderios  Robt 
1941  Alba  Accursio 

1944  Card  R  W 

1945  Sides  R  W 

1946  Higgins  G  C 

1947  Palazola  Sebastion 

1948  Meades  Gertrude 

1949  Cream  B  A  Mrs 

1952  Perry  R  A  Jr 

1953  Yatman  Ellis  L 

1954  Fairweather  Alma 
Mrs 

1956  Sawyer  A  D 

1958  Bertolino  A  A 

1959  O’Connell  H  W 

1960  Goozey  M  E  Mrs 
1962  Favazza  Maria  Mrs 

1964  Remeika  J  P 

1965  Mac  Quade  J  W 
1967  Rich  Wm 

1969  Mahn  Burlen 

1970  Fowler  H  A 

1971  Martin  M  A 

1972  Camille  Mary 

1973  Parkhurst  Pricilla 
Mrs 

1974  De  Silva  F  A 

1975  Casey  P  J 

1976  Thurston  N  H 

1977  Gillis  R  C 

1978  Vadala  J  J 

1979  Brigham  E  W 
1979  Swasey  F  W 


1980  Davis  R  C 
1982  Muise  C  R 

1986  Brennan  Mabel  Mrs 

1987  Tucker  W  C 

1990  Brown  E  M  Mrs 

1991  Me  Cormack  J  E 

1992  Greer  D  M 

1993  Saunders  R  E 

1994  Cecilio  C  J 

1995  Lodge  Gertrude  Mrs 

1996  Ktistes  P  J 

1997  Matheson  E  F 

1998  Four  Seasons  Beauty 
Salon 

1998  Collarosso  Anthony 
2000  Progressive  Oil  Co 
Inc 

2000  Progressive  Oil  Co 
Inc 

2004  Swanson  M  I  Mrs 

2005  Faulk  H  A  Jr 

2005  Norland  Sales 
Brokerage 

2006  Brown  A  E  Mrs 

2007  Hilshey  H  V  Mrs 

2008  Action  Inc  Home 
Start  Program 

2009  Nugent  M  J  Mrs 

2012  Mason  Melvin 

2013  Le  Vie  A  E  Mrs 

2014  Cardoza  J  E 

2016  Me  Grath  Mary  Mrs 

2017  Webber  A  M  Mrs 
2019  Nelson  M  L 

2021  Newman  J  L 

2022  Coeta-Rita  Jacinto 

2023  Ross  Shirley  Mrs 
2026  Csongor  Desider 

2028  Webber  M  C  Mrs 

2029  Souza  Rosemand  Mrs 

2030  Warnecke  H  J 

2031  Roberts  H  F 

2034  Sassone  E  E  Mrs 

2035  Marino  J  S 

2036  Loiacano  P  J 

2037  Holmeberg  Ruth  Mrs 

2038  Amero  B  M  Jr 

2039  Luce  C  W  Jr 
2041  Putonen  Eric 
2043  Rose  R  E 

2046  Aiello  J  P 

2047  Brooks  R  F 

2048  Olsen  J  G  Jr 

2049  Cutter  Philip 

2050  Viator  Joseph 

2051  Muniz  Raphael 

2052  Hill  J  M 

2053  Marchant  Eleanor 

2055  Quinn  J  A 

2056  Spinney  W  H 
2056  Pistenmaa  L  M 

2059  Wonson  R  F 

2060  Gloucester  Transit 
Mix  Co  Inc 

2061  Blake  Mary  Mrs 

2064  Mills  J  F 

2065  Dukette  E  D 


2065  Hawes  R  A 

2067  Allen  George 

2068  Cape  Ann  Seafoods 
Inc 

2069  Mac  Leod  Roger 

2070  Demetri’s  Steak 
House 

2072  Amero  Kath  Mrs 

2075  Fishman  A  D 

2076  Sincavage  W  S 

2076  Grimes  A  J 

2077  Crowley  Lida  Mrs 

2078  Me  Neil  A  K 

2079  Kelly  Pauline 

2080  Hammond  Museum 

2082  French  Hollis  II 

2083  Erickson  Herbert 

2084  Oliver  F  W 

2085  Muniz  D  F 

2086  Bloch  W  A 

2087  Lord  D  E 

2088  Horne  A  A 

2089  Kelsey  A  R 

2091  Ehrich  Thos 

2092  Orlando  J  C 

2093  Feener  F  H 

2094  Hunt  R  V 

2096  Walcott  H  Sage 

2097  Parnell  E  J  Jr 
2099  Burke  W  S 
2101  Mullin  G  L 

2105  Brennan  H  L 

2106  Brown  G  N 

2108  Mack  A  F 

2109  Levie  C  C 

2113  Stanley  W  W 

2114  Pino  John 

2115  Samson  H  H 

2117  Gloucester  Welfare 
Service  Office  (State) 

2118  Langley  E  A 

2119  White  J  R 

2120  Coughlin  C  A 

2125  Viator  E  J 

2126  Chris  Lee  Dar  Rand 

2127  Cardinal  Cushing 
Villa 

2129  Lezynski  D  M  Mrs 

2133  Goodwin  A  L 

2134  Sinclair  F  C 

2135  Craig  C  B 

2137  Enos  J  E 

2138  Raymond  M  C  Mrs 

2139  Carreiro  M  C  Mrs 

2140  Bent  Horace  B 

2143  Shepard  C  L  Mrs 

2144  Curley  J  J 

2145  Jenson  A  H 
2147  Palk  W  E  Jr 

2151  Serio  Sebastiano 

2152  Sinagra  M  C 

2153  Deacon  D  H  Mrs 

2154  Reed  R  H  Mrs 

2156  Lake  H  B 

2157  Geller  M  S 

2158  Mineo  Alfonso 

2159  Bammarito  H  P 
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2160  Wostrel  H  J 

2161  Mourey  J  L 

2162  Moulton  Wm 

2163  Nicastro  J  M 

2164  Favazza  Peter 

2166  Kennedy  J  E 

2167  Hodgdon  I  O 

2168  Marshall  R  F 

2170  Cohen  Bernard  S 

2171  Audrey’s  Flower  Shop 

2172  Foster  F  Leon 
2174  Yost  S  F 

2176  Darlington  L  E  Mrs 
2176  Murphy  Barbara  Mrs 

2179  Amero  B  M 

2180  Rogers  John 

2181  La  France  J  J 

2182  Rogers  B  T 

2183  Greel  E  A 

2184  Swekla  A  J 

2185  Carl  R  R 

2186  Potkay  R  M 

2187  Hodgkins  P  N 

2188  Carter  F  F  Mrs 

2189  Ritchie  D  A 

2191  O’Connell’s  Variety 
Store 

2192  Lovasco  C  A 

2193  Frontiero  P  S 

2194  Conrad  Ivan 

2195  Marshall  Lillian  Mrs 

2196  Cannon  Martha  Mrs 

2196  Favazza  P  P 

2197  Hagstrom  G  P 
2200  Pier  7  Bay  Trading 

Co 

2202  Perry  Oil  Co  Inc 

2203  Perry  M  R 

2204  Carroll  R  J 

2205  Whynot  P  D  Mrs 

2206  Aiello  P  J 

2207  Ryan  J  A  Jr 

2208  Ski’s  Bakery 

2209  Davekos  Peter  G 
2211  Saulnier  A  B  Mrs 

2214  Turner  J  W 

2215  Taliadoros  Michl 

2216  Frost  L  R  Mrs 

2217  Rose  A  L 

2218  Fuge  A  W 

2222  Worcester  G  S 

2223  Perry  R  M 

2224  Lufkin  G  L  Mrs 
2226  Wright  J  B  Jr 

2228  Verga  Jennie  Mrs 

2229  Linsky  David 

2230  Amero  Margt  Mrs 

2232  Castle  H  A 

2233  Spear  L  Wm 

2234  Hersey  L  C 

2235  Tassinari  Francis  L 

2236  Shafner  A  L 
2238  Bichao  V  M  Mrs 
2240  Me  Kechnie  E  F 
2243  Silva  Jose 

2251  Alves  E  R  Mrs 
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2252  Militello  Santo 

2253  Frost  F  W 

2254  Marchant  Joseph 

2255  Higgins  Myrtle 

2256  Burgarella  J  J 

2259  Favalora  Cheryl 

2260  Witham’s  Country 
Store 

2261  Hesse  H  R 

2262  Stevens  Edw  B 

2263  Perry  E  S 

2264  Borge  Olivia  Mrs 

2266  Currier  R  H 

2267  Lumbruno  N  M  Mrs 
2270  Worthley  Earle 

2272  Greel  E  A  Inc 

2273  Santos  Matilda  Mrs 

2274  Worthley  S  W 

2275  Avelis  R  M  Mrs 

2276  Frontiero  Sebastian 

2277  Ryan  Sarah  Mrs 

2278  Malaquis  J  J 

2279  Noble  A  E 

2281  Brazier  J  M 

2282  Baker  Wm 

2283  Dunphy  E  D  Jr 
2285  Carr  G  E 

2287  Hopkins  M  L  Mrs 
2290  Smith  Silvester  R 
2293  Akers  W  C 

2295  Stuart  R  B 

2296  Mac  Donald  L  C  Mrs 

2298  Rogers  D  M 

2299  Spittle  L  L 

2300  Chubby’s  Auto 
Service  Inc 

2302  Testaverde  Anthony 

2303  Browne  Margt  F 

2304  Kennedy  Sargent 

2306  Me  Farland  G  H 

2307  Howard  N  O 

2308  Linder  M  C 

2309  Broad  R  E  Jr 

2310  Wheeler  H  L 

2311  Morse  L  C 

2315  Fraga  Lorien 

2316  Carr  J  W  Jr 

2317  Brooks  F  A 

2318  Parisi  John 

2319  Russell  L  E 

2320  Me  Comiskey  P  L 

2323  Akerley  P  O 

2324  Burke  C  J 
2327  Cavanaugh  F  E 

2330  Bono  J  J 

2331  Veara  J  A 

2333  Lovasco  S  J 

2334  Allen  I  E  Mrs 

2335  Kyrouz  J  J 

2336  Emero  W  H 

2337  Calomo  Joseph 
2339  Churchill  A  F 

2339  Maletskos  C  J 

2340  Ryan  R  J 

2341  Vidal  H  J 

2343  Silva  A  E  Mrs 

2344  Lewis  R  G 


2345  Ranta’s  Market 

2346  San  Fillippo  Joseph 

2347  Bertagna  Speranza 
Mrs 

2348  Viator  E  M  Mrs 

2349  Curcuru  J  S 

2350  Militello  Antonio 
2352  Perry  W  F 

2355  Woodcraft 

2356  Scola  Sebastian 

2357  Blackburn  Emma  Mrs 

2358  Co  as  A  H 

2359  Stelluto  M  R 
2359  Ross  Lawrence 

2359  Stelluto  Michl  R 

2360  Frontierro  S  J 

2362  Arsenault  D  E 

2363  Webber  J  S 

2364  Curran  R  J 

2367  Browne  H  R 

2368  Harris  R  F 

2369  Alves  Antonio 

2370  Jordan  W  E  Son  Inc 

2371  Shore  Brian 

2372  O’Maley  J  W 

2373  Tuomivirta  J  A 

2374  Pierce  C  T 
2376  Hildonen  R  H 

2378  Harris  Uno 

2379  Me  Donald  A  J 

2380  Beacon  Marine  Basin 
Inc 

2383  Gustafson  Linda 
2385  Morris  H  H 
2387  D’Hooge  P  E 
2389  Strangman  G  H 

2392  Charest  D  R 

2393  Linquata  L  A 

2394  Halligan  Carrie 

2394  Linquata  Leonard 

2395  Johnson  Aubrey 

2396  Mayo  J  F  Mrs 

2397  O’Neil  Kath 

2398  Taylor  F  E  Mrs 
2400  Thurston  Geo  W  Inc 

2403  Ferrante  P  N 

2404  Reed  E  I  Mrs 

2405  Doucette  S  L  Mrs 

2406  Chard  G  A  Mrs 

2408  Palmisano  Charles 

2409  Strescino  P  J 

2412  Foster  G  E  Mrs 

2413  Reilly  J  C 

2414  Holland  E  M  Mrs 

2415  Donavan  J  H 
2418  Poole  J  D 

2420  Rogers  Mary  Mrs 

2421  Rennie  H  A 

2423  Martel  C  E 

2424  City  Fire  Dept  Eng 
No  4 

2424  Engine  No  3 
2424  City  Fire  Dept 

2429  Lumbard  G  M 

2430  Cameron  Bernice  Mrs 

2431  Langer  Wm  L 

2432  Favazza  James 
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2433  Wadsworth  R  S 

2434  Tebo  J  C 

2435  Runsala  H  I 

2436  Sanderson  Matilda 
Mrs 

2437  Oppenheim  Bertram 

2438  Levin  M  A 

2439  Fairbank  Charles  II 

2442  Stevens  Brooks  Jr 

2443  Cappello  A  J 

2444  Lemos  M  M  Mrs 

2446  Lowe  J  P 

2447  Sawyer  H  P 

2449  Whynot  Charlotte 
Mrs 

2450  Brown  Norman 
2452  Reiff  M  H 

2454  Frontiero  A  J 

2455  Harris  H  L 

2456  Benny  The  Florist 

2457  Vicari  A  P 

2458  Wonson  G  K 

2459  Me  Eachern  R  W 

2460  Bernstein  M  I 

2461  Kincade  W  K 

2462  Larsen’s  Shoe  Store 

2464  Somers  T  J 

2465  Goulart  E  J 

2466  Mac  Donald  H  M 
Mrs 

2467  Lopes  Manuel 

2468  Ivey  M  A  Mrs 

2469  Wilson  T  M  Mrs 

2471  Vogel  D  J 

2472  Eastern  Avenue 
School 

2473  Maciel  Josephine  Mrs 

2474  Sheehan  Benj 

2475  Patten  L  M  Mrs 

2476  Cox  Robt  K 

2477  Martin  D  M  Mrs 

2478  Smith  J  W 

2479  Stanton  J  M 

2480  Ryan  Francis 
2482  Mintern  B  B 

2482  Bowling  E  S 

2483  Lawson  A  J 

2485  Kyrouz  W  J 

2486  Vestal  J  A 

2486  Vestal  J  A  Jr 

2487  Murray  W  C 

2488  Verge  W  F 

2489  Orlando  L  M 
2491  Tappe  A  Anthony 
2496  Miller  J  B 

2498  Powers  S  E 

2499  Reeves  T  J 

2502  Gloucester  Traveler 
Motor  Inn 

2504  Brunton  Margt 

2505  Lamb  W  G 

2506  Ahonen  J  T 

2507  Mixer  D  L  Mrs 

2508  Alexander  Patricia 
Mrs 

2509  Weller  Geo  A  Jr 
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2510  Hurd  Doris 

2511  Me  Kay  J  H 

2512  Johnson  J  E 

2517  Tucker  L  J 

2518  Dorr  B  M  Jr 

2519  Francis  G  E  Mrs 

2520  Hiltz  Robt  C  Inc 

2521  Me  Kay  Marjorie  Mrs 

2521  Cook  C  H 

2522  Swinson  E  O 

2523  Orlando  J  W 
2525  Arvilla  C  E 

2528  Sampson  R  L 

2529  Smith  A  C 

2531  Sampson  F  P 

2532  Pallazola  G  R  Mrs 

2533  Barrett  K  F  Mrs 

2534  Stavros  J  N 

2535  Taylor  N  G 

2537  Mac  Innis  G  A 

2538  Mills  E  E  Mrs 

2539  Burgess  V  L 

2540  Poole  W  R 

2543  Hinckley  E  P 

2544  Phillips  E  J  Mrs 

2545  Williams  R  M 

2546  Buckley  I  L  Mrs 

2548  Thurston  D  L  Mrs 

2549  Linsky  H  L 

2550  Polisson  Geo 

2551  Allen  Harold 

2552  Kincade  A  A  Mrs 

2553  Hallett  R  P 

2555  Me  Lellan  Raymond 

2559  Anstess  Louise  Mrs 

2560  O’Brien  J  W 

2563  Smith  I  G  Mrs 

2564  Swinson  Kenneth 

2565  Carpenter  G  F 

2567  Grammas  A  G 

2568  Johnson  W  F 

2571  Me  Ginley  G  E 

2572  Cape  Ann  Shop  The 
2572  Perry  Gardner  J 

School  Of  Dancing 
2572  Perry  G  J 
2574  Zerrilli  Angeline  Mrs 

2576  Spinney  Wilson 

2577  Patil  B  J  Mrs 

2578  Strong  N  L  Mrs 

2579  Mondello’s  Garage 

2582  Williams  M  L 

2583  Kearsey  R  E 

2584  Perry  Joseph 
2586  Maki  Jean 

2586  Hoague  Theo 

2587  Norton  Margt 

2589  Bertolino  Rose  Mrs 

2590  Gordon  S  W 

2592  Rockaway  Hotel  Corp 

2594  Stewart  Phyllis  Mrs 

2595  Andrew  Sumner  B 

2598  Warren  G  V 

2599  Jacobson  A  J 

2600  Rogers  H  G  Mrs 

2601  A  N  Liquor  Store  Inc 
2601  Cape  Ann  Market 


2603  Doyle  Lawrence 
2607  Lafford  G  R 
2609  Brooks  J  D 

2611  Cohen  D  J 

2612  Pett  M  H 

2612  Pett  A  L 

2613  Ryan  C  E  Mrs 

2615  Hartford  O  E 

2616  Mathaurs  C  E 
2618  O’Connell  J  B 
2623  Mac  Donald  M  D 

2625  Robinson  H  L  Mrs 

2626  Mathias  Joseph 

2627  Durocher  W  L  Jr 

2628  Hodgkins  M  E 

2629  Hodgkins  R  D 

2630  Mellow  B  J 

2631  Richardson  Dorothy 

2632  Wonson  M  P 

2633  Asaro  D  S 
2635  Trefry  M  F 

2638  Fuller  Doris 

2639  Knowlton  A  B 

2640  Silva  A  J 

2642  Carter  Arlene  Mrs 

2643  Morton  H  D 

2643  Nunes  S  M  Mrs 

2644  Strescino  R  C 

2645  Gloucester 
Fisherman’s  Fund 

2646  Arvilla  M  C  Mrs 
2650  Saint  Jean  J  A 

2652  Me  Namara  L  E 

2653  Buxton  T  P  Mrs 

2654  Burroughs  M  E  Mrs 

2655  Mooney  Margt  Mrs 

2656  Dimaria  Michl 

2657  Martin  Geo 

2658  Riley  W  F 

2659  Arruda  E  E 

2660  Boyer  B  B  Mrs 

2661  Forsyth  Harry 

2662  Russell  L  E  Jr 

2663  Shofner  W  E 

2664  Wheeler  M  A  Mrs 

2666  Baker  D  W  II 

2667  Irving  M  E 

2668  Dodge  A  L 

2669  Gallagher  R  J 

2670  Flaherty  H  F 

2671  Me  Pherson  R  D 

2672  Frontiero  S  S 

2673  Nicastro  J  P 

2674  Lycett  Arline  Mrs 

2674  Bayliss  Jonathan 

2675  Verga  A  J 

2676  Currier  C  H 

2677  Hughes  J  S 

2678  Lane  Roswell  Jr 

2679  Herdman  M  E  Mrs 

2681  Griffin  M  E 

2682  Kimmence  D  R 

2683  Me  Kay  R  G 

2685  Kain  D  M 

2686  Cape  Ann  Ticket  & 
Label  Co 

2687  La  Rose  Alice 
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2689  Dexter  H  C 

2690  Reed  E  P 

2691  Ciaramitaro  J  P 

2692  Vadala  Pasquale 

2693  Clanton  J  W 

2694  Randazza  Benedetto 

2694  O’Dea  F  A 

2695  Randazza  Benj 

2696  Feener  S  M  Mrs 

2697  Hadley  R  L 

2698  Maciel  Geo 

2699  Andrade  Alvin 
2699  Johnson  G  S 

2702  Ciolino  Salvatore 

2703  Santana  M  S 
2705  Phinney  W  W 

2709  Steele  C  K 

2710  Favazza  Jos 

2712  Curtis  C  W  Mrs 

2713  Ellis  C  J 

2714  Amaral  L  F 

2715  Teiveira  E  B 

2716  Benedetto  Joseph 

2717  Erkkila  O  R 

2719  Bertolino  Bros  Bakery 

2720  Gruppe’s  Gallery 
2720  Gruppe  E  A 

2722  Scola  S  L 

2723  Malony  H  J 

2727  Londergon  R  H 

2728  Goyetche  W  L 

2729  Sargent  Gertrude  Mrs 

2730  Havner  E  L 

2731  Silva  M  J  Mrs 

2732  Rowe  Helen  Mrs 

2733  Marden  L  G  Mrs 

2735  Pratt  D  B 

2736  Davis  C  N 

2737  Piraino  Joseph 

2738  Dawson  Lillian  Mrs 

2739  Bishop  E  C  Jr 

2740  Tarbox  R  R 

2741  Bruni  R  E 

2744  Habe  A  T 

2745  Thibodeau  R  A 
2747  Brown  M  E  Mrs 

2749  Gagnon  G  M  Mrs 

2750  Me  Kay  C  C  Mrs 

2751  Orlando  Joseph 

2752  Taormina  Leonardo 

2753  Keating  S  J  Mrs 

2754  Benson  L  D 

2756  Goos  A  E 

2757  Mitchell  C  M  Mrs 

2757  Foote  J  A 

2758  Hendrickson  John 

2760  Driscoll  Cornelius  J 

2761  Martin  Wm 
2763  Alto  A  A 

2765  Connors  Pharmacy 
Inc 

2767  Pacco  Salvatore 

2769  Greer  L  A  Mrs 

2770  Arabian  J  F 
2772  Giamanco  Rosario 
2774  Patteson  J  H  III 
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2775  Gloucester  Marine 
Railways  Corp 

2776  Frost  J  K 

2777  Garden  Patch  The 

2778  Kay  Julius 

2779  O’Brien  M  J 

2780  Jackman  F  M  Mrs 

2781  Noble  R  J 

2782  Favaloro  Anthony 

2783  Maloof  Emile  G 

2784  Winslow  Eleanor  C 
Mrs 

2785  Pino  Eleanor  Mrs 

2786  Darrah  W  E 
2789  Bertolino  L  J 

2791  Johanson  K  I 

2792  Arsenault  Philomena 
Mrs 

2794  Parks  Bros 
2796  Winning  C  E  Mrs 

2796  Radoslovich  W  V 

2797  Favaloro  Gussie  Mrs 

2797  Gilfillan  Edw 

2798  Brigham  Mary  Mrs 

2802  Saint  Ann’s  Parish 
Center 

2803  Paquette  J  W 

2804  Winters  Kenneth 

2805  Giacalone  Joseph 

2806  Bradley  H  V  Mrs 

2807  Romanos  Peter 

2808  Gilson  H  C 

2809  Guizzardi  E  A 

2810  Cooney  Tobias  Jr 

2811  Webster  J  P 
2813  Corliss  R  L 

2816  Anderson  M  R 

2817  West  Gloucester 
Trinitarian 
Congregational 
Church 

2818  Jaeger  W  J 

2819  Innes  A  S 

2820  Union  Transportation 

2821  Chase  Robt 

2822  O’Keefe  K  K 

2823  Worden  Jennie  Mrs 

2824  Tribou  D  E 

2825  Mondello  Anthony 

2826  O’Hanley  R  E 
2832  Me  Phail  A  R 

2834  Baker  Lillian  Mrs 

2835  Borge  J  F 

2836  Enos  A  S 

2837  Appleton  Donald 

2838  Barbour  E  H 
2840  Mac  Nutt  Alex  T 

2840  Mac  Nutt  Alex  T 

2841  Smith  David 

2842  Frontiero  J  J 
2845  Cape  Ann  Liquor 

Chest 

2848  Sinagra  James 

2849  Wing  P  G 

2850  Cooney  T  &  Sons  Inc 

2851  Asaro  Rosario 

2852  National  Butchers  Inc 


2853  Walcott  H  S 

2854  Wolbach  W  W 

2855  Lufkin  E  G  Mrs 

2857  Stickney  M  M  Mrs 

2858  Grant  A  F  Jr 

2859  Lucas  G  I 

2860  Dench  R  G 

2862  Muzzey  Emilie  Mrs 

2865  Crews  L  D 

2866  Testaverde  P  J 

2867  Lo  Grasso  Joseph 

2868  Bradley  T  A 

2869  Harrison  H  O  Mrs 

2870  Rose  B  E  Mrs 
2873  Pooler  R  R  Mrs 
2876  Purington  E  S 
2880  Giacalone  J  J 
2883  White  Star  Fish 

Market 

2883  Oliver  Evelyn 

2884  Sheehan  Beaula 

2885  Duca  A  M 

2886  Cutler  Horace 

2887  Ralph’s  Superette 

2888  Hart  F  C 

2889  Burns  M  M  Mrs 

2890  Lightizer  W  N 

2891  Marr  P  G 

2892  Barnes  Frank  E 

2893  Ryan  R  P 

2894  Cole  M  M  Mrs 

2895  Day  Arlene  Mrs 
2897  Haight  D  A 

2900  Young  R  D 

2901  Brooks  R  O 

2902  Hinckley  M  E 

2904  Nutt  R  M  Mrs 

2905  Taormina  Leonardo 

2906  City  Sealer  Of 
Weights  &  Measures 

2906  City  Inspector  Of 

Buildings  &  Plumbing 
2908  Deering  M  L  Mrs 

2910  Williams  Gertrude 
Mrs 

2911  Eason  Helen  Mrs 

2914  Leighton  R  T 

2915  Cape  Ann  Sportsman 
Club 

2917  Pedrotti  P  M  Mrs 

2919  Chadbourne  R  A 

2920  Cranston  B  A  Mrs 
2923  Rose  T  A 

2925  Zerilli  Leo 

2926  Me  Gilvray  R  F 

2928  Bloch  Esther  Mrs 

2929  Goyetche  F  M  Mrs 

2930  Belezos  W  A 

2933  Aiello  J  B  Jr 

2934  Clancey  W  H  Jr 

2935  Francis  Alice  Mrs 

2936  Ciluffo  Anthony 

2939  Herman  E  U  Mrs 

2940  Davis  Fuel  Co 

2941  Wile  Mary  Mrs 

2942  Maltese  Ignazio 

2943  Hanson  E  L  Mrs 
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2945  Patience  James 

2946  Olson  Robt 

2947  Lowe  C  H  Jr 

2950  Mac  Donald  Beatrice 
Mrs 

2951  Parker  T  G 
2953  Me  Neill  R  C 
2955  Place  V  L  Jr 
2957  Amero  D  R 

2960  Ciluffo  Jennie  Mrs 

2961  Mitchell  Claremund 

2962  Menken  H  W 

2963  O’Brien  A  C  Mrs 

2964  Poulsen  D  A 

2965  Murray  W  C  Jr 

2966  Duwart  C  E 

2967  Joseph  G  S 

2968  Winsor  D  N  Rev 

2971  Lane  H  T 

2972  Williams  Lucibelle 
Mrs 

2975  Rundquist  Edna 

2976  Sail  ah  Rose  Mrs 

2976  Testaverde  J  J 

2977  Palazzola  Joseph 

2978  Bagley  D  M  Mrs 

2979  Favazza  M  A 

2980  Villari  Ruth 

2983  Baumann  Harold 

2984  Orlando  Gasper 
2984  Orlando  James 

2987  Meyer  M  C  Mrs 

2988  Freedburg  Alan  P 
*  2990  Lumbard  G  E 

2991  Carr  J  R 

2992  Camp  Annisquam  Inc 

2994  Oliver  R  G 

2995  Alexander  J  C 

2996  Del  Torchio  Robt 

2997  Martin  R  J 
3000  Gorton’s  Central 

Receiving  Dept 
3000  Gorton  Corp  The  Inc 
3009  Staten  S  K  Mrs 

3011  Firth  G  A  Mrs 

3012  Fulford  R  C 
3014  Carter  W  G 

3016  Mattson  Dale 

3017  Gannon  C  A  Mrs 

3018  Friend  H  W 

3019  Ciulla  Lawrence 

3020  Sylvester  A  E  Mrs 

3022  Abele  S  T 

3023  Ciaramitaro  Frances 
Mrs 

3024  Parson  R  S 

3026  King  Elinor  Mrs 

3027  Joseph  Ellen  Mrs 
3029  Farber  H  L 

3032  Scola  Peter 

3033  Aptt  H  W  Jr 

3035  Frostholm  M  M  E 

3036  Holmes  N  W 

3038  Harding  Bertha  Mrs 

3040  Radio  Shack 

3041  Cushing  D  C 
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3042  Ruggiero  Jennie  Mrs 

3043  Chase  David  M 

3044  Foster  Anna  Mrs 

3046  Perkins  E  S  Mrs 

3047  Me  Kinstrey  Thos 

3049  Del  Torchio  A  M  Mrs 

3050  Camille  I  A 
3053  Norton  F  H 

3055  French  Alden 

3056  Palelli  L  V  Jr 

3057  Lowe  Eva 

3058  Worcester  J  D 

3059  Day  Eleanor  Mrs 

3060  Building  Center  Inc 
Of  Gloucester  The 

3064  Sampson  P  L 
3067  Kincade  E  S  Mrs 
3070  Annisquam  Market 
3070  Annisquam  Marina 

3072  Taylor  E  P 

3073  Landergren  K  K 

3075  Sears  M  M 

3076  Hills  J  F 

3077  Russell  S  G 

3079  Roberts  C  E  Mrs 

3080  Neves  D  M  Mrs 

3081  Francis  J  R 

3082  Gleason  G  W 
3082  Gleason  Geo  W 
3085  Balias  J  J  Window 

Co 

3085  Balias  J  J 

3086  Degnan  M  F  Mrs 

3087  Cristo  Lucille 

3088  Troy  J  H 

3089  Stewart  K  F 

3092  Colby  A  C 

3093  Shea  E  A 

3094  Me  Dermott  W  P 
3097  Parisi  Nancy 

3100  Destino’s  Submarine 
Sandwiches 

3103  Mac  Lean  R  H 

3104  Marr  J  F  Mrs 

3105  Johnson  Joanne  J 

3106  Wiggin  Henry  T 

3107  Linsky  Beatrice 

3108  Frontiero  Salvatore 

3109  Rose  Frank 

3110  Allen  T  N 

3111  Rivers  E  S 
3115  Ragusa  Anthony 
3118  Aldridge  H  F  Mrs 
3121  Parsons  J  L  Jr 

3123  Harvey  P  E 

3124  Bornhofft  Henry  J  Jr 

3125  Ross  D  J 

3127  Crouse  Anna  Mrs 

3128  O’Maley  J  T 

3130  Kimmence  C  M 

3131  Cape  Ann  Bank  & 
Trust  Co 

3131  Cape  Ann  Bank  & 
Trust  Co  (Br) 

3142  Asaro  Vincent 

3143  Perry  Mary  Mrs 

3144  Smith  Edith  Mrs 


3146  Modica  V  J 

3147  Thayer  Gordon  B 

3149  Morrissey  C  L 

3150  Ferranta  Peter 

3151  Lo vasco  Gerolomo 
3153  Vicari’s  Grocery  Store 

3153  Vicari’s  Package 
Store 

3154  Testaverde  S  A 

3155  Joyce  K  S 

3156  Amero  R  W 

3157  Martin  E  A 

3158  Rutberg  Michl 
3158  Sheehan  Denise 

3160  Costa  J  D 

3161  Santa  Paul  E  F 

3162  Jensen  A  P 

3163  Phillips  B  M 
3165  Nickas  Market 
3167  Chisholm  A  J 
3170  Thompson  Eunice 

Mrs 

3173  Eastman  R  E 

3174  Andrews  D  P 

3175  Wonson  Mildred  Mrs 

3176  Misuraca  Jennie  Mrs 
3178  Stanwood  Faith 
3183  Mullen  H  F 

3185  Tracy  John  J 
3187  Howard  Bros 

3187  Howard  D  F 

3188  Gleason  Edw  F  Jr 
3190  Munroe  D  E 
3193  Brancaleone  Frank 

3195  Johnson  C  D  Mrs 

3196  Frontiero  P  F 

3197  Marks  J  F 

3198  Morrow  J  T 

3199  Lima  J  D 

3200  Gloucester  West  End 
Taxi  Service  Inc 

3203  Fuller  E  M 

3205  Elwell  T  L  Mrs 

3206  Aiello  G  M  Mrs 

3207  Spidell  E  F 

3208  Welch  A  F  Mrs 

3209  Bell  Harold 

3210  Hersey  E  S  Mrs 

3211  Kentucky  Fried 
Chicken 

3212  Empire  Clothing  Co 
3214  Svietovsky  Celia  Mrs 

3216  Davis  D  K  Jr 

3217  Latham  E  B 

3221  Mass  Coastal  Seafoods 
Inc 

3222  Enos  W  F 

3223  Mattson  D  C 

3224  Ciolino  Joseph 

3226  Langley  J  A 

3227  Burnham  J  M  Mrs 

3228  Davis  E  V 

3229  Old  Mill  The 

3230  White  F  F 

3231  Davis  George 
3233  Rose  F  C 
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3234  Sandler  Sandler  & 
Laramee 

3235  Belanger  W  G 

3237  Faulk  N  A 

3238  Rose  F  P  III 

3239  Santos  L  J  Mrs 

3240  Switt  S  W 

3241  Russ  B  I 

3242  Parisi  N  P 

3243  Sargent  P  B 

3245  Spottiswood  E  E  Mrs 

3246  Kreiton  L  M 

3247  Brown  L  A  Jr 

3248  Muniz  Evelyn 

3249  Senos  Anibal 

3251  Selig  A  J  Mrs 

3252  Souza  E  M  Mrs 
3254  Ekborg  C  P 

3256  Kearsey  J  J 

3257  Brancaleone  S  J 
3260  Agostine  Otello 

3262  Oliver  John 

3263  Gabry  J  A  Mrs 

3264  Harloff  N  E 

3265  Roy  Adelard  A 

3266  Kenyon  P  B 

3267  Lovett  P  A 

3268  Pappas  R  R  Mrs 

3269  Hartford  M  A  Mrs 

3271  Marshall  R  C 

3272  Nicastro  Philip 

3273  Theriault  R  D 

3275  Lordan  Geo  P 

3276  Strople  C  H 

3278  Shepard  C  A  Mrs 

3279  Callen  R  W 

3280  Cunningham  &  Kerr 
3282  Teresa  G  K  Mrs 
3282  Camille  E  J  Mrs 

3284  Oliver  M  B  Mrs 

3285  Wood  Eleanor  Mrs 

3286  Nearis  M  B 

3288  Bell  E  H  Mrs 

3289  Conrad  R  H 

3290  Rioux  G  X 
3292  Shoares  P  M 

3294  Massasoit  Spiritualist 
Camp 

3294  Harvey  C  F 

3296  Stickney  K  E 

3297  Norton  Dorothy 

3298  Me  Koy  Thos  * 

3299  Larsen  L  M 

3300  Coughlin  Jeannette 
Mrs 

3301  Porper  P  C 

3303  Brown  Philomena 
Mrs 

3304  Markey  Florence 

3305  Smith  Bob  Travel 
Agency 

3307  Willimann  W  S 

3308  Sesta  Anna  Mrs 

3309  Spanks  R  W 

3310  Lyons  J  C 

3311  Stack  D  M  Mrs 


3312  Blair  E  J 

3313  Bicknell  E  J  Mrs 

3314  D’Antonio  Joseph 

3315  Reed  E  B 

3316  Miller  Adair 

3317  Parisi  Paul 

3318  Martin  T  H 

3320  Parisi  T  J 

3321  Prompt  T  V  Service 

3322  Wheeler  H  E  Jr 

3323  Lo  Grande  Salvatore 

3324  Destino  Margt  Mrs 

3326  Lombardo  Lena  Mrs 

3327  Head  L  D 

3328  Worthenn  Kenneth  A 

3328  Cox  Edith 

3329  Malaquias  Jose 

3330  Douglass  Pharmacy 

3331  Graves  D  A 

3332  Baldwin  Rosamond 
Mrs 

3333  Gilson  Ronald  H 

3334  Rose’s  Oil  Service  Inc 
&  Transportation  Inc 

3335  Rose’s  Atlantic 
Station 

3336  Oliver  M  E 

3337  Nicastro  S  A 

3338  Notkin  Myron 

3339  Gamradt  J  W 

3340  Wickey’s  Variety 
Store 

3340  Wickey  Walter  Jr 

3340  Wickey’s  Esso  Station 

3341  Costa  C  L 

3342  Wagner  A  E 

3343  Marshall  Malcolm 

3344  Howard  D  A 

3344  Me  Kechnie  R  E 

3345  Benson  Alex 

3347  Craaybeek  L  E 

3348  Landoni  A  L 

3349  Roberts  P  E 
3352  Novello  Nicholas 

3352  Bonaventure  Inc 

3353  Poirier  Marie  Mrs 

3354  Baker  John 

3356  Gillie  M  E  Mrs 

3357  Orlando  Salvatore 
3359  Purdy  Fred 

3359  Purdy  Fred  Inc 

3360  Kokkonen  Johanna 
Mrs 

3361  Bouchie  J  E 

3364  Modern  Dental 
Laboratory 

3365  Favazza  P  L  Jr 

3366  Foster  John 

3367  Wetmore  C  E 

3369  Davis  D  K  Realty  Inc 

3370  Grossman  Steven 

3370  Lawson  N  H 

3371  Marchant  E  F 

3372  Mac  Rae  E  M  Mrs 

3373  Lane  A  F 

3374  Greenough  D  S  Jr 

3375  Rocha  Manuel  Jr 


3377  Bertolino  C  L  Mrs 

3381  Cohen  Dorothea 

3382  Ives  R  S 

3383  Bowen  A  P  Mrs 

3384  Ercolani  E  I 

3386  Mac  Donald  M  A 

3387  Jasper  Michael 

3388  Mello  Manuel 

3390  City  Board  Of 
Assessors 

3391  Seppala  U  E 

3392  Jenkins  J  W 

3392  Hudder  R  A 

3393  O’Connell  Frances  J 

3394  Heurer  C  R 

3394  Broughten  Charles  B 

3395  Brown  R  C 

3398  De  Coste  L  J 

3399  Alves  Eug 

3400  Harding  R  E 

3401  Munro  J  C 

3402  Eklund  U  W 

3404  Ross  Frances  Mrs 

3405  Smith  Margt  Mrs 
3407  Thomas  A  C 

3410  Independent  Christian 
Universalist  Church 

3415  Olson  Romaine 

3416  Borge  W  P 

3417  Pratt  R  S 

3419  Francis  V  R  Mrs 

3420  National  Marine 
Fisheries  Service 

3424  Kresekie  F  E 

3425  Porter  W  E 

3426  Prince  M  G  Mrs 

3427  Lane  L  W 

3428  Morin  Roland 
3430  Gloucester  Dental 

Laboratory 

3430  Story’s  Curiosity  Shop 

3433  Lynch  Geo 

3434  Wetmore  Rentsit  Inc 

3435  Kearney  T  M 

3437  Pat’s  Center  Grocery 
Inc 

3438  Pascucci  P  J 
3440  Cusick  H  J 

3443  Gounaris  A  G 

3444  Tarantino  J  B 

3445  Hendrickson  C  P 

3446  Goodick  M  E  Mrs 

3447  Grace  J  C 

3448  Hobbs  Rebekah 

3449  Rocha  Emily 

3450  Bettencourt  I  M  Mrs 

3452  Hill  R  E 

3453  Powers  C  M 

3454  Ventimiglia  Antonette 
Mrs 

3455  Saint  Ann’s  Parochial 
School 

3456  Linsky  Theo 

3458  Bailey’s  Appliance  & 
TV 

3459  Apostolopoulos  Kath 
Mrs 
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3460  Gloucester  Ice  &  Cold 
Storage  Co  Inc 

3462  Powers  J  A 

3463  Vicari  M  V  Mrs 

3465  Lacerda  D  A 

3466  Aiello  Vito 

3467  Johnson  J  M 

3469  Bickerton  C  A 

3470  Gravalese  E  M 

3472  Allen  W  T 

3473  Barratt  Charlotte 

3474  Langley  F  E 

3475  Damon  Lucretia 

3478  Parisi  P  F 

3479  Cividal  B  E 

3480  Reardon  Ronald 

3481  Sanderson  A  T  Mrs 

3482  Bertolino  Joseph 

3483  Visnick  Sami 

3484  Codinha  P  P 
3488  Digby  E  J 
3491  Silva  J  F  Jr 
3494  De  Caro  Leo 

3498  Lukegord  M  M  Mrs 

3500  Gabry  H  E 

3501  Olson  M  P  Jr 

3502  Mondello  F  P 

3503  Lopes  I  C  Mrs 

3504  Anderson  P  A 

3504  Collins  Philip  R 

3505  Scola  S  C 

3506  Aronson  S  C 
3508  Goulart  M  B  Mrs 
3510  Arthur  B  H 

3510  Dodge  C  A 

3511  Wood  M  A  Mrs 

3512  Levie  D  C 

3513  Bornhofft  H  J  III 

3514  Parsons  L  A  Mrs 

3515  La  Fernier  Edmond 

3516  Martin  W  A 

3517  Tucker  R  L 

3519  Haberland  Virginia 
Mrs 

3520  Eastern  Point  Yacht 
Club  Inc 

3521  Mitchell  Geraldine 
Mrs 

3521  Gelliss  Michl 

3522  Lakeman  R  F 

3523  Wolfe  H  C 

3525  Wilson  M  B 

3526  Kyrouz  W  J 

3527  Orlando  Fannie  Mrs 

3528  Ryan  R  P 

3529  Landry  Janice 

3529  Crowley  A  B 

3530  Merchant  P  A 

3531  Drake  L  E 

3532  Courant  Reginald 

3533  Randazza  John 

3534  Cole  Philip 
3536  Sellew  Mary  Mrs 
3538  Rigney  J  E  Mrs 
3542  Howland  Pauline  Mrs 
3645  Shaw  B  A 
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3547  Rose  H  M  Mrs 

3548  Mineo  Julia  Mrs 

3549  Warren  C  F 

3550  Favaloro  J  A 

3551  Cooney  F  J 

3551  O’Callaghan  J  M 

3552  Craaybeek  B  K 

3554  Balestraci  Louis 

3555  Mac  Leod  Herbert  W 

3556  Lovasco  M  J 

3557  Campbell  Lloyd 

3560  Me  Carthy  E  J 

3561  Aldrich  T  D 

3562  Landry  M  M  Mrs 

3563  Hilshey  W  F 

3564  Manso  V  J  Jr 

3565  Anderton  W  W 

3566  Mac  Feeley  J  M 

3569  Smith  S  C 

3570  Leverich  T  H 

3571  Castle  R  E 

3572  Meuse  Edw 

3573  Me  Eachern  E  M 

3576  Sullivan  J  J 

3577  Freeman  F  E 

3578  Wagner  Geraldine 
Mrs 

3579  Frasso  L  E 

3582  Davenport  B  A  Mrs 

3583  Robertson  J  A 

3584  White  H  C 

3585  Bentley  E  S  Mrs 

3586  Tracy  J  J 

3590  Victory  Beauty  Salon 
3592  Cressey  G  T  Jr 

3594  Frontiero  S  J 

3595  Coull  R  B  Jr 

3597  Ferguson  Kenneth 

3598  Dick’s  Shoe  Store 

3599  Blake  Arleen 

3600  Crockett  Robt 

3600  Marty’s  Clover  Farm 
Store 

3601  Cape  Ann  Fire 
Appliance  And 
Recharging  Service 

3601  Storage 

3602  Hinckley  Nancy  Mrs 

3603  Giles  Of  Gloucester 

3604  Brown  J  H  Mrs 

3605  Whilton  B  A 

3607  Pooler  H  F 

3608  Gross  J  D  Mrs 

3611  O’Maley  R  S 

3612  Giullano  Charles  E 

3612  Gagliano  N  J 

3613  Blackburn  H  A 

3615  Steven  Brooks  III 

3616  Mac  Neil  R  C 

3617  Delisle  R  C 

3618  Mac  Neil  R  D 

3619  Parsons  W  S 

3620  Marques  Manuel 

3624  Shewbridge  H  C 

3625  Tarantino  Pauline 
Mrs 

3626  Thompson  J  D 


3627  Bragdon  C  S 

3629  Frost  G  A 

3631  Aikens  Charlotte  Mrs 

3631  Korpi  O  R 

3632  Movalli  A  J  Jr 

3634  Grillo  Raffaele 

3635  Parsons  S  T 

3636  De  Abreu  Manuel 

3638  Silveira  Joaquin 

3639  Murdock  D  M 

3641  Hobbs  R  G 

3642  Hennessey  M  E 
3642  Burroughs  R  H 

3644  Wain wright  T  H 

3645  Burnham  F  L 

3646  Roberts  W  A 
3648  Pimental  John 

3648  Pimental  John 

3649  Ellis  A  J 

3650  Sargent  L  E 

3651  Perry  E  M  Mrs 

3652  Whall  A  F 

3654  Castle  L  L  Jr 

3655  Brancalone  Mamie 

3657  Robinson  S  J 

3658  Marshall  Charles 

3659  Nelson  M  B  Mrs 

3660  Muise  J  B 

3662  Giuliano  Charles  E 

3663  Rogers  A  E  Mrs 

3664  Me  Carthy  L  K  Mrs 

3665  Keesler  Ted 

3666  Favazza  Carlo 

3667  Amero  H  H 

3668  Borge  R  B  Mrs 

3669  Muniz  H  E 

3670  Beck  K  A 

3671  Lowe  John  L 

3672  Biggs  O  H 

3673  C  as  tan  Albert 

3674  Roberts  Randy 
3676  Padre  Mary  Mrs 
3679  Ellis  W  J  ’ 

3681  Blatchford  G  S 

3682  Dyer  B  A 

3684  O’Brien  L  S 

3685  Bouchie  C  A  Jr 

3686  Skillen  R  E 

3687  Taurmina  Dominic 

3688  Piscitello  A  J 

3689  Dow  R  H 

3690  Palley  Barnett  H 

3691  Polizzia  John 

3692  Barrigan  John 

3693  Doucette  M  E  Mrs 

3694  Mac  Leod  E  M 

3695  Germain  Rima 
3697  Fitzgerald  Paul 

3700  W  V  C  A 

3701  Gloucester  Yacht 
Yards  Inc 

3704  Enes  Dominic 

3705  Davis  D  C 
3707  Ryan  J  A 

3707  Harrison  D  E 

3708  Martin  R  E 

3709  Hartford  Timothy 


DIAL  283— CONTD 

3710  Mortin  Jean  Mrs 

3711  Place  R  W 

3712  Enes  M  A  Mrs 

3713  Grande  Antoinette  E 

3714  Jacobs  M  W  Mrs 

3715  Bass  Rocks 
Apartments 

3715  Malloy  Robert 
3715  Vrachos  Christopher 

3718  Curcurer  P  P 

3719  Lewis  Diane  Mrs 

3720  Lane  R  F  Co 
3720  Mower  Mart 
3720  Lane’s  Garage 

3723  Parsons  Janet 

3724  Viator  D  M  Mrs 
3726  Goodick  V  M  Mrs 

3728  Burke  J  H 

3729  Movalli  J  P 

3730  Cameron  E  F  Mrs 
3733  Nicastro  Vencee  Mrs 

3739  Ala  Steven 

3740  Brigham  T  A 

3741  Shanahan  J  F 

3742  Carter  G  R 

3744  Lyman  Harrison  F  Jr 

3744  Moore  Charles  L 

3745  Rubin’s  Grocery 
3747  De  Vau  Robt 

3747  Bryan  Alden 

3748  Mione  L  P 

3749  Johnson  W  R 

3751  Carreiro  A  P 

3752  Hodgkins  H  E 

3753  De  Coste  J  S 

3754  Lane  C  E 

3756  Lindstrom  R  W 

3757  Deveau  E  P 

3758  Quinn  R  J 

3759  Warren  B  W 

3760  Woundy  R  H 

3761  Gray  P  R 

3762  Deacon  H  J 

3762  Waters  Valve  Co 

3763  Cutler  Garrett 

3764  Wolfe  F  R 

3765  Huston  James 

3766  Nichols  H  A 

3767  Onthank  E  A 

3768  Korpi  G  O 

3769  Redmond  F  E 

3770  Mac  Donald  Jerome 

3771  Enos  G  A 

3773  Laurie  D  M 

3774  Ellis  W  T 

3777  Frederick  Diana  Mrs 

3779  Jacobs  D  L 

3780  Amero  B  J 

3780  Perkins  Danl 

3781  Randazza  S  P  Jr 

3782  Meuse  G  E  Mrs 

3783  O’Maley  W  K 

3785  San  Filippo  Guisseppe 
3787  Howard  W  H 

3790  Parisi  Matthew 

3791  Faraci  Frank 
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3793  Gallagher  A  H 

3795  Brown  R  T 

3796  Me  Eachern  A  E 

3797  Montessori  Children’s 
House  Of  Gloucester 
Inc 

3797  Rosso w  Charles 

3797  Barrett  Donald  B 

3798  Ehler  J  J 

3799  Amero  L  E 

3800  Tony’s  House  Of 
Tires 

3801  Marshall  A  L  Jr 

3802  Churchill  E  G 

3803  Parsons  Frank 

3805  Zraun  W  J 

3806  Mac  Donald  A  C 

3807  Finley  Gary 

3808  Felicia  Oil  Co  Inc 

3809  Serio  Pasquale 

3810  Orlando  M  A  Mrs 

3811  Pallazola  Anthony 

3812  Foster  Peter 

3814  Movalli  Oil  Co 

3815  San  Paolo  Mariano 

3816  Payne  M  L 

3817  Goulart  J  A 

3818  Johnson  Victoria  Mrs 

3819  Silva  F  A 

3820  Mansure  Warren  Jr 

3822  Saunders  E  A 

3823  Naves  Virginia  G 
Real  Estate 

3824  Harvey  O  C  Jr 

3825  Marshall  Angie  Mrs 

3826  Aiello  F  J 

3827  Thibodeau  U  J 

3828  Stephens  J  P 

3829  Sully’s  Auto  Body 

3830  Moores  C  J 

3831  Bianchini  C  V 

3832  Vannah  H  E 
3835  Laventis  Geo  P 

3837  Sawler  Barbara  Mrs 

3838  Mac  Donald  A  B 

3839  Valmi  M  R 

3840  Kline  &  Gardner 
3843  Malloy  Thos 

3846  Sampson  C  E  Mrs 

3847  Thompson  Geraldine 
Mrs 

3848  Connelly  James 

3849  Amaral  L  R 

3850  Tartas  Philip 

3851  Frontiero  A  A 

3852  Gullifer  W  H 

3853  Murray  D  B 

3854  Sears  Everett 

3857  Corkum  G  J 

3858  Biondo  Joseph 

3861  Santos  A  J 

3862  Melanson  M  A  Mrs 
3865  Parks  H  G 

3867  Thomas  D  E 

3868  Gale  A  J 

3869  Martin  R  G 

3870  Bell  R  S 


3871  Perry  B  V  Mrs 

3872  El  well  Oscar 

3873  Lindquist  Albert 

3875  Tarr  F  E  Jr 

3876  Nelson  C  W 

3877  Brown  S  M 

3878  Harding  Clara 

3879  Joseph  A  G  Jr 

3881  Young  A  G 

3882  Ciolino  A  M  Mrs 

3883  Miller  Loretta  Mrs 

3884  Balestraci  A  J 

3885  Schlichte  M  J 

3886  Pata  D  F 

3887  Milonas  Edw 

3888  Bolten  John 

3889  Scola  J  J 

3890  Ciarametaro  Peter 

3891  Goldman  Sidney 
3893  Bertolino  Jerome 
3895  La  Claire  E  J 

3897  Puma  J  A 

3898  Porter  Richd 

3899  Nose  worthy  Edgar 

3901  Blake  Robt 

3902  Bennett  Wm  H  Jr 

3903  Greenwood  G  R  Jr 

3904  Teel  Rodney 

3905  Goodwin  P  B 

3906  Ferrini  O  J 

3912  Curreri  Anthony 

3913  Ross  Irene  Mrs 

3914  Sargent  W  A 

3915  Bailey  Montgomery 

3916  Coleman  E  J 
3918  Erkkila  S  S 

3920  Beck  A  J 

3921  Lewis  V  M 

3922  Jewell  L  E 

3924  Doucette  F  K  Mrs 

3926  Logrande  M  J 

3927  Muise  Robt 

3927  Me  Cormack  C  M 
Mrs 

3928  Burnham  A  N  Mrs 

3929  Perry  L  B  Mrs 

3930  Parks  R  W 

3931  Capillo  C  A 

3932  Consiglio  Frank 

3933  Roland  Joseph  Jr 

3934  East  Gloucester 
Shellfish 

3935  Davis  W  A 

3936  Barnes  L  H  Mrs 

3937  Orlando  M  P 

3938  Orlando  Ambrose 

3939  Moulton  Ida  Mrs 

3940  Glovei’s  Floor 
Coerings  Inc 

3941  Carter  G  F 

3942  Murray  James 

3944  Lane  Ingeborg  Mrs 

3945  Me  Kay  C  R 

3946  Goodwin  P  E  Jr 

3948  Howard  M  E  Mrs 

3949  Flashman  Esther  N 
Mrs 
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3949  Flashman  Sadie 

3950  Favazza  Salvatore  J 

3951  Stone  R  M  Mrs 

3952  Riedlinger  A  H 

3954  Perry  L  P 

3955  Scalli  F  J 

3956  Langley  Josephine 
Mrs 

3957  Foster  C  C 

3958  Provost  O  E  Mrs 

3959  Hudder  J  T 

3960  Alper  L  I 

3961  Yelland  L  F  Rev 

3963  Johnson  C  W 

3964  Favero  O  V  Mrs 

3965  Reed  G  W 

3966  Couture  L  H 

3968  Me  Kinnon  R  H 

3969  Burgess  L  M 

3972  Simas  Gertrude  Mrs 
3974  Conrad  D  W 

3976  Klopotoski  J  A 

3977  Williamson  C  G 

3979  Milne  F  W 

3980  Grant  W  T  Co 

3981  Tuomivirta  A  M 

3983  Frontiero  Taro 

3984  Militello  Frank 

3985  Me  Gibbon  David 

3986  Adams  J  A 

3987  Iwanicki  R  F 

3988  Nason  E  S  Jr 

3991  Souza  John 

3992  Stern  Julius 
3994  Joyce  Kenneth  Jr 
3996  Rose  L  S 

4000  Addison  Gilbert 
Hospital 

4007  Palazola  M  H 

4008  Lynch  T  F 

4010  Lucas  J  N 

4011  Wonson  J  R 

4012  Marques  G  M  Mrs 

4013  Seola  S  J 

4014  Mann  R  M 

4015  Thibodeau  S  W  Mrs 

4016  Perry  P  E 

4018  Dyer  W  W 

4019  Morris  R  E 

4020  Color  &  Pattern  Inc 

4021  Lane  Everett  T  Co 
4021  Grange  The 

4023  Vannah  E  J 

4026  Francis  W  A 

4027  Bradstreet  R  E 

4028  Allen  G  E 

4030  Clark  B  C 

4031  Feriante  Vito 

4032  Lane  R  H 

4033  Knott  James 

4034  Orlando  C  J 

4036  Me  Phail  D  T 

4037  Bolcome  R  E 

4038  Maki  Anne  Mrs 
4041  Amero  E  C 
4044  Sova  C  R 
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4046  Borge  N  J 
4048  Cote  Grace 

4050  Webber  W  S  Jr 

4051  Tarantino  J  P 

4052  Christopher  G  J 

4053  Hamilton  C  R 

4054  Thurston  L  W  Mrs 

4055  Tobey  R  D 

4056  Mitchell  Joseph 

4057  Porper  L  A  Mrs 

4058  Parsons  G  W 
4060  Rich  M  E 

4062  Smith  P  F 

4063  George  J  F 

4065  Duley  L  S 

4066  Rose  B  P 

4067  Curtin  D  P 

4070  Provost  E  M 

4071  Levie  R  C 

4072  Thibodeau  Charles 

4074  Moses  Evelyn 

4075  Gilliss  T  L  Mrs 

4076  Horne  F  M  Mrs 
4078  Alves  L  D  Mrs 

4080  Alert  Enterprises 

4081  Duncan  Ordway 

4085  Smith  A  M 

4086  Pimental  A  E 

4088  Ventimiglia  J  F 

4089  Giacalone  Nicholas 

4091  Grant  B  S  Mrs 

4092  Viator  Harriet  Mrs 

4095  Mitnick  R  J 

4096  Farina  Santo 

4097  Frontiero  J  R 

4098  Condon  C  M  Mrs 

4099  Pallazola  Baptiste 

4100  Gloucester  Sea  Food 
Wkrs  Union  Dist  Loc 
15 

4100  Ayers  Charles  L 
4102  Sutherland  V  A 

4104  Sears  D  A 

4105  Cole  Roger 

4106  Naves  V  J  Mrs 

4108  Nelles  Mary  Mrs 

4109  Carter  R  E 

4110  Creightney  A  A 

4111  Barry  F  E 

4112  Van  Auken  C  H 

4113  Brigham  R  W 

4114  Favazza  P  S 

4115  Orlando  J  A 

4116  Me  Grath  G  E  Mrs 

4117  Roulston  Roswell 

4119  Tuomivirta  Cheryl 
Mrs 

4120  Leveille  N  O 

4121  North  Atlantic  Fish 
Co  Inc 

4123  Studio  The 
4125  Caissie  M  R  Mrs 
4127  Hannibal  G  C 
4129  Palazola  F  S 

4131  Gibbons  Robt 

4132  Niemi  A  B 

4133  Robinson  Dennis 


4134  Danikas  A  N 

4135  Curtis  R  W 

4136  Munroe  G  A 

4137  Nunes  E  M 

4138  Doucette  E  S 

4139  Newman  M  R  Jr 

4142  Pallazola  Gaspar 

4143  Rich  A  F 
4145  Gloucester 

Manufacturing  Co  Inc 

4147  Souza  Albert 

4148  Serrin  S  L 

4149  Tarr  G  E 

4150  Palazola  J  J 
4152  Fuller  M  L 
4157  Burnham  C  F 

4159  Shea  Brendon 

4160  Love  Marie  Mrs 

4162  Daniels  Irma  Mrs 

4163  Sylvester  Emma  Mrs 

4164  Gallagher  J  E 

4167  Catania  Michl 

4168  Flavin  Danl 

4168  Me  Millan  David 

4169  Genawese  Vincent  Jr 

4170  Parsons  E  H 

4171  Frost  A  P  Jr 
4174  Cook  D  H 

4176  Vadala  F  J 

4177  Rubino  Joseph 

4178  Kuzminski  Carol 

4179  Hickey  M  A  Mrs 
4181  Larson  F  P 

4184  Seaver  R  N 

4185  Me  Namee  H  B 

4186  Randazza  Albert 

4187  Swanson  R  H 

4188  Waddell  Thos 

4189  Hanson  J  E 

4190  Da  we  H  M 
4193  Levie  E  J 

4195  Cunningham  J  D  Jr 

4196  Bradford  Raymond 

4197  Parsons  R  E 

4198  Ercolani  G  M  Mrs 

4199  Jacobs  R  W 

4200  Tavern  The  Inc 
4204  Davis  S  H 

4206  Gloucester  Lobster  Co 

4207  Bliss  Ruth  Mrs 

4208  Gloucester  Manor 
Rest  Home 

4209  Cooney  F  S 

4212  Turner  J  R 

4213  Veator  J  S 

4216  Ramos  Catherine  Mrs 
4218  Griggs  E  G  Mrs 
4220  White  F  H  Jr 
4222  Van  Nostrand  L  W 
4222  Melanson  R  W 

4224  Gove  A  K 

4225  Corbett  Steph 

4226  De  Mille  D  M 

4226  Radcliffe  P  A 

4227  Lopes  John 

4229  Kline  Fredk  E 

4230  Doucette  M  J 
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4231  Whitney  M  H  Mrs 

4232  Enos  A  H 

4235  East  Gloucester 
Elementary  School 

4236  Blatchford  H  P 

4237  Zappa  Joseph 

4238  Knowlton  E  E 

4239  Me  Kenney  C  E 

4240  Attaya  Herbert 

4241  Gronblad  Albert  A 
Inc 

4242  Silver  Peter 

4242  Amero  Eug  Jr 

4243  Adams  Richd 

4244  Kineen  J  B  Rev 

4245  Gillie  A  C  Jr 
4245  D’Amico  A  J 

4247  Stevens  J  P  Jr 

4248  Vitale  Leonard 

4251  Piraino  James 

4252  Kroll  Genevieve  Mrs 

4253  Barron  Alice  Mrs 

4254  Favazza  Peter 

4255  Ahoncn  Verner 

4256  Green  James 

4257  Brown  K  T  Mrs 

4258  Thompson  E  P 

4259  Cutter  G  I 

4260  Drew  Nell  Mrs 
4264  Roos  Signe 
4266  Cafasso  W  P 
4269  Ryan  T  J 

4271  Johnson  E  M  Mrs 

4272  Grimes  C  C 

4273  Tarr  E  G  Mrs 

4274  Lake  J  F 

4275  Cecilio  A  C 

4276  Stone  Wm  P 

4277  Brosnan  M  E 

4278  Frade  J  O 

4279  Rogalski  V  M 

4280  Barnes  E  H 

4282  Haselgard  Albert  Jr 

4283  Lafata  Baptiste 

4284  Parisi  Kath  Mrs 

4285  Gayton  A  A  Jr 

4286  Tarbox  R  F 

4287  Hinckley  F  P 

4291  Cross  Stanley  D 

4292  Johnson  L  E 
4295  Barry  J  E 

4297  Mapleledge  Motor 
Court 

4298  Dion  G  M  Mrs 

4299  Meyerowitz  Wm 

4300  Taylor  Charlotte 

4301  Gronblad  A  A 

4302  Levie  John 

4303  Hale  R  F  Mrs 

4304  Swan  L  M 

4306  Tarr  Dorothy  Mrs 

4307  Pallazola  A  P 
4309  Peterson  L  N  Jr 
4311  Joseph  Virgil 
4315  Favazza  Salvatore 
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4316  Magnolia  Beauty 
Salon 

4318  Rand  Abbott 

4319  Johnson  M  B  Mrs 

4320  Marshall  K  W 

4321  Abbott  J  N  Jr 

4322  City  Purchasing 
Agent 

4323  Robbins  Donald 
4323  Bagenstose  Clinton  H 

4325  Parisi  D  A 

4326  Mac  Eachern  J  D 

4327  Stockbridge  A  B  Mrs 
4330  Lane’s  Appliance 

Service 

4332  Smith  R  A 

4333  Ahern  R  F 

4334  Herrick  R  L 

4335  Tucker  W  C 

4336  Curley  M  A  Mrs 

4337  Andrewes  R  W 

4338  Wiggin  H  S 

4339  Mason  A  F 

4342  Bateman  Leroy 

4343  Wine  Philip  Shoes 
Inc 

4343  Vidal  F  A 

4344  Ross  Donald  J 

4345  Kelley  R  J  Mrs 

4346  Union  Hill  Laundry 

4347  Brennan  R  E 

4348  Seppala  G  W 

4348  Seppala  Eleanor  Mrs 

4350  Marion’s  Beauty  Shop 

4351  Arvilla  J  F  Jr 

4352  Barker  Don 

4353  Viator  E  J 

4354  Reardon  T  J 

4356  Sonnabend  Leo 

4357  Kenney  F  J 

4358  Daley  Walter  F 

4359  Allen  L  F 
4361  Wonson  D  A 
4364  Ritter  A  C 
4366  Treworgy  A  M 

4366  Trewogy  A  M 

4367  Novello  Bonaventure 

4370  Boston  Mutual  Life 
Insurance  CCKBR) 

4371  Safford  A  R 

4374  Drohan  R  T 

4375  Russo  A  J  Mrs 

4376  Gloucester  Grocery  & 
Boat  Supply  Inc 

4379  Anderson  J  F 

4380  Emmons  V  W  Mrs 

4381  Jussila  Alwin 

4382  Shields  Amelia  Mrs 

4383  Harris  Danl  F 

4384  Parnell  R  L 
4386  Taliadoros  A  T 

4388  Piper  M  F 

4389  Greeley  J  W 
4392  Sonia  T  J 

4394  Kittredge  J  B 

4395  Wonson  H  W 
4397  Dagley  C  L 


4401  Gloucester  Vocational 
Sch 

4402  Morrissey  Robt 

4403  Wilson  Wm  L 

4408  Rossi  Margt  Mrs 

4409  Day  H  E  Mrs 

4410  Ectman  Wm 

4411  Cape  Ann  Color  Lab 

4412  Callaghan  A  F 

4414  State  National  Guard- 
Battery  A 

4415  Oliver  Matilda  Mrs 

4416  Vidal  H  O 

4417  Amero  F  E 

4420  Peterson  L  N 

4421  Barrett  D  G  Mrs 

4422  Tarr  R  P 

4424  Dann  Priscilla  Mrs 

4426  Havener  J  P 

4427  Torr  Bruce 

4428  O’Brien  J  J  Jr 

4429  Smith  Madeline  Mrs 

4430  Nally  R  J 

4431  Creaser  C  H  Jr 

4432  Smith  S  R 

4435  Gloucester  Housing 
Authority 

4438  Gore  K  L 

4439  Martell  A  J 

4440  Hull  Richd  L  # 

4441  Saunders  P  M  Mrs 

4443  Limone  S  J 

4444  Kline  I  I 

4445  Arnold  W  J  Rev 

4449  Nobello  Dominic 

4450  Henry  The  Hatter 

4451  Wallace  L  A  Jr 

4452  Ellis  L  G  Mrs 

4453  Wonson  R  R 

4455  Amero  J  F 

4456  Community  House 

4457  Sacred  Heart  R  C 
Church  Rectory 

4458  Anderson  F  W 

4459  Genawese  Vincent 

4460  Sheppard  Richd  C 

4462  Gleason  Mary  E 

4463  Clifford  Nellie 

4464  De  Marco’s  Cleaners 
&  Dyers 

4465  Ross  M  D  Mrs 

4468  White  B  R 

4469  Roewer  E  W 

4471  Mac  Kenzie  F  G 

4472  Mac  Lachlan  Kenneth 
L 

4473  Merrill  W  G 

4474  Williams  A  V 

4475  Gilardi  Michl 

4477  Yankee  Cab  Service 
Inc 

4478  Parisi  Sebastian 
4480  Dominick  A  A  Jr 
4483  Jensen  J  G  Mrs 
4486  Children’s  Friend  & 

Family  Service  Inc 
(Br) 
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4488  Zakas  Angelo 

4489  Parisi  Salvatore 

4491  Freitas  Belmira  Mrs 

4492  Curcuru  C  J 

4493  Thomas  Patricia 
4496  Primm  G  M  Jr 

4498  O’Brien  T  R 

4499  Noseworthy  Gerald 

4500  Gloucester 
Delicatessen 

4501  Pasto  Theo 

4502  Sanborn  D  E 

4503  Wonson  Carroll  W 

4504  Cole  D  E  Mrs 

4505  Sargent-Murray 
Gilman-Hough  House 

4506  Thurston  W  E  Jr 

4507  Annisquam  Yacht 
Club 

4508  Biddle  Joy  Gallery 

4509  Parsons  H  T 

4510  Lovasco  S  P 

4512  Bradstreet  H  E  Mrs 

4513  Brown  A  E 

4515  Lane  S  B 

4516  Giacalone  Jennie  Mrs 

4518  Lo  Grande  Matteo 

4519  Roberts  C  G  &  Son 
Inc 

4520  Tyne  E  E 

4521  Trupiano’s  Superette 

4522  Williams  Thema 
4522  Larkin  C  K 
4524  Shaw  Robt  M 
4528  Derhohannesian 

Garabed 

4532  Geyer  G  C 

4533  Favazza  S  J 

4535  Carr  M  I  Mrs 

4536  Novello  J  B 

4537  Barghorn  R  G 

4538  Burke’s  Bazaar 

4539  Doucette  Edw  S 

4541  Tettoni  E  M  Mrs 

4542  Misuraca  S  P 

4543  Gravity  Research 
Foundation 

4543  Open-Church 
Foundation 

4545  Nor’east  Cleaners 

4546  Blanchard  W  E  Jr 

4549  Evans  H  E 

4550  Rubino  Antonina  Mrs 

4551  Mac  Neil  R  C 

4552  Greely  J  C  Jr 

4554  Me  Innis  Nora  Mrs 

4555  Schultz  S  H 

4556  Curcuru  Elaine  Mrs 

4557  Coffin  Dorothy  Mrs 

4559  Harris  D  F 

4560  Ekborg  P  W 

4561  Day  R  B 

4562  Wallace  C  E 

4563  Salah  S  J 

4564  Corkum  M  F  Mrs 

4565  Gallo  A  S 
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4566  Davis  Dorothy  Mrs 

4568  Becker  F  L  Mrs 

4569  Anderson  M  J 

4570  Jaquith  Wilbur  M 

4571  Viator  M  A 

4573  Pimental  G  J 

4574  Curley  C  A 

4575  Parsons  R  H 

4576  Nicolosi  Lawrence 

4577  Burns  O  G  Mrs 

4578  Parisi  Nicholas 

4581  Webster  Ralph  P  Jr 

4582  Anastas  P  N  Jr 
4584  Murray  M  J 

4587  Powers  R  K 

4588  Silva  L  M  Mrs 

4589  Watson  F  E  Jr 

4591  Anastas  Peter 

4592  Moore  Richd 

4593  Paynotta  Mayme  Mrs 

4594  Norton  M  H 

4595  Balzarini  Gino  Jr 
4598  Curcuru  L  B 
4600  Works  Chevrolet- 

Olds  Inc 

4603  Carrier  D  R 

4605  Genawese  James 

4606  Tarr  E  E  Mrs 

4607  Me  Cormack  W  J 

4608  Mac  Donald  N  J 

4609  Deshler  Charles  F 

4610  Bernstein  S  E 

4611  Brown  Helvi  Mrs 

4614  Albert  A  M 

4615  Kendall  A  E  Mrs 

4616  Fraga  L  T  Mrs 
4618  Favaloro  S  J 

4621  Ryan  Marguerite  Mrs 

4622  Parisi  Grace  Mrs 

4623  Frontiero  C  C 

4624  Me  Farland  A  M 

4625  Lane  C  A 

4626  Cunningham  Phyllis 
F  Mrs 

4628  Nickerson  Leroy 

4632  Johnson  Marjorie  Mrs 

4633  Cecilio  C  C 

4634  Amero  C  M  Mrs 

4636  Burns  P  L 

4637  Culver  E  C 

4638  Catalina  Wm 

4640  Frontiero  W  S 

4641  Anderson  V  J 

4642  Corliss  H  R 

4643  Musgrave  Myrtle  Mrs 

4644  Salony  P  J 

4645  Martin  M  A 

4646  Rose  Clarence 

4647  Brooks  M  C 

4648  Heberle  C  T 

4649  Le  Bow  Cele  S 

4650  Orlando  Carlo 

4652  Giacalone  J  S 

4653  Hudder  R  R 

4654  Fortado  L  P 

4656  Jones  H  N 

4657  Salter  G  H 


4659  Strescino  Enrico 

4660  Quinn  R  P 

4661  Griffin  B  S 

4662  Naves  M  D 

4663  Robinson  R  H  Mrs 

4664  Avila  M  S 

4665  Blatchford  G  A 

4666  Korkatti  N  J 

4667  Favaloro  S  J 

4669  Bohan  P  F 

4670  Quigley  E  E 

4671  Hunneman  &  Co  Inc 

4672  Sanborn  S  R  Mrs 

4673  Hanrahan  M  J  Jr 

4674  De  Marco  H  D  Jr 

4675  Olson  R  E 

4675  Davis  Opticians  Inc 

4677  Whynott  C  A 

4678  Feener  S  E 

4679  Brown  F  A 

4681  Dangelmayer  Wynton 
R 

4683  Perry  F  F 
4685  Burns  M  A  Mrs 
4688  Morris  M  E  Mrs 

4690  Carlson  Patricia  Mrs 

4691  Capillo  L  J 

4692  Turner  R  H 

4693  Arnold  E  A  Mrs 

4696  Blatchford  M  B  Mrs 

4697  Lima  E  J 

4698  Fawcett  B  C  Mrs 

4699  Chipperini  J  M 

4702  Karr  Althea 

4703  Ashline  R  P 

4704  Garron  C  E 

4705  Hinckley  A  C 

4706  Morse  R  W 

4707  Fox  Edw  W 

4708  Benson  W  A 

4708  Me  Nulty  C  J 

4709  Davis  R  W 

4709  Militello  Anthony 

4712  Gage  H  L 

4713  Sinagra  J  V 
4716  Rockwell  A  W  Jr 
4718  Ciolino  Salvatore 

4720  Moody  L  A 

4721  Lattof  M  M 

4724  Orlando  M  J 

4725  Fulford  W  A 

4726  Stephenson  C  L  Mrs 

4727  Pierce  J  W 

4728  Me  Carthy  J  P  Jr 

4729  Bishop  C  H 

4730  Sudbay  Pontiac 
Cadillac  Buick  Inc 

4732  Cape  Ann  Glass 

4733  Eale  Marjorie  Mrs 

4734  Lennox  J  L 

4736  Oakes  C  S  Mrs 

4737  Johnson  G  E 

4741  Frontiero  A  J 

4742  Gaspar  Carlos 

4743  Clancy  G  M 

4743  Danna  Philip 

4744  Rand  S  S 
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4745  Veator  Kath  Mrs 

4746  Pratl  R  J 
4746  Coffin  P  A 
4749  Vadala  F  W 
4752  Sarofeen  J  J 

4754  Shields  R  A 

4755  Skillen  R  J 

4756  Genest  R  J 

4757  Lewis  Bruce 

4758  Favazza  Benj 

4759  Rose  J  G  Jr 
4761  Fraser  J  A 

4764  Lumbruno  G  P 

4765  Me  Colgan  Edw 

4766  Chambers  P  D 

4767  Swett  Plmb  & 

Heating  Co 

4769  Bolonsky  Leonard 

4770  French  G  N  Jr 

4771  Pettipas  W  J 

4772  State  Division 
Employment  Security 

4774  Kinghorn  B  F 

4775  Hilton  L  C 

4776  Barry  J  W 

4779  Wonson  R  E 

4780  Morais  H  S 

4781  Nealey  R  C 

4783  Vaiarella  Mike 

4784  Pohas  G  J 

4785  Magano  V  M  Mrs 

4786  Cooper  E  W 
4788  Filfalt  J  A 
4788  Anchorage  Motor 

Lodge  The 

4788  Mantia  Frank 

4789  Geary  G  E  Mrs 

4790  Curley  H  L 

4791  Harnish  R  J 

4792  Jackson  Wayne 

4794  Cugini  Lawrence  H 

4795  Pereen  John 

4798  Hedblom  J  S  Mrs 

4799  Place  R  E 

4800  Conley  E  M  Mrs 

4802  Nicastro  Sami 

4803  Rubino  P  J 

4804  Mitchell  F  R 

4805  Crawford  E  E  Mrs 

4806  Josephson  R  P  Mrs 

4808  First  Baptist  Church 
Of  Gloucester 

4809  Carr  R  G 

4810  Clark  Curtis 

4811  Fort  Cold  Storage 

4812  Bachelder  Robt  E 

4813  Spanks  Margt  Mrs 

4814  Carlson  E  W 

4815  Walsh  J  M 
4817  Mead  G  D 

4819  Thompson  M  E 

4820  Orlando  B  K  Mrs 

4821  Ellis  W  V 

4823  Cottone  Calogero 

4824  Tilley  Ella  Mrs 

4825  Millefoglie  Philipo 
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4826  Wagner  J  N 

4827  Curcuru  B  A  Mrs 

4829  Souza  R  C 

4830  Linquata  Salvatore 

4831  De  Coste  C  F  Jr 
4834  Murphy  T  M  Mrs 

4836  Clarke  T  W 

4837  Vagos  M  S  Jr 

4838  Curcuru  J  C 

4839  Scuderi  Lena  Mrs 
4841  Niemi  V  W 

4843  Burgarella  P  F 

4844  Lahti  R  J 

4846  Frontiero  S  J 

4847  Parisi  Joseph 

4848  Aune’s  Yarn  Shop 

4849  Randazza  Anthony 

4850  Chisholm  J  E 
4852  Carter  Margt  Mrs 

4852  Lander  F  L 

4853  Mason  R  H 

4854  Snelson  E  D 

4856  Murray  T  J 

4857  Costa  John 

4858  Hardy  E  A 

4859  Frontiero  Anna  Mrs 

4860  Pascucci  Everett 

4861  Swinson  D  H 

4862  Meuse  E  R 

4863  Hall  R  E  Mrs 

4864  Sinagra  J  V 

4866  Cross  C  E 

4867  Scola  S  A 

4868  Pina  Elaine  Mrs 

4869  Kalina  E  M  Mrs 

4870  Lowe  E  P  Mrs 

4872  Fleming  E  F 

4873  Me  Phee  J  Y 
4875  Burgess  Thos 

4875  Hodgkins  H  E  Jr 

4876  Goulart  R  E 

4877  Zellenka  J  W 
4879  O’Brien  L  A 

4882  Harvey  Dorothea 

4883  Niemi  Diane  Mrs 

4884  Gladding  Martha  W 

4885  Currier  J  C 
4887  Geary  R  D 

4889  Di  Liberti  M  A 

4890  Silva  E  M  Mrs 

4891  Raizin  Frances  Mrs 
4893  Hurst  M  E  Mrs 

4893  Johnson  D  W 

4894  Jensen  Gertrude  Mrs 
4894  Curcuru  D  H  Mrs 

4896  Brown  S  P 

4897  Pommet  Winifred 
Mrs 

4898  Scola  V  S 

4900  Gloucester  Building 
Supply  Co  Inc 

4902  Bragg  L  W  Mrs 

4903  Ekborg  Harold 

4904  Lou’s  Auto  Body 

4905  Burnham  T  A 

4907  Mondello  A  F 

4908  Maniaci  Vincenzo 


4910  Ragusa  Ethel  Mrs 

4911  Orlando  Anthony 

4914  Barner  C  T 

4915  Ward  J  M 

4916  Smogard  E  C 

4917  Marchant  A  V 
4919  Cunha  Earl 

4921  Edmonds  Annie  Mrs 

4922  Landry  Carolyne  Mrs 

4923  Poole  J  F 

4924  Day  Edith  Mrs 

4925  Bowman  C  M  Mrs 

4927  Davis  K  B 

4928  Barlow  S  L  M 

4929  Politano  J  A 

4931  Williams  T  P 

4932  Bunce  R  L 

4933  Calhoun  F  K 

4934  Fioravanti  N  E 

4935  Souza  M  W  Mrs 

4938  Favaloro  C  L 

4939  Me  Nair  L  J 

4940  Baptiste  F  J 

4941  Francis  L  J 

4942  Loiacano  Joseph 

4944  Tarantino  Shirley 
Mrs 

4945  Panizzi  M  G 

4946  Rocha  R  E  Mrs 

4947  Veator  L  A 

4948  Rudolph  J  R 

4949  Carbonaro  Alf 
4952  Pacheco  Julia  Mrs 

4954  Me  Kinnon  G  H 

4955  Marks  W  E 

4956  Brancaleone  Thomas 

4957  Mansur  Warren 

4958  Silva  R  R 

4959  Quadros  A  A 

4960  Le  Gallo  J  A 

4961  La  Petite  Poodle 
Parlour 

4962  Testaverde  Rosario 

4963  Mac  Donald  E  R 
4965  Pam’s  Antiques 
4967  Lufkin  L  E 
4969  Elwell  M  E  Mrs 

4971  O’Brien  N  M  Mrs 

4972  Abrahamson  J  T 

4973  Grover  R  W 

4974  Tarr  D  P  Mrs 

4975  Anderson  G  W 

4976  Silva  D  L  Jr 

4977  Hanibal  W  L 

4979  Norris  G  L 

4980  Lord  R  D 

4982  Geyer  E  M  Mrs 

4983  Williams  E  P  Mrs 

4984  Rose  Frank  Jr 

4985  Carter  G  M  Mrs 
4987  Fairweather  R  J 

4990  Reed  Walter 

4991  Joseph  J  A 
4993  Mac  Lean  Danl 
4996  Calnan  M  E 

4996  Mac  Donnell  Nora 

4997  Finazzo  Philip 
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4999  Powers  H  D 
6000  Stathopoulos  Harry  A 
Insurance  Agency 
6002  Mineo  Alphonse 

6004  Goodwin  Jane 

6005  Naves  R  G 

6006  Bagshaw  J  H 

6007  Morendo  Joseph 

6008  Hinchey  A  L  Mrs 

6010  Ward  Two  Veterans 
Memorial  Sch 

6011  Slafsky  Harry 
6013  Sampson  V  M  Mrs 

6016  Strople  J  L 

6017  Frithsen  J  C 
6019  Burke  W  L 

6021  Howard  A  T  Mrs 

6022  Fortado  Vincie  Mrs 
6024  Hancock  W  K 
6026  Foster  Nora  Mrs 

6026  Ferazzi  C  L 

6027  Ciarametaro  Salvatore 

6028  Sinagra  S  L 

6029  Porper  W  T 

6030  Flett  L  E 

6033  Davis  L  A 

6034  O’Maley  Robt 
6036  CillufFo  Lawrence 
6038  Dagle  J  R 

6040  Mac  Leod  N  J 

6041  Johnson  K  E 

6043  Ackert  J  D 

6044  Lean  os  J  A 
6046  Talvitie  J  A 
6048  Parsons  W  F 

6061  D’Amico  Frank  Jr 

6062  Gillis  J  J  Mrs 

6063  Laine  M  C  Mrs 
6054  Mac  Farland  N  M 
6066  Soper  B  J  Mrs 
6066  Borgeson  B  F 
6057  Nelson  R  N 

6060  Jeswald  J  P 

6061  Bradford  W  J 

6062  Lowe  M  B  Mrs 

6063  Letendre  L  J 
6066  Me  Eachern  J  H 

6066  Cecilio  J  C  Jr 

6067  Hutchins  L  M 

6068  Billante  L  P 
6070  Farrell  Martin  P 
5071  Ramsey  Charles 

6074  Kline  Robt 

6075  Kennefick  C  M 

6076  Gomes  F  P  Jr 

6077  Hobbs  Michl 
6079  Lacey  Hamer 
5080  Saunders  R  A 

6081  Bolles  S  L 

6082  Grimes  G  G 

5085  Budrow  Lorraine  Mrs 
6086  Atkins  J  M 

5088  Goulart  R  P 

5089  Playfair  S  R 

5090  Orlando  F  P 
6091  Davis  L  C 
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5093  Knowlton  G  O 

5094  Me  Henry  M  C 

5095  Robinson  J  L 

5097  Nixon  W  A  Jr 

5098  Ward  Ethel  Mrs 

5099  Vacant 

5099  Curtis  Harold 

5100  Steele  Carroll  K  Ins 
Agency  Inc 

5104  A  D  E  Food  Co 

5105  Lawson  S  C 

5106  Sutera  J  A 

5108  Laiachino  J  J 

5109  Harting  E  A  Mrs 

5112  Ciolino  Peter 

5113  Sinagra  C  J 

5114  Spinney  C  M  Mrs 

5115  Devlin  B  L  Mrs 
5117  Me  Gibbon  J  G 

5119  Mitchell  W  L 

5120  Park’s  Service  Station 
Inc 

5121  Amazeen  D  W 

5122  Budrow  J  F 

5123  Johnson  W  R 

5124  Greer  R  A 

5126  De  Franco  Matilda 
Mrs 

5126  Dominick  J  E 

5127  Newell  J  E 

5128  Epstein  Abraham 

5129  Me  Carthy  J  J 

5130  Morse  J  R 

5131  Mahony  G  Everett 
Inc 

5135  Ryan  T  B 

5136  Ciulla  T  A 

5137  Ciraky  M  J 
5139  La  Flam  E  S 

5141  Worthley  E  R 

5142  Me  Cullough  A  R 

5142  Me  Cullough  M  C 
Mrs 

5143  Palmisano  V  M  Mrs 

5144  Mac  Cuish  W  F 

5146  Di  Giovanni  Edmond 

5147  Tanner  S  J 

5148  Pierce  G  A  Jr 

5149  Gove  C  A 

5150  Marietta  John 

5151  Cape  Ann  Forge  Div 
Of  Standex  Int  Corp 

5156  Wonson  C  W 
5158  Kizevich  M  L  Mrs 

5158  Popular  Antique  Shop 

5159  Batista  C  L 

5160  Gray  J  W 

5161  Cavanaugh  W  J 

5162  Dolloff  S  B 

5163  Fortado  F  L 

5165  Gray  J  R 

5166  Manzo  A  P 
5168  Perkins  David 

5172  Hubbard  F  W 

5173  Palazzola  V  J 

5176  Aptt  K  J 

5177  Hadley  J  N 


5178  Stanton  R  P 

5181  Jordan  P  W 

5182  Pless  Alex 

5183  Pierce  A  F  Mrs 

5184  Sallah  F  J 

5185  Me  Ilvain  Davia  Mrs 

5188  Deas  J  M 

5189  Madison  J  F 

5190  Parsons  R  W 

5191  Sherwin-Williams  Co 
The  (Br) 

5193  Reardon  H  J  Jr 

5194  Standley  Mark 

5195  Shea  G  A 
5197  Barner  J  R 

5200  Telephone  Answering 
Service  Of  Gloucester 

5203  Parisi  Matthews  Jr 

5204  Myer  B  C 

5205  Nicastro  J  P 

5206  Vieira  R  J  Mrs 

5207  Farley  A  A  Mrs 

5208  Rodolosi  Nicholas 

5209  Lovasco  G  M 

5210  Davis  Cath  Mrs 

5211  Chianclola  W  D 

5212  Harrington  E  R  Mrs 

5213  Sutera  S  A 

5214  Vicari’s  Variety 
5214  Vicari  H  P 

5216  Lopes  G  J 

5217  Perry  J  D 
5219  Russo  Anthony 
5222  Macchi  N  R 

5224  Beard  J  H 

5225  Lumia  Joseph 

5227  Thomas  C  W 

5228  Me  Curdy  C  P 

5230  Zywusko  B  S 

5231  Alves  C  F 

5233  Pucci  Angelo 

5234  O’Brien  J  L  Jr 

5236  Merchant  M  W 

5237  Ellis  J  C 

5238  Brown  Nancy  Mrs 

5239  Millefoglie  Anthony 

5241  Poirier  L  E 

5242  Lo  Piccolo  Robt 

5243  Brancaleone  G  G 

5244  Loiacano  Salvatore 

5245  Mesquita  J  P 

5246  Nichols  G  B 

5247  Madruga  J  P 

5248  Pallazola  Jeremiah 

5249  Packer  J  W 

5250  Lafata  G  J 

5251  Lopes  L  J 

5253  Oliveira  A  F 

5254  Ruggerio  Wm 

5255  King  A  G  Jr 

5256  Smith  B  A  III 
5261  Catulo  J  S 
5263  Tarbox  M  J 

5265  Scola  Tom 

5266  Nelson  A  R 

5267  Me  Comiskey  P  L  Jr 

5268  Christo  Anthony 
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5269  Haskins  Wm 

5271  Metcalf  James 

5272  Murray  D  H 

5273  Johnson  T  M 

5274  Galante  Jenny 

5275  Perry  M  J 

5277  Murphy  Wm 

5278  Porter  Laura  Mrs 

5279  Orlando  John 

5281  Leo  P  A 

5282  Marino  Jennie  Mrs 
5284  Alves  C  A 

5286  Brown  John 

5287  Redding  Mary  Mrs 

5288  Silveira  Gerald 
5290  Cunningham  D  E 

5292  Kopanon  C  M 

5293  Andrews  Florence 
Mrs 

5294  Tarr  G  M 

5295  Virgilio’s  Italian 
Grocery  &  Bakery 

5296  Ropper  S  G 

5297  Souza  M  P 

5300  Caribou  Fisheries  Ltd 

5303  Roach  J  J 

5304  Michelson  W  J 
5304  Tufts  D  W 

5306  Belanger  W  G  Jr 

5307  Mitchell  M  M 

5308  Kain  W  H 

5311  Silva  B  F 

5312  Rhodes  F  C  III 

5313  Bowser  R  V 

5314  Korkatti  T  R 

5315  Morgan  F  H 

5316  Sudbay  D  E 

5317  Sweet  E  F 

5318  Roberts  A  A 

5320  Newell  J  A 

5321  Allen  L  S 

5322  Curcuru  S  J 

5323  Erickson  E  R 

5324  Barkhouse  C  E 

5325  Bradford  D  E  Mrs 

5327  Pizzimenti  Sami 

5328  Me  Cormack  L  J 

5329  Clemenzi  Dominick 
5331  Robinson  H  E 

5333  Mike’s  Pastry  & 
Coffee  Shop 

5334  Carter  D  B 

5335  Ciaramitaro  L  F 

5336  Cameron  L  F 

5337  Jones  Francis  A 

5338  Young  Edw 

5338  Carrancho  A  S 

5339  Capone  Anthony 

5339  Capone  Stefani  Mrs 

5340  Johnson  L  K 

5342  Ragusa  W  E 

5343  Brown  L  J 

5344  Glaser  Louis  H 

5346  Perrin  R  C  Jr 

5347  Susanno  Lawrence 
5349  Niemi  K  A 
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5350  Wilkins  Herbert 

5351  Snow  C  L 

5352  Martel  Raymond  R 

5353  Hewett  W  A 

5355  Kramer  Robt 

5356  Me  Gary  M  C 

5357  O’Maley  R  C 

5359  Sonia  Robt 

5360  Me  Carthy  J  F 

5361  Fischer  Max  C 
5363  Knox  J  A 
5365  Anderson  E  E 

5367  Weaver  A  G 

5368  Frost  A  W  Jr 

5370  Orlando  Antonette 
Mrs 

5371  Lundy  R  F  Mrs 

5371  Silva  T  D 

5372  Jacobson  F  E  Mrs 

5374  Mondello  G  C 

5375  Tobin  M  H  Mrs 

5376  Johnson  Harry 

5378  Tocco  J  R  Mrs 

5379  Campbell  Carolyn 
Mrs 

5380  Clark  R  W 

5381  Hendrickson  E  A 

5382  Sanfilippo  Nicolo 

5383  Anderson  Barbara 
Mrs 

5384  Bosselman  R  A 

5387  Borge  Margt  Mrs 

5388  Stevens  James 

5390  Hunter  D  F 

5391  Vibert  D  A 

5392  Me  Cann  Mildred 
Mrs 

5393  Me  Cormack  A  M 

5394  Kilman  Blanche  Mrs 

5395  Mitchell  J  S  Jr 

5396  Perry  P  G  Mrs 

5398  Cavanaugh  M  M  Mrs 

5399  Ciluffo  T  J 
5401  Morrow  H  C 

Plumbing  &  Heating 
Co 

5403  Alto  J  H 

5406  Marks  I  L  Mrs 

5407  Kidder  B  M  Mrs 

5408  Smith  W  E 

5409  Gray  R  B 

5410  Bouchie  A  E 

5412  Piscitello  Alf 

5413  Murray  S  J 

5414  Deering  G  T  Jr 
5416  Mountain  Barbara 

Mrs 

5416  Mountain  G  F 

5417  Curcuru  Phyllis  Mrs 

5418  Hicks  G  A 

5420  Dunn  J  H 

5421  Hebert  F  L 

5423  Houde  R  J 

5424  Selig  J  W 

5425  Polizzia  J  W 

5425  Polizzia  P  F 

5426  Amero  R  J 


5429  Day  W  A 

5431  Clement  Inez  Mrs 

5432  Natti  Erik 
5432  Goodhue  E  F 

5434  Mellow  G  P 

5435  Sutera  Ignazio 

5436  James  N  D 

5437  Genovese  Marco 

5438  Herdman  G  R 

5439  Lehman  Margt  Mrs 

5440  Frontiero  Joseph 

5441  Cheves  R  W 

5442  Johnson  A  A 

5444  Hunt  John  H  &  Son 
Inc 

5445  Shea  P  M 

5447  Brown  M  P  Mrs 

5448  Sears  Maryann 

5449  Me  Cormack  R  D 

5450  Brien  P  J 

5451  Gibbs  B  W  Mrs 

5452  Imbrunone  Nicholas 

5453  Clayton  J  W 

5454  Modern  Heat  Inc 

5455  Auditore  J  B 

5456  Rose  F  V 

5457  Lupo  S  T 

5458  Roland  C  A 

5459  Hanrahan  J  J 
5461  Jensen  Robt 

5463  Sanfilippo  Vincenza 
Mrs 

5463  Reis  Joseph 

5464  Jesso  H  E  Jr 

5465  Azevedo  F  A 

5467  French  Alden  Jr 

5468  Marshall  W  E 
5470  Burns  J  T  Jr 

5473  Murphy  T  J 

5474  Gagnon  R  J 

5476  Oakes  R  A 

5477  Virgilio  Guiseppe 

5478  Aro  E  M 

5479  Reed  John 
5481  Edgerton  W  C 

5483  Elwell  D  M  Mrs 

5484  Tarr  W  W 

5485  Cavanaugh  Ethel  Mrs 

5486  Sears  M  A 

5487  Guittarr  A  J 

5488  Hamor  J  C  Jr 

5489  Jeffery  M  A  Mrs 

5490  Danish  Pauline  Mrs 

5491  Me  Tigue  Michl 

5492  Ciaramitaro  Domeano 

5493  Bergman  W  H 

5494  Wright  H  C  Mrs 

5495  Testaverde  J  S 

5496  Garrisi  Angeline  Mrs 
5499  Sisters  Of  Notre 

Dame 

5499  Collins  Wallace  C 

5503  Sandler  Leo 

5504  Coolidge  John 

5505  Bernard  A  E 

5506  Me  Callum  Wm 
5508  Stout  M  G 
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5510  Cunningham  R  E 

5511  Pomeroy  J  S  Jr 

5512  Soucy  Charles  B 
5515  Trefry  K  W 

3516  Morash  Harriet  Mrs 

5517  Nickerson  R  A 

5518  Pascucci  Sami 

5519  Nasser  J  J 

5520  Kincade  M  E  Mrs 

5521  Saulnier  J  L 

5522  Madruga  R  H 

5523  Tognazzi  M  E  Mrs 

5524  Hubbard  Richd 

5525  Frazier  Alice  Mrs 

5527  Curtis  D  O  Rev 

5528  Sawyer  W  F 

5529  Strescino  W  S 

5530  Pallazola  J  J 

5531  Keating  A  J 

5533  Greely  J  C  III 

5534  Reader  H  E 

5535  Saunders  I  M 

5536  Mulry  James  J 

5537  Roberts  E  F 

5538  Favaloro  Serafino 

5540  Aikens  J  H 

5541  French  H  S 

5542  Corrao  A  C 
5544  Johnson  Alan  F 
5544  Cape  Ann  Marina 

Lounge 

5546  Sea  Cold  Service  Inc 

5548  Dench  M  T  Jr 

5549  Arnold  J  M 

5550  Call  J  H 

5551  Cognato  Charles 

5552  Thanos  Athena  Mrs 

5553  Stone  A  M  Mrs 

5554  Day  F  H 

5555  Abrahamson  F  L 

5556  Cook  D  E 

5557  Sylvester  A  B 

5558  Skinner  J  F 
5558  Marino  L  F 

5560  Parisi  Salvatore 

5561  Phillips  L  M  Mrs 

5562  Harmon  R  J 

5563  O’Donnell-Usen 
Fisheries 

5563  Seafood  Kitchens  Inc 
5563  Quick  Freeze  Corp 
5563  O’Donnell-Usen 
Fisheries 

5567  Ekborg  K  M 

5568  Munroe  L  J 

5569  Whynot  J  W 

5570  Linsky  Abram 

5572  Curtis  M  E 

5573  White  R  T 

5575  Smith  G  E  II 

5576  Douglass  Allerton 

5577  Graffix  Studio 

5579  Mello  A  R  Mrs 

5580  Lufkin  A  R 

5582  Tucker  B  H 

5583  Philbrook  C  L 
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5584  Allen  G  D 

5587  Kallio  Rudolph 

5588  Parsons  Dana 

5589  Lane  Lyman 

5590  Wentzell  E  F  Mrs 

5591  Cooper  Barbara 

5592  Souza  Alice 

5593  Cohen  G  M 

5594  Sutherland  J  L 

5594  Boeberitz  Robt 

5595  Mac  Whinnie  J  C 
Mrs 

5596  Balzarini  Gino 

5597  Hickey  E  C 

5598  Gagnon  M  R 

5599  Peloquin  Marc  A 

5600  Cape  Ann  Electric  Co 

5601  Simoes  A  S 

5602  Geary  C  T 

5603  Perry  E  J 

5604  Sawyer  A  H 

5605  Bulduc  R  J 

5609  Favaloro  Leo 

5610  White  N  G 

5612  Bolcome  M  E  Mrs 

5613  Williams  A  L 

5614  Harrison  Dean 

5615  Swinson  H  J 

5616  Pomeroy  Herbert 

5617  Brigham  Chester 

5618  Milne  W  R  Mrs 

5619  Chase  M  L  Mrs 

5620  Sullivan  T  H 

5621  Melanson  W  J 
5623  Welch  Robt 

5623  Camp  Pinehurst  Day 
Camp 

5624  Babson  Memorial 
Library 

5625  Justice  R  E 
5628  Me  Cormick  J  A 
5633  Blanding  Marie  Mrs 
5636  Skarnik  Helen 
5638  Kennedy  L  J 

5638  Fleming  J  T 

5639  Munroe  R  J 

5640  Ferrini  Vincent 

5641  Jones  E  L  Mrs 
5643  Barrett  H  A 

5645  Collins  E  B 

5646  Goulart  J  J 
5648  Swett  C  M  Mrs 

5650  Courant  R  D 

5651  Carey  W  T  Jr 

5652  Moody  W  H  Jr 
5654  Morrissey  R  D 

5654  Stanwood  E  M 

5655  Pino  R  R 

5656  Morgan  W  H  Rev 

5657  Tremblay  A  N 

5658  Annisquam  Village 
Realty 

5659  Leo’s  Pizza 
5662  Beef  &  Bun 
566f  Courtney  G  A 

5664  Palazola  A  J 

5665  Tucker  F  M  Jr 


5668  Hendrickson  R  E 

5669  Cusick  Richd 

5670  Kienia  Phyllis  Mrs 

5672  Parsons  T  A 

5673  Knowles  R  H 

5674  Marchant  P  A 

5675  Nelson’s 

5676  Da  Cruz  A  F  Jr 

5677  Camille  R  J  Jr 

5678  Anderson  E  S 

5679  Ernest  Margurite  Mrs 

5681  Muise  M  E 

5682  Casado  A  F 

5683  O’Donnell  M  H 

5684  Greely  G  D 

5685  Porter  J  A 

5686  Nose  worthy  Robt 

5687  Coad  H  P 

5688  Ciaramitaro  Paul 

5689  Daley  C  E  Mrs 

5690  Bearse  A  J 

5691  Mann  J  J  Jr 

5692  Sabato  L  J 

5693  Schwartz  L  W 

5694  Misuraca  T  P 

5695  Me  Kay  G  M  Mrs 
5697  Comeau  E  C 
5699  Hudder  J  J  Jr 

5702  Chick  Lester 

5703  Budrow  E  P 

5704  Kangas  D  V 

5705  Russo  Edw  A 

5706  Francis  A  M  Mrs 

5707  Reed  A  E 

5708  O’Neil  Robt 

5709  Marques  Americo 

5712  Aiello  Salvatore 

5713  Blair  M  S  Mrs 

5714  Linquata  L  F 

5716  Cluett  R  D 

5717  Cluney  Nellie  Mrs 

5718  Hodgkins  Nancy 

5720  Michelini  Dorothy 

5721  Bertolino  B  W 

5722  Perry  W  R 
5724  Davis  L  R 
5726  Mattos  Manuel 
5728  Quigley  Edw 
5730  Burgess  F  D 

5730  Bassett  L  H 

5731  Roberts  E  A 

5732  Borge  J  M 
5732  Courant  J  A 

5735  Anderson  E  V  Mrs 

5736  Mondello  M  E  Mrs 

5737  Brooks  Mary  A 

5738  Burbine  B  P 

5740  Frost  O  C  Mrs 

5741  Boudreau  J  S 

5743  De  Caro  J  A 

5744  Anderson  F  C  Mrs 
5746  Mourey  Irene  Mrs 

5748  Souza  Joseph 

5749  Young  C  R 
5751  Damon  M  S  Mrs 
5753  Duchane  A  E 
5755  Genovese  M  P 
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5756  Wilson  J  A 

5757  Witham  Joseph 

5758  Cavender  Ethel  Mrs 

5759  Bagshaw  James  K 

5760  Kippen  A  M  Jr 

5761  Gonsalves  J  F 

5762  Frederick  C  P 

5763  Scuderi  V  A 

5764  Shea  R  M 

5765  Aptt  H  W 

5766  Palelli  Grace  Mrs 
5769  Saputo  Sebastian 
5771  Silva  John 

5773  Aloi  Frank 

5774  Salah  R  M 

5776  Scola  J  J 

5777  Domingos  A  J 

5777  Sam’s  Beauty  Salon 

5778  Silva  J  G 

5779  Wardrup  D  A 

5780  Nutton  A  H 

5781  Burton  H  S  Mrs 

5782  Bolcome  L  E 

5783  Kiff  W  H 

5785  Perry  L  F 

5786  Lovell  I  R 
5790  Pistenmaa  U  J 

5794  Wagner  W  M 

5795  Marchant  R  H 

5796  Alves  Nettie  Mrs 

5797  Freda  R  F 

5798  Gibran  H  J 

5799  Anderson  J  L 

5800  Selig  R  L 

5802  Mason  M  J  Mrs 

5803  Polisson  Harriette 

5804  Dumas  P  J  Jr 

5805  Linehan  G  L 
5810  Garrisi  S  P 

5814  Johnson  L  R 

5815  Reed  E  V  Mrs 

5816  Chaisson  John 

5818  Palazzolo  Pasquale 

5819  Westlund  A  E 

5822  Hilton  H  A  Jr 

5823  Smith  A  F 

5824  Holmes  A  A 

5825  Nugent  J  T 

5826  Muros  Joseph 

5827  Miller  H  A 

5830  Morris  W  A  Jr 

5831  Del  Torchio  R  S 

5832  Smith  R  C 

5834  Vinagre  M  P 

5835  Parsons  D  M  Mrs 

5836  De  Vicq  Eliz  Mrs 

5837  Hamilton  Milton  R 

5838  Plander  H  G  Mrs 

5839  Chianciola  B  A 

5840  Grimes  Mildred  Mrs 

5841  Brandt  Erich  Rev 

5842  Hodge  T  N  Jr 

5843  Rich  K  M  Mrs 

5844  Kirk  F  P  Mrs 

5845  Sousa  E  A 

5846  Barbara  Anthony 
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5847  Hardy  E  C 

5848  Me  Kay  D  R 

5850  Lufkin  Eleanor  Mrs 

5851  Cunningham  Frances 

5852  Lafata  Anthony 

5854  Lind  Albert  W 

5855  Loomis  D  B  Rev 
5857  Newton  F  P 

5859  D’Amico  Joseph 

5860  Natti  R  H 

5862  Sudduth  W  B 

5863  Tupper  Russell 

5864  Stanwood  M  S 

5866  Abbott  C  B 

5867  Padre  J  B 

5868  Orlando  Salvatore 

5869  Viator  R  E 

5870  Sanborn  G  C 

5871  Manninen  G  H 

5872  Mansfield  C  E 

5874  Scuderi  Roy 

5875  Ciaramitaro  F  P 

5878  Hendy  K  W 

5879  Ciaramitaro  Vito 

5880  Silva  V  M  Mrs 

5881  Ferrara  An  amino 

5885  Johnson  L  W  Mrs 

5886  Knowles  J  R 

5888  Frontiero  S  J 

5889  SchrafTte  G  S 
5891  Fauazza  Benodetto 

5891  Favazza  Benedetto 

5892  Rogers  J  E 

5893  Douglass  F  J 

5893  Harbor  Tours 

5894  Salah  J  P 

5895  Harris  Edw 

5896  White  L  W 
5898  Martin  W  T 

5900  Grover  W  H 

5901  Albertson  E  H  Mrs 

5902  Hibbard  Steph  B 

5903  Kelly  Mary 

5904  Batson  R  E 

5904  Scola  J  D 

5905  Me  Carron  J  D 

5906  Mugford  Cyrus 
5910  Perkins  R  M 

5912  Mac  Kay  H  E  Mrs 

5913  Favazza  P  S 

5914  Kalinos  Peter 

5915  Me  Cann  A  J  Co 

5915  Me  Cann  Arth 

5916  Militello  Antoinette 
Mrs 

5917  Wholly  James  R 

5918  Cardozo  M  E  Jr 

5920  Herrick  R  L  Jr 

5921  Elwell  E  W 

5922  Mackey  E  N 

5923  Kerepka  F  J 

5924  Mitchell  Marguerite 

5927  Wise  G  D 

5928  Mitchell  John 
5930  Hautala  H  M 

5932  Davis  J  R 

5933  Murray  Gorene 


5934  Muniz  M  P 

5935  Selig  E  H 

5936  Hurst  R  C 

5937  Rideout  A  R  Mrs 

5938  Wilkins  D  H 

5939  Caufleld  G  E 

5940  City  Public  Works 
Dept 

5940  City  Public  Works 
Dept 

5945  Bagshaw  T  H 

5946  Randazza  Salvatore 
Jr 

5947  Mugar  John  M 

5948  Currier  Jerome 
5953  O’Brien  Thos 

5955  Drury  A  A 

5956  Madruga  J  C 

5957  Unis  E  J 

5958  Stephanakis  Dimitros 

5959  Gloucester  Camera  & 
Photo 

5963  Mallette  A  M  Mrs 
5965  Morin  T  G 
5967  Palazzola  James 

5967  Palazola  J  L 

5968  Gayton  F  E 

5971  Perry  F  C 

5972  Favalora  V  A 

5973  Flygare  C  E 

5974  Lane  G  W 

5975  Sargent  R  D 
5977  Robinson  W  P 

5979  Brisson  N  F 

5980  Marino  V  G 

5981  Erkkila  J  W 
5984  Stevens  Geo 

5984  Beach  Realty  &  Trust 

5985  Colby  S  L  Jr 

5986  Me  Pherson  G  W 

5987  Ferrara  Vito 

5989  Sanborn  M  A  Mrs 

5990  Curley  S  J 

5991  Linsky  W  S 

5992  Carroll  E  M 

5995  Oleson  R  M 

5996  Mac  Nair  G  W 

5997  Sampson  Donald 

5998  Dennis  Mildred  Mrs 

5999  O’Hanley  A  R 
€000  Parks  Earl  C 

6002  Silveira  E  J 

6003  Doucette  C  T 

6004  Scola  S  E  Jr 

6005  Cluett  Hubert 

6006  Cain  Thos  Jr 

6007  Curtis  T  T 

6008  Novello  Dominic 

6009  Nunes  H  A  Jr 

6010  Sinagra  M  E  Mrs 

6011  Crowell  C  J  Mrs 

6012  Thibeault  Emma 

6013  Lowe  F  A  Mrs 

6014  Simon  D  J 

6016  Jesso  H  E 

6017  Melanson  R  F 

6018  Jones  A  P 
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6019  Whitten  B  D 
6020  Harvey  E  H  Mrs 
6022  Nelson  M  E 
6023  Laicone  J  A  Jr 
6024  D’Amour  E  A  Mrs 
6025  Zager  R  H 
6026  Libro  A  F 
6027  Olson  Melvin 
6028  Walsh  M  P 
6030  Roach  J  W  Rev 
6031  Viator  Albert 
6032  Schwartz  S  M 
6033  Bell  B  H 
6034  Hodgkins  O  G 
6035  Ciaramitaro  P  J 
6036  Le  Vie  H  J 
6037  Snyder  J  N 
6038  Bertoni  Danl 
6040  Ramos  E  M  Mrs 
6041  Hildonen  E  M  Mrs 
6044  Levie  E  A  Mrs 
6046  Sanborn  A  V  Mrs 
6049  Koski  A  A 
6051  Hays  Walter  I 
6052  Blanchard  B  K 
6053  Fortado  W  C 
6054  Greenspan  Morris 
6055  Cape  Ann  Animal 
Aid  Associated  Inc 
6058  Rice  H  G  Mrs 
6059  Stanley  Ralph 
6068  Morrill  Lyman 
6070  D’ Antonie  J  A 
6071  Porter  G  W 
6072  O’Brien  R  L 
6073  Williams  Victor 
6075  Benedetto  V  G 
6076  Gloucester  Tree 
Surgeons 

6076  Roberts  M  F 
6077  Brigham  A  L 
6078  Cavanaugh  C  A 
6079  Brown  F  W 
6080  Ciolino  Salvatore 
6081  Marzza  B  A  Mrs 
6083  Johnson  J  M  Mrs 
6084  Tyne  E  E  Jr 
6086  Schmorrow  Bertha 
6088  Wake  man  Margt  Mrs 
6089  Parker  S  S 
6090  Frye  R  E  Mrs 
6091  Chatwood  E  W  Mrs 
6091  West  End  Furniture 
Exchange  Inc 
6093  Ventimiglia  F  T 
6096  Gale  B  E  Mrs 
6099  Burke  R  R 
6100  Quincy  Market  Cold 
Storage  &  Warehouse 
Co 

6100  Quincy  Market  Cold 
Storage  &  Warehouse 
Co  (Br) 

6102  Sharamitaro  Joseph 
6106  Horne  R  B 
6107  Kopanon  A  M 
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6108  Coates  Arth  M 

6109  Calder  D  B  Mrs 

6110  Keefe  Jay 

6112  Bommarito  Joseph 

6113  Bona  E  F  Mrs 

6116  Amero  G  A 

6117  Silva  M  S 

6118  Saunders  D  D  Jr 

6119  Curtis  W  L 

6122  Appeltoft  Susan 

6123  Menicocci  Aladino  Jr 

6124  Reynolds  F  C 

6125  Sullivan  P  G 

6130  Mattson  Barbara  Mrs 

6130  Cahoon  G  D  Mrs 

6131  Gale  J  S 

6132  Ask  Alice  Mrs 

6134  Hemmer  A  H 

6135  Frost  J  H  Jr 

6136  Banks  N  K  Jr 

6137  Herdman  C  J 

6138  Consiglio  P  J 

6139  Peterson  W  H 

6140  Grace  C  J 

6141  Orlando  Vincent 
6141  Ciaramitaro  Salvatore 

6143  Ralph’s  Auto  Repair 

6144  Mason  O  D  Mrs 

6145  Nichols  J  S  Mrs 
6148  Johnson  G  A 

6150  Horgan  M  J  Jr 

6151  Munroe  N  A 

6152  Wingaersheek 
Improvement  Assn 
Inc 

6153  Favazza  Jack 

6154  Price  A  F  Mrs 

6157  Shawno  W  H 

6158  Jacobs  Doris  Mrs 

6159  Reed  R  W 

6160  Skillen  E  G 

6161  Wallis  K  G 

6162  Grace  J  F 

6164  Tarantino  Batista 

6165  Hodgdon  G  M 

6166  Meuse  B  E  Mrs 

6167  Haselgard  Carleton 
6169  Orlando  J  P  Jr 
6169  Orlando  Joseph 

6171  White  R  H 

6172  Finn  W  K 

6174  Lacey  Hamer 

6175  Sidlowski  L  G 

6178  Cecilio  C  E  Mrs 

6179  Scola  Sebastian 

6180  Karem’s  Army-Navy 
Store 

6180  Goulart  L  D 

6181  Guittarr  R  G 

6182  Elwell  Russell 

6183  Sullivan  W  E 

6184  Bordinaro  J  A 
6186  Italian  Villa  Inc 

6186  West  End  Grofcery 

6187  Brennen  P  H 
6189  Currier  R  A 


6190  Fisherman’s  Wharf 
Of  Gloucester  Inc 

6191  Lobsta  Land 

6192  Roberts  E  A 

6193  Snider  R  L 

6194  Aiello  T  S 

6195  Hurd  G  D 

6197  Kyrouz  G  A 

6198  Pasquina  E  F  Jr 
6200  Mighty-Mac  Inc 
6206  Doucette  Hath  Mrs 
6210  Corliss  C  D 

6212  Friend  N  S  Mrs 

6214  Connors  E  M  Mrs 

6215  Ercolani  H  E 

6217  Greel  D  F 

6218  Jacobson  E  A 

6221  Livingston  E  C 

6222  Federal  Post  Office 
Riverdale  Branch 

6223  Noyes  A  L 

6228  Eastman  K  W 

6229  Grace  J  R 

6230  Moses  J  J 

6231  Martin  C  E 

6231  Purdy  Edward 

6232  Toikka  J  H 

6235  Steinberg  Eva  Mrs 
6235  Giambanco  V  E 
6237  Amaral  Melvin 
6240  Andrews  W  J 

6242  Davis  K  R 

6243  Alpert  Louis 

6244  Swinson  M  V  Mrs 

6245  Burnham  J  P 

6246  White  M  E  Mrs 

6247  Parady  Alf  Jr 

6247  Gloucester  Television 
&  Radio  Co 

6250  Lo  Piccolo  S  P 

6251  Graham  R  W 

6252  Miceli  Frances  A 

6254  Frontiero  J  J 

6255  By  Bon  Co 
6255  Surette  E  A 

6258  Cook  Ruth  Mrs 

6259  Saunders  F  A 

6262  Eames  J  R  Mrs 

6263  Lovasco  Sebastian 

6264  Cobb  E  B 

6265  Powers  A  C 
6268  Lindberg  H  E 

6268  Larsen  A  C 

6269  Adams  David 

6270  Strescino  R  P 

6271  Ward  N  S  Mrs 

6272  Silva  J  R 

6273  Holderness  Ruby 

6274  Lo  Grasso  Francisco 

6275  Sarofeen  J  M  Mrs 

6276  Oliver  James 

6279  Ciaramitaro  C  C 

6280  Mac  Donald  J  A 

6282  Bartholomew  Robt  L 

6283  D’Amico  S  J 

6284  Nicolosi  Salvatore 

6285  De  Coste  A  L  Mrs 
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6286  O’Grady  J  W  Jr 

6287  Sargent  E  I  Mrs 

6288  Benjamin  R  W 

6289  Perry  C  W 

6291  Martin  H  J 

6292  Asaro  V  J 
6295  Milne  S  S  Mrs 

6297  Coles  M  F 

6298  Our  Lady  Of  Good 
Voyage  Convent 

6300  Cherry  Hill  Inc 
6300  Me  Niff  Co  The 
6303  Me  Niff  J  D 

6306  Gobeil  J  A 

6307  Harvey  R  W 

6311  Heywood  F  C 

6312  Palmer  Bertha  Mrs 

6313  Barnes  E  L 
6316  Lattof  T  M 

6319  Miller  Thos 

6320  Roberts  S  W 

6321  Sal  ah  P  D 
6324  Pry  bo  t  R  J 

6326  Randazza  J  C 

6327  Alexander  M  L  Mrs 

6328  Huntley  Darrell 

6329  Rolando  Charles 

6330  Bryn  Harry 

6331  Brum  M  S 

6332  Dyett  Jean  Mrs 

6333  Brown  J  C  Mrs 

6335  Dyson  R  E 

6336  Strople  L  A  Mrs 

6337  Souza  J  F 

6338  Luongo  Ann  M  Mrs 

6340  Blatchford  M  A  Mrs 

6341  Cottone  Pasquale 

6342  Comeau  R  J 

6344  San  Fillippo  Inignazio 

6345  Alves  Florence  Mrs 

6347  Shackelford  R  W 

6348  Whitten  J  M 

6349  Castello  E  A 

6352  Doucette  F  J 

6353  Randazza  J  M 

6354  Curcuru  A  S 

6355  Clarimitaro  Joseph 

6356  Santos  R  B 

6357  Thibodeau  Sophie 
Mrs 

6359  Peterson  Bradley 

6361  Wheeler  M  H 

6362  Peaslee  R  H 

6363  Howard  D  R  Mrs 

6364  Mac  Quarrie 
Christina 

6365  Mitchell  Anthony 

6366  Brown  P  A  Mrs 

6367  Hiltz  R  C  Jr 

6368  Holmberg  Mary  Mrs 

6369  Kennefick  R  T 

6370  Marshall  M  E 

6371  Pratt  M  H 

6372  Ciaramitaro  L  V 

6373  Mondello  Frank 

6374  Ciaramitaro  Salvatore 


6375  Akerley  E  M  Mrs 

6376  Levy  Mildred 

6377  Cuomo  R  U 

6378  Ciarametaro  V  J 

6379  Bleich  Geo 

6382  Lacey  J  A  Mrs 

6383  Webber  D  R 
6387  Star  Fisheries  Inc 
6389  Flagg  Nina  Mrs 

6389  Blue  Shutters 

6390  Johnson  B  G 

6391  Boston  &  Gloucester 
Express  Inc 

6392  Le  Blanc  Joseph 

6393  Wojcicki  A  W 

6394  Bennett  W  H  Jr 

6395  Williams  Wm 

6396  Weaver  A  L  Mrs 

6397  Foley  R  W 

6398  Chermesino  S  F 

6399  Amero  H  S 

6400  Gamradt  J  W 

6401  Ciarametaro  Salvatore 

6402  Whitten  R  A 

6403  Parisi  T  A 

6405  Jesso  R  A 

6406  Juskalian  Mehran 

6407  Ventimiglia  Sam 

6411  Saunders  W  S 

6412  Grigg  R  J  Jr 

6413  Perry  J  E 

6414  Nadeau  J  A  Jr 

6415  Carter  A  C 

6418  Goodhue  G  A 

6419  Gray  T  F  Mrs 

6420  Spencer  Motor 
Supplies 

6422  Lucido  J  J 

6423  Lattof  M  F 

6424  Pecunies  O  J 

6425  Major  S  J  Mrs 

6427  Gilzinger  A  M 

6428  Sharac  S  A 

6429  Jones  H  A 
6431  Burke  W  R 

6433  Tate  G  H  Mrs 

6434  Ballarin  Antonio 

6435  Melanson  J  A 

6436  Ross  W  C  Jr 

6437  Desmond  Frances  Mrs 

6439  Charland  P  L 

6440  Machado  M  P 

6441  Hurst  J  C 

6442  Curcuru  J  L 

6443  Vanner  E  R  Mrs 

6443  Fairfield  G  V  Mrs 

6444  Hammond  Kath 

6445  Ragusa  F  G 

6446  Sarofeen  A  J 

6447  Orlando  Joseph 

6448  Ballarin  Thos 

6449  Donovan  J  F 

6450  Cook  R  E 

6452  Phinney  G  R 

6453  Sheehan  R  W 

6454  Smith  D  L 

6455  Blazon  Albert 


6456  Luster  E  P 

6457  Brancaleone  Joseph 

6458  Allen  C  J 

6459  Call  C  M 

6460  Orlando  A  P 

6461  Frontierro  Salvatore 
6463  Gabielle  Natale 

6465  Eustis  H  T 

6466  Pierce  A  V  Mrs 

6467  Hurst  J  R 

6468  Halloran  P  J 

6469  Johnson  W  J 

6470  Burke  R  J 

6471  Piscitello  C  A 

6472  Movalli  M  J  Mrs 

6474  Aiello  M  C 

6475  Landry  J  R 

6476  Chick  P  E 
6478  Capillo  R  C 

6480  Clark  Walter 

6481  Trupiano  G  S 

6482  Titilah  Kenneth 

6483  Maki  Helvia  Mrs 

6484  Sadler  E  L  Jr 

6485  Lockwood  F  W 

6486  Kimberly  J  H 

6487  Duff  J  C 

6488  Palazola  J  F 

6489  Lewis  A  F 

6490  Loeman  W  C 

6491  French  G  N 
6493  Snow  R  A 

6495  Randazza  Peter 

6496  Barrett  A  M  Mrs 

6498  Neves  Louis 

6499  Bertolino  Antonio 

6501  Gardner  D  A  Mrs 

6502  Saunders  I  L  Mrs 

6503  Johnson  S  R 

6504  Sutherland  Donald 

6505  Chamberlain  J  W 
Mrs 

6507  Thompson  R  L 

6508  Billante  M  L 

6509  Poole  A  D 

6511  Hayes  Joseph  E 

6512  Ciulla  L  A 

6513  Slater  W  J 

6514  Favazza  S  J 

6515  Souza  R  N 

6518  Feine  H  Mrs 

6519  Guarrasi  Julia  Mrs 

6520  Cook  J  B 
6522  Searcy  W  T 

6526  White  P  J 

6527  Pulkka  T  S 

6529  Lane  G  A 

6530  Steele  M  W 

6531  Jackson  Daniel 

6532  Jordan  A  C 

6533  Cape  Ann  Automotive 
Supplies  Inc 

6535  Shore  Mary 

6536  Golden  K  E 

6538  Sawyer  J  W 

6539  Cecilio  J  C 

6540  Curcuro  Nicholas 
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6541  Ben’s  Wallpaper  & 
Paint  Co 

6542  Piscitello  J  J 

6543  Oliver  R  J 

6545  Cole  Gregory 

6546  Beaulieu  R  J 

6547  Silva  R  G 

6549  Ciaramitaro  Joseph 

6551  Bachmann  Emil 

6552  Morris  C  W 

6553  Miller  T  A 

6554  U  S  Dept  Commerce 
6554  U  S  Dept  Of 

Commerce 
6557  Clifford  C  J 
6559  Ciolino  Sebastian 
6561  Parisi  S  J 

6563  Worth  J  J  Jr 

6564  Schmorrow  J  W 

6566  Biondo  S  J 

6567  Sonia  Lillian  Mrs 

6568  Riley  H  F  Mrs 

6569  Waggett  E  F  Mrs 

6570  Keyes  H  R 

6573  Moore  R  F 

6574  Veator  Eliz  Mrs 
6574  Favazza  M  J 
6576  Marques  P  R 

6576  Simon  E  J 

6577  White  K  C 

6582  Bruni  H  P 

6583  Hamilton  F  E 

6584  Kesterson  H  E 

6586  Favaloro  S  J 

6587  Fradoca  Maria 

6588  Chisholm  J  K 

6589  Cluett  J  H 

6592  Figurido  R  M 

6593  Farrell  J  F 

6594  Ernies  Cape  Ann 
Diner  Inc 

6594  Tom’s  Fresh  Fish 

6595  US  Dept  Of 
Transportation 

6596  Me  Hardy  A  M  Mrs 

6597  Ball  Dorothy  Mrs 

6598  Tarr  A  C 

6599  Morey  R  M 

6600  Federal  Dept  Comm 
Natl  Oceanic 
Atmospheric  Admn 

6605  Tyne  F  W 

16606  Lowe  Charles 

16607  Vicari  V  J 

6608  Kleiman  Edw 

6609  Gilson  G  H 

6610  Giammanco  R  A 

6611  Vita  M  N  Mrs 

6612  Alves  M  M  Mrs 

6613  Renales  D  R 

6614  Muise  R  T 
6617  Brooks  Ida 

6620  Ingersoll  G  E 

6621  Perrin  Ronald 

6622  Mann  Marilyn  F  Mrs 
6624  Fleischmann  G  I 


6625  Cole  J  N 

6627  Parks  R  W  Jr 

6628  Misuraca  Vito 

6629  Powler  G  J  Mrs 

6630  Budrow  R  S 

6632  Taylor  A  B 

6633  Rich  C  R 

6634  Palazzola  Vito 

6635  Porter  J  V 

6636  Piraino  R  A 

6637  King  J  A 

6639  Caron  Mary  Mrs 

6640  Pallazola  C  J 

6641  Muise  Archie 

6642  Myett  A  A 

6644  Engel  John  F  Jr 

6645  Call  W  E  Mrs 

6646  Wolfe  A  T 

6647  Powers  A  M  Mrs 

6649  Pete’s  Auto  Repair 

6650  Welch  C  P 

6651  Salah  J  J 

6655  Almeida  M  M 

6656  Ahonen  Helen  Mrs 

6658  Moore  June 

6659  Mello  N  T  Mrs 

6661  Kluge  H  M 

6662  American  Glass  Co 

6663  Randazza  L  M  Mrs 

6664  Kolodzik  H  G 

6665  Enoe  M  H 

6666  Witham  W  F 

6667  Michon  W  F 
6670  Blatchford  D  B 

6672  Bishop  John  H 

6673  Anderson  K  R 

6675  Sacred  Cod  The 

6676  Mione  P  P 

6677  Squiers  Martha  Mrs 

6678  Bedard  L  F 

6679  Nu thrown  R  K 

6680  Milone  Vincenzo 
6682  Landry  J  M 

6687  Dawson  J  E 

6688  De  Marco  C  J 

6688  De  Marco  D  F  Mrs 

6689  Lawson  R  F 

6690  Brayman  E  E 

6693  Pratt  H  M  Mrs 

6694  Cohoon  C  O 

6695  Carrasco  A  R 

6697  Nicastro  S  P 

6698  Juncker  H  3 

6699  Parisi  J  B 

6700  New  Hawthorne  Inn 

6701  Hall  Brothers  Marine 
Corp 

6702  Havener  J  P  Jr 

6705  Militello  Matt 

6706  Gray  R  D 

6707  Jean’s  Dog  Grooming 

6707  Savage  H  T 

6708  Brancaleone  Leo 

6709  Landry  Maurice 

6710  Jackson  I  B 

6711  Coy  J  H 
6714  Lewis  F  G 


6715  Keefe  J  D 

6716  Robertson  J  W 
6719  Lane  R  A 

6721  Leaman  Harold 

6722  Squire  Will’s  Pub  & 
Board 

6723  Rodgers  R  P 

6724  Des  Roche  L  J 
6727  Hunson  D  G 
6730  Jaksland  K  N  Jr 

6732  Sanfilippo  Accursio 

6733  Stan  wood  Myrtle  Mrs 

6734  Parsons  L  R 

6735  Seeley  Reed 

6736  Garland  N  M 

6737  Licari  Arth 

6738  Clifford  D  H 

6739  Coelho  Agoetino 

6740  Pallazola  V  S 

6742  Poirier  P  L 

6743  Lewis  David  H 

6745  Piraino  A  S 

6746  Favazza  M  J 

6748  Quince  V  P 

6749  Canty  Edw 

6750  Pallazola  Anthony 

6752  Miller  Timothy 

6753  Wilson  A  E  Mrs 

6754  Brown  R  W 

6756  Curcuru  Thoe 

6757  Johnson  Florence 

6758  Interrante  J  J 

6759  Southworth  J  P  Mrs 

6760  Maxwell  Nora  Mrs 
6762  Feener  R  H 

6762  Beaton  J  H 

6763  Morong  W  K 
6767  Oliver  E  M 

6767  Oliver  G  R 

6768  Muniz  A  R  Mrs 

6769  Ziemer  Erwin 

6770  Hedniemi  Herbert 
6772  Greenwood  F  A 

6774  Baker  C  R 

6775  Iacoboni  J  G 

6776  Lawson  A  E 

6777  Vogel  G  F 

6778  Meadows  Laurie 

6779  Bergman  P  G 

6780  Piraino  B  J 

6781  Brazier  M  E  Mrs 

6782  Coull  P  B 
6784  Young  E  P  Mrs 

6786  Novack  Richd 

6787  Cohen  B  S 

6788  Psalidas  N  C 

6789  Irving  S  T 

6791  Cooper  J  R 

6792  Damon  Mabel  Mrs 

6793  Kossowan  John  W 

6793  Kossowan  John  W 

6794  Mitchell  T  R 

6795  Hill  Adrian 

6796  Fendle  A  H 

6798  Moore  N  A 

6799  Churchill  C  G 
6802  Me  Cormack  W  E 
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6803  Lovasco  P  P 
6803  Lovasco  P  D 

6805  Oliver  R  D 

6806  Ciolino  Antonio 

6807  Favazza  Antonio 

6810  Goyette  Charles  H 

6811  House  Of  Robel 

6812  Dulong  N  J  III 

6813  Karcher  Charlotte 
Mrs 

6814  Brown  W  E 

6816  O’Connell  J  B  Jr 

6817  Savioja  O  F  Mrs 
6819  Jameson  A  G 

6821  Mac  Intosh  Clement 

6822  Mac  Dougall  E  F 

6823  Parsons  G  W  Jr 

6824  Catto  A  B 

6825  Wonson  C  F 

6825  Wonson’s  Greenhouse 
Inc 

6828  Cutler  A  L  Mrs 

6829  Harty  Gladys  Mrs 

6830  Gagnon  Collette 
6832  Forbes  R  A 
6834  Lovasco  J  A 
6838  Tolman  W  R 

6841  Perry  P  C 

6842  Dewolfe  C  A 

6843  Allen  K  E 

6844  Mackey  T  V 

6845  Crawford  J  C 

6846  Lattof  J  J 

6847  Alexander  Ivan 

6848  Kangas  G  W 

6850  Hamilton  F  B 

6851  Mechem  R  C 

6853  Barratt  Margt  Mrs 

6854  Moceri  Anthony 

6855  Dunlap  Sarah 

6855  Warshall  Steph 

6856  Murphy  Norman 

6857  Marr  C  F  Jr 

6858  Adels  Barry 
6860  Du  Long  N  J  Jr 

6863  Ellis  Carleton  Jr 

6864  Di  Luzio  Louis 

6867  Olsen  E  M  Mrs 

6868  Guest  Robt 

6869  Merriam  Ruth  Mrs 

6870  Sears  A  F  Mrs 

6871  O’Leary  Bros  Paving 
&  Sewerage  Co 

6871  Burroughs  W  A 
6871  Clean-Rite  Cess  Pool 
&  Septic  Tank 
Service 

6873  Collins  L  J 

6874  Bell  K  J 

6875  Dennen  C  H  Jr 

6876  Francis  R  L 
6878  Orthodox 

Congregational 
Church  Of  Lanesville 

6878  Hugenberger  G  P  Rev 

6879  Gill  Edw 
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6880  Robinson  W  R 

6881  US  Post  OfFice- 
Lanesville  Branch 

6885  D’ Antonio  J  M  Mrs 

6886  Geer  S  L 

6887  Saunders  E  S 
6889  Carldeira  Carl 
6889  Burnham  Ruth  Mrs 

6892  Carpenter  James 

6893  Fisher  Gladys  Mrs 
6895  Terranova  Vincent 
6897  Mylly  W  A 

6899  Douglass  J  C 
6902  Iritano  Robt 
6904  Morin  Ernest 

6909  Me  Kay  J  S 

6910  Souza  R  W 

6913  Peavey  R  B 

6914  Veno  Roland 

6915  Erwin  M  M  Mrs 

6916  Mello  J  C 

6917  Kerr  C  F 

6918  Rexford  E  N 

6919  Thibodeau  A  F 

6920  Marr  Peter 

6920  Leavitt  R  L 

6921  Ferrara  Giocamo 

6922  Murphy  Edw  B 

6924  Garron  Ronald 

6925  Brooks  L  F 

6927  Meuse  C  F 

6928  Williams  A  P  Jr 

6930  Chapman  Joel 

6931  Tarr  L  C 

6932  Baker  S  R 

6935  Curley  J  J 

6936  Courtenay  R  L 

6937  White  E  C 

6938  Hung  Steph 

6940  Horton  R  E 

6941  Rudolph  Archie 

6943  Doherty  James 

6944  Faulk  H  A 

6945  Boole  T  D 

6947  Anderton  B  A 

6948  Hiltz  E  K 

6949  Tompkins  A  F 

6950  Thompson  A  L  Mrs 

6951  Kopka  R  G 
6957  Perkins  M  L 

6957  Duwart  M  V 

6958  Rutchick  J  W 

6959  Jacobson  H  M 
6961  Rose  J  F 

6963  Me  Kenna  J  F  Jr 

6964  Cilluffo  P  F 

6965  Aptt  R  E 

6966  Reinherz  Sami  E 

6967  Frontiero  J  J 

6969  Nicastro  J  B 

6970  Ciamaitaro  Anthony 

6972  Cleveland  L  W 

6973  De  Silva  G  M 

6974  Anderson  Eug 

6975  Orlando  Carlo 

6976  Dorey  B  C 

6977  Nelson  Abbie  Mrs 


6978  Blair  G  M 

6980  Wonson  C  A  Jr 

6981  Ferrante  Michl 

6983  Blodgett  W  A 

6984  Jackson  Shirley 

6985  Thurston  B  B  Jr 

6986  Vagos  M  S 

6987  Mac  Donald  K  A  Mrs 
6992  Skerry  L  I 

6994  Sova  B  A 

6996  Ciaramitaro  Carlo 

6997  Gardini  John 

6998  Morris  Norman 
7000  Gloucester  Daily 

Times 

7004  Drohan  G  E 
7006  Watson  Roy  G 
7012  Dahlmer  J  W 
7014  Donegan  James 

7016  Jacobs  B  J  Mrs 

7017  Frederick  Psyche  Mrs 

7022  Wright  D  W 

7023  Lane  Julia  Mrs 
7025  Heckman  K  C  Mrs 
7027  Knowles  D  P 

7029  Kendall  L  F 

7030  Me  Carthy  R  G 

7031  Davis  J  V 

7032  Strople  M  L  Mrs 

7033  Moulton  R  G 

7035  Amero  D  A 

7036  Me  Laughlin  Joseph 

7040  Baldwin  E  S  Mrs 

7041  Davis  A  M 

7044  Tettoni  N  A 

7045  Brewer  B  N 

7047  Whitten  D  J 

7048  Mitchell  D  A 

7051  Patience  G  C 

7052  Grillo  Gerry 

7053  Jencks  Francis 

7054  Hedetniemi  Vivian 
Mrs 

7055  Biermann  F  H 

7058  Calledare  Anthony 

7059  Favazza  Nina  Mrs 

7062  Sutherland  M  A  Mrs 

7063  Carrancho  John 

7064  Benham  J  B  Jr 

7065  Sands  A  H 
7067  Liszt  Maria 

7069  Day  J  W 

7070  Stockbridge  E  E  Mrs 

7071  Me  Donald  M  R 

7074  Sutera  Leonard 

7075  Benjamin  Marjorie 

7076  Anderson  S  N 

7078  Frontiero  Mary  Mrs 

7079  Rihne  S  K  Mrs 
7082  Mitchell  R  S 
7085  Holmes  E  W 

7087  Blake  Russell 

7088  Stone  J  L 

7091  Me  Grew  F  H 

7092  Robertson  G  D 

7093  Fernandes  A  J 

7094  Larson  C  H 
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7096  Harris  B  L 

7097  Herrick  R  E 

7099  Powers  James 

7100  Fairview  Inn 

7101  Murphy  Paul  J 

7102  Wallius  W  H 

7103  Bourneuf  T  P 

7104  Miller  E  L 

7105  Murray  T  E 

7107  Jarvis  Wm 

7108  Sargent  Oliver  M 
7110  Massachusetts 

Electric  Co 

7110  Rackle  W  H 

7111  Mac  Donald  P  E 

7112  Muniz  S  D 

7113  Kelly  A  S  Mrs 

7114  Mac  Mullen  Gordon 
7116  Bazeley  P  V 

7116  Gargill  S  L  Mrs 

7117  Gouzie  W  J 
7117  Fire  G 

7120  Moalli  R  A 

7121  Parco  Cosmo 

7122  Sawyer  Alvin 

7123  Herrick  A  R 

7124  Zauche  Herbert 

7125  Morrin  Ronald 
7128  Nugent  J  P 

7130  Underwood  Edw  Mrs 

7131  Silvonen  W  J 

7132  Peterson  Leif 
7132  Cole  Foster 
7134  Belcher  E  E 

7136  Nowak  A  J 

7137  Forbes  Marion  Mrs 

7139  Neves  Joseph 

7140  Parco  J  S 

7141  La  Fata  C  O 

7142  Ranta  S  A 

7143  Leach  H  S 

7144  Holmberg  A  M 

7145  Biondo  A  L 

7146  Burke  W  L 
7148  Rice  J  W 

7151  Raymond  Eleanor 

7153  Clemnzi  D  J 

7154  Novak  Steven  Jr 

7158  Burroughs  G  J 

7159  Pistenmaa  M  A 

7159  Sutherland  R  J 

7160  Dennis  P  R 

7161  Hickey  Peter 

7163  Muniz  R  L 

7164  Williams  J  R 

7165  Arvilla  J  S 

7166  O’Donnell  W  E 

7167  Andrew  E  S 

7168  Burgess  S  L 

7169  Brosnan  D  J 

7171  Leveille  Esther  Mrs 

7172  Medico  E  J 

7173  Herrick  Paul 

7174  Collins  H  F 

7175  Wolfe  C  H  Jr 

7176  Novello  Joseph 
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7177  Milne  A  B 

7178  Azevedo  E  F 

7179  Young  J  H 

7182  Campbell  A  E  Mrs 
7184  Downing  P  G  Mrs 

7186  Silva  E  M 

7187  Lane  D  L 

7188  Aiello  S  P 
7190  Fiener  J  E  Jr 

7192  Goodhue  J  B 

7193  San  Fillipo  Accursio 

7194  Sanderson  T  G 
7197  Asher  Jerry 
7200  Crawford  Marine 

Electronics  Inc 
7203  Tarr  J  B 

7205  Tulla  L  H 

7206  Hutton  Lauren 

7207  Nelson  W  O 

7208  Looney  R  G 

7209  Strople  H  P 

7210  Sawyer  Everett 

7211  Degnan  F  P 

7214  Parsons  E  E  Mrs 

7215  Bailey  E  A 

7216  Salafia  Pearl  Mrs 

7217  Sullivan  F  J 

7218  Vickery  M  E  Mrs 

7220  Peters  G  C  Mrs 

7221  White  F  H 
7224  Spyros  P  M 
7227  doerling  Alice 

7229  Day  House  The 

7230  Erickson  W  W 

7232  Clayton  A  E 

7233  Powell  D  J 
7235  Agrusso  J  J 

7237  Sweet  E  R 

7238  Tebo  R  W 
7240  Brandt  R  D 

7242  Tebo  A  M  Jr 

7243  Martin  F  W 

7245  Souza  C  G 

7246  Fernandes  Mary  Mrs 

7247  Jeffery  Russell  L 

7248  Munroe  R  R 
7252  Scola  A  T 
7254  White  G  R 

7257  Hardy  R  R 

7258  Hatcher  R  A  Jr 

7259  Sanborn  T  J 

7260  Lansing  Gerrit 

7261  Saville  Royal 

7262  Palmer  D  F 

7264  Gillis  E  A 

7265  Francis  P  G 

7268  Curreri  Agatha  Mrs 

7270  Boyce  James 

7271  Pocknett  L  H 

7272  Sutherland’s  Exxon 
(ESSO)  Serv 

7273  Foley  Mary  Mrs 

7274  Roberts  W  E 

7275  Doyle  E  B 

7276  Searcy  H  A  Mrs 

7278  Courant  E  A 

7279  Muise  D  E 


7280  Spillman  A  C  Mrs 

7281  Young  H  P 

7282  Seppala  R  R 
7284  Dahlmer  C  M  Mrs 

7286  Biondi  Louis 

7287  Hubbard  Helen 
7290  Lopes  E  B 

7290  Lopes  Real  Estate 

7292  Oliver  L  G 

7293  Eliot  Mather 
7295  Parker  Douglas 

7298  Frontiero  S  J 

7299  Lupo  Thos 

7300  Sea  Lion  Motel 
7302  Buck  F  W 

7304  Smith  Robt 

7305  Hayes  Robt 

7306  Me  Kenna  J  F 

7313  Knowles  E  M  Mrs 

7314  Prince  W  S  Insurance 
Agency 

7315  Stevens  Edw  B 
7317  Carr  Geo 
7319  Gross  Ralph 

7321  Cote  M  A  Mrs 

7322  Larosa  Andrew 

7324  O’Hanley  H  J 

7325  Giacalone  John 

7326  Jedrey  Eliz  Mrs 

7328  Davis  Christine  Mrs 

7329  Brigham  Fredk  H 

7330  Sutherland  P  C 

7331  Greenbaum  Wm 

7332  Duchane  A  W 

7333  Dennis  L  A  Jr 

7334  Webber  Margt 

7335  Randazza  Pauline 
Mrs 

7336  Melanson  G  S 

7338  Cobbley  N  M 

7339  Orlando  C  R 

7340  Callahan  I  M  Mrs 

7343  Bowen  J  E 

7344  Muise  R  G 

7345  Parsons  K  R 

7348  Burnham  G  C 

7349  Wahlman  A  F 

7352  Gentile  R  J 

7353  Roberts  E  R 

7358  Rogers  M  G 

7359  Donnelly  Martin  Mrs 
7361  Monroe  W  P 

7361  Shea  Peter 

7362  Mondello  L  F 

7363  Foley  Nina 

7364  Mac  Laughlin  F  W 

7366  Wilkins  R  S  Jr 

7367  Surrette  H  J 

7368  Lukegord  T  W 

7370  Freitas  M  F  Mrs 

7371  Glovsky  C  Joel 

7372  Sarofeen  Anthony 

7373  Maria’s  Pizza  Inc 

7374  Ciaramitaro  Joseph 

7375  White  J  F 

7376  Backus  J  J 

7378  Merchant  F  T  Mrs 


DIAL  283— CONTD 

7379  Cameron  Harvey 
7381  Cloutman  J  G  Mrs 

7383  Fortado  M  D 

7384  Pallazola  Carlo 

7385  Miner  E  D  Mrs 

7386  Bennett  L  A  Mrs 
7388  Kippen  Marguerite 

Mrs 

7390  Boland  Albert 

7391  Parisi  Helen  Mrs 

7392  Rowe  E  L 

7393  Warren  G  S 
7393  Phetteplace 

Rosemarie  Mrs 
7395  Libro  V  R 

7397  Teixeira  Ronald 

7398  Anderson  C  G 
7402  Verga  Salvatore 

7404  Sears  N  E 

7405  Beck  B  E 

7407  Atkins  M  W 

7408  Doody  R  B 

7409  Piscitello  J  J 

7410  Muse  P  T 

7411  Blake  S  T  Mrs 

7412  Lambert  Jaunita  Mrs 

7413  Roper  S  G  Jr 

7414  Cusick  H  J 

7415  Sikorski  Carl 

7416  Ciaramitaro  C  J 

7417  Lagos  B  A  Mrs 

7418  Cahoon  T  E  Jr 

7419  Newell  Janice  Mrs 

7421  Parisi  P  J 

7422  Duwart  A  S 

7423  Blancato  Frank 

7424  Bob’s  Clam  Shack 

7425  Me  Kie  R  O 
7428  Gove  A  K  Jr 
7430  Parsons  R  O 
7432  Babson  David  E 

7432  Harrison  David  E 

7433  Perry  A  F 

7434  Elwell  Geo 

7437  Me  Cormack  R  I  Jr 
7437  Brancaleone  Joseph 

7437  Santana  M  E  Mrs 

7438  Simmons  Helen  Mrs 

7439  Anderson  Harry 

7440  Cloutman  R  K 

7441  Almeida  Joseph 

7442  Witham  K  I 

7443  Dunn  J  B 

7445  Sherman  Ruth 

7446  Ventimiglia  Frank 

7447  Tysver  Oliver 

7448  Charles  Barbara 

7449  Harvey  C  G  Mrs 
7451  Silva  J  A 

7455  Lupo  Thos  Jr 

7456  Nelson  J  B 

7457  Wright  E  T 

7459  Chapman  C  R 

7460  Lickdyke  J  C 

7461  Hinckley  C  D 

7462  Johnson  E  W 
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7464  Aiello  S  P 

7465  Lovasco  Salvatore 
7467  Prevost  L  A  Mrs 

7471  Tedesco  A  J 

7472  Veno  Bernard 

7473  Dorman  Aurora 

7474  Bickford’s  Marina  Inc 

7475  Curcuru  J  J 

7476  Adams  C  D  Mrs 
7478  De  Wolfe  J  A  Mrs 

7481  Ray  John 

7482  Monell  D  F 

7483  Morris  Harold  L 

7484  San  Filippo  Maria 
Mrs 

7485  Stevens  Walter 

7486  Michel  P  J 

7487  Lannon  E  T 

7490  Griffin  Percy 

7491  Muise  F  A  Jr 
7494  Clough  G  E  Mrs 

7496  Wilbur  R  F 

7497  Peterson  Ludwig 

7498  Misuraca  Thos 
7500  Muller  Jeffery 

7500  Twinlight  Manor 
Motor  Inn 

7501  Davis  W  O 

7502  Ulrich  Margt 
7504  Odum  G  T  Jr 

7506  Wall  E  A 

7507  Me  Fadden  W  W 

7508  Goldman  Monte 

7510  Muniz  A  P 

7511  Bernard  M  E  Mrs 

7512  Margiotta  Accursio 

7513  Comeau  D  P 

7515  Me  Lean  A  D 

7516  Glenn  T  A 

7517  Currier  J  M 

7519  Hathaway  Gordon  L 

7520  Paynotta  J  N  Jr 
7522  O’Hanley  R  D 

7525  Leary  T  M 

7526  Demetri  A  S  Jr 
7526  Beaver  Patk 

7529  Clarke  J  A  Mrs 

7530  Wheeler  R  D 

7531  Conrad  E  C 

7532  Machalik  Henry 

7533  O’Hare  Francis  C  Rev 

7534  Marshall  J  A  Mrs 

7535  Campbell  B  J  Mrs 

7536  Tebo  W  J 

7537  Pallazola  Salvatore 

7538  Brettell  Norman 

7539  Worth  H  L 

7540  Kangisser  Geo 
7542  Parker  G  P 

7544  Wonson  T  O  Mrs 

7545  Tysver  L  E 

7546  Warner  E  B  Mrs 

7547  Rogers  Bertha  Mrs 

7548  Favaloro  S  J  Jr 
7552  Welch  H  N  Mrs 
7555  Robbins  S  P 
7555  Robbins  W  M 


7556  Tebou  Lucy  Mrs 

7558  Cooney  J  R 

7559  Dulong  S  N 

7560  Parisi  Joseph 
7562  Me  Gillivary  Helen 

Mrs 

7564  Albertson  A  O  Mrs 

7565  Farrenkopf  F  J 

7566  Rodgers  Mollie 

7567  Gallant  Ronald 

7568  Fosberry  M  R 

7569  Palonen  M  I  Mrs 

7570  Oakes  J  M 

7571  Cronin  R  E 

7571  Boutcher  Selby 

7572  Luzio  O  L  Mrs 

7574  Burns  J  F 

7575  Foster  L  F 

7577  Clarke  A  Y  Mrs 

7578  Oakes  G  W 

7579  Barss  Martin  A 

7580  Ruggles  Thos  M 
7582  Tettoni  J  E 

7584  Sawyer  David 

7585  Thibedeau  E  B 

7586  Pearson  Edw 

7586  Genest  T  R  Jr 

7587  Me  Feeley  F  J 

7589  Ferrant  R  E 

7590  Gloucester  Credit 
Union 

7592  Shimanoski  J  S 

7594  Reynolds  E  M 

7595  Mac  Neil  Mildred 
Mrs 

7596  White  Dorothy  Mrs 

7599  Paschal  Stella 

7600  Bass  Rocks  Motor  Inn 
7600  Muller  G  E 

7604  Mac  Dowell’s 
Stationery  Inc 
7607  Sears  M  B  Mrs 

7609  Church  Robt 

7610  Anderson  Paul 

7611  Maddix  B  L 

7613  Turvy  J  E 

7614  Curtis  W  E 

7615  Pearl  R  P 

7616  Pratt  E  I  Mrs 

7617  Charlton  J  M  Mrs 

7619  Vawter  G  F 

7620  Kozlowski  V  E  Mrs 

7621  Fontana  M  L 

7622  Lopes  F  T 

7624  Curran  Annie 

7625  Leveille  W  W 

7626  D’ Antonio  R  F 

7627  Rose  G  S  Mrs 

7628  Tarbox  F  S 

7629  Walen  M  R 

7630  Ryan  Louis 

7631  Robb  Russell  Mrs 

7632  Nigro  Sami  J 

7633  Bickford  J  F 

7634  Tassinari  F  L 

7635  Palazola  G  J 

7636  Griffin  A  P  Mrs 
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7638  Putonen  Impi 

7639  Barratt  J  H  Jr 

7640  Springer  A  H 

7641  Linquata  L  M 

7643  Balbo  Gus 

7644  Ryan  P  G 

7645  Hoyt  M  E  Mrs 

7647  Rich  R  H 

7648  San  Filippo  Antonio 

7649  Anderson  M  A 

7651  Marchant  Benj 

7652  Toppan  W  E  Jr 

7653  Sibley  Charles 

7654  Gonsalves  R  A 

7655  Phillips  K  A 

7656  Hosmer  John  H  Jr 

7656  Hosmer  Evelyn  J  Mrs 

7657  Dombrowski  Rita 

7658  Silva  James 

7659  Thomson  Teresa 

7660  Gale  Winsor 

7661  Benoit  R  T 

7662  Quinn  J  E 

7664  Tarbox  F  S  Jr 

7665  Labell  L  L 

7668  Perkins  Lewis 

7669  Powers  C  G  Mjs 

7674  Hurst  John 

7675  Tamarindo  Antonio 

7676  Smith  G  H 

7677  Cuddyer  D  F 

7678  Ames  Adelbert 

7680  Wool  dredge  C  W 

7681  Misuraca  Thos  Jr 

7681  Everett  P  D 

7682  Balboni  C  L 

7683  Tarbox  M  N  Mrs 

7684  Tarr  R  E 

7686  Harting  R  P  Mrs 

7687  Robertson  Sarah 

7689  Pallazola  Joseph 

7690  Silva  J  C  Jr 

7691  Gill  Inda 

7693  Souza  M  B  Mrs 

7694  Robertson  W  C 

7695  Procter  G  P  Mrs 

7698  Silva  Helen  Mrs 

7699  Roberts  R  M 

7700  Matheson  Gas 
Products  (Will-ross 
Inc) 

7704  Clark  C  F 

7705  Biomarine  Laboratory 
Inc 

7706  Lane  E  R  Mrs 

7707  Sylvester  Percy  A 
7709  Carter  V  J 

7711  Noyes  The  Mover 

7712  Coleman  H  E 

7713  Sheedy  J  W 

7714  Laurie  Gilbert 

7715  Josephson  E  E 

7716  Grover  J  S 

7717  Low  M  F 

7720  Rudolph  L  K 

7721  Roes  N  C 


39 

7722  Pemstein  G  I 

7725  Spittle  T  E 

7726  Shaw  A  W 

7727  Wilson  Judith  Mrs 

7728  Hapgood  R  L 
7730  Automotive 

Distributors  Inc  (Br) 
7733  Roberts  L  S 

7735  Donnellon  J  M 

7736  Favazza  S  C 

7740  Mitchell  A  F  Mrs 

7741  Tebo  F  E  Mrs 

7742  Taliadoros  W  C 

7743  O’Connor  Wm  C 

7744  Wilson  Aluminum 
Products 

7744  Wilson  J  L 

7746  Cecilio  Custodio  Jr 

7747  Swift  C  H  Jr 

7748  Radcliffe  J  A 

7751  Evans  R  H 

7752  Khoury  J  M 

7754  Hudder  A  V 

7755  Muise  R  M 

7756  Miles  Elise  S  Mrs 

7757  Mawhinney  H  F 

7758  Lord  H  P  Mrs 
7760  Mercurio  John  P 

7762  Hill  Erma  Mrs 

7763  Marr  R  E  Mrs 

7764  Martin  Kenneth  Jr 

7765  Thome  F  S 

7766  Goldsmith  May  P 
Mrs 

7767  Mateus  L  G  Mrs 

7768  Thibodeau  R  L 

7771  Upton  King 

7772  Lannefeld  T  E 
7775  Kneeland  Ferman 
7777  Spittle  C  I  Mrs 
7779  Dellorusso  Joseph 
7781  Lowe  H  C  Mrs 
7784  Fialho  F  L 

7786  Waddell  M  A  Mrs 

7787  Litzenberger  S  W 

7789  Bohan  C  C 

7790  Dexter  H  C  Jr 
7793  Hilshey  H  O  Jr 

7795  Gigliott  E  F 

7796  Burke  R  E 

7798  Roopenian  Deron  P 
7800  Gloucester  Supply  Co 
7803  Souper  Gene 

7808  Frost  A  T 

7809  Benedict  A  M 

7810  Newman  M  J 

7811  Appel  Richd  G 

7812  Walsh  C  F 
7815  Haskell  M  D 

7817  Ross  M  A  Mrs 

7818  The  Glass  Sail  Boat 

7820  Silva  C  R 

7821  Peterson  Rebecca  Mrs 

7822  Falk  W  L 

7825  Saulnier  J  A 

7826  Krueger  Alice  Mrs 
7828  Hagstrom  H  S  Mrs 


7829  Moceri  Carlo 

7831  Amero  J  J 

7832  Marge’s  Beauty  Salon 

7833  Rioux  E  P 

7834  Doucette  G  H 

7835  Sharaky  H  A 

7836  Vale  R  D 
7839  Harris  I  D 

7841  Sturtevant  Lee  Mrs 

7842  Murray  E  R  Mrs 

7845  Chaisson  R  P 

7846  Hanrahan  L  C 

7847  Parnell  E  J 

7848  Johnson  A  M  Jr 

7849  Mac  Kenzie  J  E 

7850  Moore  R  E 

7851  Marston  P  G 

7852  Ingersoll  L  S 

7853  Patrican  J  E 

7854  Schofield  R  L 

7855  Figurido  G  A  Mrs 

7856  Cunningham  J  W 

7859  Kerr  Thos 

7860  Hinckley  Adeline  Mrs 

7861  Morais  L  M 

7862  Garvey  W  J  Jr 

7863  Newcomb  Henry 

7864  Crane  G  H 

7865  Ferrant  A  E 

7867  Gilardi  Joseph 

7868  Anderton  Richd 

7869  Goodwin  L  E  Mrs 

7870  Morgan  A  B 

7872  Hubbard  R  J 

7873  Lane  O  J 

7874  Action  Inc 

7874  Family  Day  Care 
7874  Home  Maker  & 

Home  Health 
7874  Child  Development 
Program 

7874  Neighborhood  Youth 
Corps  Of  Gloucester 

7874  Human  Services 

7875  O’Keefe  E  M 

7876  Languedoc  David 

7877  Niemi  U  A 

7878  Goebel  Nancy  Mrs 

7879  Perry  M  F 

7880  Wellman  H  V 

7881  Muise  A  J  Jr 

7882  Bistema  E  S 

7883  Harris  H  B 

7885  Todd  Thos  Jr 

7886  Churchill  E  R 

7887  Roark  G  H 

7888  Parsons  H  B 

7889  Me  Dermott  M  M 

7890  Winchester  G  H 

7891  Leary  Howard  L 

7892  Smith  C  H 

7895  Perry  R  E 

7896  Hinckley  W  F 

7897  Glenn  T  J 
7901  Authier  N  J 

7903  Welch  G  M 

7904  Johnson  E  A 
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7905  Santos  Josephine  Mrs 

7906  Corey  R  D 
7908  Lundberg  P  F 

7910  Parks  A  H 

7911  Curran  W  M 

7912  Martin  S  C 

7913  Thomas  G  E 
7917  Lesser  S  A 

7917  Sholemson  D  R 

7918  Randazza  Salvatore 

7919  Joseph  H  J 

7920  Silveira  Manuel 

7921  Horne  D  P 

7922  Jarvis  J  T 

7923  Machado  Manuel 

7924  Gannon  Diane 

7926  Sears  C  M 

7927  Curcuru  J  A 

7928  Vagos  F  S 

7929  Ernst  Henry 

7930  Nicastro  C  G 

7931  Murray  D  J 

7932  La  Chance  R  J 

7933  Josselyn  B  E 

7934  Wyman  B  R 

7935  Archer  Clement  C 

7936  Ferris  R  A 

7937  Wonson  F  R 

7940  Dailey  J  W 

7941  Fitzgerald  M  E 

7942  Green  G  H 

7944  Silva  I  M 

7945  Lane  L  S 

7948  Sutera  Augustine 

7949  Lo  Grasso  Salvatore 

7950  Wallace  E  L  Mrs 

7951  Kendall  C  H 

7952  Stevens  J  P  Jr 

7953  Santapaola  Joseph 

7954  Sheedy  Donald 

7955  Kearney  T  F 

7958  Abbott  E  E  Mrs 

7959  Kiff  Norman 

7960  Schereschewsky  Eliz 
Mrs 

7961  Lake  J  M 

7962  Gillis  Robt 

7963  Hill  John 

7964  Lundgren  K  J 

7966  Novello  S  N 

7967  Rudder  The 

7968  Dale  L  R 

7969  Collins  G  F 

7970  Barrett  Frank  W 

7971  Norris  M  E  Mrs 

7972  Parisien  M  P 

7973  Parisi  C  S 

7975  Mac  Donald  Thos 

7976  Burke  R  J 

7977  Conant  F  S 

7979  Moceri  Sebastian 

7980  Foissano  John 

7981  Ruggles  B  C 

7982  Viva’s  Beauty  Salon 

7983  Bowes  A  F  Mrs 

7984  Stanton  R  V 
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7985  Beard  R  W 

7986  Leventis  T  L 

7987  Mawn  James  J 

7988  Lattof  John  Jr 

7989  Melton  R  M 

7990  Maxwell  R  J 
7992  Silva  M  T  Jr 

7994  Smith  E  W 

7995  Reeves  L  E 

7996  Main  C  I 

7997  Frontiera  Lewis 

7998  Roberts  L  K 

7999  Lowe  D  H  Jr 

8000  Norman  Office 
Supply  Inc 

8001  Gray  F  D 

8002  Banks  J  J  Jr 

8003  Langley  D  P 

8004  Me  Shara  E  A 

8009  Martell  J  W 

8010  Anderson  C  O 

8011  Mello  A  C 

8014  Beardslee  J  W  Jr 

8015  Settipani  John 

8016  Foote  E  J 

8017  Bonney  W  L 
8017  Karem  John 
8019  Demetri  S  P 

8021  Lambert  P  C 

8022  Harvey  H  A 

8024  Ventimiglia  P  T 

8025  Keller  Max  W 

8027  Abbott  James  C 

8028  Noble  W  O 

8029  Redmond  J  T 

8030  Kennedy  P  J 

8032  Williams  Benj  A  Jr 

8034  Barbara  C  A 

8035  Reed  D  F 

8036  Brophy  R  V 

8037  Jillson  H  H 

8037  Kace  Alan 

8038  Galati  Rocco 

8039  Mazzeo  Dominic 

8040  Williams  L  B 

8042  Bergeron  Evelyn 

8043  Bonnell  Ralph  H  Jr 

8046  Parsons  J  W 

8047  Me  Kay  C  B 

8054  Brantley  A  A  Mrs 

8055  Krueger  M  O 

8056  Saint  Pierre  D  R 

8057  Sawyer  W  P 

8058  Cahill  W  J 

8059  Gove  J  W 

8060  Nelson  J  H 

8060  Jacobs  Hilda  Mrs 

8061  Costello  Dorothy  A 

8062  Bentley  G  K 

8065  Rabey  John 

8066  Rodolosi  Vincent 

8067  Simmons  I  G  Mrs 

8068  Rich  Albert 

8069  Richmond  Ernest  D 

8070  Munroe  G  A 

8071  Martin  J  P 

8072  Meadows  W  F 


8075  Mechem  Richd  W 

8076  Brogna  E  E  Mrs 

8077  Clymer  Danl 

8078  Dykeman  Myrtle  Mrs 

8079  Saari’s  Variety  Store 

8079  Saari  L  M  Mrs 

8080  Da  Cruz  J  N 

8081  Putonen  L  R 

8082  Morey  G  W  Jr 

8085  Decoste  W  L 

8086  Thielscher  K  L 

8087  Fialho  Donald 

8089  Walen  K  E  Jr 

8090  Davis  C  R 

8093  Knowles  F  E  Mrs 

8093  Knowles  Roscoe 

8094  Aptt  A  H  Mrs 

8095  Francisco  Lee 

8096  Berg  G  A 

8098  Re  M  D  Mrs 

8099  Gossom  G  C 

8100  Gaechter  R  R 
8102  Ellis  F  L 

8104  Hale  Distributing  Co 
Inc 

8107  Me  Carthy  F  P 

8108  Williams  H  V 

8109  Gray  R  D 

8110  Malvesti  R  J 

8112  Parsons  M  R 

8113  Munroe  T  S  Mrs 

8114  Cavanaugh  Sadie  Mrs 

8115  Hoffman  F  C 

8116  Morton  A  C  Jr 
8118  Villafana  Josephine 

8120  Albert  Louis 

8121  Scola  Joseph 

8122  Cusumano  Fillippo 

8123  Sargent  R  W 

8127  Clark  V  H 

8128  Leavitt  K  W 

8129  Burns  W  E 

8130  Smith  Peter 
8133  Brancaleone  J  P 
8135  Leveille  W  W  Jr 

8137  Riley  G  P 

8138  Perry  E  J 

8140  Rossi  P  A 

8141  Pata  Manuel 
8143  Murawski  Wm 

8145  Clark  D  E 

8146  Honnors  E  M 

8147  Bishop  E  C 

8148  Carter  R  L  Jr 

8149  Coull  R  G 

8150  Groppo  Matteo 

8151  Orlando  J  S 

8154  Marshall  A  L 

8155  Randazza  T  S 

8156  Rudolph  B  B  Mrs 

8158  Troy  R  N 

8159  Mills  W  A 

8160  Doyle  L  J 

8161  Grigg  Roland 

8162  Perkins  R  T 
8164  Webber  Scott 
8166  Griffin  E  S 
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8167  Favazza  J  R 

8168  White  R  C 

8170  Carr  J  W 

8171  Fiers  J  R 

8172  Toikka  J  M 

8173  Leino  A  M 

8174  Canillas  Ralph 

8175  Cummings  R  P 

8176  Merchant  R  C 

8177  Colarusso  J  A 

8179  Guarrasi  Vincent 

8180  Belivacqua  C  S  Mrs 

8181  Jacobs  P  M 

8182  Leo  Joseph  Jr 

8183  Me  Leod  M  M 

8184  Hall  G  M 

8185  Gordon  G  R 

8188  Morris  W  E  Jr 

8189  Giglio  J  J 

8190  Garland  N  M  Jr 

8191  Benham  C  E  Mrs 

8192  Carrancho  Manuel 

8194  Palk  R  M  Mrs 

8195  Waldman  B  D 

8196  Montagnino  J  V 
8198  Levesque  R  J 
8200  Gloucester  Co- 

Operative  Bank 
8205  Roderick  G  A 
8207  Haines  A  D 
8209  Strong  R  A 
8211  Macomber  A  F 

8211  Riverdale 
Construction  Co 

8212  Martin  Charlotte  Mrs 

8213  Me  Intyre  R  J 

8215  O’Neil  Kathryn  Mrs 

8216  Mercurio  Vincenza 
Mrs 

8219  Andrews  C  D  Mrs 

8220  Ciaramitaro  S  S 

8222  Swan  R  H 

8223  Bragg  J  G 

8224  Montagnino  Dominic 

8225  Verga  James 

8227  Winter  D  J 

8228  Aiello  J  B 

8229  Brooks  Hilda 

8230  Whynot  R  D 

8231  Rodrick  M  E  Mrs 

8233  Parisi  Antonino 

8234  Lindberg  C  A 

8236  La  Branch  W  W 

8237  Grogan  Marjorie 

8238  Brauneis  Wm 

8244  Greenwood  E  F 

8245  Larsen  J  M 

8246  Frigard  A  A 

8247  Jenkins  John 

8249  Silva  F  N 

8250  Leavitt  Josephine  Mrs 

8251  Lodge  H  J  Jr 

8252  Conley  Florence  Mrs 

8253  Crowell  J  E  Jr 

8254  Peterson  Kendall 
8355  Greel  E  M  Mrs 


8256  Gillis  R  J 

8258  Ciaramitaro  Joseph 

8259  Fiers  R  H 

8260  Smith  E  C 

8261  Andrew  S  B 

8262  Kimball  S  D 

8263  Holland  A  W 

8264  Shephard  Helen  Mrs 

8265  Joyce  Susannah  Mrs 

8266  Lodge  H  J  Rev 

8267  Huke  R  H 

8268  Bonino  John 

8270  Hertig  A  T 

8271  Riggs  Otis  Jr 

8272  Mourey  W  J 

8273  Blatchford  H  P  Jr 

8275  Enos  J  M 

8276  Smith  W  A 
8278  Hunt  W  G 
8281  Hagstrom  I  A 

8285  Russell  M  E  Mrs 

8286  Boudreau  J  R 
8290  Whynott  Ernest 
8290  Rich  R  M 

8293  Davison  R  E 

8294  Wile  E  E 

8294  Clark  Alice  Mrs 

8295  Perry  A  R 

8296  Kline  J  B 

8297  Gilliss  Wm  Jr 

8298  Brooks  Virginia  Mrs 
8300  Public  Finance  Co 

(Br) 

8304  Earl  P  M 

8305  Me  Queston  E  M 

8305  Me  Queston  Helen 

8306  Ingersoll  S  S 

8307  Kirton  L  W  Jr 
8310  Dewing  Travel 

Service 

8312  Saint  Peter  D  E 

8313  Lo  Grasso  Vincent 

8314  Langer  Leonard  C 

8315  Dench  E  C 

8316  Weissblum  M  M  Mrs 

8317  Hopkins  E  B 

8319  Nasser  F  C 

8320  Cognato  Domenic 

8323  Martin  R  L 

8324  Anderson  Josephine 
Mrs 

8326  Foley  L  M 

8330  Anderson  C  A 

8331  Knight  R  H 

8332  Lipman  Marine 
Products  Inc 

8334  Pommet  F  A  Mrs 

8335  Catto  F  M  Mrs 

8336  Cellucci  B  J 

8337  Oliver  G  M  Mrs 

8338  Wile  L  L 

8340  Kennebec  Fish  Corp 

8342  Steinberg  C  W  Jr 

8343  Stickney  R  L 

8344  Maddix  R  E 

8345  Buckley  W  D  Jr 

8346  Demetri  A  S 


8348  Stoddard  D  M 

8349  Aptt  Louise  Mrs 

8351  Domingos  F  A 

8352  Gerring  R  K 

8353  Harris  J  W 

8354  Roberts  K  A 
8356  Barkhouse  P  B 

8359  Mackey  August 

8360  Sullivan  R  E  Mrs 

8361  Opie  H  E 

8362  Briguglio  Joseph 

8362  Amero  J  E 

8363  Ciaramitaro  J  J 

8364  Lamphier  James 
8366  Donovan  Alf  M 

8368  Lane  A  W 

8369  Perkins  L  J 
8373  Manzo  Vincent 

8375  Thompson  J  F 

8376  Aunt  Annie’s  Gifts 

8377  Wilson  James 
8379  Dennison  David 
8382  Boston  E  A 

8382  Porter  A  L 

8383  French  M  W 

8384  Burnham  Robt 

8387  Mac  Neil  Roderick  Jr 

8388  Parker  W  J 

8389  Coan  Robt  A 

8390  Ciaramitaro  V  S 
8392  Myers  R  W 

8394  Wolf  W  M 

8395  Blatchford  R  E 

8397  Smith  J  R 

8398  Mullins  Eliz 

8401  Monaghan  L  M  Mrs 

8402  Tobin  N  O 

8403  Joseph  J  J 

8404  Ross  Gilbert 

8404  Rose  G  F 

8405  Richardson  J  M 

8407  Lang  E  G 

8408  Dahlmer  R  W 

8409  Parsons  E  S 

8410  Andersen  W  E 

8411  Tinker  R  J 

8411  White  O  M  Mrs 

8412  Julian  M  A 

8414  St  Pierre  D  G  Mrs 

8415  O’Keefe  Margt  M 

8416  Marks  A  S 
8419  Jaksland  S  N 
8421  Caggiano  Teresa  F 
8421  Caggiano  Teresa  F 

8424  De  Francisco  S  J 

8425  Stewart  A  D 

8426  Nickerson  R  L 

8427  Pew  G  G 

8428  Goolart  J  H 

8429  Budrow  H  M 

8430  Me  Lean  G  L 

8431  Hennessey  David 

8432  Pretzler  Adolph  II 

8433  Frontiero  Salvatore 

8436  Giammanco  Philip 

8437  Ciluffo  Joseph 
8439  Patten  H  H 
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8443  Dow  Ida  Mrs 
8445  Me  Carthy  C  E 
8448  Vincent  Robt 

8450  Shamberger  Edith 

8451  Bradley  C  M 

8452  Testaverde  Antonino 

8454  Sheaves  J  A 

8455  Lawson  P  E 

8456  Mac  Killop  C  S 

8457  Stride  W  F  Jr 

8458  Asaro  Peter 

8459  Muise  Dana 

8460  Barrett  J  E 

8461  Baker  G  P 

8464  Beaulieu  F  L 

8465  Aikens  J  C 

8467  Clayton  J  E 

8468  Kinghorn  G  S  III 

8469  Novello  John 

8472  Anderson  W  R 

8473  Cederstrom  A  G 

8474  Vicari  C  J 

8475  Martin  J  E 
8477  Cocchiarella  U  R 

8480  Mondello  J  J 

8481  Lawson  E  D  Mrs 

8482  Stevens  D  E  Mrs 

8484  Noble  C  H  Jr 

8485  Soini  W  J 

8486  Niemi  D  N 

8487  Merchant  R  L 

8488  Flaherty  J  M 

8489  Bever  M  A  Mrs 

8491  Passanisi  J  A 

8492  Sharpe  H  M  Mrs 

8494  Brophy  A  F  Mrs 

8495  Ciaramitaro  Michl 

8496  Carrancho  M  D  Mrs 

8497  Abrahamson  Rider 

8498  Wonson  Russell 

8499  Angelson  S  E  Mrs 

8500  Stevens  Motor  Sales 
Inc 

8505  O’Hearn  M  S  Mrs 

8507  Barrigan  I  M  Mrs 

8508  Wilson  E  C 

8509  Me  Lellan  J  K 

8510  Leach  Eleanor 

8510  Puglisi  Miriam  Mrs 

8511  Curcuru  S  N  Jr 

8516  Walsh  Mary  Mrs 

8517  Muniz  M  G 

8518  Brown  Arthur  Jr 

8524  Telles  A  J 

8525  Murphy  W  T 
8527  Hutchings  W  O 

8530  Jacobs  P  M 

8531  Bennett  S  B 
8534  Sapoto  Paul 

8536  Ciolind  Anthony 

8537  L&htinen  Nestero 

8538  Chick  A  A  Mrs 

8539  Malaquais  M  C  Mrs 

8540  Carter  D  A 

8541  Aspesi  Venance 

8542  Hildebrand  C  W 
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8543  Riverdale  Market 

8543  Lane  Lawrence 

8544  Barratt  A  C  Jr 

8545  Collins  P  S 

8546  Payne  R  S 

8547  Sawler  E  C 

8548  Amero  Donald 

8549  Hartnett  Wm 

8550  Gardner  M  K  Mrs 

8551  Bertolino  Evelyn  Mrs 

8552  Ashline  Jane 

8553  Newton  R  V 

8555  Littlefield  F  F 

8556  Feener  P  R 

8558  Pino  Richd 

8559  Carlz  C  J 

8560  Rhinelander 
Constance 

8561  Goulart  Jose 

8562  Lacerda  Sylvia  Mrs 

8563  Ribeiro  L  S  Jr 
8565  Silva  L  P  Mrs 

8567  Gleason  L  P 

8568  Aiello  John 

8569  Hendrickson  E  T 

8571  Morris  T  W 

8572  Aldrich  Arth 

8573  Skinner  Daniel 
8573  Viegas  J  C 
8575  Balboni  Richd 

8575  Parsons  H  W  Jr 

8576  Groves  C  I 

8577  Parsons  H  H  Mrs 

8578  Tarr  R  S 

8580  Blatchford  M  M  Mrs 

8581  Burnham  E  W  Mrs 

8582  Viator  Eva  Mrs 

8583  Sousa  David 
8586  Nelson  John 

8586  Fleming  A  E 

8587  Murphy  C  E 

8588  Anderson  Carl 

8590  Hibbard  S  B 

8591  Campbell  Estelle  Mrs 

8592  Howland  Richard 

8594  Pistenmaa  G  S 

8595  Anderson  L  B 

8596  Schlichte  G  A 
8662  Raftery  V  W 
8664  Vitale  Conrad 

8667  Ellis  R  H  Mrs 

8668  Knopf  R  F 

8669  Eason  M  A 

8672  Me  Carthy  J  J 

8673  Karvellas  E  G 

8674  Miller  R  W 

8675  Hayes  C  F 

8676  Lane  D  R 

8677  Lind  H  A 

8678  Radcliffe  Anna  Mrs 

8679  Alves  M  F 

8680  Maddix  R  E 

8681  Mac  Leod  Julia  Mrs 

8682  Tolini  Ida  Mrs 

8683  Matz  A  I 

8684  Knowlton  R  C 

8685  Barbagallo  J  T 


8687  March  Raymond 

8688  Parisi  J  P 

8691  Domingos  M  B  Mrs 

8692  Sheehan  Shirley  Mrs 

8693  Garron  L  S 

8694  Martin  E  W 

8695  Putney  Geo 

8696  Meyers  Milton  J 
8698  Me  Ardle  M  P 
8700  Knowlton  J  B 

8703  Anderson  C  M  Mrs 

8704  Dunn  R  A  Mrs 

8706  Bartlett  J  M 

8707  Letty  Donald  J 

8708  La  Donna  John 

8710  Santuccio  Frank 

8711  Corrado  Joseph  W 

8712  Choiniere  V  M 

8713  Landoni  J  L 

8714  Lister  Lloyd 

8715  Me  Gahan  Thos  L 

8716  Callahan  R  F 

8717  Burchard  D  V 

8719  Schuster  W  C  J 

8720  De  Coste  C  F 

8721  Gloucester  Used 
Furniture  &  Antiques 

8723  Kitchenmaster  B  Z 

8728  Roderick  E  D 

8729  Lane  D  L 

8730  Lucido  J  A 

8731  Pizzimenti  V  P 

8732  Francis  F  C 

8733  Nicholson  J  R 

8734  Zagers  A  M  Mrs 

8735  Jabba  R  J 

8736  Kennefick  K  E  Mrs 

8739  Dunn  H  J 

8740  Twomey  J  J 

8741  Byard  G  O 
8743  Eastman  W  C 

8745  Noto  Peter 

8746  Nickerson  F  M  Mrs 

8748  First  National  Stores 
Inc  (Br) 

8749  Dutton  G  M  Jr 
8751  Terry’s  Beauty  Shop 

8751  Cecilio  M  T 

8752  Scola  Thomas 

8753  Weisberg  Patricia 

8756  Morgan  H  A  Jr 

8757  Lundergan  E  M  Mrs 

8758  Tina’s  Studio  Of 
Dance 

8759  Deacon  A  K 

8760  Poole  C  E 

8761  O’Donnell  Gladys  Mrs 

8763  Cameron  B  M  Mrs 

8764  Mountain  L  J 

8765  Ruth  L  R  Mrs 

8767  Frost  I  B 

8768  Putaansuu  M  R  Mrs 

8771  Magnuson  H  A 

8772  Niemi  W  E 

8773  Coull  D  L 

8774  Baldassano  Calogera 
Mrs 
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8775  Thomas  L  A 

8776  Cahoon  R  H 

8779  Christopher  J  J 

8780  Dwyer  Dorothy  Mrs 

8781  O’Dea  Esther  Mrs 

8782  Glenn  H  M 

8783  Cranston  B  F 

8784  Doucette  T  C 

8785  Harty  R  F 

8786  Veator  L  F 

■  8787  Zeeman  Amanda  Mrs 
8788  Moore  D  P  Mrs 

8790  Aptt  D  W 

8791  Me  Donald  J  A 

8792  Sponagle  E  E  Mrs 

8795  Dawson  G  E 

8796  Tribou  F  L  Mrs 

8798  Gentile  A  J 

8799  Palmer  C  W 
8801  Lery  Jerome 

8811  Marchant  J  S 

8812  Re  M  M  Mrs 

8814  Seppala  L  A 

8815  Amero  C  R 

8816  Markuson  Wm 

8817  Re  Frank 

8818  Moceri  C  A 

8819  Elwell  J  B 

8819  Baker  W  W 

8820  Welsh  John 

8823  Comeau  A  J 

8824  Clarke  G  W 

8825  Boudreau  M  G  Mrs 

8827  Bergstrom  M  C 

8828  Iovanne  N  J 

8830  Roberts  S  S 

8831  Teele  John  W 

8833  O’Maley  C  M 

8834  Savage  E  M  Mrs 

8835  Barkley  Madeline 
Mrs 

8836  Nicastro  J  A 

8836  Nicastro  J  A  Jr 

8837  Moulton  J  S 

8838  Silveria  Georgina  Mrs 

8839  Antonello  M  G 

8846  Sweet  Grace 

8847  Macdonald  H  M 

8849  Farnsworth  Herbert 

8850  Cluett  Vivian  Mrs 

8850  Peavey  Bertha 

8851  Durell  Alice  Mrs 

8852  Corrao  G  J 

8853  Bubier  T  S 

8854  Kippen  B  L  Mrs 

8855  Tindley  W  D 

8857  Claflin  Wm  H  III 

8858  Me  Grath  L  S 

8861  Harbor  International 
Corp 

8862  Konaxis  J  J 

8863  Sherman  Charles 

8864  Rice  Ralph 

8865  Connor  Gail 

8866  Doughty  G  M 

8867  O’Connor  D  M 
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8868  Firth  E  A  Mrs 

8869  Me  Intosh  C  V 
8872  Orlando  Andrew 

8874  Larsson  V  R 

8875  Me  Kown  R  I 

8877  Parks  R  C 

8878  Sanderson  A  B 

8879  Campbell  A  M  Mrs 

8880  Tortorici  Bernadette 
Mrs 

8881  Onorio  Gaetano 

8882  Knowles  Thos 

8883  La  France  F  R 

8884  Ingle  B  J 

8888  Parsons  R  E  Jr 

8889  Elliott  I  J 

8891  Aarons  Geo 

8892  Mitchell  M  A 

8893  Laidlaw  R  S 

8894  Barnett  R  H 

8896  Parsons  R  C 

8897  Major  Victor 

8898  Johnson  A  E 

8899  Stewart  H  E 

8900  Ray  Beef  Co 

8904  Wilkins  Helen  Mrs 

8906  Foster  Arth  S 

8907  Dennis  Oscar 
8910  Mitchell  G  M  Mrs 
8912  Interrante  Gasper  Jr 
8915  Gendreau  Gwendolyn 

8915  Gendreau  J  H 

8916  Flynn  M  F 

8917  Andrew  T  S 

8919  Maganinho  M  R  Mrs 
8923  Souza  Peter 

8925  Puleio  Joseph 

8926  Carignan  R  A 

8929  Munroe  A  J  Jr 

8930  Witham  Henry 

8931  White  H  C  Jr 

8932  Merchant  M  K 

8933  Herbert  J  E 

8934  Rodrigues  M  S 

8935  Lehr  Lori 

8936  Thompson  J  S  Jr 

8937  Sylvester  S  H 

8938  Curcuru  S  P 

8939  Me  Rae  D  F 

8940  Low  H  J 

8940  Suzanne’s  Studio 

8941  Bouchie  R  H 
8943  Bagley  R  M 

8945  Puff  R  E 

8946  Nelson  D  R 

8947  Ojantakanen  A  E 
Mrs 

8948  Flasher  Geo 

8949  Prelak  Lester 

8950  Knowles  S  M  Mrs 

8951  Amaral  M  P  Jr 

8952  Elmer  J  V 

8953  Callahan  Louise  C 
Mrs 

8954  Peter  J  Geo 

8955  Bruni  Paul 

8956  Kippen  R  J 


8958  Lafata  G  A 

8959  Saint  Cyr  Richd 

8960  Dewey  M  B 

8961  Martins  M  F 

8962  Berry  I  D 

8965  Kangas  D  V  Jr 

8966  Greenleaf  Eliz 

8968  O’Neil  M  M 

8969  Muise  S  E 

8971  Budrow  Linda  Mrs 

8974  Bartlett  K  L 

8975  Ciulla  J  V 

8976  Marsh  Richd 

8977  Wile  H  P  Mrs 
8981  Pettit  M  T 

8984  Martin  J  J 

8985  Maki  Vilho 

8986  Keefe  E  H  Mrs 

8987  Toneatti  G  W 

8988  Julian  E  J 

8989  Hatch  Julian 

8991  Frontierro  J  J 

8992  Pratt  D  R  Mrs 

8993  Pallazola  J  A  Mrs 

8994  Lawford  G  N 

8998  Berg  Edw 

8999  Santuccio  J  M 

9003  Schultz  Jacob 

9004  Bolton  Albert  W 
9009  Swift  Lila  Mrs 

9011  Ireland  O  F  Jr 

9012  Amaral  Mary  Mrs 

9014  Silva  M  L  Mrs 

9015  Trayes  W  H  Jr 

9016  Maliski  A  F 

9020  Buotte  G  J 

9021  Broer  Fredk 

9023  Parisi  A  J 

9024  Borge  Alvin  Jr 

9025  Stuart  J  W 

9026  Timiski  Janice 

9027  Griffin  W  D 

9028  Foley  J  M 

9029  Osmond  P  J 

9030  Kennedy  F  G 

9034  Tarr  J  E 

9035  Chadwick  Clifford 
Rev 

9036  Amero  N  A  Mrs 

9037  Raymond  L  H  Jr 

9039  Kenneflck  Gwendolyn 
Mrs 

9040  Curran  Kenneth  J 

9041  Hady  E  M  Jr 

9042  Bouchie  C  A 

9043  Stavors  H  A 

9044  Churchill  C  E  Mrs 

9045  Sawyer  D  M  Mrs 

9047  Hogan  P  J 

9048  Brown  D  W  Mrs 

9049  Gray  H  E 

9050  Simon  J  H 

9051  Hill  L  J 
9053  Minyard  R  E 

9055  Cavanaugh  C  J  Jr 

9056  Ann’s  Beauty  Salon 

9057  Raymond  E  J 
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9058  Graham  A  F 

9059  Nissenbaum  Max 

9062  Straccia  F  P 

9063  Wall  W  D 

9065  Pata  Antonio 

9066  Tolman  L  F 

9069  Mahoney  J  J 

9070  Patrick  M  C 

9073  Blackburn  C  R 

9074  Alexander's  Insurance 
Agency 

9074  Alexander  A  A 

9075  Musaphia  Jean  Mrs 

9076  Morris  Johanne  Mrs 

9077  Silva  P  A  Mrs 

9078  Rubin  Harry 

9081  Hanrahan  E  C  Mrs 

9083  Gibbs  C  H 

9084  Killam  R  J 

9085  La  Fond  W  R 

9086  Graves  H  F 

9088  Allen  E  C 

9089  Walkama  Edw 
9091  Costa  Peter 
9094  La  Flam  M  D 
9096  Foley  K  A 

9098  Smith  A  F 

9099  Daley  Carmen  Mrs 

9101  Bader  D  N 

9102  Warren  Frank 
9105  Di  Napoli  Mario  J 
9105  Giarla  R  J 

9107  Gamage  A  M 

9108  Bernard  Sally 

9109  Day  D  S 

9111  Sheehan  Minnie  Mrs 

9113  Marston  W  F  Jr 

9114  Dagley  G  A 

9116  Thompson  RAJ 

9117  Ludwig  M  M  Mrs 

9119  Comeau  A  M  Mrs 

9120  Veara  K  C  Mrs 

9121  Parsons  C  D 

9122  Douglas  L  R  Jr 

9123  Larocca  Accursio 

9124  Joseph  H  J  Jr 

9125  Mitchell  E  H 

9128  Lane  J  P 

9129  Edwards  R  C 

9130  Larkin  D  J 
9133  Brown  J  F 

9136  Ryan  R  J 

9137  Haberland  Craig 

9138  Hillman  Leslie 

9139  Harling  P  H 

9140  Morris  Martha  Mrs 

9141  Collins  E  F 

9142  Turner  R  A 

9143  Parsons  F  B 

9147  South  M  L  Mrs 

9148  Tocco  D  F 

9149  Gilardi  John 

9150  Martin  W  F 

9152  Amero  Hilda  Mrs 

9153  Galvin  Wm 

9154  Tedesco  Edw  J 
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9jl54  ie  Iiesco  E  J 

9155  Rocha  M  P 

9157  Roller  R  P 

9158  Shaw  Michl 

9159  Doucette  L  G 

9160  Figurido  J  R  Jr 

9161  Niles  Apartments 

9161  Andrews  R  L 

9162  Carrico  A  P 

9165  Budrow  W  H 

9166  Callahan  T  D 

9167  Baptiste  Winslow 
9169  Woodard  B  G  Mrs 
9172  Haun  J  C 

9172  Jim’s  Pet  Shop 

9172  Used  Furniture 
Center 

9173  Carroll  Ellen  Mrs 

9174  Brooks  B  P  Mrs 

9175  Jameson  R  E 

9177  Barrett  Robt  E  Jr 

9178  Jenner  C  M 

9185  Gaipo  M  T  Jr 

9186  Loud  Richd 

9188  Anderson  A  H  Mrs 

9189  Rose  J  M 

9190  Putonen  A  E 

9191  Pulcifer  J  M 

9192  Anderson  I  M 

9193  Greel  R  E 

9194  Malmi  E  J  Mrs 

9195  Me  Lauchlan  Jay 

9196  Amaral  A  C  Mrs 

9199  Dionne  L  J 

9200  Boley’s  Of  Gloucester 
Inc 

9210  Hunt  C  F 

9211  Green  W  R 

9213  Ciaramitaro  Anthony 

9214  Ruta  Jannarino 

9215  Cefalo  F  P 

9216  Costanzo  Salvatore 

9217  Scroggins  R  E 
9220  Worcester  G  S 

9220  Kline  R  M 

9221  Webber  D  E 

9223  Barratt  D  M  Mrs 

9224  Barkhouse  N  K 

9225  Sears  S  J  Mrs 

9226  Lister  Wm 

9229  Sousa  Henry 

9230  Moir  R  S 

9231  Picone  Sarah  Mrs 

9232  Hartford  J  W 

9235  Darcy  T  C 

9236  Atlantic  Seafoods  Inc 

9238  Graham  J  Stewart 

9239  Nelson  Ethel  Mrs 

9240  Hamilton  H  P 

9241  Stuart  Mary 

9242  Beckett  F  M 

9243  Fredrick  W  W 

9245  Bolles  C  M  Mrs 

9246  Nelson  M  D  Mrs 

9248  Grovestine  H  L 

9249  Beuzit  G  P  Mrs 
9252  M  unroe  J  P 


Avila  'Coifee  Shop 

9259  Roberts  C  W  Mi's 

9260  Sinagra  Rose  Mrs 
9263  Dion  R  E 

9265  Benson  F  S 

9267  Ryan  R  P 

9268  Connors  John 
9268  Connors  J  C 

9270  Hubbard  G  E 

9271  Dagley  Wm 

9272  Silva  Manuel 

9273  Hobbs  R  G  Jr 

9274  Douglass  Allerton  Jr 

9275  Jameson  M  F  Mrs 

9277  Sichelstiel  Georgia 

9278  Barstow  M  E 

9281  Papows  W  A 

9282  Rose  Frank  Jr 

9283  Harris  T  J 

9284  Walen  Benjamin 

9285  Glass  Elihu 

9286  Stephanio  E  J 

9288  Novello  S  R 

9289  Baker  L  M  Mrs 

9291  Vicari  R  A 

9292  Langley  E  M 

9293  Nicastro  Baptista 

9294  Byers  T  W 
9296  Herrick  G  R 

9298  Friend  R  H 

9299  Sears  M  G  Mrs 
9299  Silveira  A  F  Mrs 

9301  Jordan  W  E 

9302  Goodman  Irving 
9304  Martin  A  E 
9307  Sweet  B  J  Mrs 

9311  Jobe  R  L 

9312  Welch  A  J 

9313  Cohen  Michl 

9314  George  D  H 
9316  Crosby  W  D 

9318  Komi  W  T 

9319  Me  Kay  C  R  Jr 

9320  Giovanni  K  P  Mrs 
9322  Williams  R  L 
9324  Interrante  C  A 

9326  Williams  H  K 

9327  Shatford  E  R  Mrs 

9329  Me  Kay  G  C 

9330  Allen  A  L 

9331  Johnsen  K  L  Mrs 

9334  Curtis  H  A 

9335  Benedetto  J  C 
9337  Carter  J  H 
9337  Harvey  M  O  Mrs 

9340  Catania  A  J 

9341  Johnson  R  G 

9342  Silva  L  T  Mrs 

9343  Hubbard  C  R 

9344  Lipsky  Benj 
9347  Durand  L  J 

9349  Hull  Z  T  Mrs 

9350  Frontiero  A  P 

9351  Warner  O  G  Mrs 
9358  Bruner  Jerome 

9360  Heath  B  L 

9361  Orsini  L  G 
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9362  Cooley  A  B 
9365  Melanson  R  M  Mrs 
9367  Topkins  J  A 
9369  Gloucester  Whiting 
Association 

9371  Me  Gee  W  R 

9372  Hammond  R  H 

9373  De  Wolfe  E  A 

9374  Puglisi  J  G 

9378  Brown  F  H 

9379  Joseph  R  F 

9380  Telles  S  J 

9381  Enos  R  R 

9382  Ojantakanen  H  E 
Mrs 

9384  Tarr  R  L 

9385  O’Connor  D  W 

9386  Bertolino  A  J 
9388  Morris  Antone 

9388  Boudreau  Donald 

9389  Grasso  Doris  E 

9390  Zeeman  C  M  Mrs 

9391  Hobbs  D  G 

9392  Doyle  M  J  Jr 
9394  Snell  Irving 
9394  Snell  Donald  I 
9396  Boyd  Amanda 

9396  Nickerson  E  B 

9397  Taylor  H  C 
9399  Haight  J  A 

9407  Haselgarde  Hazel  Mrs 

9408  Smith  Reginald  H  Jr 
9417  Dunsky  S  F  Mrs 

9419  Frontiero  S  J 

9420  Stanwood  W  A 

9421  Larkin  E  H 

9422  Doucette  J  B  Jr 

9423  Novello  A  P 

9424  Stickney  Arth 

9424  Robey  A  A 

9425  Victorine  J  C 

9427  Lufkin  E  F  Mrs 

9428  Palmisano  A  L  Mrs 

9430  Hines  M  F  Mrs 

9431  Pope  C  T 

9432  Haight  R  J 

9433  Mackey  Sylvia  Mrs 

9434  Tally’s  Auto  Sales  Inc 
9436  Bennett  R  R 

9440  Gentile  F  P 

9441  Munroe  A  M 

9442  Perry  K  E 

9443  Olson  C  J  Jr 

9444  Dimaria  P  F 

9446  Elwell  G  M 

9447  Michael  R  R 

9448  Me  Govern  C  H 

9449  Piscitello  B  A 
9451  Cavanaugh  James 
9453  Moceri  Peter 

9456  Navaro  David 

9457  Saputo  Joseph 

9458  Shattuck  B  F 

9459  Muise  Leonard 
9461  Patil  M  S 
9466  Fiers  Cath 
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9466  Fiers  F  V 

9467  Kulju  Donald 

9468  Dawson  Fredk 

9469  Beale  W  D 

9475  Saint  Germain  Edgar 

9476  Hill  Aili 

9477  Lane  H  Y  Mrs 

9479  Peterson  R  A 

9480  Stuart  W  A 

9481  Me  Carthy  J  F 

9482  Pusateri  Salvatore 

9482  Williams  F  G  Jr 

9483  Sperry  J  W 

9484  Danikas  Zacary  Mrs 
9486  Ciaramitaro  J  A 

9488  Barry  M  G 

9489  Ramsey  E  H  Mrs 

9490  Kielbasa  Donald 

9491  Dahlmer  M  M  Mrs 

9492  Gillis  Vincent  A 

9493  Masselli  Frank 

9494  Tuomivirta  T  A 
9496  Pistenmaa  A  F  Mrs 

9496  Mayor  A  Hyatt 

9497  Merwin  Evelyn  Mrs 

9498  Martin  Helene 

9499  Call  M  L  Mrs 

9500  Atlantic  Diving  Co 
9500  Abrams  Julius 
9500  Overly  W  H 

9503  Rosenberg  Esther  Mrs 

9508  Richer  C  D 

9509  Fitzgerald  J  M 
9511  Barusso  S  L 
9513  Chester  Edgar 

9515  Young  E  J 

9516  Vidal  Margt 

9519  Silveira  Russell 

9520  Oliver  D  L  Mrs 

9521  Marchant  M  A 
9521  Me  Shara  J  A 
9523  A  &  N  Fishing  Corp 
9525  Hemeon  A  L 

9527  Knowlton  A  B  Jr 

9528  Callard  A  W 

9529  Pierce  B  M  Mrs 

9530  Duffany  L  A 

9531  Leavitt  G  H 

9532  Poole  P  K  Mrs 

9533  Silva  I  M  Mrs 

9533  Robinson  Heidi 

9534  Corliss  S  L  Mrs 

9535  Warren  H  A  Mrs 

9536  Me  Eachern  D  F 

9537  Busy  Bee  Inc 

9539  Rogers  J  G 

9540  Frontiero  Cath  Mrs 

9541  Parsons  R  L 

9542  De  Blois  Steph  W 

9545  Goodhue  A  M  Jr 

9546  Clancy  J  P 

9547  Sears  Marilyn  Mrs 

9548  Osterlund  J  J 

9549  Day  N  B  Mrs 

9550  Guild  I  G  Mrs 

9551  Lowe  Russell 
9553  Hurst  Irene  Mrs 


9554  York  P  D 
9556  Ciaramitaro  Mercuric 
9559  Reichenbacher  A  L 
9561  Facchetti  Francis  A 
9566  Aparo  S  J 

9570  Mac  Lachlan  Donald 
B 

9571  Martin  Charles  Jr 

9572  Brown  F  W 

9573  Symonds  C  L  Mrs 

9574  Briand  R  K 

9575  Nicolosi  R  N 

9578  Perry  Margt 

9579  Sortwell  Edward 
9579  Morgan  R  P 
9581  Chidiac  Joseph 

9583  Russo  Onofrio 

9584  Kondelin  C  M  Mrs 

9585  Morey  D  W 
9587  Bianchini  R  C 
9590  Conti  P  F 

9590  Conti  Paul  F 

9591  Cooper  Ralph 

9592  Wilson  D  A 

9594  Martin  C  T 

9595  Hawes  O  F 

9596  Morse  E  J  Mrs 

9597  Deveau  J  A 
9599  Murray  P  P 
9663  Murray’s  Variety 
9665  Cumberland  Farms 

Dairy  (Br) 

9672  Butcher  Shop  The 
9676  Richdale  Dairy  Store 
9690  Quincy  Mkt  Cold  Stge 
&  Whse  (E  Gloucester 
Pint) 

9693  Mac  Lean  John  D 
9698  Willow  Rest 
9700  Sherm’s  Cape  Ann 
Vets  Inc 

9702  Malen’s  Service 
Station 

9704  Vista  Motel 

9705  Rocky  Neck  Lobster 
&  Steak  House  (SUM) 

9707  Papa  Ginos 
9712  Drift-In 
9718  Depot  Cafe  Inc 
9720  Temple  Ahavath 
Achim 

9722  Mickey’s  Exxon  Gas 
Station 

9724  Railroad  Avenue 
Market 

9725  Lee-Arns 
Laundromat 

9728  Little  River  Grocery 

9729  Harbor  Bell 

9730  Uncle  Moe’s  Inc 

9732  Harbor  Cafe  Inc  The 

9733  Joseph’s  Coffee  Shop 

9737  Portugese  American 
Club 

9738  Gloucester  Post  No 
32  (Amvets) 

9744  Seacroft  Hotel 
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9745  Mai’s  Of  Gloucester 
Inc 

9747  Great  Atlantic  & 
Pacific  Tea  Co 
9749  Gove’s  Gulf  Station 
9751  Kelleher’s  Inc 

9753  Cape  Ann  Bowling 
Center 

9754  Mally’s  Lounge  & 
Carousel  Rm 

9755  Imperial  Cleaners  (Br) 
9757  Brooks  Discount  Store 
9761  Luigi’s  Restaurant 
9770  Mondello  Bros  Texaco 

9772  Gloucester  Fraternity 
Club 

9773  Tally’s  Truck  Center 
Inc 

9790  Richdale  Superette 

9791  Boulevard  Sweet  Shop 
9793  Nick’s  Arco  Service 

9802  Lawn  Mower  Service 

9803  J  &  P  Trucking 

9805  Tony’s  Italian  Subs 

9806  House  Of  Mitch 
9815  Brown’s  Service 

Station 

9817  Old  Timer’s  Tavern 

9818  Polisson  Citgo 

9827  Lloyd  s  Restaurant 

9828  Our  Lady’s  Youth 
Center 

9833  Party  Boat  Lounge 
9838  George’s  Store 
9840  Weld  P  S 
9840  Welch’s  Eastern 

Avenue  Jenny  Service 
9846  Hodge’s  Battery 
Station 

9850  Nichols  Ocean  Home 
Candies 

9856  Nick’s  Pool  Parlor 
9863  Captain  Bill 
9876  Joe’s  Dugout 
9881  East  Gloucester 
Service  Station 

9892  Causeway  The 

9893  The  French  Chef 
9936  New  England 

Telephone  & 
Telegraph  Co  (Plant 
Dept) 

9936  New  England 
Telephone  & 
Telegraph  Co  (Mtce 
Bldg) 


DIAL  525  PLUS  THE 

FOLLOWING  FOUR 
DIGITS 

2864  Anderson  Duane 

3000  Rose  W  M 

3001  Brett  C  L 
3003  Mayo  J  P  Jr 
3006  Dombrowski  Hilary 


46 

3007  Martell  R  L 

3008  Gray  Claude  Jr 

3009  De  Coste  W  A 
3012  Mustafa  Sherman 

3014  Mondello  C  A 

3015  Furey  J  J 
3017  Haskins  P  T 

3021  Parkman  Chiropractic 

3024  Darby  Philip 

3025  Hudson  Gary 

3025  Hudson  Patty 

3026  Trask  F  C 

3028  Thomas  L  J 

3029  Posey  S  L 

3030  Taillon  M  W 

3031  Maybury  P  J 

3033  Magnolia  Card  &  Gift 
Shop 

3034  Davis  H  J  Mrs 

3035  Riedeman  W  L 

3036  Neves  John 

3038  Soper  E  S 

3039  Saravelis  V  J 

3040  Porter  Robt 

3042  Michalisin  N  J 

3043  Byrne  P  J 

3047  Hyde  G  S 

3048  Bresnahan  Dorothy 

3049  Pratt  David 
3052  Silva  Marshall 

3054  Veator  Dennis 

3055  Bammarito  Joseph 

3055  Naves  V  G  Mrs 

3056  Marshall  James 
3058  Holgerson  J  A 

3061  Hartzell  C  D 

3062  Morley  A  C 

3064  Fenn  T  L  III 

3065  Brailsford  Paul 

3067  Blatchford  R  E 

3068  Baughn  P  G 

3068  Frances  Donald 

3069  Arnason  B  G 

3070  Gills  Judy 

3071  Sturtevant  Roger 

3072  Geary  Thos 

3074  Beaulieu  Bruce 

3075  Michael  G  F 

3076  Henry  Robt 

3078  Henderson  L  C 

3079  Kaufman  Rose 

3080  Morrison  Margt 

3081  Nelson  Vera 

3087  Church  Lawrence 

3088  La  Pointe  R  P 

3089  Mulcahey  Wm 

3092  Bouchie  Robt 

3093  Smith  F  S  Jr 

3095  Beane  Arthur 

3096  Kelly  Cintra  Mrs 

3097  Farrington  Esther 
Mrs 

3100  Ross  J  J 

3102  Nolan  G  R  Mrs 

3103  Weiner  G  M 

3104  Burke  H  J  Jr 

3105  Landry  P  W 


3105  Cornier  A  F 

3106  Aptt  H  C 

3107  Whitten  C  E 

3108  Kimmence  G  H 

3109  Muise  G  W 

3110  Katz  Albert 

3111  Goodwin  H  M 

3112  Shallow  H  D 

3115  Johnson  V  F  Mrs 

3116  Dagle  R  C 

3117  Genawese  Charles 

3118  Keefe  W  S 

3119  Abdo  R  A 

3120  Zager  B  J 
3123  Cook  P  E 

3126  Hays  Kenneth 

3127  Lima  H  A 

3128  Duffy  S  C 

3129  Ciaramitaro  S  J 

3130  Shatford  D  K 

3133  Carlson  R  E  H 

3134  Shea  G  L 

3137  Grapevine  The 

3138  Mahr  Seriah  Mrs 

3139  Me  Kenna  M  V 

3143  Peloquin  Marc 

3144  Singer  David 

3146  Crowningshield  J  W 

3147  Poole  R  G 

3148  Gaylord  D  H 

3149  Hotchkiss  Martha 
Mrs 

3150  Anderson  E  A 

3151  Wendling  F  L 

3152  Atwood  R  L 

3155  Bell  E  I  Jr 

3156  Conrad  F  D  Mrs 

3157  Fiers  A  D  Mrs 

3158  Burbridge  Walter  Jr 

3159  Geraghty  R  B 
3161  Wisa  R  R 

3161  Winnihuff  Mary 

3162  Norelga  L  C 

3166  Linquata  M  L 

3167  Runnion  D  G 

3168  Ruggles  A  L 

3170  Harris  T  J  Jr 

3171  Sawler  Ola 

3172  Shea  J  W 

3173  Sandler  Solomon 

3174  De  Vere  E  C 

3175  Grammas  Geo 

3177  Deveau  Robt 

3178  Nelson  R  K 

3179  Auld  Benj 

3180  Jacobs  M  G 

3181  Waldron  Philip 

3185  Dort  A  W 

3186  Masforroll  Luis  Jr 

3187  Burke  P  G 

3188  Morgan  E  M  Mrs 

3189  Harris  Leonard 

3190  Reynolds  Mildred  Mrs 

3192  Rich  L  E 

3193  Gray  C  A  Jr 

3194  Naves  Manuel 

3195  Deering  H  M  Mrs 
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3196  Joel  J  M 

3197  Parsons  W  H 

3200  Newburg  R  L 

3201  Karcher  R  E  Jr 

3202  Alderman  L  D 

3203  Carter  J  C 

3204  Griffin  Wm 

3205  Barrett  J  F 

3206  Whynot  J  R 

3207  Gardner  W  B 

3208  Aprans  Karlis 

3209  Mineo  Michl 

3210  Poole  N  V 

3212  Mary  Ann  Beauty 
Shop 

3213  Rundlett  H  G 

3215  O’Brien  P  J 

3216  Souza  A  A 

3217  Brown  D  E 

3218  Shields  W  H 

3219  Werner  E  R 

3220  Longo  Dominick 

3223  Dietz  J  N 

3224  Mahoney  H  J 

3226  Zimmerman  J  M  Mrs 

3227  O’Hara  J  W 

3228  Hyde  Rosamond 
3228  Grammas  P  A 

3230  Jackson  C  F 

3231  Beaton  Helen 

3232  Jackson  E  G 

3233  Edmonds  W  E  Jr 

3234  O’Neil  G  A 

3235  Codinha  J  E  Jr 

3237  Hermann  Russell 

3238  Goodwin  J  T  Jr 

3239  Carter  R  C 

3240  Goggin  W  B 

3241  Blynman  School 

3242  Kallas  Z  C  Mrs 

3243  Benn  T  R 

3244  Peabody  L  C 

3246  Lane  O  J 

3247  Hardy  W  H 

3248  Jenkins  T  W 

3248  Smith  Paul 

3249  Adams  R  G 

3250  Kincade  W  E 

3251  Me  Laughlin  Richd 

3252  Miles  F  N 

3253  Thomas  G  W 

3254  Nicolosi  L  A 

3255  Hussey  E  U  Jr 

3256  Murch  A  S  Jr 

3257  Kinghorn  W  A  Jr 

3258  Catalini  B  P 

3259  Lewis  P  D 

3260  Ernst  W  M 

3261  West  Landscape 

3261  West  A  L  Jr 

3262  Thompson  H  D 

3263  Estes  Marjorie  Mrs 
3265  Pallazola  C  P 

3267  Nolan  Thos  Jr 

3268  Me  Nair  R  S 

3269  Curley  David 
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3270  Fraga  Wm 

3271  Familiari  Spartaco 
3271  Sparky’s  Garage 
3274  Mendes  M  A 

3276  Charte  Maude  Mrs 

3277  Sauve  Joseph 

3278  Valaskatgis  Nicholas 

3282  Delaney  J  D 

3283  Me  Carthy  F  T 

3285  Staples  Robt 

3286  Khambaty  Abdullah 

3287  Me  Carthy  W  A 
3290  Thomas  J  R 

3292  Salomon  Arlene  Mrs 

3293  Wilson  R  D 

3294  Brown  J  L 

3295  Jackson  F  F 

3296  Harrington  Lee 

3300  Vieira’s  Pharmacy 

3301  Signor  R  S  Mrs 

3302  Vieira  M  A  Mrs 

3303  Trupiano  Anthony 

3304  Cunningham  Betsy 

3306  Bradley  W  L 

3307  Cobleigh  F  W 

3308  Maged  Albert 

3309  Deveau  David 

3310  Duncan  R  J 

3316  Staples  F  C 

3317  Rogers  H  J 

3319  Leebody  Sarah 

3320  Crossen  W  P 

3321  Dodge  W  A 

3322  Bennett  V  A 

3323  Grant  H  E  Mrs 

3324  Hurley  S  P 

3325  Phillips  H  H  Mrs 

3326  Frye  V  E 

3327  Lau  G  B 

3329  Welt  D  G 

3330  Edmonds  J  F 

3331  Me  Carthy ’s 
Contracting  Co  Inc 

3332  Doe  W  E 

3335  Kohr  J  M 

3336  Sullivan  Glenna  Mrs 

3338  Marshall  W  G 

3339  Gray  D  S 

3340  Lyons  M  M 

3341  Familiari  T  J 

3343  Magnolia  Library  Inc 

3344  Southworth  C  R 

3345  Davis  C  O 

3346  Norris  L  E  Mrs 
3346  Francis  Arita  Mrs 

3349  Knight  K  H  Mrs 

3350  Powers  E  A  Jr 

3352  Johnson  W  S 

3353  Hoffecker  David 

3356  Heisey  P  B 

3357  Lane  D  C 

3358  Dandy  Lion 

3359  Moir  H  D 

3363  Fox  S  K  Mrs 

3364  Marker  Adah 

3365  Pickette  H  J 

3366  Gradwohl  Lucien 


3368  Munroe  R  S 

3369  Zager  P  J 

3370  Newman  W  E 

3371  Kairalla’s  Trousseau 
Shop 

3372  Hoysradt  V  P  Mrs 

3373  Amero  S  C  Mrs 
3375  Taylor  P  F 

3378  Mentus  M  J 

3379  Davis  E  V 
3382  Amoroso  Patrick 
3390  Gerring  Jacquelyn 

Mrs 

3393  Fabian  Frank 
3398  Nordstrom  C  W 

3400  D  V  M  Inc 

3401  Fraher  Vincent 

3403  Sullivan  M  C 

3404  Mason  P  W 

3405  Hays  W  M 

3406  Lo  Bello  A  C 

3408  Losh  J  F 

3409  Renales  Donald 

3409  Renales  D  R  Jr 

3410  Hamilton  Maude  Mrs 
3413  Poirier  S  A 

3415  Piscitello  Vito 
3417  Perry  John 

3417  Perry  D  J 

3418  Salomon  Alene 

3421  Ina’s  Specialty  Shop 
Of  Magnolia 

3422  Cardos  A  L  Mrs 
3425  Lautzenhiser  A  G 

3427  Miller  R  L 

3428  Lynch  J  P 

3429  Herzelle  V  L 
3433  Hull  H  E  Jr 

3437  Gordon  B  M 

3438  Forse  E  H 

3439  Duclos  K  W 

3440  Moore  Bertha  Mrs 
3440  Moore  John 

3442  Spoon  D  C 

3444  Kimmence  R  R  Jr 

3445  Hawkes  W  S 

3447  Del  Torchio  C  R 

3448  Kennedy  Kenson 

3450  Pjarson  B  R 

3451  Patio  Lounge  Bar 
3451  Stanley  P  D 
3453  Graff  Joseph 

3455  Morgan  G  C 

3456  Shore  Cliff 
Retirement  Home 

3457  Hyde  Geo  S 

3457  Passanisi  Anthony 

3458  Libby  Donald 

3459  Riaf  Arth 

3461  Magnolia  Service 
Station 

3462  Beaudette  R  J 

3463  Spahr  E  M  Mrs 

3464  Ocean  view  News 
Agency 

3465  Peacock  L  A 

3466  Rodgers  Caroline  Mrs 
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3467  Berry  E  A 

3468  Anderson  Geo 
3474  Libby  Donald 

3476  Lycette  Charles 

3477  Piraino  Thos 

3480  Cook  L  A  Jr 

3481  Paul  C  A 
3484  Esson  J  E 
3487  Gove  K  W 
3493  Dunbar  H  T 

3497  Toye  C  A 

3498  Kopelman  Bernard 
3498  Schaeffer  M  M  Mrs 
3501  Cape  Ann  Chemical 

3504  Cushman  D  J 

3505  Smith  Max  Mrs 

3506  Philpott  R  W 

3507  Dunn  D  R 

3507  Monbourquette  G  E 
Jr 

3510  Downes  E  A 

3511  Kettle  Cove 

3512  Masforroll  Luis 
3514  Sullivan  A  C  Mrs 
3514  Gale  Lynne 

3519  Adams  Lillian  Mrs 

3520  Whynott  C  A 
3522  Hilshey  R  M 

3524  Stover  Andrew 

3525  Frysteri  Giacomo 

3526  Sullivan  D  E 
3528  Martin  Dennis 

3531  Ciarcia  Christopher 

3532  Figurido  S  B 

3533  U  S  Post  Office 
Magnolia  Station 

3533  First  National  Bank 
Of  Ipswich  (Br) 

3539  Carter  Michl 
3541  Gannett  Dennis 
3543  Edwards  Robt 
3545  Anido  V  M 

3545  Peterson  Lawrence 

3546  Peterson  Sheldon 

3546  Cook  C  P 

3547  Morgan  H  V 
3551  Wilson  W  K 
3554  Williamson  J  M 
3556  Steele  W  L 

3558  Nickerson  Frank  Jr 

3559  Evans  Elsie  Mrs 

3560  Goldman  Benj 

3561  Weir  R  C 

3562  Smith  Peter 
3564  Kettle  Cove 

Pharmacy 

3564  Markham  D  T 

3566  Rodgers  M  J 

3567  Marcantonio  J  L 

3568  Mondello  J  P 

3571  Eady  Dennis 

3572  Whiting  C  E 

3573  Marcantonio  L  G 

3576  Maranhas  D  P 

3577  Fall  A  F 

3577  Hagen  E  L  Mrs 
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3579  Muller  Anton 

3580  Curhan  E  C 
3583  Ogren  Ingrid 

3585  Sherter  Carl 

3586  Tiernan  C  M 

3587  Latassa  Frank 
3589  Heanue  J  M 

3594  Camelia  R  M  Mrs 

3595  Palazola  Alf 

3596  Ciolino  A  S 
3598  Fiers  Robt 
3601  O’Brien  M  R 

3603  Hines  P  E  Jr 

3604  Del  Torchio  John  Jr 

3605  Fitzpatrick  J  M 

3606  Dreier  R  H 

3607  Lowe  E  E 

3608  Harris  R  C  Mrs 

3609  Howlett  R  W 

3610  Mac  Rae  Joyce  Mrs 
3612  Barbara’s  Of 

Magnolia 

3614  Edmonds  W  E 

3616  Bareford  D  K 

3617  Petronzio  F  P 

3618  Gilfillan  Edw 

3619  Sherman  H  M 

3620  Dunbar  Geraldine 
Mrs 

3621  D’ Antonio  Teresa  Mrs 

3622  Latassa  J  J 

3623  Amalia  K  F 

3624  Sawyer  A  F 

3624  Sawyer  Frank  Co 

3625  Driscoll  R  S 

3626  Garrity  W  L 

3628  Hart  W  L 

3629  Spellman  C  A  Mrs 

3631  Swanson  G  W 

3632  Chartier  C  P 

3633  Wayne  H  S 

3634  Parsons  J  N 

3635  Dewing  M  I  Mrs 

3636  Dresser  E  H 

3637  Melville  M  E  Mrs 

3638  Silva  R  E 

3640  Latassa  J  J 

3641  Mesquita  M  A 

3641  Wathen  M  N 

3642  Steele  C  A 

3642  White  House  The 

3643  Horwitz  Joshua 

3644  Amero  R  H  Jr 

3646  Lejwoda  C  A 

3647  Ladas  S  P 

3648  Cook  Andrew 
3650  Pare  D  J 

3654  Chabot  E  Y 

3655  Boyington  J  M 

3657  Mac  Feeley  J  H 

3658  Petrasek  A  J 
3660  Slocum  Gary 

3662  Berrigan  Leo 

3663  West  A  L 

3664  Stambough  E  M 

3665  Hakim  Gabriel 

3666  Linquata  T  J 


3667  Stedfort  A  M 

3668  Stathopoulos  H  A 

3669  Berryman  J  R 

3671  Ouellette  Paul 

3672  Stone  C  S  Jr 

3674  French  A  S  Jr 

3675  Tognazzi  A  N  Jr 

3676  Sheeran  J  W  Jr 

3676  Neal  T  E 

3677  Rudolph  J  H 

3679  Fanion  Ronald 

3680  Williams  Wentworth 
Jr 

3681  Muise  G  W  Jr 

3685  Lazarus  Friedel  Mrs 

3686  Brown  E  S  Mrs 

3687  Rattray  J  L  Mrs 

3688  Carter  N  T  Mrs 

3689  Rathsen  W  F 

3690  Fialho  Paul 

3692  Conlon  D  J 

3693  Mac  Innis  Andrew 

3694  Allen  John 

3696  Rose  Everett 

3697  Bradford  Peter 

3698  Crofts  Lawrence 

3700  Gagnon  R  J  Jr 

3701  Tarr  M  L 

3703  Greenquist  Roy 

3704  Taylor  Edw 

3707  Marcantonio  Cosmo 
3707  Karem  John 

3709  Rose  J  T 

3710  Chapman  R  C 

3711  Lane  O  J  Associates 

3713  Patrican  H  A 

3714  Moldtool  Corp 
3716  Smith  W  B 

3719  Vaiarella  Joseph 

3720  Rand  N  W  Jr 
3726  Joslin  C  R 

3728  Brown  E  P 

3729  Dutrow  R  E 
3733  Boudreau  A  R 

3735  Basso  Louise 

3736  Clouston  R  N 

3737  Ormes  Isabel  Mrs 

3739  Lumia  Joseph  Jr 

3740  Benotti  John 

3741  Mag  Casual  Shop 
3744  Plunkett  L  J 
3754  Pierce  W  B 

3756  Magnolia  Bicycle 
Shop 

3757  Enos  Albert  Jr 

3758  Kaczynski  S  J 
3760  Me  Kay  B  S 
3766  Ragoti  Paul 

3766  Decareau  J  A 

3767  Haluska  Geo 

3768  Tompkins  F  H  Mrs 

3769  Davis  N  E 

3770  Carr  Lloyd 

3772  Smith  Chester 

3773  Sutherland  E  H 
3775  Hesperus  Bottle 

House 
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3777  Webster  Thompson 
3779  Wynne  J  M 
3781  Bendix  Duke 
3785  La  Flam  C  L 

3787  Rochford  W  C 

3788  Weiner  Barry 
3791  Martin  W  A 
3795  Smith  R  W 
3797  Sherman  G  W 

3797  Williams  Joseph 

3798  Mac  Millan  H  G 
3807  Morse  Kathleen 
3834  Johnson  J  L 

3836  Thomas  Leroy 

3837  Lazisky  J  A 

3839  Raymond  Mark 

3840  Ward  Harold 

3841  Banks  Franklin 
3860  Cole  Bertram 
3860  Colby  Arth 

3866  Me  Greery  T  L 

3867  Mac  Rae  Robt 
3867  Morgan  Fredk 

3871  Begg  C  S 

3872  Tebo  James 
3877  Friend  Roscoe 

3888  Scola  L  A 

3889  Hoyt  Dana 
3896  Ronan  John 
3941  Smith  Christina 

3943  Greeke  R  W 

3944  Guest  Emmett 
3946  Scharfenstein  T  A 

3954  Faherty  Richd 

3955  Fitzpatrick  W  J 
7096  Husson  Wayne 
8374  Oceanside  Restr 
8388  Collinson  S  E  III 
8392  Cumberland  Farms 

Food  Stores 
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FOLLOWING  FOUR 
DIGITS 

0836  Clark  Fredk 
2000  Frithsen  M  S  Mrs 

2002  Hull  M  F  Mrs 

2003  Garland  F  W 

2004  Topelo  Gallery 

2005  Olson  R  C 

2006  Devir  R  J 

2007  Paradis  L  B  Mrs 

2008  Grok  Shop  The 

2009  Littlefield  R  H  Mrs 

2010  Bradley  H  H 

2011  Town  Board  Of 
Assessors 

2013  Blatchford  F  M 

2014  Blake  J  E 

2014  Seacoast  Petroleum 

2015  Berliner  W  B 
2017  Cooney  R  H 

2017  Charbury  House  The 

2018  Carlson  A  R 

2019  Cranston  R  W 
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2020  Jacobson  Julius 

2021  Hibbard  Winifred  Mrs 

2022  Peterson  R  L 

2023  Bruce  Marion 

2026  Thurston  A  N 

2027  Timmerman  G  R 

2028  Fear  Harvey 

2029  Palmer  Robt 

2030  Quinn  J  T 

2032  Munroe  F  F 

2033  Swanson  H  B 

2034  Fisk  A  W  Mrs 

2035  Lefkowitz  Seymour 

2036  Mills  Edith 

2037  Thibodeau  Linda 

2039  Buckley  T  J 

2040  Sofia’s 

2042  Grover  F  R  Co 

2045  Hooper  S  A  Mrs 

2046  Frithsen  M  L 

2047  Swanson  N  T 

2048  Noble  P  R 

2050  Balzarini  J  J 

2051  Peterson  E  M  Mrs 

2052  Snow  L  E 

2054  Woodbury  Benton 

2055  Thomas  M  L 

2056  Conigliari  V  V  Jr 

2057  Erickson  E  I  Mrs 

2058  Parady  M  E  Mrs 

2058  Collins  N  L 

2059  Cream  G  V 

2060  Stone  J  T  Mrs 

2062  Bosley  E  S 

2063  Baker  H  N 

2064  Arey  C  F 

2065  La  Godmos  Theodore 

2066  Waddleton  W  J 

2067  Pine  E  J  Jr 
2070  Hobbs  Harold 

2070  Hobbs  F  G 

2071  Matheson  Geo 

2072  Poole  Joseph  B  & 

Son 

2072  Poole  D  E 

2074  Nicholas  T  A 

2075  Clark  Christopher 

2076  Krames  Sol 

2077  Wilkinson  J  H 

2078  Ross  Candle  House 

2079  Mountain  L  F  Jr 

2080  Watson  Peter 

2081  Church  W  F 

2082  Wilson  R  R 

2084  Beatty  J  M 

2085  Beckhard  D  C  Mrs 

2086  Moritz  Christine  Mrs 

2088  Conley  B  A  Mrs 

2089  Tryon  W  S 

2090  Rockport  Lodge  Inc 
2092  Ives  F  M  III 

2094  Ranta  Alexandra  Mrs 

2095  Brewer  Irene  Mrs 

2096  Waller  Marvin 

2100  Laste  E  R 

2101  U  S  P  O  (Pigeon 
Cove  Br) 


2102  Carlson  J  S 

2103  Doyle  J  E 

2104  Walima  G  C 

2105  Pewter  Shop  The 

2106  Tarr  R  R 

2107  Bradley  M  T  Mrs 

2108  Wheeler  J  M 

2110  Me  Gillian  R  E 

2111  Me  Hale  Hope 

2114  Rockport  Junior  & 
Senior  High  School 

2115  Lucas  A  R  Mrs 

2120  Jolikko  R  B  Mrs 

2121  Mattson  Elvira  Mrs 

2123  Kelley  J  T 

2124  Bond  O  W 

2125  Tedesco  A  J 

2127  Hooper  N  A 

2128  Abbott  J  S 

2130  Davis  E  R  Mrs 

2131  Lucas  P  G 

2132  Walker  M  F 
2134  Wile  J  E 

2136  Selig  F  J 

2137  Atwood  Irene 

2138  Lee  R  K 

2140  Pool  N  S 

2141  Strong  G  K 

2142  De  Gagne  J  A 

2143  White  M  M  Mrs 

2144  Reed  E  W 

2145  Pigeon  Cove  School 

2146  Havran  P  E 

2147  Tanson  Matthew  Jr 

2148  Houghton  Fred 

2149  Bratesman  E  R  Mrs 

2151  Jodrey  H  L  Hon 

2152  Wheeler  H  H  Mrs 

2154  Wilson  Josie 

2155  Amero  R  H 

2156  Persson  K  A 

2157  Bryce  K  A  Mrs 

2158  Bernard  W  A 

2159  Prindall  Mildred  Mrs 

2160  Goss  A  I 

2161  Littlefield  S  E 

2161  Littlefield  Real  Estate 

2162  Robinson  A  G 

2163  Jelmberg  W  L 
2165  Rapp  J  R 

2167  Crane  C  S  Mrs 

2168  Spencer  Shirley 

2169  Roberts  Doris  A  Mrs 
2171  Burda  Louis 

2173  Pinxit  Gallery 

2173  Guarnera  A  M 

2174  Wallace  B  H  Mrs 

2175  Witham  R  W 

2176  Holgerson  H  C 

2177  Linsky  Benj 

2178  Pino  W  D 

2179  Burr  L  F 

2180  Balzarini  Charles 

2181  Mongan  Agnes 

2183  Wonson  H  C  III 

2184  Conigliari  V  V 
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2186  Steele  Carroll  K 
Insurance  Agency  Inc 

2187  Craig  M  M  Mrs 

2188  Reed  E  J  Mrs 

2189  Elwell  H  E 

2190  De  Groat  E  S  Mrs 
2192  Brown  C  K 

2196  Smith  L  A  Mrs 
2198  Parady  R  J 

2200  Hale  R  C 

2201  Anderson  H  A  Mrs 

2202  Anderson  R  E 

2203  Von  Rosen vinge  N  S 

2204  Fitzpatrick  J  L 

2205  Rockport  Town 
Garage 

2206  Ketchopulos  J  A 

2207  Davison  J  S 

2208  Green  L  E 

2209  Francis  F  S 

2210  Mills  J  H 

2211  Seacrest  Manor 

2213  Prince  D  C 

2214  Waddell  J  E 

2215  Hillier  F  C 

2216  Curtis  News 

2217  Washburn  D  E 

2218  Somers  W  C 

2219  Parisi  P  L 

2221  Frost  M  E  Mrs 

2222  Schreiber  R  M 

2223  Paradis  G  M  Mrs 

2224  Downs  L  D  Rev 

2224  First  Methodist 
Church 

2225  George  E  W 

2226  Tarr  F  H 

2227  Merrill  Copeland 

2228  Pearson  B  N 

2229  Smith  J  Raymond  Inc 

2231  Silva  R  E 

2232  Perry  R  Kenneth 
2234  Theriault  J  P 

2237  Hale  W  B 

2238  Chapman  James 

2239  Todd  G  H 

2240  Stormont  D  R 

2242  Folly  Cove  Tourist 
Cottages 

2243  Cavanaugh  Robt 

2244  Condon  J  E 

2245  Me  Gee  J  L  Jr 

2247  Oulton  Nancy  Mrs 

2248  Olson  G  D 

2249  Burbank  J  J 

2250  Moginot  P  J 

2251  May  Paul  D 

2253  Johnson  C  O 

2254  Johannson  B  B 

2255  Vaughan  C  M  Mrs 

2256  Clayton  V  L  Mrs 

2257  Peters  J  L 

2260  Tarr  Geo  J  School 

2261  Mount  Pleasant 
Riding  School 

2262  Goodick  C  M  Mrs 
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2265  Marston  H  E 

2266  Samuelson  O  J  Mrs 

2266  Between  The  Beaches 

2267  Coen  G  M  Mrs 

2270  Cleaves  W  G 

2271  Mahoney  R  M 
2271  Blake  D  M 

2274  Girouard  Camille 

2275  Baker  J  W 

2277  Johnson  H  E  Mrs 

2277  Hague  J  B 

2278  Jeppson  A  P  Mrs 

2279  Vesnick  Edw 

2280  Korpi  H  E  Mrs 

2281  Allenbrook  M  J 

2281  Allenbrook  Michl 

2282  Coffey  Elaine 

2283  Taylor  L  R 

2285  Brownell  A  F 

2286  Pearson  M  S 

2287  Cooke  M  A 

2288  Cullen  R  G 

2290  Caffrey  R  D 

2291  Morrill  J  A 

2293  Elwell  H  L 

2294  Me  Caul  Marjorie 

2295  Santonelli  Guido 
2298  Allen  Arth 

2300  Hughes  F  E 

2301  Auger  H  M 

2302  Rose  Michl 

2303  Carlz  L  M 

2304  US  Post  Office 
(Rockport) 

2310  Walker  H  B 

2311  Kelley  Thos  A 

2312  Quinn  A  R  Mrs 

2314  Humlin  E  J 

2315  Woodward  R  B  Mrs 

2316  Griffin  R  E 

2317  Arnold  M  W  Mrs 

2318  Torrisi  A  E  Jr 

2319  Burrill  Fannie  Mrs 

2320  Neal  C  S 

2321  Silva  J  F 

2322  Mikules  T  L  Mrs 

2323  Willis  J  C 

2324  Hintlian  M  T  Mrs 

2325  Polloni  M  E 

2326  Federal  Coast  Guard 
Cape  Ann  Light 
Station 

2328  Day  R  W 

2329  Van  Blarcom  E  M 
Mrs 

2331  Bernier  R  R 
2335  Faraday  Inn 

2337  Gamage  S  S 

2338  Sooren’s 

2340  Martinson  E  L 

2341  Spurlen  Eliz  Mrs 

2343  Evans  R  T 

2344  Martin  L  C 

2345  Toneatti  R  J 

2346  Bell  W  R 

2347  Scatterday  R  H 

2348  Markham  Robt  Rev 


2349  Thompson  D  R  Mrs 

2351  Balestraci  C  N 

2352  Peg  Leg  Inn 

2352  Welcome  R  H 

2353  Powers  R  L 

2354  Fairweather  R  M 

2355  Poole  I  L  Mrs 

2357  Erickson  Guest  House 
2359  Tutein  E  A 

2361  Schlemm  B  L 

2362  Marshall  R  F 

2363  Rich  W  G 

2364  Swan  L  E 

2366  Mackey  John 

2367  Cameron  &  Hogan 

2368  Sawyer  E  M  Mrs 
2371  Aspesi  Gino 

2375  Nelson  R  C 

2376  Ball  F  T 

2378  Forsberg  O  S  Mrs 

2379  Piper  Ralph 

2380  Holberg  R  L  Mrs 

2381  Lovell  M  W  Mrs 

2382  Kucharski  F  J 

2384  Anderson  L  F 

2385  Broder  E  I  Mrs 

2386  Stevens  E  S 

2387  Horton  H  A 

2388  Wiberg  W  E 

2389  Drohan  P  E 

2390  Olken  Harry  G 

2392  Christian  Science 
Reading  Room 

2393  Sawyer  D  F 

2394  De  Lamater  C  K 

2397  Trayes  C  M  Mrs 

2398  Brown  W  S 

2400  James  R  A 

2401  Happy  Whale 

2402  Rowe  K  L 

2403  Jacobs  W  H 

2405  Forsbergh  P  W 

2406  Carmen  Jacob 

2407  Mitchell  G  E 

2408  Lahtinen  L  K  Mrs 

2409  Ballinger  H  R 

2410  Walkinshaw  J  A 

2411  De  Meule  C  L 
2413  Hickler  W  R 

2416  Buckley  M  C  Mrs 

2417  De  Lacy  O  J 

2418  Lane  C  L 

2418  Lane  J  E 

2419  Burda  S  K 

2419  Horan  H  H 

2420  Ahonen  R  M 

2422  Smith  Lyman  B 

2423  Hogle  Gary 

2424  Mac  Isaac  A  M 

2425  Nastasi  Reno 

2426  Weisbuck  Manuel 

2427  Roper  M  E 

2428  Drolet  W  H 

2429  Murphy  P  G 

2430  Grimes  E  W 

2431  Orr  S  R 

2432  Burgess  D  H 
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2433  Pierce  C  W 

2434  Kuehne  R  E 

2435  Groome  G  F 

2437  Mac  Isaac  J  R 

2438  Hosmer  H  C 

2442  Town  Public  Health 
Nursing  Committee 

2442  Town  Public  Health 
Nursing  Service 

2443  Bernard  L  C 

2444  Baker  E  E 

2445  Gardner  David 

2446  Gray  C  S  Mrs 

2447  Marfyak  Dorothy 

2449  Cleaves  E  E 

2450  Condon  M  J 

2451  Kuehn  P  A  Mrs 

2452  Anthony  L  H 

2453  Waddell  C  E 

2454  Lawson  Frank 

2455  Hill  House  The 

2457  O’Rourke  T  W  Jr 

2458  Williamson  Gunnard 

2459  Kimball  Garcia  Mrs 

2462  Safford  N  H 

2463  Eddie  M  A 

2464  Stieglitz  Connie  Mrs 

2465  Carlson  B  C  Mrs 

2466  Martin  A  E 

2467  Palmquist  E  N 

2468  Shirley’s  Beauty 
Salon 

2468  O’Brien  J  F 

2469  Cooper  R  K 

2470  Parson  G  F  Mrs 

2471  Dinckel  Geo  W 
Studio  &  Gallery 

2472  Gracie  E  A 

2474  Butman  E  W  Mrs 

2475  Sibbields  Mary 

2477  Hutchins  O  L 

2478  Hubbard  J  W  Mrs 

2480  Rundgren  M  P  Mrs 

2481  Burr  M  W 

2482  Dean  W  L 

2483  Sharraf  Ernest 

2484  Knowlton  E  B  Mrs 

2485  Tuck  G  L 

2486  Barker  R  M  Rev 

2488  Worcester  Thos 

2489  Lockett  J  F 

2490  Goodard  J  M 

2491  Geyer  J  R 

2492  Sea  Ledges  The 

2493  Maraist  J  R 

2494  Tysver  K  P 

2494  Linden  Tree  Guest 
House 

2495  Dickey  L  H 

2496  Aspesi  J  P 

2497  Gates  E  A 
2500  Enos  J  A 

2502  Sea  Shell  Restaurant 

2503  Johnson  C  G 

2504  Kinslow  Marcia  Mrs 

2505  Eden  Pines 
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2507  Trafton  W  C 

2508  Floyd  Alice  Mrs 

2509  King  A  J  Jr 

2510  Prouty  B  L  Mrs 

2511  Landoni  R  E 
2513  Pierce  V  E 

2515  Knuttunen  D  O 

2516  Hamlen  M  D 

2517  Komi  T  M 

2518  Fitts  Kathryn  Mrs 

2518  Provty  B  L  Mrs 

2519  Wood  CEE  Mrs 

2520  Conrad  E  H 

2524  O’Donnell  M  L  Mrs 

2525  Morgan  W  H  Rev 

2526  Harris  M  D 

2528  Contrino  Augustine 

2529  Lovkvist  Ivar 

2530  Worden  H  B 

2531  Griffin  M  E 

2532  Nelson  Herman 

2533  Such  R  W 
2535  Burns  M  V 
2537  Smith  Francis  E 

2537  Barnes  Frank  T  Jr 

2538  Johnson  W  E 

2539  Whitehill  D  J 

2540  Day  R  A 
2542  Buckley  D  F 

2545  Cunha  L  M  Mrs 

2546  Kramer  E  L 

2547  Wheeler  C  J 

2548  Hersee  F  C  Mrs 

2549  Vaillant  C  D 

2552  Prescott  Barbara  S 

2553  Graham  R  M  Jr 

2554  Robinson  S  F 

2555  Johnson  W  H 

2556  Parsons  E  A 

2557  Gray  D  G 

2558  Balestraci  C  J 
2560  Lynn  M  D 

2560  Peterson  C  A 

2561  George  W  A 

2562  Mason  J  K 

2563  Olson  A  L 

2564  Starck  G  N  Mrs 

2565  Fears  M  C  Mrs 
2567  Silva  E  C 

2571  Hautala  A  J 

2572  Taylor  G  E 

2573  Beal  W  R  III 

2575  Logan  Grace  Mrs 

2576  Grier  J  H 

2577  Lauterstein  Lincoln 

2578  Hunt  B  L 

2579  Poirier  A  E  Mrs 

2580  Dailey  C  E  Mrs 
2580  Dailey  Mary  Mrs 

2582  Rowell  P  C 

2583  Keene  Gladys  Mrs 
2583  Brown  R  F  Jr 
2585  Churchill  I  A  Mrs 

2587  Maier  R  L 

2588  Margaret’s  Beauty 
Shop 

2589  Torrisi  Anthony 


2590  Simpson  B  M  Mrs 

2591  Fredriksen  H  E  Mrs 

2592  Davis  Lester 

2593  Drohan  D  J 

2596  Quinn  H  D 

2597  Dolloff  E  P 

2598  Elliott  Stuart 
2600  Remick  A  R 
2603  Alves  A  P  Jr 

2607  Mosher  C  K 

2608  Barker  R  E 
2608  Towne  Robt 

2612  Anderson  J  H 

2613  Cronin  Wm 

2614  Williams  M  G 

2615  Tarlin  J  E 

2616  Watters  T  C 

2617  Seppala  A  M 

2618  Dubay  Michl 

2618  Hall  C  B 

2619  Fuller  C  T 
2621  Ring  M  E 

2623  Nelson  O  J 

2624  Fritz  H  T  Mrs 

2625  Hession  J  J 
2628  Holmes  D  P 

2630  Carlson  C  H 

2631  Marston  O  P  Mrs 

2633  Travers  Gilbert 

2634  Moginot  Aleme  Mrs 

2635  Me  Kay  M  C 

2636  Coleman  Wesley 

2637  Gardner  F  C 

2638  Coe  L  R 

2639  Kielinen  J  N 

2640  Fritz  J  R 

2641  Brown  M  W 

2642  Reilly  J  R 

2644  Hietala  A  S  Mrs 

2645  Francis  A  P 

2646  Mulholland  M  E  Mrs 

2648  A’Hearn  M  R 

2649  Lucas  R  C 

2650  Smith  R  L 
2652  Toppan  W  E 

2654  Fellows  H  K  Mrs 

2655  Hilliard  Frame  Shop 

2656  Crowell  E  D  Mrs 

2658  Landergren  S  E 

2659  Wayrynen  J  W 

2660  Low  G  B 

2661  Gibbs  V  C  Mrs 

2662  Rapp  R  H 

2663  Suutari  Ruth  Mrs 

2664  Root  W  F 

2665  Somers  E  G  Mrs 

2666  Jones  P  M 

2667  Rice  M  W 

2667  Burgtorf  J  A 

2668  Julian  W  E 

2669  Koski  M  H 

2671  Kempton  M  T  Mrs 

2672  Sepich  A  P 

2674  Humlin  A  J 

2675  Spiewak  C  R 

2676  Wolfe  Helen  Mrs 

2677  Ronnberg  E  A 
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2678  Dow  Dorothy 

2679  Wilson  I  H 

2680  Blaker  B  W 

2681  Leonard  Edw 

2682  Lane  H  C  Mrs 

2683  Tognazzi  E  J 

2684  Murphy  C  T 

2685  Holm  E  S 

2686  Fahlen  L  A 

2687  Yorra  Henry 

2688  Enright  Frances 

2689  Karcher  R  E 

2692  Rockport  Dental  Lab 

2694  Greene  R  G 

2695  Cooper  M  E  Mrs 

2696  Reilly  W  J  Jr 

2697  Black  A  W  D 

2700  Cheshire  Cat  The 

2701  Tresnon  House  The 

2703  Anderson  H  H 

2704  Werman  Lester 

2704  Werman  Lester 

2705  Leahy  Francis 
2707  Lydon  M  M 
2710  Thompson  I  S 
2712  Polloni  Domenico 

2714  Mountain  L  F 

2715  Balzarini  M  L 

2716  Selig  W  G 

2717  O’Connor  W  E 

2718  Rose  E  M 

2719  Lake  Darlene 

2720  Perry  M  E  Mrs 
2720  Douglas  F  T 

2722  Niemi  E  A 

2723  Sheldon  Caroline  Mrs 

2724  Rapp  J  R  Jr 

2725  Baird  D  F 

2726  Knowlton  S  E 

2727  Sherburne  K  T  Mrs 

2728  Grant  D  S 

2729  Kechichian  Papken 

2729  Kechichian  Papken 

2730  Kimball  P  W 

2731  Harman  J  B 

2732  Balestraci  A  L  Mrs 

2733  Coulter  Fred 

2734  Drolet  H  P  Mrs 

2736  Moore  A  E 

2737  Wood  Susan 

2738  Strople  J  M  Mrs 
2740  Beal  E  W 

2742  Tarvis  J  R 

2743  Perkins  Winifred  Mrs 

2743  Jette  Antoinette 

2744  Keating  V  M  Mrs 

2745  Polack  Louis 

2745  Old  Salt  Box  The 

2746  Bettinger  A  H  Mrs 

2748  Lee  B  J 

2749  George  M  E  Mrs 

2750  Runsala  Theo 

2751  Eaton  R  L 

2752  Karcher  R  E  Jr 

2753  Vecchione  Anthony 

2754  Sykes  Walter  L 
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2755  Mitchell  Donald  B 

2756  Hazzard  Charlotte 

2757  Athanas  Salvatore 

2758  Mordecai  Danl 

2759  Ferazzi  Pauline  Mrs 

2760  Pugh  E  H  Mrs 

2763  Holmes  Wm 

2764  Rockport  Quarries  Co 
Inc 

2767  Lamb  J  L 

2768  Greene  W  H 

2769  Cooney  M  W 

2770  Carlson  Art  Gallery 

2770  Carlson  S  O 

2771  Strople  D  E 

2773  Kremer  Louis 

2774  Hayes  J  M 

2775  Olson  Jennie  Mrs 

2776  Smith  L  A  Mrs 

2777  Tompkins  G  B  Mrs 

2778  Coolter  D  A 

2779  Haskell  F  E 

2780  Lynch  T  M 

2781  Vincent  K  T 
2784  Milliken  R  J 

2786  Nelson  C  H 

2787  Cromwell  Margot 

2788  Walima  W  W 

2789  Fisk  C  B 

2790  Crowell  W  S 

2791  Seavey  Malcolm 

2792  Cowan  Alice 

2793  Tully  Francis  J 

2794  Rielly  J  F 

2795  Brown  C  B 

2796  Hintilian  James  T 
2798  Johnson  R  V  H 

2800  Donovan’s  Eddie 
Lobster  Pool 

2801  Burkhard  Stanley 

2802  Rogers  J  P 

2804  Chetcuti  Gallery  & 
Art  School 

2806  Hansbury  S  D  Jr 

2808  Rockport  Twine  & 
Rope 

2809  Mac  Kay  F  J 

2809  Sandy  Bay  Services 

2810  Aspesi  P  F 

2811  Smith  C  A 

2812  Alper  T  G  Mrs 

2813  Harnish  R  A 

2814  Waddell  D  M 

2815  Jylkka  E  W  J 

2816  Robinson  J  L  Mrs 

2817  Norwood  C  E 

2818  Dealtry  Florence  Mrs 

2819  Balzarini  Amelia  Mrs 

2820  Studio  &  Gallery  The 

2821  Parker  N  W 

2822  Ernie’s  Market 

2823  Gale  W  L 

2823  Rocky  Shores 
Cottages 

2824  Mac  Lellan  L  F  Mrs 

2825  Moulton  L  A 

2826  Fears  Martha  Mrs 


2829  Goodhue  Doris  Mrs 

2830  Lucas  J  S 

2834  Huckins  A  K 

2835  Driver  G  D 

2836  Dexter  R  D 

2837  Boat  Shop  Studio  Gift 
Shop 

2837  Cook  O  P 

2838  Hogan  B  E  Mrs 

2839  Smith  R  M 
2839  Hale  R  L 

2841  Me  Carthy  Helen 

2842  Town  Forest  Warden 

2843  Schmink  W  B 

2844  I  G  A  Store 

2846  Pierce  C  W 

2847  Edgren  J  U  Mrs 

2848  Wilson  F  E  Mrs 

2849  Bennett  J  E 

2850  Merrill  V  V 

2851  Matheson  R  W 

2852  Pitman  H  S 

2853  Bissell  J  H 

2854  Martin  E  E  Mrs 

2855  Andersen  G  G 

2856  Bourguignon  Mary 

2857  Shurtleff  D  H 

2858  Mullen  Kathleen  Mrs 
2862  Mann  J  A 

2864  Ryan  R  P 

2865  Pamp  F  R 

2866  Stangel  D  J 
2869  Kleimola  F  W 
2871  Strisik  Paul 

2874  Satterlee  K  W 

2875  Young  E  M 

2876  Hale  E  E 

2877  Roche  W  F 

2878  Jones  Leslie 

2880  Smith  F  A  Jr 

2881  Harlow  R  M 

2882  Pearce  E  E 

2883  Crump  E  M  Mrs 

2884  Bernard  A  W 

2885  Taylor  D  J 

2887  Paradis  F  T 

2888  Powers  T  H 

2889  Captain  Ted’s  Bev 

2889  Brewer  B  F  Jr 

2890  Crossett  H  F 

2891  Weather  Vane 

2891  Lesch  G  C 

2892  Fair  Winds 

2893  Peters  E  J 

2893  Sanderson  B  W  Mrs 

2894  Makkonen  R  T 

2895  Wheeler  D  L 

2896  San  Antonio  R  C 

2897  Elso  Robt 

2898  Nelson  C  F  Jr 

2901  Pettibone  J  W 

2902  Wall  C  E 

2903  Nelson  R  A 

2906  Bate  Virginia  Mrs 

2907  O’Maley  Thos 

2908  Rudder  The 
2910  Haves  C  E 
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2911  Brackett  Beatrice  Mrs 
2913  Me  Donald  E  B 
2915  Hammond  John  W 

2918  Jones  J  L 

2919  Griffin  H  C  Mrs 

2920  Brown  P  K 

2921  Currier  C  D 

2922  Crowell  Percy 

2923  Wagnis  H  E 

2924  Willett  R  G 
2926  Shepard  J  E 
2928  Harrigan  E  F 

2930  Grogan  Gertrude  Mrs 

2931  Grass  Roots 

2932  Bruce  H  F  Mrs 

2935  O’Brien  A  R  Mrs 

2936  Collier  Chester 
2939  Aspesi  A  E 

2941  Wake  ling  E  S  Mrs 

2942  Fitzgerald  J  A 
2944  Green  R  M 

2946  Owen  B  J 

2947  Edwards  W  J 

2948  Hendrickson  Arth 

2949  Lynch  Ernest 

2951  Bernard  P  R 

2952  Kearsey  D  H  Mrs 

2953  Bierworth  M  D 

2955  Jaeckel  M  E 

2956  Elso  M  H  Mrs 

2957  Morrell  W  B 
2959  Me  Grath  M  L 
2962  Edwards  P  N 

2966  Bodoni  J  A 

2967  Cardella  Joseph 

2968  Stewart  J  L 

2971  Rundgren  Iver 

2972  Chadbourne  Florence 
Mrs 

2975  Brown  E  M 

2976  Rowe  Fred 

2977  Hendrickson  R  E 

2978  Borge  Mark 

2979  Danielson  E  C 

2980  Heslin  J  M 

2981  Bannon  K  E 

2982  Paulson  A  G 

2983  Sweet  R  G 

2985  Bolser  Madolyn  V 
Mrs 

2987  Roehm  J  I  Mrs 
2989  First  Universalist 
Church 

2994  Me  Lellan  H  G 

2995  Mac  Gray  J  M 

2995  Sullivan  Loren  Mrs 

2996  Irby  Kath 

2997  Blitz  Murray 

2998  New  Pigeon  Cove 
Apts 

3001  Peters  L  M 

3002  Schaefer  H  F  Jr 

3003  Hale  W  A 

3004  Scatterday  D  R 

3007  Seegal  S  M 

3008  Phillips  L  H  Mrs 
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oi/09  Boulter  E  A 

3009  Boulter  E  P 

3010  Niemi  W  J 

3012  Bernard  R  A 

3013  Knapp  V  A 

3014  Arcieri  J  O 

3016  Fisher  E  A  Mrs 

3017  Jones  C  C 

3019  Chick  J  E 

3020  Baker  J  Wain 
3022  Stevens  P  L 

3022  Stevens  W  S 

3023  Perry  Robert 
3025  Sharf  Hirsh 

3029  Sharf  Nathl 

3030  Hart  C  E 
3032  Francis  C  C 
3034  Johnson  D  I  Mrs 

3036  Roffey  C  P 

3037  Camera  Corner  The 

3038  Peg  Leg  Restaurant 

3039  Allen  D  K 

3043  Burnham  Signi  Mrs 

3044  Service  K  F 

3045  Tee  Ellie 

3046  Budrow  R  J 

3048  Puttee  A  E 

3049  Horvitz  Harold 

3050  Backstrom  S  A 

3051  Kelton  R  V 

3052  Cox  A  G 

3053  Hatfield  Color  Shop 

3054  Woodbury  G  G 

3055  Newman  B  D 

3056  Briody  M  J  Mrs 

3057  Thompson  C  D  K 

3058  Wiberg  T  F 

3059  Beyea  B  D 

3060  Building  Center  Inc 
Of  Rockport  The 

3061  Robinson  P  A 
3065  Knuttunen  Isaac 

3067  Taber  G  F 

3068  Whilton  A  L  Mrs 
3070  Horizon  Gallery 
3072  Nichols  Edw  Jr 

3075  Fields  S  M 

3076  Cleveland  C  H 

3077  Mackay  W  M  Mrs 
3079  Clark  W  G  Jr 

3082  Kendrick  Joseph 

3083  Hardy  R  A 

3084  Berg  R  O 

3086  Morris  R  F 

3087  Hazen  M  H 

3088  Kendall  L  M  Mrs 

3089  Barletta  Henry 

3091  Hull  B  F  Jr 

3092  Thompson  M  S  Mrs 

3093  Peters  Alice 

3094  Brown  A  S  Jr 

3095  Saville  A  T  Mrs 

3096  Callahan  J  A 
3096  Callahan’s  Studio  & 

Gallery 

3096  Callahan  Jack 
Gallery 


oo9  7  Gordon  i  B 
3098  Foley  M  F 

3100  Wilson  Thos  &  Co 

3101  Roland’s  For  Flowers 
3103  Hershey  S  F 

3105  Wiberg  L  E 

3106  Ramsdell  B  M 

3107  Binney  Robt  H 

3108  Curtis  J  W  Jr 

3109  Sutherland  R  C 

3112  Robinson  R  S  Mrs 

3113  Broadway  Garage 

3114  Larson  Helen  Mrs 

3115  Butman  Douglas  E 

3117  Elso  Albinus 

3118  Sheehan  Edmund  J 
Jr 

3120  Dana  J  S  D  Mrs 

3121  Bradford  C  B 

3122  Smith  G  W 

3123  Clark  M  B  Mrs 

3125  Butman  Paul  M 

3126  Dole  Rosemary  C  Mrs 

3127  Makkonen  N  J 
3129  Gilman  G  W 
3131  Helsberg  U  S 

3133  Gibbs  John 

3134  Jewell  A  J 

3135  Wilkins  J  B 

3136  James  Philip  C 

3137  Bruette  H  L 

3138  Foley  Cora  Mrs 

3140  Goulter  Jennie  Mrs 

3141  Farrer  J  H 

3142  Sharp  J  M 

3144  Altree  W  M 

3145  Haley  Warren 

3146  Boudreau  Tim 

3147  Sherman  R  B 

3148  Milbrcok  View  Guest 
House  &  Cottages 

3148  Anderson  R  G 

3151  Richards  J  H 

3152  Cantwell  Ramona 

3153  Garlick  L  J 

3156  King  T  S 

3157  Watson  M  E  Mrs 

3158  Goold  J  D 

3160  Abdou  M  S 

3161  Scott  P  M 

3162  Sena  John  R 

3162  Sena  J  R 

3163  Middle  School 
3165  Levine  Julius 

3170  Benjamin  Frances  A 
Mrs 

3171  Moort  E  2  Jr 
3173  Phillips  E  A  Jr 

3175  Glenn  R  D 

3176  Huttunen  J  B  Mrs 

3177  Lindberg  W  R 

3178  Aspesi  R  P 

3179  Evans  M  S  Mrs 

3180  Willey  H  A 

3181  Rockport  Housing 
Authority 

3182  Ward  A  A 
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3183  Emerson  W  D 

3184  Wiberg  C  R 

3185  Gillies  J  S 

3186  Travers  T  J 

3187  Sprague  F  M  Mrs 

3188  Kaplan  Benj 
3190  Rochow  T  G 

3192  Pew  M  H 

3193  Anderson  Margt 

3194  Hasersdt  E  O  Mrs 
3196  Coleman  W  A 

3196  Coleman  Shop 

3197  Ketchopulos  J  J 

3198  Wetmore  F  V 

3199  Baker  K  C 

3200  Nelson  REF 

3201  Ayers  C  L 

3204  Montgomery  W  J 

3205  Me  Namara  J  R 

3206  Ramsdens  The 

3207  Chane  J  T 

3208  Kling  John  D 

3210  Thomson  B  M  Mrs 

3211  Tuck  A  E  Jr 

3211  Tuck  In  Lodge 

3212  Brewer  W  M 

3213  Wetmore  A  J 

3214  Perry  J  F 

3219  Heim  Rose 

3220  Curtis  Real  Estate 

3221  Paradis  J  A  Jr 

3222  Harmaala  D  E  Mrs 

3224  Knowlton  M  J  Mrs 

3225  Lane  S  G 

3226  Curley  John  D 

3227  Wayrynen  Gail  Mrs 

3229  Kilburn  Grace 

3230  Hanson  M  S  Mrs 

3233  Williams  B  L 

3234  Jylkka  E  W 

3236  Story  Library  The 

3237  Old  Farm  Inn 

3239  Lewis  Esther 

3240  Powers  C  M  Mrs 

3241  Lippincott  Miriam 

3242  Schlosser  Edith  Mrs 

3244  Murphy  H  A 

3245  Clements  J  H 

3247  Purcell  D  A 

3248  Webb  M  M 

3249  Littlefield  R  H 

3250  Rowe  W  E 

3251  Ouellette  R  R 

3252  Wild  Acre  Cottage 
3254  Harvey  A  W 

3256  Dixon  W  B 

3257  Williams  A  C 

3257  Williams  A  C 

3258  Reardon  T  B 

3260  Arvanites  Constantine 

3261  Chalmers  P  E 

3262  Parson  S  S  Mrs 

3263  West  Babe 

3264  Judson  W  I 

3265  Arsenian  John 
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3266  Rockport  Marine 

Center 

3267  Tumma  M  I  Mrs 

3268  Garlick  Helen  Mrs 
3270  Lamplighter  Lodge 

3270  Cole  R  A 

3271  Burbank  D  S 

3272  Balzarini  R  A 

3274  Spina  D  J  Mrs 

3275  Elwell  C  O 

3275  Anderson  G  W 

3276  Shinnick  E  W  Mrs 

3278  Tupper  D  W 

3279  Forsman  E  W 

3280  Donohoe  Wm  F 

3281  Knowles  H  B 

3283  Pierce  B  W  Mrs 

3284  Balzarini  Emilio 

3285  Bray  E  M 
3287  Wilton  S  L  Mrs 
3290  Burton’s  Silver  Shop 
3292  Dock  Sq  Mall 

3294  Curran  J  H 
3296  Goble  M  P  Mrs 
3298  Breslin  Arth  J  III 
3298  Lopes  M  A 

3300  Smith  R  J 

3301  Johnson  Hans 

3301  Masters  Maurie 

3302  Balzarini  A  M 

3303  Hiscock  R  V 

3304  Rockport  School  Dept 
3306  Dorman  Dorothy  Mrs 

3308  Burchell  Norman 

3309  Allenbrook  C  T 

3309  Snuggery  Studio  & 
Gallery 

3310  Goodenough  H  L  Mrs 

3312  Farnham  A  N 

3313  Hopkins  Paul 

3314  Orr  C  H 

3315  Fritch  R  G 

3316  Graves  W  O 

3317  White  D  E 

3318  Hodgkins  C  A 

3319  Thibeault  E  C 

3320  Rees  Helen 

3321  Balzarini  C  J 

3323  Johnson  D  M 

3324  Walker  E  P 

3325  Mahoney  J  E 

3326  Cooney  Margt  Mrs 

3327  Karr  T  A  Mrs 

3328  Holcomb  H  L 

3329  Norton  E  R 

3330  Sheahan  R  E 

3331  Sax  E  C 

3332  Morrill  L  L 

3333  Frithsen  F  C 

3335  Austin  E  K  Mrs 

3336  Hartnett  Charles  F 

3337  Lash  W  M 
3339  Martin  R  H  Jr 
3341  Wyman  Donald 

3343  Kubo  Masao 

3344  Kinghorn  P  D 
3346  Tuck  R  M 


3347  Nyland  Clarence 

3348  Brown  E  A 

3349  Costa  M  A  Mrs 

3350  Me  Kay  P  J 

3351  Colley  F  T  Mrs 

3353  Marston  C  G 

3354  Holmes  L  B 

3355  Knowlton  A  W 
3357  Perry  R  L 

3359  Blue  Lantern  Gift 
Shop 

3360  Wicky  J  F 

3361  Knowlton  Mary  Mrs 

3362  Ranttila  G  E 

3363  Higgins  G  A  Mrs 

3364  Levyne  S  A 

3365  Smith  D  B 

3366  Evans  John  Jr 

3367  Hale  Olive 

3368  Riggs  J  M 

3368  Woodward  J  M 

3369  Patey  S  G 

3370  Oliver  J  C 

3371  Hale  W  S 

3372  Grover  F  R 

3373  Devellian  R  D 

3374  Heald  H  E 

3376  Williams  Woodbury 

3378  Morrison  Wm 

3379  Johnson  G  A 

3381  Erickson  G  H 

3382  Hale  V  M  Mrs 

3382  Mantyla  E  W 

3383  Erwin  J  R 

3384  Brigants  Alvina  Mrs 

3385  Parillo  B  S  Mrs 

3387  Murch  L  F  Mrs 

3388  Hale  W  M 

3390  Cooper  Henry  E  II 
3392  Jenks  E  B  Mrs 
3394  Hull  Gordon  F  Jr 

3396  Norton  J  S  Mrs 

3397  Aspesi  C  A 

3398  Sullivan  P  H 

3400  Vane  Cocke  The 

3401  Horgan  M  J 

3403  Botsford  Thos  W 

3404  Monks  D  L  Mrs 
3407  Yankee  Clipper  Inn 
3407  Quarterdeck  The 
3407  Wemyss  F  S 

3407  Yankee  Clipper  Inn 
Guest  Hse 

3411  Rockport  National 
Bank 

3418  Heath  L  M  Mrs 
3421  Saint  Mary’s 

Episcopal  Church 
3429  Wayrynen  Walter 
3442  Caffrey  G  W 
3444  Town  Police  Dept 
3451  Cape  Ann  Tool  Co 
3455  Old  Salt  Weather 
Observatory 

3457  Mappelli  Josephine 
Mrs 

3459  Erickson  R  T 
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3460  Frost  Marion  Mrs 
3462  Perkio  J  H 
3465  Brundage  W  R 

3469  Anderson  M  L  Mrs 

3470  Morgan  J  W 
3474  Peterson  M  E 
3477  Central  Garage 
3480  Riley  F  A  Mrs 

3482  Johnson  W  E 

3483  Stockly  L  T 

3484  Adams  H  W 
3489  Balzarini  M  E 
3492  Barker  R  M  &  Co 

3500  Granite  Garage  Inc 

3501  Can  an  Sales  Co 

3502  Patio  Shop 

3502  Fine  J  J 

3503  Ball  M  K 

3505  O’Connell  F  A 

3506  Fankbonner  D  K 

3507  Jenko  A  C 
3509  Ackerman  P  H 

3509  New  Pigeon  Cove 
Apts 

3510  Ferazzi  A  J 

3511  Spiegel  J  P  D 

3512  Moran  Michelle  Mrs 

3514  Swan  Marshall 

3515  Black  D  M  Mrs 

3517  Gray  R  N 

3518  Day  C  M 
3520  Wickey  Bessie 

3522  Damon  S  R 

3523  Down  N  M  Mrs 

3524  Frithsen  C  R 

3525  Town  Dept  Of  Public 
Works 

3527  Balf  O  Z 

3528  Hooker  J  H 

3531  Poole  E  R 

3532  Salford  K  M 

3535  Lantana  House  The 

3537  Mackey  G  M  Jr 

3538  Lawn  V  H 

3539  Wallius  Arvo  H 

3541  Packard  Marion  Mrs 

3542  Peterson  Theo 

3543  Hawkins  Lawrence  K 

3546  Fears  P  J 

3547  Cahill  W  T 

3549  Palmquist  E  N 

3550  Pierce  H  T 

3551  Parsons  A  S 

3553  Dewey  Mildred 

3554  Whittemore  M  M 
3556  Silva  L  C  Jr 

3558  Owen  V  B  Mrs 

3559  Santos  L  F 

3560  Donlon  R  E 

3561  Cooney  M  W  Jr 

3562  Cooley  J  L 

3563  Burgess  L  E  Mrs 

3564  Roberts  J  A 

3565  Le  Frenies  Isabel 

3566  Sweet  H  M 

3567  Abramson  Esther 
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3568  Roffey  R  C 

3569  Guggenheimer  R  K 

3570  Ventimiglia  P  A 

3572  Parady  F  J 

3573  Ambrose  J  W 

3574  Speck  F  W 

3579  Hinckley  K  A 

3580  Brooks  W  H 
3582  Gray  Russell 
3582  Gray  Russell 

3586  Nelson  J  T 

3587  Ahlin  H  N  Mrs 

3588  Garfield  H  W  Mrs 

3589  Allen  B  L  Mrs 

3591  Harris  G  S  Jr 

3592  Poole  Margt 

3593  Poole  R  C  Mrs 

3594  Hunter  R  N 

3595  Mac  Donald  C  J 

3597  Mac  Kay  G  A 

3598  Goodwin  Mary 

3600  Hannah  Jumper 
Restaurant 

3601  Keating  F  E  Mrs 

3603  Tuttle  I  W 

3604  Merrill  Florence  B 
Mrs 

3605  Egan  P  E 

3606  Carlson  Peter  C 

3607  Long  Michl 

3608  Schwartz  L  A 

3609  Rulli  R  S 

3610  Culver  R  D 

3611  Hahn  Herbert 

3614  Stebbins  Gay 

3615  Richard  H  J 

3616  Leland  D  P 

3617  Johnson  T  V  Sales  & 
Service 

3619  Thompson  Marion 

3620  Country  Store  Of 
Bearskin  Neck  Inc 

3621  Coit  Robt  S 

3623  French  W  C 

3624  Steele  Carroll  K 

3625  Jellow  Eleanor  D 

3627  Faulkner  B  A  Mrs 

3628  Swinson  Hilma  Mrs 

3629  Brock  H  A 

3630  Havican  J  R 

3631  Brown  Prudence  Mrs 

3632  Dohanian  Hagop  M 

3633  Tuck  E  G 

3634  Lippincott  W  H 

3635  Erickson  Janice  Mrs 

3636  Edling  J  D  Mrs 

3637  Johnson  W  E 

3639  Korpi  J  J 

3640  Wilkie  K  J  Jr 

3641  Dawson  M  E 

3642  Peterson  C  L 

3643  Vincent  K  T  Jr 

3644  Fisher  B  B 

3645  Hird  Malcolm 

3646  Hartnett  J  V 

3648  Ryan  W  N 

3649  Stavis  Betta  H 


3651  Silva  L  C  Jr 
3654  Taylor  K  S  Mrs 
3658  Ratsey  Louis  A 

3660  Caldwell  Stuart 

3661  House  Of  Glass 
3661  Hagenes  Magnus 
3661  Sea  Gull  House  The 

3663  Seidle  C  A 

3664  Simmons  H  A  Mrs 

3665  Dunlap  J  P 

3666  Somers  T  D 

3666  Somers  F  D 

3667  Smith  H  H 

3668  Paquette  N  C 

3670  David  L  G 

3671  Murphy  J  D 

3672  Kamen  S  R 
3674  Me  Kay  E  J  Jr 

3676  Johnson  B  F 

3677  Eldridge  Kath 

3678  Dennison  Stanford  W 

3679  Heath  C  W 

3680  Wallace  M  P  Mrs 

3681  Mekkelson  Olga 
3683  Stewart  A  D 

3686  Smith  H  R  Rev 

3687  Martin  Edw  Vi 
3689  Ruben  A  Gallery 

3691  Town  Accountant 

3692  Roy  L  K  Mrs 

3693  Dawson  D  I 

3695  Hochberger  Fred 

3696  Bagley  Marie  C 

3697  Sullivan  Richd 

3698  Prentiss  A  M  Mrs 

3700  Nelson  John 

3701  Town  Board  Of 
Health 

3702  Krames 

3704  Geraci  Studio  & 
Galleries 

3705  Williamson  R  G 

3707  Boston  Florence 

3708  Sheinwald  B  S 

3709  Nameche  Gene 
3711  Bibb  J  K 
3711  Treasure  Chest 
3713  Cape  Hedge  Guest 

House 

3717  Steer  R  E 

3718  Randazza  S  T 

3719  Taylor  J  A 
3721  Galley  Lunch 
3721  Galley  Restaurant 
3723  Ganey  R  M  Mrs 

3726  Story  C  L  Jr 

3727  Smith  J  T 

3729  Taylor  H  S 

3730  Scharaflt  F  D  Jr 

3735  Campbell  R  T 

3736  Davis  D  M 

3739  Hayes  J  T 

3740  Parisi  James 

3746  Katz  Robt 

3747  Stewart  W  W 

3748  Smith  R  G 
3753  Downey  N  P 
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3756  Day  W  G 
3759  Sasaki  Hideo 
3764  Norris  R  T 

3767  Currier  Nancy  Mrs 

3768  Napolitano  J  M 
3771  Feldman  M  L 

3773  Frosyte  Carmel  Mrs 

3774  Oliver  R  W 
3776  Brown  W  E 

3779  Wayrynen  A  M  Mrs 

3780  Cornell  R  W 
3786  Desmond  Danl 

3791  Wayrynen  R  F 

3792  Abbott  T  J 

3793  Pence  A  G 

3796  Livingston  J  A 

3797  Hall  A  S  Mrs 
3801  Hegarty  Nora  Mrs 
3803  Mitchell  Herbert  G 

3806  Frithsen  E  L 

3807  Arsenault  Walter 

3808  Wise  G  D  Jr 

3809  Rood  Harold 

3810  Burnham  Gertrude 

3811  Pemstein  R 

3813  Schwartz  H  R  Mrs 

3814  Quint  Bernard 

3815  Parenteau  E  M  Mrs 

3817  Dewey  E  A 

3818  Mears  Eleanor  Mrs 
3820  Robinson  Andrew 

3820  Carter  Damon 

3821  Squires  Thos  E 

3823  Lown  W  C 

3824  Gerrard  E  A 

3825  Dangerfield  G  B 

3825  Captains  House 
Lodging 

3826  Pratt  Chester  R 

3830  Salzman  P  L 

3831  Patten  Robt  A 
3833  Dixon  R  L 
3835  Spellman  P  B 

3837  Blatchford  E  R 

3838  Dewsnap  Lillian  Mrs 

3841  Kellerman  Siegfried 

3842  Cochrane  Cary 

3844  Anderson  R  C 

3845  Riley  Bernard 

3846  Silva  Mark 

3847  Roberts  F  B 
3849  Glussner  E  V  Mrs 

3849  Rueda  E  V 

3850  Donlon  J  B 
3852  Marr  L  L 
3855  Ayers  C  A 
3866  Kluge  P  F 

3857  Yetto  Frank 

3858  Rockwood  Vernon  G 

3859  Padre  J  B  Jr 
3864  Sampson  J  D 

3866  Goodwin  C  D  Jr 

3867  Gibney  R  M 
3888  Parsons  W  H  Jr 
3869  Moore  P  E  Mrs 
3871  Lopez  A  V 
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3872  Parrott  C  R 

3874  Chiancola  S  J 

3875  Morse  K  E 

3876  Olson  Albert 

3877  Pierce  Florence  Mrs 
3877  Jacobs  Ruth 

3880  O  Connell  E  M 

3881  Gnerre  James 

3883  Burns  Robt 

3884  Mahaney  D  L  Mrs 

3885  Price  Phyllis  Mrs 

3886  La  Fond  R  D 

3888  Silversmith’s 

3889  Brophy  C  A 

3890  Mattson  R  A 

3891  Le  Gacy  M  H  Jr 

3892  Ellenberger  K  R 

3893  Lopez  Mari  Mrs 

3894  Stevens  P  H 

3895  Smith  M  C  Mrs 

3896  Perrault  R  J  Mrs 

3897  Burgess  L  M 
3900  Holland  House 

3904  Dwyer  W  J 

3905  Robertson  Eliz  Mrs 
3909  Whitaker  H  K 

3912  Grimes  M  L 

3913  Lee  A  R 

3914  Norris  R  C 

3916  Vanderpool  V  B  J  L 
3921  O’Grady  John  W 
3924  Cottle  Lucie  Mrs 
3926  Amazeen  L  M  Mrs 
3928  Mallette  H  F  Jr 
3930  Rulka  Helen 
3932  Jelmberg  Fredk 

3935  Pendleton  House 

3936  Farrenkopf  F  J  Jr 

3939  Quinn  D  K 

3940  Harnish  Russell 
3943  Johnson  Kath  Mrs 

3950  Me  Pherson  Marion 

3951  Seller  A  N 
3953  Morgan  D  C 

3955  Hubbard  C  L 

3956  Me  Gilvray  Marion 
Mrs 

3957  Gebhardt  N  E  Mrs 

3959  Nicolosi  Charles 

3960  Proposki  W  J 
3960  Atkinson  Donald 

3964  Whittemore  Eva  Mrs 

3965  Pitts  J  A 

3967  Ford  Friendly 

3968  Salo  Wilho 

3968  Cram  L  R 

3969  Robbins  Grace 

3970  Lee  J  F 

3971  Bearskin  Neck  Fudge 
Pantry 

3973  Ryd  Eric 

3974  Kubik  C  S 

3978  Mackey  Loring 

3979  Coty  Sami 

3981  Brooks  C  J 

3982  Dorriens  Luciano 
3984  French  E  W  Mrs 


3986  Witham  Leslie  Mrs 

3987  Warde  G  E 

3988  Williams  C  L 

3989  Pitts  M  J 

3990  Karp  Evelyn  Mrs 

3994  Aspesi  R  J 

3995  Gall  E  P  Mrs 
5435  Quinn  T  G 
5521  Farrell  Marjorie 

6001  Demarco  A  J 

6002  Adams  Apple 

6003  Willing  James  B 

6004  Ryan  C  T 

6005  Norrington  W  L 

6007  Dutcher  Polly  Mrs 

6008  Bertolino  A  J 

6009  Beggs  G  E  Mrs 

6010  Smith  L  A  Mrs 

6011  Russell  F  I 

6012  Willett  F  W 

6013  Murch  Lawson 

6014  Underwood  G  J  Mrs 

6015  Me  Master  J  B  Mrs 

6016  Me  Laughlin  R  A 

6018  Favaloro  S  J 

6019  Gustafson  Carl 

6021  Dagle  K  R 

6022  Lane  K  S 

6023  Swanson  E  T  Mrs 

6024  Mickelson  B  M  Mrs 

6025  Phelon  A  N 

6026  Wonson  J  F 

6027  Pieroway  L  G 

6029  Van  Meter  David 

6030  Cooper  J  M  Mrs 

6031  Platt  D  R 

6032  Green  Burges 

6033  Gove  H  L 
6036  Frame  Shop 

6036  Robbins 
Reproductions  Studio 

6037  Perkins  R  E 

6042  D’Entremont  R  J 

6043  Smith  N  H 

6044  Goldberg  Louis 

6045  Whitaker  W  D 

6045  Captain  Whitaker’s 

6046  Beauregard  H  A 

6047  Douglas  A  J 

6049  Schmidt  Arthur  P 

6050  Munroe  R  T 
6052  Hennenlotter  Edw 

6054  Daigneault  E  II 

6055  Laster  Joseph 

6056  Eirich  R  T 

6057  Francis  J  S 

6057  Soini  J  E 

6058  Johnson  H  R 

6058  Jonnson  Harry 

6059  Fields  C  L 

6060  Roths tein  A  L 

6061  O’Donnell  T  F 

6062  Donovan  R  E 
6065  Dietz  E  F 

6067  Gifford  H  M 

6068  Hurd  B  G  Mrs 

6069  Parady  Sarah  Mrs 
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6070  Neal  A  F 

6071  Helman  Bernard 

6072  Di  Gemma  J  P 

6073  Woodard  J  N 
607o  Peteison  G  N 
6076  Stephenson  N  R 
6078  Wall  R  M 

6080  Luce  D  S  Mrs 

6081  Garlick  W  H 
6083  Bollendonk  W  W 

6083  Bollendonk  Gallery 

6084  Holm  Tora 

6084  Corner  House  The 

6085  Stephenson  O  G  Mrs 

6087  Graham  G  F  Mrs 

6088  Duff  R  F 

6089  Le  Fave  E  B 

6090  Greenwood  J  B  Mrs 

6091  Orr  S  R  Jr 

6093  Me  Grath  Alta  Mrs 

6094  Clay  Fredk 
6997  Hildonen  R  A 
6098  Perry  W  B 

6100  ESP  Gifts 

6101  Murphy  J  V 

6102  Andrus  Vera 
6104  Pain  ton  M  S 
6104  Pain  ton  M  S 
6106  Gray  S  L 

6109  Pratt  Chas 

6110  Walden  H  N 

6111  Havran  P  S 

6112  Kolterjahn  P  H 

6113  Lorimer  M  J 

6114  Van  Wyk  Helen 

6115  Engel  T  F  Jr 

6116  Gardner  C  W 
6119  Scribner  L  M 

6121  First  Baptist  Church 

6122  Salo  R  W 

6123  Ramsden  G  A  III 

6124  Pearce  V  L 

6126  Vadala  P 

6127  Anderson  B  D 

6128  Story  E  H 

6130  Hobbs  L  E 

6131  Dronne  Geo 

6132  Day  M  V 

6133  Coffin  R  C 

6137  Ketchopulos  J  G 

6138  Mattson  A  M  Jr 
6140  Beach  M  B 

6143  Barletta  N  A 

6144  Cummings  M  W 

6146  Tobey  G  E 

6147  Aimone  V  J 

6148  Sullivan  W  T 

6149  Kilbride  R  D 

6150  Babigan  Edw 

6150  Babigan  Edw 

6151  Clinton  Robt 
6156  Dalton  F  R 

6159  Gattuso  Dominic 

6160  Parker  P  S 

6161  Sea  Fencibles  Shop 
6161  Thompson  F  G  Mrs 
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6162  Scipione  Arth  S 

6163  Me  Innis  John  A 

6165  Krais  Emily  Mrs 

6166  Quimby  C  M 

6167  Robinson  Harold 

6168  Anderson  R  G 

6169  Fryklund  D  H  Jr 

6170  Weston  P  A  Mrs 

6171  Cross  E  S  Mrs 

6172  Coty  Henry 

6173  Arsenian  J  A  Mrs 
6175  Me  Glauflin  R  J 

6177  Swanson  L  C 

6178  Lewis  J  W 

6179  Balzarini  J  W 

6180  Saville  M  R 

6181  Day  R  R 

6182  Leavitt  Walter  G 

6183  Murphy  H  A  Mrs 

6184  Abell  E  J 

6186  Story  B  C  Mrs 

6187  Linn  W  P 

6188  Babcock  D  M 
8189  Goldberg  R  H 
6191  Ingerman  Geo 

6191  Christmas  Dove  Gift 
Shop 

6192  Stinson  J  E 

6193  Olson  T  B 

6194  Trupiano  J  A 

6196  Doyle  R  W 

6197  Benoit  G  F 

6200  Dulman  Alvin 

6201  Starrett  L  M 
6201  Bower  A  T 

6204  Brosnan  J  D 

6205  Ryan  Linda 
6208  Colburn  M  L 

6208  Meddaugh  D  H 

6209  Me  Donough  J  G 

6210  Parillo  M  E 

6211  Gracie’s  Beauty 
Lounge 

6212  Fedoruk  John 
6214  Bingham  C  M  Mrs 

6216  Anderson  R  J 

6217  Oxton  A  T 

6218  Wilson  J  M  Mrs 
6220  Squires  T  E 

6222  Shannon  Helen  Mrs 
6222  Amethyst  Shop 

6225  Grover  R  E 

6226  Green  Aubrey 

6227  The  Utmost 
6229  Leavitt  Edwin 

6231  Coty  Gallery 

6232  Hatch  Dana 

6235  Campbell  J  B 

6236  Palmers  D  W 

6238  Hardy  Bernard  J 

6239  Bailey  R  F 

6240  Hemenway  R  G 

6246  Gabin  G  J 

6247  Hayes  C  F 

6248  Sea  Meadows 

6249  Lothrop  M  A  Mrs 

6250  Lorish  Robt  E 


6252  Hodgkins  Ellis 

6253  O’Brien  J  E 

6255  Sweeley  A  C  Mrs 

6256  Jackson  Frank 

6257  Sweet  Homer  Jr 

6258  Robertson  L  W  Mrs 
6261  Burns  Thos 

6265  Wheeler  K  A 

6266  Lorentzen  B  K 
6268  Larkin  A  C 

6270  Dow  C  W 

6271  Andrews  C  D 

6273  Bassett  M  B 

6274  Tarr  Doris  Mrs 
6276  O’Toole  E  A 
6279  Hedlund  M  C 

6281  Kelly  M  A 

6282  Condon  Blanche 
6285  Ketchopulos  G  J 

6287  Foster  Paul 

6288  Stoffa  Michl  Gallery 

6289  Beeke  O  C  Mrs 

6290  Fryklund  Louise 

6290  Walker  Louise  Mrs 

6291  James  L  C  Mrs 

6292  Eagle  House  The 

6293  May  Walter  R 

6294  Johnston  D  V 
6294  Wengenroth  Stow 
6298  Johansson  Johannes 

6300  Rossman  E  M 

6301  Blacksmith  Shop  The 

6303  Reed  P  W 

6304  Tucker  Alice 

6305  Howat  Wm 

6308  Sullivan  Fred 

6309  Pollard  Donald 
6311  Den-Mar  Nursing 

Home 

6313  Gray  F  Robt 

6314  Uusitalo  L  L 

6315  Clapp  R  B 

6316  Westfall  David 

6317  Neblett  S  E 

6318  Hirota  J 

6319  Hill  J  T 

6321  Emerson  Ralph 
Waldo  Inn 
6323  Syckes  W  H 
6325  Me  Cormack  J  C 

6325  Hunter  Alex 

6326  Seaweed  Manor  Gift 
Shop 

6327  Bergstrom  E  R  Mrs 

6328  Shepherd  E  D 
6330  Pump  F  E  Jr 

6332  Dapps  W  R 

6333  Phillips  Robt 
6336  Gray  P  L 

6338  Me  Gady  Wilma  Mrs 

6339  Powers  G  H 
6341  Banay  Isabel  Mrs 
6341  Murphy  John 
6344  Hill  E  W 

6347  Gerety  A  M  Mrs 

6348  Kinghorn  R  C 

6349  Drury  R  F 
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6350  Carlson  C  R 

6352  Tuck’s  Pharmacy  Inc 

6354  Morash  R  E 

6355  Gardner  J  J 

6357  Hammond  B  F 

6358  Garlick  L  J  Jr 

6359  Mello  L  B 
6361  Gaw  E  E 
6365  Stevens  Linda 
6365  Stevens  W  S 
6369  Me  Kinnon  M  E 
6369  Devine  James  A 
6372  Weller  Wm 
6375  Hennessy  Thos 

6377  Haddow  J  B 

6378  Burbank  R  S 
6381  Lydstone  J  E 
6385  Hickey  J  J 
6387  Anderson  D  E 
6387  Paine  Roberta 
6391  Joyce  E  E 

6395  Waggener  D  J 

6396  Mac  Dowell  R  F 

6397  Sweet  R  G  Jr 
6400  Baron  R  B 

6402  Swanson  F  O  Jr 

6403  Silva  R  F 

6404  Carlson  Bennett 
6407  Schwartz  M  S 

6409  Davis  W  E  Jr 

6410  Parkhurst  C  M  Mrs 

6411  Mac  Dougall  Sarah 

6412  Blackington  M  P 
6414  Orb  Silversmith 

6417  Babilis  E  M  Mrs 

6418  Roller  H  K 
6421  Harnish  R  H 

6425  Lewis  J  O 

6426  Hull  G  F  Jr 

6427  Cabral  R  G 

6428  Anderson  F  O 

6429  Thompson  J  W  Jr 

6430  Crocker  Joel 

6431  Dairy mple  L  A 

6432  Laurence  T  H  Mrs 

6433  Rankin  M  I 

6435  Carlson  A  M  Mrs 

6436  Klein  S  E 

6437  Philbrook  E  H 

6438  Hemenway  John 

6439  Purdy  Laurence 

6440  Engel  J  F  Jr 

6441  Downer  Cath  H  Mrs 

6443  Dahlgren  H  J 

6444  Gamradt  A  R 

6445  DU1  W  M 

6447  Wheeler  R  R  Jr 

6449  Stople  E  R 

6450  La  Fond  J  H 

6452  Doyle  R  H 

6453  Parry  Wm 

6454  Taylor  C  F 

6455  Jamison  P  L  Mrs 

6456  Herlihy  D  H 

6457  Pool  A  S 

6458  Zak  Chester 
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6460  Crawford  W  J 

6461  Baesler  C  H 

6462  Fryett  N  R 

6463  Jewell  A  E 
6463  Sayre  P  R 

6466  Elevitch  E  B  Mrs 

6468  Heal  Debbie 

6469  Anderton  S  R  Jr 

6470  Custis  J  P 

6471  Chandler  L  H 

6471  Serendipity  Shoppe 

6472  Poole  Stanley 
6474  Beaton  Real  Estate 
6474  Beaton  H  F 

6477  Robbins  B  W  Mrs 
6479  Harling  D  F 

6481  Pearl  Black  The 

6482  Gallagher  Sara  Mrs 

6483  Cogswell  T  B 

6486  Hammond  G  P  Mrs 
6488  Duffy  Frank  H 

6492  Monroe  R  E 

6493  Austin  F  C 

6497  Haberland  Mark 

6498  Kowalyshyn  S  P 

6500  Holgersoxi  A  H 

6501  Beebe  E  W 

6503  Story  M  M  Mrs 

6504  Gerbino  Vincent 

6505  Hudson  Jacqueline 

6508  Hale  I  E 

6509  Thibeault  G  A 

6510  Sullivan  M  W 

6511  Arnold  J  K  Jr 

6513  Hagen  W  L 

6514  Dean  E  J  Mrs 

6515  Ranta  Viola  Mrs 
6518  Smith  L  E  Inc 

6521  Brown  Jacqueline 
Mrs 

6522  Roberts  D  A  Mrs 

6523  Frost  M  H 

6524  Tarr’s  John  Store 
6526  Silva  Brothers 

6528  Smith  A  E  Mrs 

6529  Poole  W  E 

6530  Allen  W  C 

6532  Herrick  H  G 

6533  Davis  L  E  Mrs 

6534  Smith  O  F 

6536  Smith  R  M 

6537  Cohen  Leon  S 

6538  York  M  H  Mrs 

6540  Burbank  C  G 

6541  Sarah  Elizabeth  Shop 

6542  Chernis  John  J 

6543  Rice  Mary  E 

6544  Jansen  D  M 

6545  Young  J  W  Mrs 

6546  Robertson  N  S 

6547  Condon  A  L 

6548  Me  Carty  Lillian  Mrs 

6549  Moral  Sylvia  Mrs 

6550  Brooks  R  L 

6551  Wemyss  G  L 

6552  Spittle  D  E 

6553  Fallon  Gene 


6555  Town  Fire  Dept 

6555  Rockport  Fire  Station 

6556  Sharpies  D  E 

6558  Ketchopulos  J  J 

6559  Cobb  Edwin  B 

6560  Davis  A  C  Jr 

6561  Molloy  P  F 

6562  Pucci  A  S 

6563  Rowe  D  G 

6564  Salo  A  N 

6565  Marshall  M  S 

6566  Gardner  W  Q 

6567  Bigelow  R  M 

6569  Poole’s  Drug  Store 

6570  Gott  D  E 

6571  Leahy  Charlotte  Mrs 

6573  Bolquerin  James 

6574  Balzarini  Phillip 

6576  Johnson  Greta 

6577  Fairbanks  C  E 

6578  Spillman  Emily  Mrs 

6579  Horne  Edwin  P 

6580  Critchett  E  M  Mrs 

6581  Mullen  J  Chester 

6583  Sumner  W  H 

6584  Gray  M  M  Mrs 

6585  Dunton  L  W  Jr 

6586  Ring  M  E 

6587  Olson  M  A 

6588  John’s  Market  Inc 

6589  Grimes  J  H 

6591  John’s  Hot  Top  Pizza 
Inc 

6594  Aspesi  Gaetano 

6595  Quinn  D  H 

6596  O’Toole  Ida  Mrs 

6597  Quinn  M  T  Mrs 

6598  Legg  D  F 

6600  Parsons  R  A 

6601  Caffrey  Dorothy 

6602  Mac  Cullum  Ronald 

6603  Knowlton  N  H 

6603  Bradley  H  M  Mrs 

6604  Rockport  Art 
Association 

6606  Johnson  H  E 

6607  Ingle  Julia  P 

6608  O’Maley  R  L 

6609  Wilkinson  K  B 

6610  Howard  R  W 

6611  Kolterjahn  A  F 

6612  Roberts  R  E 

6613  Orr  E  D 

6614  Carter  W  J 

6615  Me  Namara  W  E 

6616  Wallace  Leon 

6617  Kenyon  B  E 

6618  Wentworth  J  R 
6620  Allen  J  S 

6622  Everett  Nancy 

6623  Downie  W  C  Jr 

6625  Day  J  R 

6626  Rockport  General 
Store  Inc 

6627  Blanchet  R  C 

6628  Manson  R  K 
6630  Sprague  F  G 
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6631  Lattof  A  F 

6632  Sears  E  T  Mrs 

6633  Grigg  R  E 
6635  Wakley  B  W 

6635  Wakely  Brien 

6636  Eaton  W  A 
6640  Rowe  R  J 

6642  Wiitanen  V  E 

6643  Kerr  A  M 

6644  Frost  D  F 

6645  Green  C  J 

6646  Morgan  E  T 

6647  Witham  G  B 

6648  Town  Collector  & 
Treasurer 

6649  Fritz  M  M  Mrs 

6650  Johnson  S  A  Mrs 

6651  Call  W  R 

6652  Todd  George  H  Corp 

6653  Johnson  A  D 

6655  Wilson  E  W 

6656  Mansfield  M  M  Mrs 

6657  Porter  Barbara  Mrs 

6658  Mackey  W  R 

6659  Amirault  Cath 

6660  Stevens  Garage 

6661  Rapp  W  R 

6662  Fears  M  K  Mrs 

6663  Leman  M  G  Mrs 

6664  Davidson  A  A 

6665  Hyry  R  A  Jr 

6666  Francis  E  T  Mrs 

6667  Bowman  G  L 

6668  Hoyt  W  D 
6670  Poole  S  L  Jr 

6672  Sears  M  F 

6673  Mills  W  P 

6674  Spurr  Newton  Mrs 

6674  Kenney  Allan  F 

6675  Matheson  R  A 

6676  Vye  T  M 

6677  Bearskin  Neck  Motel 
&  Gift  Shop 

6678  Martin  F  M 

6680  Denghausen  Franz  H 

6681  Grover  H  R  Mrs 

6682  Dorr  M  E  Mrs 

6683  Borge  J  F 

6684  Bruni  F  A 

6685  Surrette  L  E 

6686  Perkins  R  S 

6687  Andrews  A  L 

6688  Rosenbloom  Leon 

6689  Reed  R  M 

6690  Johnson  C  F 

6691  Smith  E  G 

6692  Bowers  Fredson 

6693  Carlson  D  L 

6694  Krenn  A  M 

6695  Manera  J  D 

6696  Moore  Roy  Lobster 
Co 

6697  Riegel  E  P 

6698  Oxton  N  C 
6698  Rosenbloom  Leon 
6700  Perkins  W  E 
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6701  Harris  L  E 

6702  Corliss  Christopher 

6703  Johnson  R  A 

6704  Hutchins  H  L 

6705  Butler  F  S  Mrs 
6705  Back  Yard  Gallery 

6708  Seven  South  Street 
Inn 

6709  Theriault  J  S  Mrs 

6710  Heath  Marianna  Mrs 

6711  Waring  L  B 

6712  Goods  peed  F  E 

6713  Funk  A  E  Mrs 

6714  Jylkka  E  J 

6715  Baron  Rosemary  Mrs 

6716  Morton  Margt  L  Mrs 

6717  Kinghorn  W  A 

6718  Leblanc  Richd 

6719  Mac  Ellven  C  W 

6720  Anderson  Eliz 

6720  Pete  Ethel 

6721  Wicky  Bertha  Mrs 

6722  Newell  W  C 

6723  Harris  James 

6724  Johnson  Marion  Mrs 
6727  Francis  A  B  Mrs 

6727  Prescott  Paul 

6728  Bartlett  E  C  Mrs 

6729  Walima  G  E 

6730  Brown  G  P 

6731  Godfrey  E  S  Mrs 

6733  Polloni  M  F  Mrs 

6734  Grimes  Elliot  W 

6735  Halmen  I  M  Mrs 

6736  Nichols  Charles 

6737  Rice  M  W 

6738  Nangle  W  J  Jr 

6739  Frost  S  A 

6739  Smith  F  C 

6740  Oakes  H  H  Mrs 

6741  Jones  M  C  Mrs 

6742  Cooney  Anthony 

6745  Me  Carthy  Wm 

6746  Bloombergh  J  H 

6747  Burrill  K  C 

6750  Town  Board  Of 
Engineers 

6751  Burbank  A  G 

6752  Nelson  O  J 
6752  Captain  Otto’s 

6754  Shaw  June  Mrs 

6755  Wires  D  H 

6756  Cedrone  L  C  Rev 

6756  Saint  Joachim’s 
Rectory 

6757  Napolitano  Joseph 
6760  Selig  R  E 

6763  Ginns  M  G  Mrs 

6764  Farrell  A  J 

6765  Mangarpan  J  L  Jr 

6766  Murray  L  E 

6767  Dangerfield  F  E  Mrs 

6768  Dollof  Bertha  Mrs 

6770  Rowell  B  T 

6771  Head  L  M  Mrs 
6773  Burgess  &  Mackey 

Inc 


6774  Ellis  R  Y 
6776  Hurley  John 

6776  Sachnoff  Michl 

6777  Green  R  M  Mrs 

6778  Pool  Dorothy 
6780  Rowell  M  L  Mrs 

6782  Parsons  A  S  Jr 

6783  Meenan  Margt 

6784  Woodbury  H  A  Mrs 

6786  Town  Selectmen 

6787  Sherman  R  F 

6789  Beal  W  R 

6790  Balch  W  E 

6791  Temple  D  E 

6792  Seaward  Inn 

6792  Seaward  Inn  Guest 
House 

6792  Cameron  R  T 

6793  Leesk  Graham 

6794  Orne  H  G 
6796  Kendall  W  J 
6798  Dolan  T  W 

6800  Cleaves  Charles  H 
Agency  The 

6801  Silva  J  B  Jr 

6802  Brown  A  S 
6805  York  T  L 
6807  Niemi  L  I 

6809  Brewer  B  F 

6810  Story  P  N 

6811  Wilson  R  T 

6812  Dickman  M  E  Mrs 

6813  Granite  Savings  Bank 

6814  Harbor  Rock  Tea 
Room 

6820  Koller  A  T 

6821  Peckham  C  A 

6823  Bennett  H  E  Mrs 

6824  Pool  D  M 

6825  Kantala  E  L  Mrs 

6826  Lilja  J  S 

6827  Dow  P  C 
6827  Edwards  W  J 
6827  Rockport  Hammock 
6829  Boulder  Top  Cottages 

6829  Kielinen  R  M  Mrs 

6830  Hall  M  A  Mrs 

6831  Tarr  &  Marr 

6832  Mattson  A  E  Mrs 
6834  White  R  M 

6839  Burgess  S  W 

6840  Williams  &  Co 

6841  O’Leary  E  A  Mrs 

6842  Kirkwood  Wm 

6843  Anderson  C  F 

6844  Moebius  Doris  Mrs 
6848  Town  Fire  Dept  Eng 

No  2 

6848  Town  Fire  Dept 

6849  Herrick  D  C 

6851  Wood  S  C  Mrs 

6852  Lamb  A  H 

6853  Norton  M  M 

6854  O’Reilly  C  A 

6856  Byrnes  R  P 

6857  Aho  Eric 

6858  Wendell  G  R 

■mini  111111" 
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6869  Grover  J  F  Mrs 

6861  Arment  H  G 

6862  Leal  J  F 
6864  O  Connor  G  B 

6866  Hakala  M  E  Mrs 

6867  Eben’s  Oil  Service 

6867  Moulton  E  A  Mrs 

6868  Parady  C  E 

6869  Jones  Russell 

6871  Milne  Cath  Mrs 

6872  Ellis  W  A 

6873  Thompson  W  B 

6874  Cunningham  J  W 

6875  Knowlton  B  D 

6876  Recchia  R  H 

6877  Habitat  Apartments 

6878  Tupper  S  R  Mrs 

6881  Carpenter  J  R  Mrs 

6882  Williams  M  W 
6884  Hautala  M  A 
6886  Russo  Susan 

6886  Stuart  M  J 

6887  Chadwick  G  R 

6888  Gallagher  Ann 
6890  Cameron  Cottages 

6892  Bailey  A  S  Mrs 

6893  Cooney  H  J 

6894  Town  Clerk 

6895  Currier  A  A  Mrs 

6896  Hoy  D  L 

6897  Wass  P  O 

6898  Hale  M  E  Mrs 

6900  Mueller  H  F 

6901  Van  Stigt  W  N 

6902  Putnam  W  M  Mrs 

6903  Symmes  D  P 

6906  Harris  G  E  Mrs 

6907  Heyl  E  M  Mrs 

6912  Sandpiper  Inn 

6913  Clark  M  D  Mrs 

6915  Kosinski  David 

6916  Tarr  M  A  Mrs 

6917  Heald  A  M  Mrs 

6918  Taylor  K  J 

6919  Grayce  M  A  Mrs 

6920  Gray  M  M  Mrs 

6921  Anderson  R  W  Jr 

6922  Wilkinson  I  O  Mrs 

6922  Wilkinson  E  R  Jr 

6923  O’Rourke  Helen  Mrs 

6924  Olson  R  A 

6925  Me  Kearney  Mary 
Mrs 

6926  Me  Grath  F  M 

6928  Robinson  Wm 

6929  Mills  J  F  Mrs 

6930  Little  M  V 

6931  Toomey  L  M 

6932  Sampson  L  H 
6934  Carnegie  Library 

6936  Marr  A  K 

6937  Hidonen  G  E 

6938  Bowman  A  J  Mrs 

6938  Bowman  Edna 

6939  Beach-Knoll  Inn 
6939  Wilkie  L  J  Mrs 
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6940  Marr  G  P 
6942  Jeppson  J  A 

6944  Wheeler  M  B  Mrs 

6945  Peg  Leg  Motel 

6947  Balzarini  Louis 

6948  Dawson  R  E 

6949  Osier  B  J  Mrs 

6950  Daggett  Arth 
6952  Cape  Shore  Realty 
6952  Poole  R  H 

6952  Poole’s  General 
Contracting 

6953  Grant  M  M  Mrs 

6954  Chaffee  James  E 

6955  Wick  E  L 

6957  Tufts  E  G 

6958  Coonley  J  C 

6959  Wonson  R  K 

6960  Bamforth  R  A  Rev 

6961  Brooks  M  S  Mrs 

6962  Cavanagh  Ellen 
Portraits 

6963  Brown  Alice 

6964  Costello  Timothy 

6965  Kolari  E  H 

6966  Zunz  Gail 

6967  Poole  O  S 

6969  Rutledge  Julia 

6970  Lindenfelzer  R  A 

6971  Perry  Claudia 

6972  Sargent  P  F 

6973  Bowen  D  C 
6975  Muir  A  L 

6977  Hyry  A  H  Mrs 

6978  Hillier  P  F 

6979  Curtis  L  P 

6980  Anderson  Mathilde 
Mrs 

6981  Read  E  H 

6982  Johnson  F  W 
6982  Johnson  E  E  Mrs 

6982  Johnson  Frank  W 
Insurance  Agency 

6983  Smith  A  P  Mrs 

6984  Newman  S  A  Mrs 

6985  Woodworth  Cheryl 
Mrs 

6986  Towle  R  D 

6987  Reddy  D  M  Mrs 

6988  Coen  M  R 

6989  Soini  G  M 

6991  Elaine  Miss  Hair 
Stylist 

6992  Rockport  Water 
Works  Pumping  Sta 

6993  Smith  E  L  Mrs 

6995  King  A  J 

6996  Mac  Lean  M  A  Mrs 

6997  Oritz  Cesar 

6998  Eldridge  Svea  Mrs 
7000  Rotenberg  Judi 

7000  Motif  Dress  Shop  The 

7004  Schofield  Leo  A 

7005  New  P  K 

7006  Slack  W  F 
7008  Short  C  B 

7010  Florentine  Gem  Shop 


7012  Lovell  R  A 

7013  Veator  J  W 

7014  Gentile  J  F 
7021  Waring  Philip 
7023  Bergeron  A  E 

7025  Francis  W  W 

7026  Mears  H  L 

7027  Sampson  Richd 
7030  Anderson  Paul 
7032  Tucker  Kenneth 

7036  Newman  G  W 

7037  Wise  D  S 
7037  Sheldon  Mark 

7039  Clarke  V  E 

7040  Meringer  R  J 

7043  Huger  Floyd 

7044  Ahern  C  F  Jr 

7047  Dahlgren  E  L 

7048  Evangelista  R  C 

7051  Leary  E  M  Mrs 

7052  Wulff  J  E 
7056  Smith  M  K 

7059  Me  Naughton  R  D 

7061  Cape  Ann  Project  For 
Elders  & 

Handicapped  Inc 

7062  Lashua  Jerry 

7063  Five  Corners 
Antiques 

7063  Kohli  L  J 

7070  Cooper  K  J 

7071  Larance  R  P 

7072  Contrino  R  C 

7072  Sea  Robin  Guest 
House 

7073  Terry  Harvey 

7077  Otto  Emma  Mrs 

7078  Carter  D  W 

7079  Paradis  Jay 

7081  Balzarini  Wm 

7082  Turner  B  B 
7089  Goucher  R  H 

7091  Rix  V  B 

7092  Vermont  Tweed  Shop 
7092  Klodnicki  Gallery 

7094  Eddie  C  E 

7095  Hartung  Nancy 

7097  Salazar  P  A 

7098  Hubbard  M  F 
7100  Square  Cir  The 

7103  Me  Gee  John  Mrs 

7104  Gray  Kenneth 

7105  Hutchinson  Martha 

7106  Andersen  R  W 

7107  Dann  Preston 

7111  Perry  D  F 

7112  Jaq’lyn  Designs 
7112  Dunham  Gregory 
7112  Paula’s  Jag  Lyn 

Designs 

7114  Demeri  D  F 

7115  Cheney  S  H 

7118  Mac  Leod  A  C  Mrs 
7121  Rockport  Casuals 

7123  Browne  E  C 

7124  Licis  Guntis 

7125  Than  os  Wm  J 
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7127  Brady  A  E  Mrs 

7128  Munroe  F  A 

7129  Tracy  S  T 

7130  Havens  M  K 
7134  Johannsen  John 
7137  Richdale  Stores 

7139  Sullivan  A  M  Mrs 

7140  Bayliss  Doris 
7143  Silversmithed 
7143  Brown  Tom 
/7144  Dearborn  E  L 
7146  Safford  H  H  Mrs 
7148  Yentsch  C  S 
7151  Westman  F  P 

7153  Nicholson  Edith 

7154  Preston  R  C 
7157  Cudmore  A  H 
7159  Tyko  Peter 

j  7161  Lusche  Jill 

7161  London  Venturers  Co 

7162  Loomis  Fredk 
7166  Lee  Evelyn  Mrs 
7166  Duncan  M  A 
7168  Hersey  B  A 

7173  Caufield  James 

7174  Gordon  I  F 

7176  Whitmer  B  J  Mrs 

7177  Friedman  M  H 
7181  Norman  Merle 

Cosmetics 

7181  Sheinwald  Ann 
Fashion  Boutique 
7186  Cantrell  Cecil  W  Jr 
7189  Chipman  Edw  Rev 
7195  Bierwith  Denise 
7198  Gibbons  C  H 
7201  Carter  M  E 

7203  Davis  Frank 

7204  Serrin  Gifts 

7205  Me  Garry  Guy  A 

7207  Moore  C  N  Jr 

7208  Jellow  P  G 

7211  Bernstein  M  L 

7212  Shafer  Studios  Of 
Schenectady 

7213  Hurd  P  S  Mrs 

7216  Mantyla  Emil 

7217  Thompson  Joseph  R 

7219  Fugalli  T  J 

7220  Kelley  Le  Roy 

7221  Albrecht  G  T 
7223  Shaughnessy  P  M 

Mrs 

7223  Shaugnessy  Pearl 
7225  Abbott  R  E 

7229  Peterson  W  I 

7230  Dussard  Steve 
7230  Cocotas  S  N 
7232  Patton  C  W 
7237  Sylva  P  D 

7239  Holljes  H  W 

7240  Crouch  Frank 

7243  Bross  A  F 

7244  Williams  Woodbury 
Jr 

7247  Wares  G  W 
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7248  Richards  J  H 

7250  Kennedy  Thorburn 

7251  Boot  Sandle  Shop 

7252  Brigham  R  A 

7253  Hatch  M  D  Mrs 

7254  Saunders  Eleanor 

7255  Thomas  Geo  W 

7256  Poole  P  O 
7258  Stanton  R  A 
7261  Carlson  G  H 
7264  Maki  John 
7266  Chandlery  The 
7268  Blair  I  C 

7272  Rossi  H  A 

7273  Nickerson  K  R 

7274  Neely  D  B 

7279  Mohr  M  C 

7280  Kempton  G  L 

7281  Magune  Virginia 
7291  Brenton  S  Bennett  Jr 
7293  Huttunen  J  B 

7295  Manno  Louis  J 

7296  Ciarametaro  J  J 

7297  Reed  B  R 

7302  Newman  Thos  Rev 
7304  Romaszko  G  A 
7307  Goll  E  H 
7309  Wonson  W  H 
7315  Anker  Inn 

7318  Powell  C  E 

7319  King  G  E 

7320  Kirkley  Frances 

7321  Bray  E  P 

7321  Bray  E  P 

7322  Burgoyne  J  A 

7323  Toad  Hall  Bookstore 
7329  Bryning  M  R  Mrs 
7331  Champion  Packages 

Co  Div  Of  U  S 
Plywood 

7342  Smith  Roland 

7343  Staydudwhar 
Josephine 

7344  Galligan  John  F 

7345  Landregren  Bernice 

7350  Sullivan  John 

7351  Business  &  Financial 
Services 

7354  Collins  Danl 

7355  Thompson  Agnes 

7357  Beardsley  Cath 

7358  Murphy  M  J 

7359  Robinson  E  H 

7364  Foss  Peter 

7365  Locke  E  V 
7380  Bates  I  F 

7383  Borton  C  R  Rev 

7384  Cole  E  J  Jr 
7386  Davis  M  L 

7394  Rasmussen  J  P  Jr 

7397  Simms  Amy  Mrs 

7398  Mac  Isacc  Alf  Jr 
7400  Kershaw  J  R 
7403  Wile  K  J 

7405  Rockport  National 
Bank  (Br) 

7407  Cherry  H  E 


7407  Spier  R  D 

7417  Littlefield  S  E  Jr 

7418  Kramer  R  D 
7425  Leahy  F  X  Jr 
7425  O’Brien  J  M 
7434  Pascucci  J  A 
7439  O’Neil  D  W 
7442  Bealoff  Robt 

7444  Davis  G  E 

7445  Urbanski  Donna  Mrs 
7447  Erwin  H  C 

7450  Tuller  K  M 

7451  Mueller  J  J 
7454  Gove  P  S 

7457  Mac  Neil  Mary 

7458  Aspesi  Hugo 
7465  Rice  Nancy  Mrs 

7472  Oberlander  Wm 

7473  Winkler  Marshall 

7478  Fitzgerald  Jerimiah 

7479  De  Boer  Alida  Mrs 

7481  Butter  Steph 

7482  Holm  O  E 

7483  Christo  A  R  Jr 
7487  Riordan  W  E 
7489  Woods  R  L 
7491  Orlando  R  J 
7495  Toneatti  S  M  Jr 

7497  Delakas  D  L 

7498  Brackett  J  R 

7501  Brooks  Janet 

7502  Cameron  K  M 

7505  Hilliard  T  F  B 

7506  Me  Gurrin  Thos 
7519  Graham  J  N 
7521  Sandy  Bay 

Apothecary 
7523  Muller  Karly  Jr 
7525  Tadco  Mfg  Inc 
7533  Stetson  Donald 
7540  Music  Box 
7542  Russo  L  R 
7549  Murdock  L  P  Mrs 
7549  Brancaleone  Peter 

7553  Gilpatrick  N  A 

7554  Gillespie  M  E 

7556  O’Connor  M  R  Mrs 

7557  Johnson  C  E 

7558  Dobson  Stanley 

7559  Downs  Julia 

7566  Lynch  John  J 

7567  Conway  F  L  Jr 
7572  Donaldson  J  B 
7577  De  Cruz  P  J 
7580  Halmen  J  A 
7586  Keefe  W  M 
7589  Purmort  M  N 

7596  Meadows  E  M  Mrs 

7597  Leet  Donald  L 

7598  Miller  E  L  Mrs 
7701  O’Brien  Anne  Mrs 
7717  Gardner  C  W  Jr 
7725  Russell  P  C 

7732  Merrick  Beverly  Mrs 
7734  Faruch  J  B 
7747  Prybot  Peter 
7756  Maki  Allan 


DIAL  546— CONTD 

7757  Suttari  P  N 
7761  Malaquis  John 
7766  Hall  Everett 
7768  Ryan  K  P 
7785  Corner  House  The 
7787  Me  Lay  Paul 
7813  Fisher  G  D 
7816  Paradise  Aquarium 
7821  Manthorne  Arnold 
7828  Johnson  Louise  Mrs 
7838  Galvin  M  T  Mrs 
7849  Me  Kinnon  J  D 
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7855  Clark  R  S 
7876  Goerschner  T  L 
7878  Digiovanni  Laura 
7895  Wittkower  Andrew 
9402  Richdale  Dairy  Store 
9409  Dixon  Wm  B  &  Son 
Service  Station 
9413  Dory  Mate  Coffee 
Shop 

9422  Sandy  Bay  Shoppe 
9427  Small  Fry  Shop  The 
9433  Sandy  Bay  Yacht 
Club 


9434  Rockport  Golf  Club. 
Pro  Shop 

9434  Rockport  Golf  Club 
Inc 

9436  Bob’s  Beauty  Shop 

9446  American  Legion 
Building 

9447  Oleana  By  The  Sea 
9463  Bruce’s  Arco  Service 
9468  Highlander  Center 

Laundromat 
9494  Captain’s  Bounty 


The 

City  Directory 

represents  the  City  and  its 
institutions  in  every  cor¬ 
ner  of  these  United  States 


Are  You  Properly 
Represented  In  It? 

The  Classified  portion 
catalogues  the  professions 
and  goods  handled  here 

ARE  YOU  LISTED  UNDER  YOUR  PROPER  HEADING 
SO  THE  PROSPECTIVE  BUYER  CAN  FIND  YOU? 


“Think  It  Over ” 


VITAL  INFORMATION 
AT  YOUR  FINGER-TIPS 

*  Tens  of  thousands  of  people  who  were 
formerly  strangers  to  the  City  Directory 
are  consulting  it  on  questions  of  citizen¬ 
ship,  employment,  sources  of  supply,  com¬ 
munications,  etc.  Also,  Directory  usage  is 
ep  among  regular  subscribers. 

Mon  People  be 

SEEING  CITY  DIRECTORY  ADS 


I 


X 

When  You  Want 

to  Know: 

— where  a  person  lives. 

—what  his  occupation  is. 

— who  lives  at  a  certain  number  on 
a  street. 

— where  a  street  is  located. 

— the  correct  spelling  of  a  name. 

— the  officers  of  a  corporation. 

— the  partners  in  a  firm. 

—the  solution  to  any  of  scores  of  problems 
that  pop  up  unexpectedly  to  annoy  and 
baffle  you. 

—you  can  quickly  find  the  answer 
in  the  City  Directory. 


ADVERTISING  PRINCIPLES 


!.  Good  Advertising  —  aims  to  inform  the  consumer 
and  help  him  to  buy  more  intelligently. 

2.  Good  Advertising  — the  truth,  avoiding  mis- 
statement  of  facts  as  well  as  possible  deception  through 
implication  or  omission.  It  makes  no  claims  which  can  not 
be  met  in  full  and  without  further  qualification.  It  uses 
only  testimonials  of  competent  witnesses. 

3.  Good  Advertising  — conforms  to  the  generally  ac¬ 
cepted  standards  of  good  taste.  It  seeks  public  accept¬ 
ance  on  the  basis  of  the  merits  of  the  product  or  serv¬ 
ice  advertised  rather  than  by  the  disparagement  of 
competing  goods.  It  tries  to  avoid  practices  that  are 
offensive  or  annoying. 

4.  Good  Advertising  —  recognizes  both  its  economic 
responsibility  to  help  reduce  distribution  costs  and  its 
social  responsibility  in  serving  the  public  interest* 

Advertising  Federation  of  America. 

(Your  Directory  publishers  fully  subscribe  to  the 
principles  set  forth  in  this  statement) 


HON  TO  USE  YOUR  CITY  DIRECTORY 

major  S»p»rtrrv#nt»  In  dw  Dlrtctory  art  arranvatf  in  th»  fallawlni  ardtr  for  roo4y  rs  is  reuse: 

I.  INDEX  TO  ADVIRTIUN  4.  CLASSIFIED 

I  INTDODWCTION  ».  ALPHABETICAL  SECTION 

*•  BUVEDS’  OUIDE  S.  HOUSEHOLD  EES'  en4  STREET  GUIDE 

• 

Particular  cMcnticn  U  SirsctsS  Ac  tour  symbols  aa  Seine  important  tantrikutini  factors  in  susstyine  cam- 
Ototo  information.  They  ooooar  aa  follow*:  ALPHABETICAL  SECTION,  *♦!>** — HoMsafiolOsrs.  “r**— RcciBcnA, 
HOUSEHOLDERS’  AND  STREET  GUIDE,  ”C" — T  Stephen*  SuSacriScr,  "®M — Htwccwwar. 

The  City  Directory  Will  Answer  Your  Everyday  Questions  -  •  • 


About  mn  Individual 


Hew  does  he  cpell  hie  name) . Alpha. 

la  he  married?  What  ia  his  wile's 

name? . Alpha. 

Whe  re  does  he  live  ?  .  .  .  * . Alpha. 

Does  he  own  his  home? . HH  Ai  St. 

Has  he  a  telephone? . HH  At  St. 

Where  is  the  neareet  telephone  ?.  HH  At  St. 

Who  are  his  neighbors? . HH  At  St. 

What  <J0ea  he  do  lor  a  living? . Alpha. 

Where  does  he  work? . Alpha. 


Is  he  the  "head  of  the  house"  or  a 

resident? . Alpha.  HH  At  St. 


How  many  adults  in  the 

family? . Alpha,  (same  address) 


Does  he  own  a  business? . Alpha. 

Is  he  a  member  of  a  partnership?.  .  .Alpha. 

Is  he  an  officer  in  a  corporation?.  .  .Alpha. 

Others  in  the  same  business  or  • 

profession? . Class. 

Is  the  woman  single,  married  or 

a  widow? . Alpha. 

What  was  the  name  of  the  widow's 

husband?  . Alpha. 


About  a  Business  Concern 

What  is  the  correct  name?.  .  . Alpha. -Class. 
What  is  the  correct  address?.  .  Alpha. -Class. 

Just  what  do  they  do? . Alpha. -Class. 

Is  it  a  Partnership  or  Corporation.  .Alpha. 
Who  are  the  Partners?  (if  a  firm)  .  .Alpha. 
Who  are  the  chief  officers?  (if  Inc.)  .Alpha. 
Location  of  branches 

. Alpha. -HH-Buyers  Guide 


Others  in  same  or  similar  lines?.  .  .  . Clasa. 
(NOTE:  If  name  is  in  bold  type,  saying 

"(See  Buyers*  Guide . )*’  much  more 

detailed  information  appears  on  that  page 
such  as:) 

What  are  their 

specialties? . Class. -Buyers’  Guide 

Description  of  products  and 

services? . Buyers*  Guide 


About  a  Locality 

Quickest  way  to  get  there ?....HH  At  St. 

How  do  the  Streets  iun) . HH  At  St. 

Who  lives  at  a  given  address ?..HH  At  St. 

Is  there  a  telephone  there:  where 

is  the  nearest  'phone? . HH  At  St. 

What  is  the  character  of  the 

neighborhood?  . HH  At  St. 

Is  it  a  ’’Homs-owrirs"  section. 

Apt.  house  section,  etc? . HH  At  St. 


Just  where  in  the  block  is  it 

located?  . HH  At  St. 

What  is  the  nearest  street 

corner? . HH  At  St. 

What  is  the  nearest  store.  Church, 

school,  garage,  etc? . HH  At  St. 

If  business  location,  what 

business?  . HH  At  St. 

if  an  office  bldg.,  who  are  in 

what  rooms? . .HH  At  St. 


Where  are  bldgs.— office  and  public?  .  Class. 


About  Clubs,  Societies,  Associations,  Etc 


What  is  the  complete  name?.  . Class. -Alpha. 
Where  are  their  headquarters? ...  .Alpha. 

Who  is  the  Secretary? . Alpha. 

When  are  the  stated  meetings? ...  .Alpha. 
What  are  the  Churches  and 

where  located? . Alpha. -Class. 

Who  are  the  pastors? . Alpha. 


What  are  the  names  and 
locations  and  who  are  the 
Principals  of  the  schools?.  . Class.-Alpha. 
What  are  the  names  and  locations 

of  the  Cemeteries? . Class.-Alpha. 

What  are  the  locations  of  the 
Hospitals,  Homes  and 

Asylums?  . Class.-Alpha. 


About  Cityf  County ,  State  or  Federal  Departments 

See  Alpha.  Section. 


About  Statistical  A  Historical  Information 
Regarding  your  City 

See  Introduction. 


Kay:  Alpha. — Alphabetical  Section 

HH  A  St. — Householders  and  Street  Guide 


Class. — Classified  List 


CAPE  ANN  SECURITY  AGENC 


SECURITY  GUARDS  -  ALARM  SYSTEMS  -  WATCHMEN  -  PATROLS 


185  MAIN  ST,,  GLOUCESTER.  01830 


DESTLNOS 


’TuzfUne  \>anduHc/t44. 

OUR  15TH  ANNIVERSARY 


OUR  FEATURE— OUR  CREATION— OUR  HERO 
The  Lisa  Joyce"  Over  2'  Feef  Long  Nearer  30  Incl 
"OUR  SUBS  ARE  THE  TALK  OF  THE  TOWN! 

Tel.  283-3  9  00 

129  Prospect  St.,  Gloucester  01930 
(Across  from  Lady  of  Good  Voyage) 


OVERLOOKING  GLOUCESTER  HARBOR 

apTaiit 

(oatafem  restaurant 


Open  Year  Round— Next  To  Fisherman's  Wharf 
Captain's  Cocktaif  Lounge  With  Piano  Bar 
Catherine  A.  Rodolosi,  Pres 


Laurent  A.  Rodolosi,  Treas 

CALL  283-0007 

25  ROGERS  ST.  GLOUCESTER,  MASS.  01930 


PETROLEUM,  Inc 


SERVING  CAPE  ANN  WITH 
WARMTH,  WITHOUT  WORtfY 

FUEL  OIL  .  .  .  24  HOUR  BURNER  SERVICE 

Call  283-0210 

15  BROADWAY,  ROCKPORT,  MASSACHUSETTS  01966 


iNeAiaiira.nl  ancl  ^snn 

Restaurant  Open  April  Through  Octobe 

TELEPHONE  546-3038 


INN  OPEN  YEAR  'ROUND 

TELEPHONE  546-2352 
18  Beach  St.  Rockport  01966 


LAWRENCE  N.  PETERSON,  Inc 


CONTRACTING  ENGINEERS 

MASTER  PLUMBER  LICENSE  5 1 1 3-7576 
PLEWOOD  AVE.  283-0560  GLOUCESTER,  MASS.  01 9 
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